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PART  I. 


FRAXOHISES;  INCORPORATION  AND  MANAGEMENT 
OF  ELECTRIC  CORPORATIONS;  MUNICI- 
PAL CONTROL. 


AMERICAN 

ELECTRICAL  CASES 


GRANT   OF  FRANCHISE. 


MoRBiSTOWN,  City  of,  v.  East  Tenbtessee  Telephonb  Co. 

U,  8,  Cirouit  Court  of  Appeals,  Biwth  CiroiUt. 

1.  Right  to  use  streets;  ordinance  qrantino  frajtohise. — No  telegraph 

or  teleDhone  company  can  lawfully  occupy  the  streets  or  alleys  of  a 
municioality  without  legislative  authority,  exercised  directly  by  the 
legislature,  or  by  a  municipality  in  pursuance  of  a  delegated  power. 
When  a  city  charter  prescribes  that  franchises  can  be  granted  by  ordi- 
nance, it  is  not  competent  to  make  such  a  grant  by  resolution,  nor  can 
an  ordinance  be  amended  by  a  resolution. 

2.  Revocation  of  franchise  after  acceptance. — A  franchise  granted  by  an 

ordinance  and  amended  by  resolution,  and  accepted  as  amended  by  a 
telephone  company  is  irrevocable,  unless  the  power  to  revoke  or  alter 
is  reserved. 

Appeal  from  United  States  Circuit  Court,  Eastern  District  of 
Tennessee;  remanded  with  direction  to  modify  decree.  Decided 
April  8,  1902 ;  reported  116  Fed.  304. 

Statement  of  facts : 

The  East  Tennessee  Telephone  Company  is  a  corporation  organized  under 
the  law  of  Kentucky,  which  is  engaged  in  the  operation  of  telephone  systems 
in  various  towns  of  Tennessee.  Prior  to  the  controversy  as  to  its  right  to 
do  a  local  business  and  conduct  an  exchange  at  Morristown,  it  seems  to  have 
been  conducting,  in  Morristown,  a  long-distance  telephone  station,  by  which 
the  town  was  connected  with  other  towns  in  the  vicinity  in  which  it  was 
doing  a  local  business.  Prior  to  September,  1899,  the  local  business  and 
rxchange  at  Morristown  was  done  by  a  local  Tennessee  corporation  called 
the  Morristown  Telephone  Company.      On  September  1,  1899,  the  council  of 


4  American  Electrical  Cases.  [vol.  8 

Morristown,  City  of,  v.  East  Tennessee  Telephone  Co. 

Morristown  passed  an  ordinance  giving  to  the  East  Tennessee  Telephone 
Company  the  right  to  erect  poles  and  string  wires  over  the  streets  and  alleys 
of  the  city  for  the  purpose  of  conducting,  a  local  telephone  exchange.  This 
ordinance  fixed  the  maximum  rate  of  charges,  and  required  that  the  city 
should  be  given  the  free  use  of  two  telephones,  and  the  right  to  use  the 
company's  poles  for  stringing  a  fire  alarm  system.  September  25,  1899, 
a  resolution  was  passed  by  the  Morristown  city  council  giving  to  the  tele- 
phone company  the  right  to  increase  its  maximum  charges  in  respect  to 
one  class  of  telephones.  On  the  day  following,  the  company,  in  writing, 
accepted  the  terms  of  the  ordinance  as  thus  amended.  In  pursuance  of  the 
consent  thus  given,  the  company  took  some  steps  toward  the  enlargement  of 
its  local  facilities,  and  incurred  some  expense  in  preparing  for  furthermore 
considerable  extensions.  There  seems  to  have  been  some  popular  discontent 
with  the  resolution  allowing  an  increased  charge  for  service  under  the  action 
of  the  city  council  last  taken,  which  led  to  the  repeal  on  November  17,  1899, 
of  the  ordinance  of  September  1st.  Pending  the  matters  stated,  the  local 
company  seems  to  have  been  in  the  hands  of  a  receiver  appointed  by  the 
Circuit  Court  of  the  United  States  upon  a  creditors'  bill.  Under  this  cred- 
itors' proceeding  the  entire  property  and  franchises  of  the  Morristown  Tele- 
phone Company  were  brought  to  a  judicial  sale.  At  this  sale  the  property 
and  franchises  of  the  company  were  purchased  by  the  East  Tennessee  Tele- 
phone Company,  and  the  sale  confirmed  and  title  vested  February  28,  1900. 
From  this  time  the  last-named  company  claimed  to  exercise  all  the  rights 
and  franchises  which  pertained  to  the  old  Morristown  Telephone  Company 
as  well  as  such  rights  and  franchises  as  had  been  granted  to  it  by  virtue 
of  the  ordinance  and  resolution  heretofore  mentioned.  The  municipal  au- 
thorities, upon  the  other  hand,  denied  the  validity  of  the  ordinance  under 
which  the  Morristown  Telephone  Company  had  been  maintaining  its  poles 
and  wires  upon  the  streets,  and  denied  the  authority  of  the  East  Tennessee 
Telephone  Company  as  a  foreign  corporation  engaged  in  a  competitive  busi- 
ness to  acquire  the  rights  and  franchises  of  the  Morristown  Telephone  Com- 
pany. The  Morristown  authorities  also  denied  that  the  East  Tennessee 
Telephone  Company  had  acquired  any  street  rights  by  virtue  of  the  ordinance 
of  September  1,  1899,  or  the  resolution  of  September  15,  1899.  In  short, 
the  position  of  the  municipal  authorities  was  that  the  East  Tennessee  Tele- 
phone Company  had  no  authority  from  any  source  to  erect  or  maintain  a 
local  telephone  system  by  using  the  streets  or  alleys  of  the  town  for  their 
posts  and  wires,  and  was  therefore  a  trespasser  upon  the  streets.  Acting 
upon  this  line,  the  agents  and  officers  of  the  East  Tennessee  Telephone  Com- 
pany were  prevented  by  the  municipal  police  from  erecting  poles  or  stringing 
wires  for  the  purpose  of  prosecuting  the  business  of  a  local  telephone  com- 
pany. This  interference  is  charged  to  have  been  destructive  to  the  fran- 
chises claimed,  and  a  remedy  by  injunction  was  therefore  sought.  Upon  the 
pleadings  and  proof  the  court  below  granted  a  perpetual  injunction  as  prayed. 
From  this  decree  the  municipality  of  Morristown  has  appealed,  and  assigned 
error. 


GrBANT  OF  FbAKCHISB. 


Monistown,  City  of,  y.  East  Tennessee  Telephone  Co. 

W.  N.  Hiekey  and  Boht  E.  L.  Motmtcastle,  for  appellant 
Edward  T.  Sanford,  for  appellee. 

LuBTON^  Circuit  Jndge^  after  making  the  foregoing  statement  of 
the  case,  delivered  the  opinion  of  the  court: 

The  power  of  the  city  of  Morristown^  prior  to  the  amendment  of 
its  diarter  by  the  act  of  April  21^  1899,  to  grant  any  street  rights  to 
the  Morristown  Telephone  Company,  is  denied,  and  an  ordinance 
passed  February  22,  1896,  giving  to  that  company  the  ri^t  to 
erect  poles  and  string  wires  on  the  streets  and  alleys  of  the  town, 
subject  to  certain  limitaticms,  is  claimed  to  have  been  an  vUra  vires 
act  Morristown  is  incorporated  imder  a  special  legislative  charter 
passed  November  21,  1867.  Priv.  Acts  Tenn.  1867-68,  p.  18. 
Curiously  enough,  that  charter  does  not,  in  express  terms,  deal 
with  the  question  of  the  grant  of  privileges  or  franchises  in  the 
streets.  ^Neither  does  it,  as  is  usually  the  case,  provide  in  so  many 
words  that  the  corporation  shall  have  general  '^control"  over  its 
streets  and  alleys.  Upon  this  rests  the  case  against  the  validity 
of  the  ordinance  under  which  the  Morristown  Telephone  Company 
erected  its  poles  on  the  streets  of  the  town,  and  for  years  conducted 
a  local  telephone  business  without  let  or  hindrance  from  the  muni- 
cipal authorities. 

That  no  telegraph  or  telephone  company  can  lawfully  occupy  the 
streets  or  alleys  of  a  town  with  their  poles  and  wires  without  legis- 
lative authority  granted  directly  by  the  legislature,  or  by  the  muni- 
cipal authority  in  pursuance  of  power  delegated,  is  a  plain  and 
obvious  proposition.  That  the  authority  to  consent  to  the  use  of 
the  streets  of  a  town  by  a  railway,  telegraph,  or  telephone  company 
resides  primarily  in  the  legislature  of  the  State  is  well  settled  also, 
though  usually  delegated  to  the  municipality  directly  concerned. 
City  of  Knoxville  v.  Africa,  23  C.  C.  A.  262,  77  Fed.  501,  507. 
That  the  power  to  grant  a  right  of  way  to  street  railways  through 
the  streets  of  a  town,  when  its  motive  power  is  animal  or  electricity, 
may  be  implied  from  a  grant  of  general  control  over  the  streets,  we 
had  occasion  to  decide  in  Detroit  Citizens'  St,  Ry.  Co.  v.  City  of 
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Detroit,  12  C.  0.  A  365,  64  Fed.  628,  636,  26  L.  R  A.  667.  Tlie 
court  below  held  that  while  the  charter  of  Morristown  did  not, 
in  express  terms,  delegate  to  the  municipality  general  control  over 
its  streets  and  alleys,  the  powers  in  reference  to  streets  and  alleys 
were  so  numerous  and  sweeping  as  to  be  equivalent  to  general  con- 
trol. We  are  not  prepared  to  disagree  with  this  conclusion,  but 
find  it  unnecessary  to  determine  the  validity  of  the  ordinance  under 
which  the  Morristown  Telephone  Company  established  its  poles  and 
wires  on  the  streets  of  the  town. 

By  the  Tennessee  act  of  Apr.  21,  '99,  the  charter  of  Morristown 
was  so  amended  as  to  include  within  the  powers  which  mi^t  be 
exercised  by  ordinance  the  power  to  grant  privileges  and  franchises 
in  the  use  of  the  streets.  This  act  removed  all  doubt  as  to  the 
power  of  the  city,  and  after  its  enactment,  and  on  September  1, 
1899,  an  ordinance  was  duly  passed  giving  to  the  East  Tenessee 
Telephone  Company  the  right  to  erect  poles  and  string  wires  on  the 
streets  and  alleys  of  the  city,  ^'  in  such  a  way  and  manner  as  not  to 
obstruct  the  streets  and  alleys,  and  to  erect  their  poles  in  such  a 
way  as  to  be  the  least  inconvenient  to  the  public  travel,  as  may 
be  agreed  by  the  street  committee."  The  ordinance  prescribed 
the  maximum  charges  to  be  made,  and  required  the  company  to  give 
to  the  city  two  telephones  free  of  charge,  and  to  allow  their  poles 
to  be  used  for  the  purpose  of  stringing  a  fire-alarm  system.  On 
the  25th  of  September,  following,  the  city,  on  application  of  the 
East  Tennessee  Telephone  Company,  amended  this  ordinance  by  a 
resolution  increasing  the  maxinmm  rate  chargeable  by  the  company 
for  one  class  of  telephone  service.  On  September  26,  1899,  the 
telephone  company  wrote  and  signed  on  the  foot  of  this  original 
resolution  an  acceptance  in  these  words: 

"  In  consideration  of  this  resolution,  together  with  an  ordinance  heretofore 
passed,  we  accept  both  as  taken  together  as  a  contract  between  the  East 
Tennessee  Telephone  Company  and  the  city  of  Morristown." 

For  some  unexplained  reason,  the  city  council  at  a  meeting  held 
October  6,  1899,  passed  a  resolution  reciting  the  above  clause  as 
having  been  "  added"    to  the  resolution  without  authority,  and 
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ordering  that  the  minutes  of  the  former  meeting  be  corrected  by 
striking  out  the  clause  of  acceptance  above  quoted.  November  17, 
1899,  the  coimcil  formally  repealed  the  ordinance  of  September  1, 
1899,  under  the  claim  that  the  city  had  the  right  to  repeal  or  with- 
draw its  consent  to  the  use  of  the  streets,  as  provided  by  that  ordin- 
ance, at  any  time  before  the  ordinance  had  been  legally  accepted. 
The  argument  that  the  repeal  occurred  before  acceptance  is  based 
upon  two  propositions:  First,  that  the  resolution  of  September 
26th  was  a  void  thing,  because  the  ordinance  of  September  1st  could 
not  be  altered  or  annulled  by  resolution ;  2d,  that  the  aooeptanoe 
was  of  the  ordinance  and  resolution  together,  and,  the  resolution 
being  void,  the  acceptance  goes  for  nothing. 

The  consent  to  the  occupancy  of  the  streets  by  the  poles  and  wires 
of  the  telephone  company  for  the  purpose  of  maintaining  a  public 
telephone  system  was  the  grant  of  an  easement  in  the  streets  and  a 
conveyance  of  an  estate  or  property  interest,  which,  being  in  a  large 
sense  the  exercise  of  a  proprietary  or  contractual  right  rather  than 
l^islative,  was  irrevocable  after  acceptance,  unless  the  power  to 
alter  or  revoke  was  reserved.  This  principle  has  too  many  times 
been  declared  and  applied  by  this  court  to  require  further  elabora- 
tion. Detroit  Citizens'  St.  Ry.  Co.  v.  City  of  Detroit,  12  C.  C.  A. 
365,  64  Fed.  628,  26  L.  R.  A.  667 ;  Louisville  Trust  Co.  v.  City  of 
Cincinnati,  22  C.  C.  A.  334,  76  Fed.  296 ;  Iron  Mountain  B.  Co. 
V.  City  of  Memphis,  37  C.  C.  A.  416,  96  Fed.  113 ;  Citistens'  Ry. 
Co.  V.  Africa,  23  C.  C.  A.  252,  77  Fed.  501. 

The  telephone  company  in  consideration  of  this  street  easement 
agreed  to  permit  its  poles  to  be  used  by  the  city  for  stretching  the 
wires  of  a  fire-alarm  system,  and  also  to  furnish  two  telephones  free 
for  municipal  uses.  The  amendment  of  this  ordinance  by  the 
resolution  of  September  25th  was  ineffectual.  The  charter  as 
amended  having  conferred  the  power  of  granting  street  franchises 
"  by  ordinance,"  no  other  method  was  admissible.  When,  by 
statute  of  charter,  power  is  conferred  upon  a  municipal  council 
and  is  silent  as  to  the  mode  of  action,  the  decision  may  be  by  either 
ordinance  or  resolution,  at  discretion  of  the  council.  But  when 
the  charter  prescribes  that  franchises  can  be  granted  by  ordinance 
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it  is  not  competent  to  make  such  a  grant  by  resolution.  Board  v. 
De  Kay,  148  U.  S.  591,  13  Sup.  Ct  706,  37  L.  Ed.  673 ;  Dill. 
Mim.  Corp.  (2d  ed.),  §  244  et  seq.,  and  notes;  Newman  v.  City  of 
Emporia,  32  Kan.  456,  4  Pac.  815;  Van  Vorst  v.  Jersey  City, 
27  N.  J.  Law,  493 ;  City  of  Oreen  Bay  v.  Brawns,  50  Wis.  204, 
6  N.  W.  503 ;  Illiruns  Trust  &  8av.  Bank  v.  Arkansas  CUy,  22 
C.  C.  A.  171,  76  Fed.  271,  34  L.  R  A.  518. 

The  by-laws  of  the  city  required  that  an  ordinance  should  be 
passed  at  two  separate  meetings.  No  such  requirement  exists  as  to 
the  passing  of  a  resolution.  So  far  as  the  resolution  sought  to  alter 
any  term  or  condition  upon  which  the  ordinance  granted  an  ease- 
ment in  the  streets  to  the  East  Tennessee  Telephone  Company  its 
invalidity  must  be  conceded ;  for  it  would  seem  to  follow  that  if  a 
franchise  can  only  be  granted  by  an  ordinance  that  such  an  ordi- 
nance can  only  be  altered  or  amended,  in  respect  to  any  of  its  terms 
or  conditions,  by  another  ordinance,  and  not  by  a  mere  resolution. 
This  brings  us  to  the  crux  of  the  case.  The  ordinance  conferring 
the  right  to  erect  and  maintain  its  poles  and  wires  upon  the  streets 
was  repealed  by  an  ordinance  passed  November  17,  1899. 

The  learned  counsel  for  the  appellant  concede  that  if  there  had 
been  an  "  unequivocal  acceptance  of  this  consent  ordinance,  and 
substantial  action  under  its  terms,  that  it  would  have  consti- 
tuted an  inviolable  contract  City  of  Knoxville  v.  Africa,  23  C.  C. 
A.  252,  77  Fed.  501 ;  Detroit  Citizens'  St.  By.  Co.  v.  City  of  De- 
troit,  12  C.  C.  A.  365,  64  Fed.  628,  26  L.  R.  A.  667. 

The  ri^t  to  revoke  the  easement  granted  is  based  upon  the  fact 
that  the  telephone  company,  in  writing,  accepted  the  ordinance  only 
as  amended  by  the  invalid  resolution.  This  acceptance,  it  is  said, 
was  but  a  conditional  acceptance,  and  that,  if  the  resolution  turn  out 
to  be  ineffective  as  an  amendment  or  alteration  of  the  terms  of  the 
consent  ordinance,  the  acceptance  goes  for  nothing.  The  position 
is  untenable.  The  telephone  company,  under  the  circumstances, 
might  very  well  have  said,  upon  discovery,  that  the  modification  of 
the  terms  of  the  ordinance  had  not  been  made  in  a  valid  manner, 
**tha*  it  would  not  avail  itself  of  the  franchise  granted,  and  was  not 
bound  to  carry  out  any  implied  agreement  to  construct  or  maintain 
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a  local  telephone  system,  as  its  acoq)taiioe  of  the  street  franchise 
had  been  based  upon  the  supposed  validity  of  the  resoluticm  modify- 
ing the  terms  of  the  ordinance  granting  a  street  easement"  But 
this  it  has  not  done,  and  does  not  now  say.  On  the  contrary,  it  in 
effect  says :  ^^Althouj^  I  have  not  so  good  a  contract  as  I  desired  and 
supposed  I  had,  yet  I  stand  upon  the  rights  conceded  me  by  the 
lalid  ordinance,  and  upon  the  terms  and  oonditions  there  pre- 
asribed." 

An  ordinance  conferring  street  easements  in  excess  of  the  power 
of  the  municipality  to  grant  is  not  necessarily  yoid.  For  example, 
ofdinances  conferring  exclusive  rights  by  a  municipality  having  no 
p^wer  to  grant  exclusive  rigjits  have  been  held  valid  so  far  as  to 
ooavey  a  rigjit,  subject  to  the  rig^t  of  the  city  to  grant  like  privil- 
ege in  same  streets  to  others.  Levis  v.  City  of  Newion  (C.  C), 
75  Fed.  884 ;  CUy  of  Waterloo  v.  Waterloo  8t.  By.  Co.,  71  Iowa, 
193  32  N.  W.  829. 

The  same  rule  would  apply  to  an  ordinance  valid  in  part  and  in- 
valic  in  part  which  is  applicable  to  a  statute.  If  the  grants  are  so 
distinctly  separable  that  each  can  stand  alone,  and  the  court  is  able 
to  set  that  there  is  no  such  interdependence  as  to  make  the  validity 
of  a  jurt  depend  upon  the  validity  of  every  part,  the  ordinance  will 
be  ui^ld  so  far  as  valid.  But  here  nothing  has  failed  but  an  effort 
to  ameid  an  ordinance  confessedly  valid.  The  amendment  was  one 
propoed  by  the  telephone  company,  and  wholly  in  its  interest. 
If  it  cboses  to  go  on,  although  the  modifying  resolution  has  failed 
to  accomplish  its  purpose,  it  is  not  for  the  city  to  escape  responsi- 
bility UK)n  the  assumption  that  everything  done  by  the  telephone 
company  in  acceptance  of  the  easements  granted  was  made  depend- 
ent uponthe  validity  of  this  amending  resolution.  The  plain  pur- 
pose of  tfe  telephone  company,  by  its  written  acceptance  and  by  the 
rabsequet  prosecution  of  the  work  of  putting  in  its  local  lines,  was 
to  avail  itelf  of  the  grant  made  by  the  ordinance.  Undoubtedly  it 
acted  upoithe  theory  that  the  resolution  had  worked  a  valid  modifi- 
cation of  te  ordinance,  and  this  it  has  maintained  to  the  end  of  this 
litigation.  This  contention  it  has  now  lost,  and  it  is  now  con- 
fronted wit  the  novel  claim  that  the  easement  remained  revocable. 
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because  its  acceptance  included  a  supposed  Tnodification  which  turns 
out  to  have  been  irregularly  granted,  and  therefore  invalid.  The 
acceptance  of  the  grant  by  writing  and  by  acts  prior  to  the  repealing 
ordinance  was,  in  our  judgment,  such  as  to  give  the  ordinance,  so 
far  as  valid,  effect  as  a  contractual  ordinance,  and  render  it  irre- 
vocable. 

Street  rights  so  vested  cannot  be  devested  without  the  consent 
of  both  parties  or  by  clear  acts  of  abandonment  indicating  an  inten- 
tion not  to  accept.  Louisville  Trust  Co.  v.  City  of  Cincirmati,  22 
C.  C.  A.  334,  76  Fed.  296.  The  street  rights  thus  granted  are,  of 
course,  subject  to  the  provisions  of  the  ordinance  itself,  as  well  is 
the  police  power  of  the  city,  which  can  never  be  contracted  away. 

Whether  the  Morristown  Telephone  Company  had  any  stroet 
easement,  and  whether  the  appellees,  as  purchasers  of  its  proper^, 
acquired  such  street  rights  as  it  had,  we  do  not  decide.  That  it  ac- 
quired the  physical  property  of  that  company  is  not  denied,  \niat 
we  do  decide  is  that  the  East  Tennessee  Telephone  Oompan^  ac- 
quired a  valid  and  irrevocable  right  to  erect  its  poles  and  striig  its 
wires  on  and  over  the  streets  and  alleys  of  Morristown,  under  and 
subject  to  the  terms  and  provisions  of  the  ordinance  of  Septenber  1, 
1899.  We  also  hold  that  the  resolution  of  September  25, 1899, 
was  ineffective  as  an  amendment  of  the  prior  ordinance,  aid  that 
the  East  Tennessee  Telephone  Company,  by  its  acts  and  deids,  has 
accepted  the  terms  of  the  ordinance  of  September  1,  1899. 

We  also  decide  that  the  ordinance  repealing  the  ordiiance  of 
September  1,  1899,  was  ineffective  to  deprive  the  telephcne  com- 
pany of  the  easement  granted  under  the  ordinance  of  September  1, 
1899.  The  street  rights  thus  acquired  m^ust  be  held  subjct  to  the 
provisions  of  the  ordinance  under  which  they  were  granted  and  also 
subject  to  the  reasonable  regulations  of  the  municipality  oy  virtue 
of  its  police  power.  City  of  Baltimore  v.  Baltimore  Trot  &  Ouar- 
antee  Co.,  166  U.  S.  673, 17  Sup.  Ct.  696,  41  L.  Ed.  110. 

The  general  result  below  was  sound,  and  is  affirmed,  -ut  the  ap- 
pellant is  entitled  to  have  the  injunction  modified  as  indicated  by 
this  opinion.  Bemand,  with  directions  to  modify  .he  decree. 
Costs  of  this  court  will  be  divided. 
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Fraaieklae  oaee  aoeepted  not  to  be  revoked* — ^A  municipal  ordinance 
granting  to  a  particular  company  authority  to  construct  and  maintain  tele- 
phone  lines  on  the  streets  of  a  city,  without  any  limitation  as. to  time,  and 
for  a  stipulated  consideration,  when  accepted  and  acted  upon  by  the  grantee 
by  a  compliance  with  all  its  conditions  and  the  construction  of  a  valuable 
and  extensive  plant,  acquires  thereby  the  features  of  a  contract,  which  the 
dty  cannot  thereafter  abolish  or  alter  in  its  essential  terms,  without  the 
consent  of  the  grantee.  The  imposition  of  new  and  burdensome  considera- 
tions is  a  violation  thereof.  "Sew  Orleans,  City  of,  v.  Oreat  Southern  Teleph. 
d  T^eg,  Co.,  2  Am.  Electl.  Cas.  122,  40  La.  Ann.  41,  3  So.  533.  See,  also, 
nudeon  Teleph.  Co.  v.  Mayor,  etc.,  of  Jersey  City,  2  Am.  Electl.  Cas.  133,  49 
N.  J.  Law,  303,  8  Atl.  123 ;  Michiyan  Teleph.  Co.  v.  City  of  8P.  Joseph,  7  Am. 
Electl.  Cas.  1,  121  Mich.  502,  80  N.  W.  383;  Northivestem  Teleph.  Exch.  Co. 
V.  Minneapolis,  7  Am.  E^ect.  Cas.  168,  81  Minn.  140,  83  N.  W.  527;  Mohan  v. 
Uu^igan  Teleph.  Co,,  8  Am.  Electl.  Cas.  38,  93  N.  W.  630;  Boater  Springs, 
City  of,  V.  Boater  Springs  Light  d  P.  Co.,  8  Am.  Electl.  Cas.  125,  64  Ejin.  591, 
68  Pac.  63;  Duluthi,  City  of,  v.  Duluth  Teleph.  Co.,  8  Am.  Electl.  Cas.  136, 
84  Minn.  486,  87  N.  W.  1128;  State  ex  rel.  Wisconsin  Teleph.  Co.  v.  City  of 
Sheboygan,  8  Am.  Electl.  Cas.  155,  114  Wis.  505,  90  N.  W.  441.  See,  also, 
monographic  note,  **  Use  of  Streets  and  Highways  by  Telegraph  and  Tele- 
phone Companies,"  post,  p.  159. 

Tko  eoBaeat  of  a  oobubob  eovmeil  for  the  erection  of  wires  and  poles 
in  a  street  by  an  electric  railway,  and  prescribing  the  size  and  location  of 
the  poles,  and  limiting  the  speed  of  railroads  when  operated  by  electricity 
must,  under  the  charter  of  the  city  of  Newark,  be  by  ordinance,  and  not  by 
resolution.  Halsey  v.  City  of  Newark,  6  Am.  Electl.  Cas.  40,  54  N.  J.  Law, 
102,  23  AU.  284. 
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Iowa;  Supreme  Court. 

1.  Statdtb  authobizitto  telephone  cohpany  to  use  public  hiqhwats.— 
A  statute  of  Iowa  (Code  1873,  S  1324),  as  amended  by  Laws  19th  Gen. 
Assem.  ch.  104,  authorizing  any  person  or  company  to  construct  a  tele- 
graph or  telephone  line  along  public  highways,  held  sufficient  to  include 
city  streets  and  to  permit  their  occupancy  by  a  telephone  company  with- 
out the  city's  consent. 

Appeal  by  defendant  from  an  order  restraining  the  occupancy 
by  it  of  city  streets.  Decided  February  12,  1903 ;  reported  119 
Iowa,  619,  93  N.  W.  596. 
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E.  E.  Cook,  L.  O.  Richardson  and  N.  T.  Guernsey,  for  ap- 
pellant. 

J.  C.  Hume,  for  appellees. 

Opinion  by  Sherwin,  J. : 

The  plaintiffs  are  residents  and  taxpayers  of  the  city  of  Des 
MoineSy  owning  residences  fronting  upon  West  Grand  avenue,  in 
said  city,  along  idiich  the  defendant  maintains  a  telephone  line 
as  a  part  of  its  plant  extending  over  the  city.  This  plant  was 
originally  built  by  the  Des  Moines  Telephone  Exchange  Company 
about  1880,  and  in  1881  was  sold  to  the  Western  Telephone  Com- 
pany, who  in  turn  sold  it  to  the  Central  Union  Telephone  Com- 
pany, whose  successor  the  defendant  is.  In  1891  the  city  council 
of  Des  Moines  granted  to  the  Central  Union  Telephone  Cbmpany 
a  five-year  franchise,  authorizing  it  to  occupy  the  city  streets  and 
alleys  with  its  poles  and  lines.  This  franchise,  or  the  ordinance 
granting  it,  was  accepted  in  writing  by  the  telephone  company, 
and  its  plant  operated  thereunder  for  the  designated  period.  There 
has  never  been  a  renewal  of  the  franchise,  and  since  its  expiration 
various  efforts  have  been  made  by  the  city  to  oust  the  defendant 
from  the  use  of  its  streets  and  alleys.  The  defendant  refuses  to 
vacate,  on  the  ground  that  it  has  the  right  to  so  occupy  the  city's 
streets  and  alleys  under  authority  given  by  section  1324  of  the 
Code  of  1873,  as  amended  by  chapter  104  of  the  Laws  of  the  19th 
General  Assembly,  as  follows :  "Any  person  or  company  may  con- 
struct a  telegraph  or  telephone  line  along  the  public  hi^ways  of 
this  State  or  across  the  rivers,  or  over  any  lands  belonging  to  the 
State  or  to  any  private  individual,  and  may  erect  the  necessary 
fixtures  therefor."  The  question,  then,  is  whether  this  statute 
gave  telegraph  and  telephone  companies  the  right  to  occupy  the 
streets  and  alleys  in  cities  and  incorporated  towns  without  au- 
thority from  such  cities  and  towns.  That  the  legislature  has,  in 
the  absence  of  constitutional  restraint,  full  and  paramount  au- 
thority over  all  public  ways,  whether  urban  or  rural,  is  well  settled 
and  conceded.     Xt  is  also  conceded  that  a  city  cannot,  without  ex* 
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press  statutory  anthority,  authorize  ihe  use  of  its  streets  by  private 
persons,  and  it  is  not  contended  that  such  power  had  ever  been 
given  the  cily  of  Des  Moines  prior  to  the  Code  of  1897.     The  part 
of  section  1324  of  the  Cbde  of  1873  material  to  the  question  before 
US  was  the  same  as  section  1348  of  the  revision  and  section  780  of 
the  Code  of  1851,  and  until  its  amoidment  in  1882  applied  to  tele- 
graph companies  only.       The  intention  of  the  legislature  which 
passed  this  act  is  the  first  thing  to  be  sou^t,  and  the  meaning  of 
the  words  ^'public  hi^ways/'  as  used  therein,  must  depend  on  this 
intent,  as  it  can  be  gathered  from  either  the  words,  the  context,  the 
subject-matter,  the  effect  and  consequences,  or  the  spirit  and  reason 
of  the  law."  1  Cooley's  Blackstone,  59 ;  16  Am.  &  Eng.  Enc  Law, 
350  (2d  ed.).     It  is  the  general  holding  that  "the  term  Tii^way' 
is  the  generic  name  for  all  kinds  of  public  ways,  including  county 
and  township  roads  and  streets  and  alleya"     Elliott  on  Roads  and 
Streets,  1  (2d  ed.);  Stokes  et  ah.  v.  The  Covnly  of  Scott,  10 
Iowa,  166 ;  Sachs  v.  City  of  Sioux  City,  109  Iowa,  224,  80  N.  W. 
336.     That  the  term  does  not,  in  all  instances,  include  or  mean 
streets  and  alleys,  may  be  admitted,  but  that  it  is  broad  enough  to 
include  them  cannot  be  denied.     When  this  act  first  became  law, 
telegraphy  was  in  its  infancy,  the  Morse  system  having  been  first 
used  for  commercial  purposes  between  Baltimore  and  Washington 
in  1844.     This  State  was  at  that  time  in  its  infancy  also,  having 
but  few  cities  and  incorporated  towns,  none  with  large  popula- 
tions, and  having  a  vast  area  of  productive  land  wholly  unoccu- 
pied, over  which  no  highways  had  then  been  regularly  laid  out  or 
established.       The  commercial  interests  of  the  State  were  at  that 
time  confined  to  a  comparatively  small  territory,  and  were  gener- 
ally located  along  the  great  water  highways  bounding  the  State  on 
the  east  and  on  the  west.     Its  agricultural  interests  were  small, 
and  limited  in  area.     It  is  a  matter  of  common  knowledge  that 
the  first  great  use  to  which  the  telegraph  was  put  was  for  commer- 
cial purposes,  and  that  to  accommodate  the  public,  and  to  secure 
this  business,  its  terminals  must  be  located  in  the  larger  business 
centers,  where,  as  a  matter  of  fact,  they  have  always  been  located. 
That  was  the  condition  when  the  act  in  question  was  first  passed, 
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and  it  has  continued  up  to  the  present  moment ;  and  that  it  was 
fully  recognized  by  that  and  subsequent  legislatures  does  not  admit 
of  doubt.  If  this  be  conceded,  as  we  think  it  must  be,  what  was 
the  purpose  and  scope  of  the  act  ?  It  cannot  be  possible  that  the 
legislature  passed  it  with  the  thought  or  intent  that  the  words 
"public  highway"  meant  only  rural  ways,  because  the  use  of  rural 
ways  only  for  the  grant  would  be  of  no  benefit  to  the  public  or  to 
the  owners  of  the  lines.  Cities  and  incorporated  towns  had  no 
power  to  permit  such  companies  to  use  their  streets  and  other  pub- 
lic places  for  their  poles  and  lines,  and,  unless  that  power  was 
given  in  the  act  in  question,  they  had  no  ri^t  to  enter  thereon. 
This  condition  of  the  law  and  its  result,the  legislature  is  presumed 
to  have  known,  and  it  will  also  be  presumed  that  the  law  was 
framed  and  enacted  to  meet  the  conditions  as  they  then  existed. 
It  is  argued,  however,  that  because  of  the  statutory  definition  of 
the  word  ^Tiighway,"  the  grant  must  be  limited  to  the  use  of  rural 
waya  The  dictionary  statute  (section  26,  par.  5,  of  the  Code  of 
1851),  which  has  been  continued  to  the  present  time,  was  as  fol- 
lows :  "The  words  ^highway'  and  ^road'  include  public  bridges,  and 
may  be  held  equivalent  to  the  words  'county-way,'  and  *county- 
road,'  '  common-road,'  and  '  state-road.'  "  The  research  of  counsel 
has  given  us  the  benefit  of  the  construction  placed  upon  similar 
statutes  in  many  other  states,  but  we  think  it  would  serve  no  useful 
purpose  to  review  the  decisions,  because  they  are  all  dependent 
upon  the  wording  of  the  statutes  the  courts  were  considering,  and 
upon  the  legislative  or  judicial  construction  given  them,  while  we 
must  be  governed  by  the  construction  which  has  been  given  our 
own  statute.  The  language  of  the  act  is  that  the  word  "highway" 
"may  be  held  equivalent  to,"  etc. ;  and,  were  there  no  contempor- 
aneous use  of  the  word  by  the  legislature  which  indicated  a  differ- 
ent intention  or  understanding,  it  might  be  said  that  the  definition 
excluded  streets  and  alleys.  An  examination,  however,  of  the 
enactments  of  different  legislatures  granting  powers  to  cities  and 
towns  clearly  shows  that  the  definition  was  not  so  intended,  and 
has  not  been  so  understood.     The  words  "highway"  and  "streets" 
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have  tiine  and  time  again  been  used  interchangeably  bj  the  law- 
makers. A  most  notable  instance  of  this  is  to  be  found  in  section 
466  of  the  Code  of  1873,  which  gives  to  cities  and  incorporated 
towns  the  power  to  "construct  sidewalks,  to  curb,  pave,  gravel, 
macadamize,  and  gutter  any  highway  or  alley  therein."  It  will 
be  noticed  that  in  this  section  the  word  "streets"  is  not  used  at  all, 
and  yet  it  was  the  only  statute  under  which  such  improvements 
might  be  made  on  the  streets  of  a  city.  Can  the  meaning  of  the 
word  "hi^way,"  as  there  used,  be  doubted  for  a  moment?  We 
think  not  The  case  of  Stokes  v.  The  Catmty  of  Scott,  supra,  is 
cited  as  giving  a  construction  of  the  statute  which  would  exclude 
streets  and  alleys,  but  we  do  not  so  understand  it.  In  that  case  it 
was  contended  that  the  word  "road"  meant  "railroad,"  and  it  was 
held  that  the  word  could  not  be  so  construed,  because  that  was  evi- 
dently not  the  intention  of  the  le^slature,  and  it  is  said  "that  the 
word  *road,'  according  to  Webster,  applies  generally  to  highways, 
and  a  generic  term  includes  highway,  street,  and  lane."  In 
Marks  v.  The  Cotmty  of  Woodbury,  47  Iowa,  462,  the  only  ques- 
tion wias  whether  the  township  trustees  of  the  township  in  which 
Sioux  City  was  situated  had  the  power  to  levy  a  road  tax  upon  the 
property  within  the  city.  It  was  held  that  they  had  not,  because 
the  city  coimcil  had  the  care  and  control  of  all  "highways  and 
streets,"  which  necessarily  excluded  the  care  and  control  of  any 
other  oflBcers.  Clark  v.  The  Town  of  Epworth,  56  Iowa,  462,  9 
N.  W.  359,  holds  that  a  city  or  town  having  the  care  and  control 
of  its  streets  and  highways  is  bound  to  repair  them,  and  is  liable 
for  a  failure  so  to  do.  The  same  principle  is  applied  in  OaJla- 
her  V.  Head  et  al,  72  Iowa,  173,  33  N.  W.  620.  In  the  case  of 
Sachs  V.  City  of  Sioux  City,  109  Iowa,  224,  80  N.  W.  336,  the 
plaintiff  was  injured  by  the  falling  of  a  bridge  over  a  stream 
within  the  city.  The  statutory  notice  to  the  city  was  not  given 
before  suit,  and  it  was  contended  that  it  was  not  necessary,  because 
the  bridge  was  no  part  of  the  street.  We  there  discussed  the  dic- 
tionary statute  in  question,  and  section  1001  of  the  Code  of  1873, 
which  says  that  "bridges  erected  or  maintained  by  the  public  con- 
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stitute  parts  of  the  highway/'  and  said,  ^^As  ^highwuy'  is  the 
broader  term,  it  T9t>uld  seem  it  should  be  held  to  include  street^ 
andy  if  so,  a  bridge  must  be  construed,  under  these  statutes,  as  a 
part  of  the  street."  The  Supreme  Court  of  Minnesota  has  recently 
had  under  consideration  a  telephone  ri^t  of  way  statute  very  sim* 
ilar  to  our  own,  and  holds  that  it  gave  the  ri^t  to  use  urban  as  well 
as  rural  ways.  Northwestern  Telephone  Exchange  Company  v. 
The  City  of  Minneapolis  et  al.,  7  Am.  Electl.  Cas.  168,  86  K  W. 
69,  53  L.  R  A.  175.  See,  also,  CUy  of  DvXuth  v.  Dvhdh  Teh^ 
phone  Co.  (Minn.),  8  Am.  Electl.  Cas.  136,  87  N.  Y.  1127;  and 
Abbott  V.  The  CUy  of  DuhUh  (C.  C),  104  Fed.  833. 

In  the  case  of  Milburn  v.  The  CUy  of  Cedar  Rapids^  12  Iowa, 
246,  this  court  had  under  consideration  sections  1321  and  1822  of 
the  revision  of  1860,  which  were  as  follows: 

*^  Sec.  1321.  Any  railroad  corporation  may  raise  or  lower  any  turnpike, 
plank  road,  or  other  way  for  the  purpose  of  having  their  railroad  pass  over 
or  under  the  same;  and  in  such  cases  said  corporation  shall  put  such  turn- 
pike, plank  road,  or  other  way,  as  soon  as  may  be,  in  as  good  repair  and 
condition  as  before  such  alteration. 

"  Sec.  1322.  If  the  proprietors  of  said  plank  road  or  turnpike,  or  the 
trustees  or  city  council  having  jurisdiction  of  such  ways,  respectively,  require 
further  alterations  or  amendments  of  such  turnpike,  road,  or  way,  and  give 
notice  thereof  in  writing  to  the  agent  or  secretary  of  such  railroad  corpora- 
tion, and  if  the  parties  cannot  agree  respecting  the  same,  either  of  the  parties 
may  apply  to  the  county  judge,  who,  after  reasonable  notice  to  the  adverse 
party,  shall  make  determinations  respecting  such  proposed  alterations  or. 
amendments,  and  shall  award  costs  in  favor  of  the  prevailing  party." 

And  it  was  held  that  section  1321  gave  to  railroad  companies 
"the  privilege  of  running  their  tracks  upon  the  streets  of  the  city." 
The  opinion  seems  to  rest  upon  the  construction  of  1321  alone, 
and,  so  construed,  is  in  harmony  with  what  we  have  heretofore 
said.  But  it  is  argued  by  the  appellee  that  it  is  based  upon  the 
joint  construction  of  both  sections,  because  section  1322  gave  to 
city  councils  having  jurisdiction  of  such  ways  some  control  over 
the  contemplated  alterations.  But,  if  this  position  be  conceded,  it 
follows  that  the  case  is  directly  in  point,  and  supports  the  appel- 
lant's confention  that  statutes  which  are  in  pari  materia  should 
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be  oonatrued  together,  for,  when  read  together,  sections  1321  and 
1322  present  practically  the  same  condition  that  existed  after  the 
enactment  of  the  statute  of  1888,  givii^  cities  control  over  tele- 
graph and  telephone  companies. 

Whatever  rights  telegraph  companies  were  given  by  the  orig- 
inal act  were  conferred  upon  telephone  companies  by  chapter  104 
of  the  Laws  of  the  19th  General  Assembly.  It  matters  not  whe- 
ther telegraph  companies  made  a  limited  use  of  the  streets  and 
alleys  of  cities  or  not  They  were  not  so  limited  by  the  law,  and 
this  was  well  known.  It  was  also  known  by  all  that  the  principal 
business  of  telephone  companies  was  confined  to  urban  ways. 
True,  they  had  then  used  rural  ways  to  a  limited  extent,  and  it 
may  have  been  apparent  to  the  legislature  that  the  rural  service 
would  be  extended,  and  the  long-distance  phone  finally  become 
one  of  the  great  public  conveniences  and  necessities  which  it  now 
is.  But,  notwithstanding  this,  they  were  given  the  use  of  high- 
ways and  streets  without  limitation,  and  without  control  by  city 
authorities.  If  the  legislature  had  intended  to  limit  their  use 
of  the  streets  to  long-distance  service,  it  would  doubtless  have  done 
so  by  the  use  of  apt  words.  That  such  was  not  its  intention  is 
further  manifest  from  the  fact  that  prior  to  the  amendatory  act 
in  question  this  court  had  practically  held  that  the  words  "tele- 
graph companies,"  as  used  in  the  statute,  included  telephone  com- 
panies, lov^a  Telephone  Co.  v.  Board  of  Equalization,  1  Am. 
Electl.  Cas.  799,  67  Iowa,  250,  25  N.  W.  155 ;  Franklin  v.  North- 
western  Telephone  Co.,  2  Am.  Electl.  Cas.  439,  69  Iowa,  97, 
28  X.  W.  461.  But  our  decision  need  not  rest  on  the  foregoing 
considerations  alone.  The  22d  General  Assembly,  by  chapter  1  of 
its  acts,  provided  for  a  board  of  public  works  in  all  cities  of  the 
first  class  having  a  population  of  more  than  30,000,  and  further 
provided : 

"  It  shall  have  power  and  be  required  by  and  with  the  advice  of  the  city 
engineer  to  superintend  the  laying  of  all  water,  gas  and  steam  heating  mains 
and  all  connections  therefor,  and  laying  of  telephone,  telegraph,  district  tele- 
graph and  electric  wires  in  the  manner  provided  by  the  ordinances  of  such 
city." 

VOL.  vni — 2 
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And  by  chapter  16  of  its  acts  it  gave  additional  powers  to  cer- 
tain cities;  among  others,  the  power  "to  regulate  telegraph,  tele- 
phone,  electric  light,  district  telegraph,  and  other  electric  wires, 
and  provide  the  manner  in  which  and  the  places  where  the  same 
shall  be  placed,  upon,  along,  or  under  the  streets  and  alleys  of  such 
cities."  It  can  hardly  be  seriously  argued  that  the  quoted  lang- 
uage from  these  two  acts  does  not  relate  to  the  use  of  streets  and 
alleys  by  telegraph  and  telephone  companies ;  and,  if  the  acts  do 
relate  to  that  matter,  they  must  be  taken  into  consideration  in  con- 
struing the  telegraph  and  telephone  statute,  for  it  is  a  rule  of  uni- 
versal application  that  several  statutes  relating  to  the  same  thing 
must  be  so  considered.  Harriman  v.  State,  2  G.  Greene,  270; 
State  V.  Shaw,  28  Iowa,  78;  State  v.  Sherman,  46  Iowa,  415;  1 
•  Cooley's  Blackstone,  60-62  (4th  ed.).  In  Aleocander  v.  Alex- 
andria, 5  Cranch,  1,  3  L.  Ed.  19,  Chief  Justice  Marshall  said: 

"  If,  in  a  subsequent  clause  of  the  same  act,  provisions  are  introduced 
which  show  the  sense  in  which  the  Legislature  employed  doubtful  phrases 
previously  used,  that  sense  is  to  be  adopted  in  construing  those  phrases.  Con- 
sequently, if  a  subsequent  act  on  the  same  subject  affords  complete  demon- 
stration of  the  legislative  sense  of  its  own  language,  the  rule  which  has  been 
stated,  requiring  that  the  subsequent  should  be  incorporated  into  the  fore- 
going act,  is  a  direction  to  courts  in  expounding  the  provisions  of  the  law." 

See,  also.  United  States  v.  Freeman,  3  How.  556,  11  L.  Ed.  724. 
If  any  doubt  could  exist  as  to  the  meaning  or  intention  of  the  prev- 
ious statutes,  it  is  removed  by  the  construction  given  it  by  the 
legislature  in  the  later  acts  above  set  out,  for  they  should  be  re- 
garded "legislative  interpretation  thereof."  Cope  v.  Cope,  137 
U.  S.  682, 11  Sup.  Ct.  222,  34  L.  Ed.  832 ;  Stochdale  v.  The  In- 
surance Company,  20  Wall,  323,  22  L.  Ed.  348 ;  Toum  of  High- 
gate  V.  State  (Vt),  7  Atl.  898.  "The  legislature  is  presumed 
to  have  had  former  statutes  before  it,"  and  to  have  known  fully 
their  scope  and  purpose.  State  v.  Oerhardt  (Ind.  Sup.),  44 
N.  E.  469,  33  L.  K.  A.  313.  If  the  telephone  right  of  way  statute 
did  not  confer  the  power  to  use  streets  in  cities,  the  legislature 
would  not  have  given  cities  control  over  the  location  of  the  poles 
and  wires.  When,  however,  the  statutes  are  construed  together, 
they  are  in  perfect  accord. 
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We  reach  the  conclusion  that  the  defendant's  use  of  the  streets 
and  alleys  in  Des  Moines  is  authorized  by  the  statute,  and  that  its 
Grand  avenue  line  is  not  a  nuisance  per  se.  As  the  main  case  is 
pending  this  decision^  we  do  not  determine  any  other  questions. 

Reversed. 


East  Tvnvesbee  Tslephone  Co.  v.  Ain>SB80ir  Cottntt  Telb- 

PHONE  Co. 
Kentucky;  Court  of  Appeata. 

1.  CONBEirT  OF  LOCAL  AUTHOBmES  TO  COIfSTBUCTIOIf  OF  TKLCPHONB  LINK;   IN- 

jxjscnonf. — ^A  constitutional  provision  (Ky.  Cbnst.  sec.  163),  to  the  effect 
that  a  telephone  company  shall  not  be  permitted  to  erect  its  poles  or 
other  apparatus  in  the  streets  of  a  city  or  town  without  the  consent  of 
the  proper  legislative  body  of  such  city  or  village  being  first  obtained  is 
mandatory,  and  must  be  complied  with  before  a  telephone  company  can 
use  the  streets  of  a  city  for  the  conduct  of  its  business.  Where  an  exists 
ing  telephone  company  had  sued  out  an  injunction  to  restrain  a  like 
eompany  from  erecting  its  poles  and  apparatus  in  the  streets  of  a  city, 
and  its  petition  had  been  dismissed  on  the  ground  that  its  franchise  was 
void,  and  the  latter  company  had  itself  failed  to  comply  with  the  above 
constitutional  provision,  an  action  wiU  not  lie  on  behalf  of  the  latter 
company  to  recover  damages  because  it  had  been  prevented  by  injunction 
from  doing  that  which  it  had  no  right  to  do. 

Appeal  by  defendants  from  judgment  in  favor  of  plaintiff.    De- 
cided May  5,  1903 ;  reported  74  S.  W.  218. 

F.  R.  Felnnd  and  MumpJirey,  Burnett  &  Mumphrey,  for  ap- 
pellants. 

Willis  £  Willis  and  L.  C  Carter,  for  appellee. 

Opinion  by  Burnam,  C.  J. : 

On  the  10th  day  of  August,  1899,  the  East  Tennessee  Tele- 
phone Company  sued  out  an  injunction  against  the  Anderson 
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County  Telephone  Company,  and  enjoined  them  from  "erecting 
poles,  posts,  and  other  apparatus  preparatory  to  or  necessary  to 
be  used  in  the  operation  of  a  telephone  exchange  along,  cfveiry 
under  or  across  the  public  streets,  alleys  or  public  ways  of  Law- 
renceburg,"  upon  the  ground  that  by  the  contract  with  the  city 
of  Lawrenceburg  they  had  an  exclusive  franchise  to  establish  and 
operate  a  telephone  system  therein.  The  Anderson  county  com- 
pany defended  the  suit  upon  the  ground  that  the  ordinance  ad- 
opted by  the  city  council  granting  the  franchise  to  the  plaintiff 
did  not  lie  over  five  days,  as  required  by  section  3636  of  the  Ken- 
tucky Statutes,  and  was,  therefore,  void.  This  contention  was  sus- 
tained, and  the  East  Tennessee  Telephone  Company's  petition 
dismissed.  See  East  Tennessee  Telephone  Co.  v.  Anderson  Tel. 
Co.  (Ky.),  57  S.  W.  457.  Thereupon  the  Anderson  county  com- 
pany brou^t  this  suit  for  damages  on  the  injunction  bond  exe- 
cuted by  the  East  Tennessee  Telephone  Company  at  the  institu- 
tion of  their  suit.  In  the  first  paragraph  of  their  petition  they 
allege  "that  they  had  authority  to  construct  and  operate  a  tele- 
phone line  and  exchange  in  the  city  of  Lawrenceburg."  This 
allegation  is  specifically  denied  in  the  answer,  and  the  defendant 
pleads  affirmatively  that  the  plaintiff  did  not,  before  proceedix^  to 
erect  their  poles  in  the  public  streets  and  alleys  of  the  city  for  the 
purpose  of  conducting  a  telephone  business,  obtain  and  procure 
any  consent  of  the  city  authorities  to  do  so.  A  motion  by  the 
plaintiff  to  strike  this  allegation  from  the  answer  was  overruled, 
and  in  their  reply  they  admit  this  averment  to  be  true,  but  allege 
that  the  city  authorities  made  no  objection  to  their  doing  so,  and 
aver  that  this  was  no  concern  of  the  defendant,  and  that  it  had  no 
right  to  rely  upon  the  absence  of  such  authority.  The  defendant 
moved  to  strike  out  so  much  of  the  reply  as  pleaded  that  they 
could  not  rely  upon  plaintiff's  want  of  authority.  This  motion 
was  also  overruled,  and  the  issues  were  made  up  by  controverting 
the  affirmative  averments  of  the  reply.  The  trial  resulted  in  a 
judgment  in  favor  of  the  plaintiff  for  $2,000,  and  the  defendant 
has  appealed. 

Section  163  of  the  Constitution  is  as  follows: 
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"Xo  telephone  company  shall  be  permitted  or  authorized  to  construct  its 
tneka,  lay  its  pipes  or  mains,  or  erect  its  poles,  posts  or  other  apparatus 
along,  oyer,  under  or  across  the  streets,  alleys  or  public  grounds  of  a  city  or 
town,  without  the  consent  of  the  proper  legislative  bodies  or  boards  of  such 
city  or  town  being  first  obtained;  but  when  charters  have  been  heretofore 
granted  conferring  such  rights,  and  work  had  in  good  faith  been  begun  there- 
under, the  provisions  of  this  section  shall  not  apply." 

This  section  of  the  Constitution  is  mandatory  and  highly  im- 
portant, and,  as  the  Anderson  Telephone  Company  failed  to  com- 
ply with  its  provisions  or  the  statute  passed  pursuant  thereto,  it 
is  clear  that  they  had  no  right  to  use  the  streets  or  highways  of  the 
city  of  Lawrenceburg  for  the  conduct  of  their  business.  The 
question,  then,  arises  whether  they  can  recover  damages  against  the 
East  Tennessee  Telephone  Company  because  that  company,  by 
injunction,  prevented  them  from  doing  an  imlawful  thing.  The 
gist  of  the  plaintiff's  complaint  is  that  they  were  prevented  by  an 
injunction  sued  out  by  defendant  from  exercising  a  lawful  right 
If  they  were  violating  the  law  in  erecting  their  poles  and  wires 
upon  the  streets  of  Lawrenceburg  without  authority  of  the  city 
authorities,  the  presumption  is  that  they  would  have  been  stopped 
by  these  authorities  in  due  course.  The  question  raised  by  the 
defense  is  a  new  one  in  this  State,  although  manifestly  sound  and 
logical  on  principle.  And  we  have  been  cited  by  counsel  for  ap- 
pellant to  a  number  of  cases  which  fully  sustain  their  contention. 
In  Bangor,  etc,  R,  R,  Co,  v.  Smith,  77  Am.  Dec.  246,  the  railroad 
company  undertook  to  construct  a  branch  track  of  their  railroad 
over  a  public  higliway  in  Oldtown.  The  defendant,  with  others, 
denied  the  right  of  the  plaintiffs  to  construct  the  branch  track  as 
claimed  by  them,  and  interfered  and  prevented  it.  After  this  in- 
terference the  railroad  company  brought  suit,  setting  forth  their 
right  to  construct  such  track,  and  that  by  the  acts  of  the  defendant 
they  were  prevented  from  constructing  it  When  this  case  was 
brought  to  the  Supreme  Court  of  Maine,  it  was  held  that  plaintiffs 
did  not  have  legal  authority  to  construct  their  track  in  the  way 
and  manner  proposed  by  them.     The  court  then  said : 
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"  Undertaking  what  by  law  they  were  not  authorized  to  do,  and  what,  if 
done,  would  have  been  the  proper  subject  of  an  indictment,  they  were  pre- 
vented by  the  defendant  from  executing  their  unlawful  purpose.  The  action, 
then,  is  one  in  which  the  plaintiffs  claim  damages  because  they  were  pre- 
vented from  doing  an  illegal  act,  and  for  which,  if  done,  those  engaged  in  its 
commission  would  have  been  criminally  punishable.  It  is  difficult  to  per- 
ceive how  the  prevention  of  an  offense  constitutes  a  valid  cause  of  action  on 
the  part  of  the  would-be  offender,  who  is  interfered  with  in  the  commission 
of  his  intended  offense.  It  is  still  more  dilUcuit  to  understand  how  any  dam- 
ages can  have  been  sustained  by  reason  of  such  interference.  .  .  .  The 
right  to  lay  the  branch  track  was  asserted  by  the  plaintiffs  and  denied  by 
the  defendant.  It  was  the  only  question  at  issue  between  these  parties.  The 
plaintiffs  attempted  what  they  were  not  authorized  to  do,  and  the  defendant 
resisted,  and  the  court  affirmed  the  propriety  of  that  resistance.  If  the  de- 
fendant entered  wrongfully  on  the  land  of  Gen.  Veazie,  and  thus  were  pre- 
vented the  further  prosecution  of  the  plaintiffs'  undertakings,  it  may  be  a 
trespass  for  which  he  would  be  liable  to  the  owner  of  the  soil;  but  such  is 
not  the  subject  of  this  suit,  nor  is  this  an  action  of  trespass.  If  the  defend- 
ant violently  interfered  with  the  laborers  in  the  plaintiffs'  employ  before  the 
branch  track  they  were  laying  had  reached  the  public  highway,  he  may  be 
liable  to  them  severally  for  any  assault  he  may  have  committed;  but  the 
declaration  in  this  case  discloses  no  such  cause  of  action.  The  prevention 
of  the  doing  of  an  unlawful  and  unauthorized  act  does  not  per  se  constitute 
a  good  cause  of  action  on  the  part  of  the  would-be  incipient  wrongdoer,  and 
that  is  the  whole  of  the  plaintiffs'  case.    Plaintiffs  nonsuit." 

In  Macey  v.  Titcombe,  19  Ind.  137,  plaintiffs  brought  suit  to 
enjoin  certain  contractors  from  executing  a  contract  with  the  city, 
and  obtained  an  injunction,  which  was  dissolved.  Thereupon 
suit  was  brought  against  them  on  the  bond.  The  court  held  that, 
to  constitute  a  cause  of  action  on  the  bond,  the  plaintiff  must 
show  that  he  had  a  lawful  contract  for  the  improvement  of  the 
street  with  the  city.  The  complaint  alleged  that  the  improve- 
ment had  been  ordered  by  the  city  council,  and  that  a  contract  had 
been  entered  into  with  him  for  making  it;  but  it  failed  to  show 
that  there  had  been  advertisement  for  bids,  and  without  such  ad- 
vertisement the  contract  was  void.     The  court  said: 


"  The  plaintiff  in  a  suit  on  an  injunction  bond  must  show  a  legal  contract 
to  have  been  enjoined.'' 

In  Hibhs  v.  Western  Land  Co.,  81  Iowa,  285,  46  N.  W.  1119, 
the  petition  in   an  action   for  damages  on  an   injunction  bond 
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alleged  that  the  defendant  caused  an  injunction  to  be  issued  re- 
straining plaintiff  from  trespassing  on  certain  real  estate,  and  that 
he  was  put  to  great  trouble  and  expense  defending  the  wrongful 
issuance  of  such  injunction,  and  in  obtaining  its  dissolution,  but 
did  not  set  up  what  ground  the  injunction  was  issued  upon,  nor 
upon  what  ground  it  was  dissolved,  nor  that  the  plaintiff  was 
thereby  prevented  from  the  exercise  and  enjoyment  of  some  legal 
right  to  which  he  was  entitled.  It  was  held  bad  on  demurrer, 
the  court  saying: 

*'  In  order  to  recover  damages  on  an  injunction  bond,  it  is  necessary  that 
it  should  appear  that  the  plaintiff  was  prevented  by  the  injunction  from  exer- 
cising or  enjoying  some  right  or  privilege  which  he  desired  to  exercise,  and 
which  he  was  entitled  to  enjoy.  If  the  injunction  in  this  case  deprived  the 
plaintiff  herein  of  any  right,  or  restrained  him  from  taking  possession  of 
land  to  the  possession  of  which  he  had  a  right,  and  the  possession  was  of  some 
ralue,  we  think  he  might  maintain  an  action  on  the  bond.  The  condition  of 
the  injunction  bond  is  that  the  obligors  will  pay  the  damages  sustained  by 
reason  of  the  injunction.  The  gist  of  the  action  is  damage  sustained  by  being 
deprived  of  some  right.  The  petition  does  not  contain  any  averment  that 
such  damages  were  sustained,  and  we  think  the  District  Gourt  correctly  sus- 
tained the  demurrer." 

In  Turnpike  Co.  v.  Kelley,  41  Ohio  St.  144,  the  company  in- 
corporated under  the  Ohio  laws  in  1867,  and  constructed  a  turn- 
pike from  the  city  of  Cincinnati  to  the  village  of  Warsaw,  and 
established  a  tollgate  at  a  point  more  than  80  rods  from  the  city 
limits.  In  December,  1869,  the  city  limits  were  legally  extended 
so  as  to  include  the  tollgate,  but  the  company  continued  to  collect 
tolls,  when  in  1875  Kelley  sued  out  an  injunction  forbidding  the 
further  taking  of  toll  at  said  gate,  and  gave  bond  with  sureties 
conditioned  as  required  by  the  statute.  The  final  judgment 
found  '*'  the  equity  of  the  case  to  be  with  the  defendant,"  and  dis- 
missed the  action.  The  company  sued  on  the  bond.  The  an- 
swer denied  that  the  injunction  prevented  the  collection  of  any 
lawful  tolls.  It  was  held  that,  notwithstanding  the  judgment  in 
the  injunction  suit,  the  company  could  not  recover  as  damages 
tolls  that  it  could  not  lawfully  have  collected  if  the  injunction  had 
not  been  granted  under  the  statute. 
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A  suggestion  by  counsel  we  think  admirably  illustrates  the 
soundness  of  the  rule:  Suppose,  says  he,  that  an  administrator 
of  an  estate,  finding  some  person  about  to  commit  waste  by  cut- 
ting down  and  carrying  off  valuable  timber  trees,  were  to  procure 
an  injunction,  and  give  bond  to  answer  in  damages,  which  should 
be  dissolved  on  the  ground  that  an  administrator  had  nothing  to 
do  with  the  real  estate  of  his  decedent.  Can  it  be  claimed  that  the 
defendant  in  such  case  could  bring  a  suit  against  the  adminis- 
trator and  his  surety  on  the  injunction  bond,  showing  that,  if  he 
had  not  been  enjoined,  he  could  have  cut  down  and  carried  off 
$2,000  worth  of  trees  ?  In  the  former  suit  it  was  decided  that 
appellant  could  not  enjoin  appellee  from  erecting  its  plant  in 
Lawrenceburg  upon  the  sole  ground  that  its  contract  with  the  city 
for  an  exclusive  franchise  was  void  for  failure  on  the  part  of  the 
city  to  comply  with  the  statute  in  the  passage  of  the  ordinance 
granting  the  ri^t.  The  rights  of  the  Anderson  County  Tele- 
phone Company  were  not  passed  upon  at  all.  In  this  action  they 
can  only  recover  upon  the  ground  that  they  were  prevented  by  an 
injunction  sued  out  by  appellee  from  exercising  a  lawful  right 
to  occupy  the  streets  of  the  city  with  their  plant.  As  it  is  conclu- 
sively shown  they  had  no  such  legal  right,  but  were  mere  tres- 
passers, they  have  no  standing  in  court.  For  reasons  indicated, 
the  trial  court  should  have  peremptorily  instructed  the  jury  to 
find  a  verdict  for  the  defendant 

Judgment  reversed,  and  cause  remanded  for  proceedings  con- 
sistent with  this  opinion. 

Use  of  streetfl  by  oonsent  of  local  authorities,  see  monographic  note, 
"  Use  of  Streets  and  Highways  by  Telegraph  and  Telephone  Companies/'  post, 
p.  159.  Authorization  and  supervision  of  electrical  appliances  in  streets  are 
matters  for  municipal  regulation.  Consolidated  Elect,  L.  Co.  v,  Peopl&s 
Elec.  L.  d  Gas  Co.,  4  Am.  Electl.  Cas.  250,  94  Ala.  250,  10  South.  450.  A 
municipality  has  the  right,  and  it  is  its  duty  to  supervise  and  control  the 
erection  and  maintenance  of  telegraph  poles  and  wires  within  its  limits. 
Allentoum  v.  West.  Union  Teleg.  Co.,  4  Am.  Electl.  Cas.  90,  148  Pa.  St.  117, 
23  Atl.  1070;  see,  also,  note  to  Phdladelphia  v.  Atlantic  d  Pacific  T^g.  Co,, 
7  Am.  Electl.  Cas.  226,  233;  note  to  Orand  Ave.  Ry.  Co.  v.  People's  Ry.  Co., 
6  Am.  Electl.  Cas.  99,  106. 
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Failure  to  oomply  'witk  ordlAaaoe. — ^A  telephone  company  having 
planted  poles  without  having  complied  with  a  city  ordinance  requiring  it 
to  submit  to  the  mayor  the  number,  size  and  position  of  its  poles,  and  to 
pay  a  license  fee,  cannot  complain  of  the  act  of  an  abutting  owner  in  cutting 
down  one  of  such  poles  planted  in  the  street  in  front  of  his  property.  York 
Telepk.  Co.  v.  Keesey,  6  Am.  Electl.  Cas.  107,  5  Pa.  Dist.  B.  366. 


Postal  Telegraph  Cable  Co.  v.  City  of  Newport. 

Kentucky;  Court  of  Appeals, 

1.  COSSTBUCTION   OF  TEUWEAPH   UNEB   ALONG    8TBEBT8   AND   HIGHWAYS. — The 

act  of  Congress  (approved  July  24,  1866,  ch.  230,  14  Stat.  221),  author- 
izing the  construction  of  telegraph  lines  along  military  and  post  roads, 
and  declaring  all  public  roads  and  highways,  and  all  letter  carrier  roads 
established  in  any  city  or  town  for  the  collection  and  delivery  of  mail,  to 
be  post  roads,  does  not  confer  upon  a  telegraph  company  accepting  the 
provisions  of  such  act  the  right  to  use  the  streets  and  alleys  of  a  munici- 
pality except  under  ordinance  of  such  municipality. 
2l  Obdinancb  obantino  use  of  streets  to  telegrapu  compant. — ^Where  a 
telegraph  company  enters  upon  the  streets  after  the  passage  of  a  munici- 
pal ordinance,  authorizing  it  to  use  such  streets  upon  the  payment  of 
an  annual  license  tax,  and  constructs  its  system,  it  will  be  deemed  an 
acceptance  of  the  ordinance  in  the  absence  of  an  expressed  disclaimer. 
After  the  company  has  so  constructed  its  system  it  cannot  complain  of 
the  imposition  of  the  tax.  The  license  tax  is  a  compensation  for  the 
servitude  imposed  upon  the  streets,  and  is  not  in  the  nature  of  a  burden 
upon  interstate  commerce  under  the  guise  of  a  license  tax. 

Appeal  by  defendant  from  judgment  for  plaintiflF.     Decided 
October  14,  1903. 

Harland  Cleveland,  for  appellant. 

Aubrey  Barbour,  for  appellee. 

Opinion  by  Hobson^  J. : 

The  city  of  Newport,  by  an  ordinance  of  December  5,  1895, 
granted  to  the  Postal  Telegraph  Cable  Company  the  right  to  use 
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the  streets  and  alleys  of  the  city  for  the  purpose  of  erecting  its 
poles  and  stringing  its  wires,  and  it  was  provided  in  the  ordinance 
that  the  company  should  pay  the  city  a  license  tax  of  $100  per 
annum.  This  suit  was  filed  on  September  9,  1899,  by  the  city 
against  the  company;  it  was  alleged  in  the  petition  that  the  de- 
fendant secured  from  the  plaintiff  the  use  of  its  streets  for  the 
purpose  named  by  the  ordinance  referred  to ;  and  that  thereunder 
the  defendant  had  erected  its  poles  and  strung  its  wires  in  the 
streets  and  alleys  of  the  city,  and  had  since  enjoyed  the  rights 
and  privileges  granted  to  it,  and  had  thereby  accepted  the  ordi- 
nance, but  that  in  disregard  of  its  contract  it  had  failed  to  pay 
the  city  the  $100  due  for  the  year  ending  December  6,  1897,  or  for 
the  year  ending  December  5,  1898.  A  copy  of  the  ordinance  was 
filed  with  the  petitioner  as  an  exhibit,  and  judgment  was  prayed 
for  the  $200  due.  The  defendant  filed  an  answer,  in  which  it  ad- 
mitted the  passage  of  the  ordinance,  but  denied  that  it  thereby 
acquired  the  right  to  use  the  streets  and  alleys.  It  alleged  that 
by  the  ordinance  it  was  provided,  in  substance,  that  if  the  company 
failed  within  30  days  after  the  approval  of  the  ordinance  to  signify 
to  the  General  Council  its  acceptance  of  the  grant  in  writing  sub- 
ject to  the  limitations  therein  set  out,  then  all  the  rights  and  privi- 
leges granted  should  become  null  and  void  and  of  no  effect.  It 
alleged  that  it  did  not  accept  in  writing  or  otherwise  the  provisions 
of  the  ordinance,  but  it  admitted  that  shortly  after  the  passage  of 
the  ordinance  it  began  the  erection  of  its  poles  and  the  stringing 
of  its  wires  in  and  over  the  streets  and  alleys  of  the  city,  and  has 
since  operated  its  system  thereon.  Further  answering,  the  de- 
fendant alleged  that  on  March  17,  1886,  it  accepted  the  act  of 
Congress  approved  July  24,  1866,  ch.  230,  14  Stat.  221,  entitled 
"  An  act  to  aid  in  the  construction  of  telegraph  lines  and  to  secure 
to  the  government  the  use  of  the  same  for  postal,  military  and  other 
purposes,"  and  the  acts  amendatory  thereof,  and  that  by  the  stat- 
utes of  the  United  States  it  thus  acquired  the  right  to  construct 
and  operate  its  lines  over  and  along  all  military  and  post  roads  of 
the  United  States,  and  that  all  public  roads  and  highways  and  all 
letter  carrier  routes  established  in  any  city  or  town  for  the  col- 
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lection  and  delivery  of  mail  were  by  these  statutes  declared  post 
roads;  that  all  the  streets  and  alleys  of  the  city  of  Newport  are 
such  post  roads,  and  that  it  had  erected  its  poles  and  strung  its 
wires  therein  under  the  acts  of  Congress,  and  that  it  voluntarily 
submitted  to  such  provisions  of  the  ordinance  as  related  to  the 
manner  in  which  its  poles  should  be  erected,  but  not  to  so  much 
of  it  as  required  it  to  pay  $100  a  year ;  that  it  paid  its  taxes  as 
odier  taxpayers;  that  other  companies  are  using  the  streets  just 
as  it  is  using  them,  without  being  required  to  pay  $100  a  year ;  that 
there  was  no  consideration  for  the  alleged  contract  which  made  an 
unreasonable  discrimination  between  the  defendant  and  other  tele- 
graph companies,  and  was  in  violation  of  the  interstate  commerce 
clause  of  the  United  States  Constitution  and  the  act  of  Congress 
on  the  subject  of  post  roads.  The  court  sustained  a  demurrer  to 
the  answer  after  it  had  been  several  times  amended,  and,  the  de- 
fendant failing  to  plead  further,  entered  judgment  in  favor  of  the 
plaintifiF.  A  reversal  is  sought  in  this  court  on  the  ground  that 
under  the  denials  of  the  answer  the  ordinance  cannot  be  treated  as 
a  contract,  but  only  as  a  license  tax,  which  is  void  under  the  United 
States  Constitution  as  a  restriction  on  interstate  commerce,  and 
also  void  under  the  State  constitution  because  unreasonable  and 
not  uniform. 

The  Congress  of  the  United  States  has  no  power  to  take  private 
property  for  public  purposes  without  compensation,  and  it  can  no 
more  take  the  property  of  a  State  or  one  of  its  municipalities 
than  the  property  of  an  individual.  The  acts  of  Congress,  referred 
to  in  the  answer,  conferred  on  the  defendant  no  right  to  use  the 
streets  and  alleys  of  the  city  of  Newport  which  belonged  to  the 
municipality.  This  was  expressly  held  in  St,  Louis  v.  Western 
Union  Telegraph  Co.,  148  U.  S.  92,  13  Sup.  Ct.  485,  37  L.  Ed. 
380,  and  Postal  Telegraph  Cable  Co.  v.  Baltimore,  156  U.  S.  210, 
15  Sup.  Ct.  356,  39  L.  Ed.  399.  The  acts  of  Congress  are  only 
permissive  so  far  as  the  rights  of  the  Federal  government  go.  The 
defendant  entered  on  the  streets  soon  after  the  ordinance  was 
passed  and  constructed  its  system.  It  had  no  authority  to  do  so, 
except  under  the  ordinance.     Its  action  was  an  acceptance  of  the 
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ordinance  in  the  absence  of  some  expressed  disclaimer,  which  ia 
not  alleged.  Its  failure  to  accept  the  ordinance  in  writing  might 
be  waived  by  the  city,  and  this  waiver  may  be  implied  from  its 
acquiescence  in  the  defendant's  acts.  Besides,  the  ordinance  which 
was  made  a  part  of  the  petition,  a  copy  of  it  being  filed  therewith, 
is  not  copied  in  the  transcript,  and  it  must  be  presumed  it  sustained 
the  judgment  rendered  on  this  point 

This  is  not  the  case  of  a  license  tax  imposed  on  a  telegraph 
company  already  in  the  use  of  the  streets  and  alleys  of  the  city. 
The  defendant  entered  the  city  and  got  the  use  of  the  streets  and 
alleys  by  virtue  of  the  ordinance,  and  took  its  rights  subject  to  the 
charge  which  the  city  made  for  the  grant.  The  question  of  the 
reasonableness  of  the  grant  was  for  the  parties  to  decide.  If  the 
defendant  was  not  satisfied  with  the  terms  of  the  grant  it  could 
have  refused  to  accept  it  It  is  not  material  now  how  many  poles 
the  defendant  set  up ;  the  city  took  its  chance  on  these  things,  and 
fixed  a  lump  sum.  The  defendant  in  going  ahead  under  the  ordi- 
nance also  took  its  chance,  and  it  cannot  be  heard  to  say  nowthat  the 
charge  was  too  high.  The  poles  and  wires  in  the  street  are  a  serious 
servitude,  and,  although  the  defendant  was  a  foreign  corporation 
and  engaged  in  interstate  commerce,  it  could  not  impose  this  servi- 
tude upon  the  city,  thus  taking  its  property  without  compensation. 
What  was  a  fair  compensation  for  the  servitude  was  a  question 
for  the  parties  to  decide.  The  contract  was  not  without  considera- 
tion, nor  is  it  to  be  construed  as  imposing  a  license  tax,  and  there- 
fore the  case  does  not  fall  within  the  line  of  decisions  to  the  efiFect 
that  a  State  cannot  impose  any  burden  upon  interstate  commerce 
within  its  limits  under  the  guise  of  a  license  tax. 

This  also  disposes  of  the  objection  that  the  ordinance  is  void 
under  the  constitution  and  laws  of  the  State  of  Kentucky,  on  the 
ground  that  municipal  corporations  are  without  power  to  exact 
license  taxes  from  some  and  not  from  others  engaged  in  the  same 
business.  It  is  not  alleged  that  the  city  has  admitted  any  other 
company  to  use  its  streets  without  compensation.  The  other  com- 
panies referred  to  in  the  answer,  for  all  that  appears  therein,  may 
have  acquired  their  rights  on  other  terms  and  before  the  adoption 
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of  the  present  oonstitution.     There  is  nothing,  therefore,  to  show 
any  discrimination.     No  other  questions  are  made,  and  on  the 
whole  case  we  are  of  the  opinion  the  court  properly  sustained  the 
demurrer  to  the  answer. 
Judgment  aflBrmed. 


As  to  lieease  tases  on  telegraph  and  telephone,  see  Atlantio  d  Padfio 
Teleg,  Co.  v.  City  of  Philadelphia,  8  Am.  Electl.  Cas.  369  (and  note  on  p.  385 
po9t),  23  Sup.  Ct.  817;  State  v.  Rocky  Mountain  BeU  Teleph,  Co,,  8  Am. 
Elect].  Cas.  369,  27  Mont.  394,  71  Pac.  311;  Western  Vn,  Teleg.  Co,  v.  Village 
of  Wakefield,  6  Am.  Electl.  Cas.  380  <Neb.),  96  N.  W.  659;  and  see,  also, 
cases  cited  in  note  on  p.  385,  poet, 

Siidi  license  fee  cannot  be  imposed  where  a  franchise  has  been  granted 
with  certain  conditions,  which  have  been  accepted  by  the  company.  8t  Louie, 
City  of,  V.  Weetem  Vnioa  Teleg,  Co,,  5  Am.  Electl.  Cas.  43.  Nor  can  a 
municipal  corporation  impose  a  rental  for  the  use  of  its  streets  npon 
telegraph  companies  which  are  by  statute  permitted  to  occupy  streets  for  the 
maiatenanoe  of  their  lines  without  charge.  Hodges  v.  Western  Union  TeUg, 
Co.,  5  Am.  Electl.  Cas.  56,  72  Miss.  910,  10  So.  84. 


St.  Paul^  City  of^  v.  Freedy. 

Minnesota;  Supreme  Court. 

1.  Franchise  fob  bxivnsion  of  telephone  lines. — The  common  council  of 

the  city  of  St.  Paul  granted  permission  to  the  Northwestern  Telephone 
Exchange  Company,  in  accordance  with  its  request  therefor,  to  extend 
its  telephone  poles  and  wires  along  certain  streets  upon  condition  that 
the  commissioner  of  public  works  should  designate  the  location  of  the 
poles  to  be  erected,  and  that  the  extension  of  the  system  should  be  ac- 
ceptable to  and  approved  by  him.  Held,  that  under  the  permission 
granted  the  company  had  no  authority  to  locate  its  polo.s  and  extend  its 
system  without  securing  the  commissioner's  action  as  required  by  the 
permit. 

2.  AsREST  OF  manages  FOB  VIOLATION  OF  OBDiNANCE. — The  appellant,  mana- 

ger of   the  telephone  company,   having  been   arrested   for   violating  an 
ordinance  prohibiting  excavations  in  any  street,  it  was  no  defense  that 
the  commissioner  refused  to  act  for  arbitrary  and  unjustifiable  reasons. 
(Syllabus  by  the  court.) 
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Appeal  by  defendant  from  conviction  for  violation  of  city  ordi- 
nance. Decided  June  6,  1902;  reported  86  Minn.  350,  90  N. 
W.  781. 

(7.  D.  and  Thos.  D.  O'Brien,  for  appellant. 

James  E.  Markham  and  F.  H.  Origgs,  for  appellee. 

Opinion  by  Lewis,  J. : 

On  November  5,  1901,  appellant,  as  manager  of  the  North- 
western Telephone  Exchange  Company,  in  the  city  of  St  Paul, 
caused  an  excavation  to  be  made  on  Bums  avenue  for  the  erection 
of  a  pole  necessary  in  extending  its  telephone  system,  and  was  im- 
mediately arrested  for  violating  Ordinance  No.  436,  prohibiting 
the  making  of  an  excavation  in  any  street  without  a  permit  from 
the  city  engineer.  At  the  trial  appellant  attempted  to  justify  his 
action  upon  the  ground  that  the  city  council  had  passed  a  resolu- 
tion granting  to  the  company  the  privilege  of  erecting  poles  on 
that  avenue,  but  that  the  commissioner  of  public  works  had  re- 
fused to  designate  the  location  of  the  poles,  as  required  by  the 
resolution,  upon  the  advice  of  the  city  legal  department  that  the 
resolution  was  illegal,  and  that  a  permit  should  not  be  allowed, 
nor  a  designation  be  made,  unless  the  company  consented  to  the 
five  per  cent  gross  earnings  tax;  and  that  because  of  such  arbi- 
trary refusal  on  the  commissioner's  part  appellant  felt  justified 
in  proceeding  as  he  did.  It  was  shown  that  the  pole  so  erected 
was  in  accordance  with  the  general  plan  and  the  usual  manner 
theretofore  adopted  by  the  city.  From  the  judgment  entered  in 
the  Municipal  Court  adjudging  appellant  guilty  of  violating  this 
ordinance,  he  appealed  to  this  court. 

The  resolution  referred  to  reads  as  follows: 

"  Resolved,  that  permission  is  hereby  granted  to  the  Northwestern  Tele- 
phone Exchange  Company,  in  accordance  with  their  request  therefor,  to  put 
up  and  to  maintain  until  further  orders  the  necessary  poles  to  support  the 
necessary  telephone  wires  on  the  following  named  streets  and  alleys  of  the 
city  of  St.  Paul:  On  Burns  avenue,  from  Earl  street  to  Hester  avenue.  .  .  . 
This  permission  is  granted  upon  condition  that  the  city  of  St.   Paul,  by 
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resolution  of  its  common  council,  may  at  any  time  order  all  or  any  portion 
of  said  poles  and  wires  to  be  taken  down  and  removed  from  the  street,  and 
on  the  further  condition  that  the  location  of  all  said  poles  shall  be  desig- 
nated by  the  commissioner  of  public  works  of  said  city;  that,  when  placed 
in  alleys,  none  of  them  shall  be  placed  so  near  to  the  intersecting  street  as 
to  mar  or  disfigure  the  street  so  intersected,  and  that  said  entire  construction 
shall  be  acceptable  to  and  approved  by  said  commissioner  of  public  works." 

For  the  purposes  of  this  case  we  shall  assume  that  the  resolution 
referred  to  was  legal^  and  had  the  efiFect  of  granting  to  the  tele- 
phone company  all  the  power  or  right  which  could  have  been  con- 
ferred by  ordinance^  and  we  will  therefore  not  discuss  the  question 
whether  or  not  such  action  must  be  taken  by  ordinance,  rather  than 
by  resolution.     By  the  home  rule  charter,  adopted  in  June,  1900, 
the  commissioner  of  public  works  is  a  public  officer,  appointed  for 
a  term  of  three  years,  and  he  is  required  to  subscribe  an  oath,  and 
to  give  a  bond  for  the  faithful  performance  of  his  duties.     He  has 
general  charge  of  the  engineering  work  of  the  city,  and  is  in  con- 
trol and  supervision  of  its  streets,  bridges,  public  works,  etc     The 
afore-mentioned  resolution  granted  to  the  telephone  company  per- 
mission to  place  its  poles,  and  string  wires  thereon,  on  Bums  ave- 
nue, but  upon  the  express  condition  that  their  location  should  be 
designated  by  the  conmiissioner  of  public  works,  and  their  erection 
subject  to  his  approval  and  acceptance.     Conceding  that  the  com- 
mon council  had  power  to  designate  the  locality  and  the  method  of 
constructing  the  extension  of  the  telephone  system,  without  regard 
to  the  commissioner,  and  that  appellant  would  have  been  war- 
ranted in  directing  the  erection  of  the  poles  under  such  a  resolu- 
tion, yet  in  this  instance  the  council  did  not  take  such  action,  but 
delegated  to  the  commissioner  the  right  of  designation  and  super- 
vision.    The  duties  so  imposed  by  resolution  upon  the  commis- 
sioner were  such  as  by  virtue  of  his  office  he  was  compelled  to  as- 
sume and  perform,  and  the  reason  assigned  for  his  refusal  in  this 
instance  was  purely  arbitrary  and  unjustified.     But,  regardless 
of  this  fact,  appellant  was  not  authorized  in  taking  matters  into 
his  own  hands,  even  though  conforming  to  the  recognized  method 
of  erecting  such  poles,  and  by  so  doing  he  violated  the  provisions 
of  Ordinance  Xo.  436.     The  legal  course  open  to  appellant  in  this 
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matter  was  to  compel  the  commissioner's  action.  Mandamus  will 
lie  to  compel  the  exercise  of  official  discretion  or  judgment,  al- 
though it  will  not  lie  to  direct  the  manner  in  which  the  duty  shall 
be  performed.     State  v.  Teal,  72  Minn.  37,  74  N.  W.  1024. 

Counsel  on  both  sides  have  conceded,  for  the  purposes  of  this 
action,  that  the  telephone  company  possessed  the  right  to  extend 
its  system  throughout  the  city,  and  that  the  only  question  here  in- 
volved is  the  proi)er  exercise  of  the  city's  police  power  of  regn- 
lation. 

Judgment  affirmed. 


Nebraska  Telephone  Co.  v.  Westebn  Independent  Long  Dis- 
tance Telephone  Co.  et  al. 

•    Nebraska;  Supreme  Court. 

1.  Rights  of  telbobaph  and  telephone  companies  in  citt  streets. — The 
term  "  public  roada,  "  in  section  14,  ch.  89a,  Comp.  St  1901  of  Nebraska, 
giving  telegraph  and  telephone  companies  a  right  of  way  along  the  public 
roads  of  the  State,  does  not  include  the  streets  and  alleys  of  a  municipal 
corporation,  and  the  unauthorized  use  of  such  thoroughfares  for  such 
purpose  constitutes  .a  public  nuisance.  A  court  of  equity  will  not  lend 
its  aid  to  protect  a  suitor  in  maintaining  a  public  nuisance,  nor  in  the 
doing  of  an  act  punishable  under  the  laws  of  the  State. 
(SyUabus  by  the  court.) 

Commissioners'  opinion.  Department  No.  3.  Appeal  by  plain- 
tiff from  judgment  for  defendants. 

W.  W.  Morsman  and  Matthew  Oering,  for  appellant 

Byron  Clark,  for  appellees. 

Opinion  by  Albert^  C.  : 

This  is  an  action  for  relief  by  injunction.  The  petition^  so  far 
as  is  necessary  to  show  the  ground  upon  which  the  action  is  based, 
is  as  follows : 
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"  For  more  than  fifteen  years  last  past,  this  plaintiff  has  been,  and  now  is, 
engaged  in  the  prosecution  of  the  telephone  business  in  the  State  of  Nebraska, 
operating  exchanges  and  long  distance  lines,  and  during  the  said  period  has 
at  all  times  been,  and  now  is,  in  the  actual  possession  and  enjoyment,  under 
the  laws  of  the  State  of  Nebraska,  of  a  right  of  way  upon  one  of  the  public 
roads  of  the  State,  upon  and  along  which  it  maintains  its  poles,  with 
cross-arms  extending  2  1-2  feet  on  each  side  of  the  center  of  said  poles,  and 
which  said  cross-arms  support  plaintiff's  wires,  all  for  the  transmission  of 
communications  by  telephone  between  plaintiff's  patrons,  and  which  said  pub- 
lic road  passes  through  and  constitutes  the  main  public  road  or  street,  and 
is  commonly  known  as  '  Main  Street,'  in  the  village  of  Louisville,  in  the 
county  of  Cass,  in  the  State  of  Nebraska. 

"(2)  The  plaintiff's  said  poles  are  all  set  out  on  the  same  side  of  the  said 
public  road,  where  the  same  passes  through  the  village  aforesaid,  and  plain- 
tiff's said  poles  and  cross-arms  support  four  wires  used  for  long  distance  tele- 
phony. Plaintiff's  poles  are  25  feet  high,  and  set  at  distances  from  each  other 
of  about  125  feet,  and  the  wires  thereon  are  carried  upon  insulators  fixed  to 
cross-arms  aforesaid,  separating  the  said  wires  by  spaces  of  12  inches. 

**(3)  The  defendants  are  also  engaged  in  the  telephone  business  in  the 
State  of  Nebraska,  but  have  not  heretofore  occupied  the  public  road  afore- 
said  at  the  point  where  the  same  passes  through  the  village  of  Louisville  as 
aforesaid,  but  are  now  proposing  to  occupy  the  same  by  the  erection  of  poles 
equipped  with  cross-arms,  and  by  the  stringing  of  wires  thereon  for  long 
distance  and  exchange  service.  The  said  defendants  give  out  that  they  will, 
■nd  threaten  to,  and  are  now  in  the  act  of  setting  the  said  poles  along  the 
said  public  road,  at  the  place  where  the  same  passes  through  the  said  village, 
in  the  line  of  plaintiff's  poles  and  right  of  way,  and  threaten  and  are  about 
to  so  set  and  erect  their  said  poles  so  that  they  will  extend  above  and  through 
plaintiff^s  lead  of  wires,  strung  as  aforesaid,  and  so  that  the  said  defendants' 
poles  will  be  projected  into  and  through  the  central  12-inch  space  between 
the  wires  of  plaintiff's  said  lead.  The  defendants  intend  and  threaten  to 
place  their  wires  on  the  poles  of  the  said  defendants,  above  plaintiff's  lead 
of  wires,  and  in  line  therewith,  and  to  so  maintain  them  upon  cross-arms 
fixed  to  the  defendants'  said  poles,  extending  at  right  angles  with  and  across 
plaintiff's  lead  of  wires. 

"(4)  The  plaintiff  has  never  given  its  consent  to  the  erection  of  the  poles, 
cross-arms  and  wires  of  the  defendants,  or  any  of  them,  in,  upon,  or  over  the 
right  of  way  aforesaid  of  plaintiff,  or  in  the  line  of  plaintiff's  poles,  or  within 
2  1-2  feet  from  the  said  line  on  either  side,  or  through  or  over  plaintiff's  lead 
of  wires,  but  has  expressly  objected  thereto;  but  the  defendants,  disregard- 
ing the  plaintiff's  objections  and  prior  rights,  are  now  proceeding  to  erect 
their  poles,  cross-arms  and  wires  in  the  manner  hereinbefore  set  forth,  with 
the  intent  and  for  the  purpose  of  injuring  plaintiff,  and  interfering  with  its 
buisine<iA  and  its  prior  rights. 

VOL.  VIII — 3 
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"(5)  If  the  defendants  erect  and  maintain  their  poles  and  wires  as  herein- 
before set  forth,  such  erection  and  maintenance  will  immediately  and  greatly 
interfere  with  and  injure  plaintiff's  business,  and  the  business  of  the  plaintiff's 
patrons,  over  said  wires.  The  defendants'  poles  and  plaintiff's  wires  will 
come  into  electrical  contact,  so  that  plaintiff's  wires  will  be  grounded,  and 
thereby  conversation  over  plaintiff's  said  wires  will  be  interrupted  and  pre- 
vented; and  defendants'  wires  will  also,  when  loose  or  down,  come  into  elec- 
trical contact  with  plaintiff's  said  wires,  producing  a  like  result,  to  great 
injury  of  the  plaintiff,  and  for  which  injury  plaintiff  has  no  adequate  remedy 
at  law." 

An  answer  was  filed  by  the  defendant,  the  Western  Indepen- 
dent Long  Distance  Telephone  Company  and  its  oflScers,  admitting 
that  their  intention  and  purpose  was  to  do  the  acts  sought  to  be 
restrained ;  denying  that  it  was  done  with  the  intent  and  for  the 
purpose  of  injuring  the  plaintiff;  and,  in  effect,  that  such  acts 
would  not  interfere  with  the  plaintiff's  business.  The  answer  also 
put  in  issue  the  right  of  the  plaintiff  to  occupy  the  street  referred 
to  in  the  petition.  The  other  defendants  failed  to  answer,  and, 
from  the  evidence,  it  would  appear  that  they  were  in  no  way  con- 
cerned in  the  acts  sought  to  be  restrained.  The  court  found  for 
the  defendants,  and  dismissed  the  complaint.  The  plaintiff  brings 
the  case  here  on  appeal.  In  the  further  consideration  of  the  case, 
we  shall  refer  to  the  parties  by  the  title  in  the  District  Court. 

The  first  question  that  concerns  us  in  this  case  is  whether  the 
plaintiff  rightfully  occupied  the  streets  in  question  with  its  poles 
and  wires.  In  the  consideration  of  this  question,  the  court  will 
take  judicial  notice  that  the  village  of  Louisville  is,  and  for  many 
years  past  has  been,  a  body  politic,  organized  under  the  general 
laws  of  the  State.  The  plaintiff  does  not  base  its  claim  to  a  right 
of  way  on  the  streets  on  any  grant  from  the  village,  but  solely  on 
section  14,  ch.  89a,  Comp.  St.  1901,  which  is  as  follows :  "  That 
any  telegraph  or  telephone  company  incorporated  or  doing  busi- 
ness in  this  State  shall  be  and  is  hereby  granted  the  right  of  way 
along  any  of  the  public  roads  of  the  State  for  the  erection  of  poles 
and  wires;  provided,  that  poles  shall  be  set  at  least  six  feet  within 
the  boundary  line  of  said  roadway  and  not  placed  so  as  (to)  inter- 
fere with  road  crossings;  and,  provided,  that  said  wires  shall  be 
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placed  at  the  height  of  not  less  than  twenty  feet  above  all  road 
crossings.'' 

It  is  insisted  on  behalf  of  the  plaintiff  that  the  term  "  public 
roads/'  in  the  section  just  quoted,  includes  the  streets  and  alleys 
of  a  municipal  corporation.  A  statute  of  the  State  of  Minnesota 
worded  very  much  like  the  one  under  consideration  was  construed 
in  Abboa  v.  Duluth  (C.  C),  104  Fed  833,  and  the  term  "  public 
roads  and  highways  "  was  held  to  include  the  streets  and  alleys  of 
cities  and  villages,  as  well  as  rural  highways.  This  construction 
was  followed  by  the  Supreme  Court  of  that  State  in  Northwestern 
T.  Co.  V.  Minneapolis,  7  Am.  Electl.  Cas.  168,  81  Minn.  140  86  N. 
W.  69,  53  L.  R.  A.  175  (Stabt,  C.  J.,  dissenting),  and  Dvlvih  v, 
DuhUh  Tel.  Co.,  8  Am.  ElectL  Cas.  136,  87  N.  Y.  1127.  A  similar 
statute  was  construed  by  the  Supreme  Court  of  Iowa  in  Chamber- 
lain 17.  Iowa  Tel.  Co.,  8  Am.  ElectL  Cas.  11,  93  N.  W.  696,  in 
which  it  was  held  that  the  term  '^  public  highways  "  includes  the 
streets  of  a  city.  The  cases  just  cited  strongly  support  the  theory 
of  the  plaintiff,  but,  after  all,  with  this  court,  as  with  those  whose 
opinions  have  been  cited,  the  question  is  one  of  legislative  intent ; 
that  is,  did  the  Legislature  use  the  term  "  public  roads  "  in  the 
most  comprehensive  sense,  intending  thereby  to  include  the  streets 
and  alleys  of  municipal  corporations,  or  did  it  use  it  in  the  more 
restricted  sense,  intending  to  include  only  rural  highways  i  Ordi- 
narily, in  construing  a  statute,  words  should  be  given  their  usual 
and  recognized  meaning.  State  v.  Byrum,  60  Neb.  384,  83  N.  W. 
207;  State  ex  rel.  v.  Weston,  4  Neb.  216.  It  is  only  where  such 
construction  would  be  obviously  repugnwit  to  the  intention  of  the 
lawmakers  that  a  different  construction  is  allowable.  Whatever 
may  be  the  usage  in  other  jurisdictions,  we  think  it  is  safe  to  say 
that  in  this  State  the  term  "  public  road  "  is  commonly  understood 
and  recognized  to  apply  exclusively  to  rural  highways.  It  is  thus 
understood  and  used  by  the  people  of  the  State  generally,  and  it 
is  doubtful  whether,  in  the  ordinary  affairs  of  life  and  common 
conversation,  it  is  ever  used  or  understood  to  convey  the  idea  of  a 
street  or  alley  of  a  city  or  village.  This  is  a  matter  of  common 
knowledge,  and  of  which  this  court  must  take  judicial  notice. 


36  American  Electbical  Cases.  [vol.  8 

Nebraska  Teleph.  Co.  v.  Westem  Independent  Long  Distance  Teleph.  Co.  et  al. 

There  is  nothing  in  the  act  itself,  nor  in  the  legislative  history  of 
the  State,  that  suggests  that  the  Legislature  used  the  term  in  any 
other  sense  than  that  in  which  it  is  commonly  used  by  the  people 
of  the  State.  The  statutes  of  this  State  were  before  the  Legisla- 
ture when  the  act  was  passed.  In  those  relating  to  cities  and  vil- 
lages the  term  "  public  road  "  never  occurs,  while  in  those  relating 
to  rural  highways  it  is  invariably  used,  save  in  some  cases  where 
the  term  ^'  highway  "  is  used  as  its  equivalent  The  statutes  in 
force  at  that  time  vested  county  boards  with  the  general  super- 
vision over  "  public  roads  "  (sec.  1,  ch.  78,  Comp.  St.  1885),  and 
municipal  authorities  with  the  control  of  their  streets  and  alleys 
(subd.  24,  sec.  15,  ch.  13,  and  sec.  77,  ch.  14,  id.).  At  that  time 
cities,  as  an  additional  remedy  against  encroachments  on  their 
streets  and  alleys,  had  express  authority  to  enact  ordinances  to 
prevent  the  use  of  such  streets  and  alleys  for  the  support  of  tele- 
graph and  telephone  poles  and  wires.  Subd.  8,  sec.  15,  ch.  13, 
Laws  1885,  and  subd.  21,  sec.  39,  ch.  14,  Id.  At  the  same  session 
at  which  the  act  in  question  was  passed,  an  act  was  passed  for  the 
incorporation  of  cities  of  the  metropolitan  class,  and  another  for 
the  incorporation  of  cities  of  the  first  class,  conferring  upon  such 
cities  the  power  to  enact  such  ordinances  (sec.  50,  ch.  10,  p.  123, 
Laws  1887,  and  subd.  14,  sec.  68,  ch.  11,  p.  239,  Id.),  while  the 
authority  of  cities  of  the  second  class  in  that  behalf  was  left  un- 
touched. It  seems  to  us  that  but  one  reasonable  inference  is  to 
be  drawTi  from  the  foregoing,  and  that  is  that  the  Legislature  had 
in  mind  the  popular  distinction  between  "  public  roads "  and 
"  streets  and  alleys,"  and  used  the  former  term  in  the  act  under 
consideration  in  the  sense  in  which  it  is  generally  used  and  under- 
stood by  the  people  of  this  State,  and  not  in  its  generic  sense,  as 
including  the  streets  and  alleys  of  municipal  corporations,  because 
it  dealt  with  the  latter  in  such  a  manner  as  to  clearly  indicate  that 
it  regarded  them  as  something  separate  and  distinct  from  the  pub- 
lic roads  of  the  State.  Had  it  regarded  a  right  of  way  for  tele- 
graph and  telephone  poles  on  the  streets  and  alleys  of  municipal 
corporations  of  such  transcendent  importance  to  the  public  as  to 
justify  direct  legislative  action,  and  to  make  it  the  subject  of  a 
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legislative  grant,  it  is  not  probable  it  would  at  the  same  time  have 
clothed  such  municipalities  with  eicpress  authority  to  defeat  the 
grant.  It  follows,  therefore,  that  the  plaintiff's  occupancy  of  the 
street  in  question  was  without  lawful  authority.  But  the  plaintiff 
contends  that  the  State,  or  the  village,  alone  can  successfully 
assail  its  right  to  the  use  of  the  street  as  a  right  of  way.  In  sup- 
port of  this  contention  we  are  cited  to  WiUiams  v.  Citizens'  R.  R. 
Co.,  130  Ind.  71,  29  N.  E.  408,  15  L.  K.  A.  64,  30  Am.  St.  Rep. 
201.  We  do  not  consider  that  case  in  point.  There  the  plaintiff 
was  a  street  railway  company,  and  had  organized  for  the  purpose 
of  constructing  and  operating  an  electric  street  railway,  under  a 
statute  providing  for  the  organization  of  street  railway  companies, 
and  authorizing  them  to  employ  any  kind  of  motive  power  in  com- 
mon use,  except  steam.  The  question  raised  by  the  defendant 
was  that  by  the  use  of  electricity  as  a  motive  power  the  plaintiff 
was  acting  without  scope  of  its  charter.  Passing  on  the  question 
thus  raised,  the  court  applied  the  rule  that,  where  there  is  an 
assumption  of  corporate  rights  and  functions  and  an  exercise 
thereof  under  color  of  law,  only  the  State  can  question  the  validity 
of  the  assumption  and  the  exercise  of  such  functions  and  rights. 
That  is  only  another  way  of  stating  the  elementary  rule,  applica- 
ble to  corporations  generally,  that  where  an  association  of  persons 
is  found  in  the  exercise  of  corporate  franchises,  under  color  of 
legal  organization,  its  existence  as  a  corporation  cannot  be  in- 
quired into  in  a  collateral  proceeding,  and  generally  it  can  be  in- 
quired into  only  by  the  State  whose  sovereign  powers  have  been 
usurped.  That  is  not  the  question  before  us.  The  unauthorized 
obstruction  of  a  public  thoroughfare  was  a  nuisance  at  common 
law,  and  is  punishable  as  such  under  our  statutes.  Sec.  232,  Cr. 
Code.  The  case,  then,  is  one  in  which  the  plaintiff  invokes  the 
extraordinary  powers  of  a  court  of  e(|uity  to  protect  it  in  main- 
taining a  public  nuisance,  and  in  the  doing  of  an  act  punishable 
under  the  laws  of  the  State.  We  know  of  no  instance  wherein  a 
court  of  equity  has  lent  its  aid  to  such  ends.  To  do  so  would  be 
contrary  to  those  principles  which  have  always  guided  such  courts 
in  the  exercise  of  their  powers. 
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It  follows  that  the  complaint  was  properly  dismissed^  and  we 
therefore  recommend  that  the  decree  of  the  District  Court  be 
affirmed. 

Ames  and  Duffie,  CC.^  concur. 

Per  CuBiAM : 

For  the  reasons  stated  in  the  foregoing  opinion,  the  decree  of  the 
District  Court  is  affirmed. 
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Michigan;  Supreme  Court. 

1.  Oboinancb  gsanting  franchise  to  telephone  COHPANT;   contbactuai. 

OBLiQATiONs. — ^An  ordinance  granting  to  a  telephone  company  the  right 
to  construct  its  lines  and  operate  its  system  of  telephones  in  the  streets 
and  public  places  of  a  city,  and  providing  that  if  such  franchise  be 
transferred  the  company  acquiring  the  same  shall  be  subject  to  the 
terms  and  conditions  of  the  ordinance,  and  the  acceptance  of  such  ordi- 
nance by  the  company,  creates  a  contractual  relationship  between  the 
city  and  such  company. 

2.  Obligations  of  transfehee  of  franchise. — ^A  company  purchasing  the 

franchise  granted  by  such  an  ordinance  is  bound  by  its  terms  and  con- 
ditions, and  becomes  fixed  with  the  duties  and  obligations  of  the  original 
grantee.  Such  transferee  company  will  be  deemed  to  have  purchased 
such  franchise  with  full  knowledge  of  tlie  conditions  attached. 

3.  Rights  of  subscribers  upon  transfeu. — The  pormittinpf  of  acoess  to  its 

service  to  the  subscribers  of  the  original  company  by  the  purchasing 
company  for  a  time  will  imply  a  construction  of  the  ordinance  upon  the 
part  of  the  latter  company,  to  the  effect  that  it  was  bound  thereby  to 
furnish  such  service  to  the  subscribers  of  the  original  company,  which 
construction  cannot  afterwards  be  repudiated;  such  subscribers  may  en- 
force their  rights  against  the  purchasing  company  by  mandamus. 

Certiorari  by  defendant  to  review  judgment  awarding  writ  of 
mandamus  against  it.    Decided  February  17,  1903. 

\ 
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W.  E.  Thompson  {Wells,  Angell,  Boynton  &  McMiUan,  and  D. 
F,  Morgan,  of  Counsel),  for  appellants. 

James  H.  Pound,  for  relator. 

Opinion  by  Montgomeby,  J. : 

The  opinion  of  the  circuit  judges,  prepared  by  Judge  Brooke, 
states  the  issues  and  discusses  the  points  involved  in  this  case  so 
clearly  that  we  quote  it  at  length : 

''This  \A  a  petition  by  the  relator  against  the  respondent,  the  Michigan 
Telephone  Company,  for  a  writ  of  mandamus  to  compel  said  respondent  to 
give  petitioner  access  to  the  subscribers  to  the  telephone  system  owned  and 
operated  by  the  Michigan  Telephone  Company  in  the  city  of  Detroit.  The 
facU  of  the  case  may  be  briefly  stated  as  follows:  For  some  years  prior  to 
the  Uth  day  of  March,  1896,  the  respondent,  the  Michigan  Telephone  Com- 
pany, had  owned  and  operated  in  the  city  of  Detroit  a  telephone  exchange. 
Upon  the  said  14th  day  of  March,  1896,  the  respondent,  the  Detroit  Telephone 
Company,  secured  a  franchise  from  the  city  of  Detroit,  and  said  franchise 
was  on  said  date  accepted  by  said  respondent,  the  Detroit  Telephone  Company. 
Under  said  franchise  the  respondent,  the  Detroit  Telephone  Company,  pro* 
ceeded  to  install  a  telephone  exchange  in  the  city  of  Detroit,  and  secured, 
from  time  to  time,  subscribers,  so  that  at  the  time  the  contract  waa 
entered  into  with  the  relator  by  the  respondent,  the  Detroit  Telephone  Com- 
pany, there  were  upwards  of  five  thousand  subscribers  to  said  system.  The 
petitioner,  Mahan,  had  a  contract  with  the  respondent,  the  Detroit  Tele- 
phone Company,  running  for  a  period  of  five  years,  and  bearing  date  the 
25th  day  of  August,  1899,  which  had  not  expired,  by  about  two  years,  at  the 
time  the  acts  complained  of  were  committed  by  the  respondents.  On  the  6th 
of  April,  1900,  the  respondent,  the  Detroit  Telephone  Company,  executed  a 
bill  of  sale  whereby,  for  a  valuable  consideration,  it  transferred  to  the  re- 
spondent, the  Michigan  Telephone  Company,  all  of  its  tangible  property, 
including  some  5,200  telephones,  and  also  including  all  rights  under  said 
franchise  from  the  city  of  Detroit,  of  March  14,  189G.  Soon  thereafter  the 
purchasing  company,  the  Michigan  Telephone  Company,  caused  the  two  ex- 
changes to  be  connected ;  and  from  time  to  time  up  to  the  1st  day  of  Dec,  1901, 
subscribers  to  either  system  were  given  access,  not  alone  to  the  system  to 
which  they  subscribed,  but  to  all  subscribers  of  the  other  system.  On  or 
about  the  1st  day  of  December,  1901,  the  Michigan  Telephone  Company 
notified  all  subscribers  of  the  Detroit  Telephone  Exchange  that  after  that 
date  connection  with  the  Michigan  Telephone  Company's  subscribers  could 
not  be  had,  and  since  that  time  the  Michigan  Company  has  refused  to  furnish 
to  the  Detroit  Telephone  subscribers  connection  with  the  Michigan  Com- 
pany's subscribers.     Demand  has  been  made  by  the  relator  upon  the  Michigan 
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Company  for  such  connection,  and  has  been  refused.  During  the  period 
between  April  6,  1900,  when  the  number  of  telephones  in  use  by  the  Detroit 
Telephone  Company  was  cTver  5,000,  and  the  Ist  day  of  December,  1901,  when 
the  number  in  use  by  the  patrons  of  that  company  was  reduced  to  something 
like  300,  agents  of  the  Michigan  Telephone  Company  endeavored  to  induce 
users  of  the  Detroit  Telephone  to  discontinue  the  same  and  use  only  the 
Michigan  Telephone.  At  the  time  the  petition  was  filed  in  this  case  the 
Detroit  Telephone  users  had  become  further  diminished  to  about  90,  and, 
at  the  time  the  argument  was  heard,  it  had  been  further  reduced,  as  was 
asserted  by  counsel  for  petitioner,  which  statement  was  unchallenged  by 
counsel  for  either  respondent,  to  about  21. 

'*  Two  questions  are  raised  by  the  pleadings  in  this  case,  which  have  al- 
ready been  determined,  viz.:  (1)  The  propriety  of  the  remedy;  and  (2)  the 
reasonableness  of  the  rate  charged  by  the  respondent,  the  Michigan  Company. 
As  to  the  first  question,  this  court  has  already  determined  that  the  rates 
charged  by  the  Michigan  Company  are  not  fairly  in  issue  in  this  proceeding. 
The  sole  question,  therefore,  remaining  for  determination,  is  whether  or  not 
the  petitioner  is  entitled,  under  the  pleadings  and  proofs,  to  the  writ  of  man- 
damus to  compel  the  respondent,  the  Michigan  Company,  to  give  him — a  sub- 
scriber to  the  Detroit  Telephone  Exchange — access  to  the  subscribers  of  the 
Michigan  Telephone  Company  in  the  city  of  Detroit.  Section  14  of  the  ordi- 
nance of  March  14,  1896,  running  to  the  Detroit  Telephone  Company,  is  as 
follows :  '  If  the  said  company  shall  at  any  time  during  the  term  of  this 
franchise  transfer  its  rights  to  any  other  telephone  company  now  operating 
in  Detroit,  or  make  any  consolidation  with  such  company,  the  company 
acquiring  such  rights  or  the  consolidated  company  shall  be  subject  to  the 
terms  and  conditions  of  this  ordinance,  and  shall  operate  its  lines  under  this 
ordinance.'  Section  15  of  said  ordinance  is  as  follows:  'All  the  rights, 
liabilities  and  obligations  herein  granted  or  imposed  upon  said  company  shall 
apply  to  and  be  operated  in  favor  of  or  against  any  assignee  or  successor  of 
said  company.'  The  above-named  respondents,  the  Michigan  Telephone  Com- 
pany and  the  Detroit  Telephone  Company,  are  organized  under  the  provisions 
of  chapter  177  of  the  Compiled  Laws  (vol.  2,  p.  2116),  section  4  of  which 
act  provides  the  manner  in  which  telephone  companies  may  operate  within  the 
State  of  Michigan.  Counsel  for  respondents  claim  that  sections  14  and  15 
of  the  ordinance  were  never  binding  upon  the  respondent,  the  Detroit  Tele- 
phone Company,  and  cite  in  support  of  their  contention  Michigan  Telephone 
Company  v.  City  of  8t.  Joseph,  7  Am.  Electl.  Cas.  1,  121  Mich.  502,  80  N.  W. 
383,  47  L.  R.  A.  87,  80  Am.  St.  Rep.  520.  In  that  case  the  complainant's 
assignor,  the  Telephone  &  Telegraph  Construction  Company,  presented  a  peti- 
tion to  the  common  council  of  the  village  of  St.  Joseph  for  permission  to 
construct,  maintain,  and  operate  a  telephone  system  in  said  village.  The 
permission  was  duly  granted  by  the  village,  and  the  company  proceeded,  at 
large  expense,  to  erect  poles  and  stretch  wires  within  the  lines  of  the  streets 
and  alleys  in  said  village  until  June  5,  1891,  when  the  village  became  in- 
corporated as  a  city.     The  complainant  in  that  case,  being  the  respondent, 
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the  Michigan  Telephone  Company,  in  this  case,  duly  acquired  by  purchase 
all  the  property,  rights  and  privileges  of  said  construction  company,  and 
continued  to  do  business  in  said  city  until  August  3,  1897,  when  it  erected, 
in  a  good  and  workmanlike  manner,  and  in  accordance  with  the  terms  of  the 
statute  under  which  it  was  organized,  certain  poles  in  said  city,  for  the  pur- 
pose of  connecting  with  its  central  office  the  premises  of  persons  who  had 
subscribed  for  telephone  service.  On  said  August  3,  1897,  the  common 
council  passed  a  resolution  declaring  said  poles  and  wires  a  nuisance,  and 
instructed  the  street  conmiissioner  to  forthwith  remove  them,  which  he  did. 
On  August  10  and  16,  1897,  the  complainant  presented  two  petitions  to  the 
common  council,  asking  permission  to  erect  poles  in  certain  specified  streets 
and  alleys.  The  council  refused  permission.  Under  these  facts,  in  an 
opinion  by  Justice  Grant,  it  was  held  that  it  was  the  clear  duty  of  the  de- 
fendant to  act  upon  the  petitions  presented  to  its  common  council  by  the  com- 
plainant, and  to  establish  reasonable  rules  and  regulations  for  the  erection 
of  poles  and  the  stretching  of  wires.  The  other  case  cited  by  respondent's 
counsel  is  the  case  of  The  Michigan  Telephone  Company  v.  City  of  Benton 
Harbor,  7  Am.  Electl.  Cas.  9,  121  Mich.  512,  80  N.  W.  388,  47  L.  R.  A.  104, 
and  it  only  differs  from  the  case  last  cited  in  that  the  assignor  of  the  com- 
plainant never  had  permission  granted  to  it  to  erect  its  poles  or  string  its 
wires  in  the  city;  and  in  that  case  it  was  held,  as  in  the  case  last  cited,  that 
the  common  council  of  the  defendant  city  should  provide,  by  ordinance  or 
otherwise,  reasonable  regulations  for  the  erection  of  the  poles  and  stretching 
of  the  wires  of  the  complainant.  In  the  case  first  cited  (Michigan  Telephone 
Company  v.  City  of  8t.  Joseph)  the  following  language  occurs  in  the  opinion 
of  Justice  Grant:  '  It  is  urged  that  the  permission  granted  to  the  Telephone 
4  Telegraph  Construction  Company  was  personal  to  that  company,  and  could 
not  be  alienated  without  the  consent  of  the  city.  That  company  was  organ- 
ized under  the  general  laws  of  the  State,  and  derived  its  powers  and  ob1i<;^- 
tions  from  that  law.  The  only  power  which  a  city  could  have  exercised 
over  it  was  that  of  regulation.'  Under  the  principles  laid  down  in  the 
decisions  just  cited,  it  is  quite  apparent  that  had  the  Detroit  Telephone  Com- 
pany applied  to  the  common  council  of  the  city  of  Detroit  to  fix,  by  ordi- 
nance or  otherwise,  reasonable  rules  and  regulations  under  which  it  might 
proceed,  by  virtue  of  the  power  granted  in  the  act  under  which  it  was  organ- 
ized, to  erect  its  poles,  string  its  wires,  and  establish  a  telephone  exchange 
in  the  city  of  Detroit,  the  court  would  have  compelled  compliance  with  the 
demand.  That,  it  seems  to  us,  is  all  that  the  cases  in  question  determine. 
But  can  it  be  said  that,  because  the  Detroit  Telephone  Company  had  the 
right  to  insist  upon  the  city  of  Detroit  making  reasonable  rules  and  regula- 
tions under  which  it  should  establish  and  operate  its  telephone  exchange  in 
the  city  of  Detroit,  it  was  thereby  precluded  from  entering  into  contractual 
relations  with  the  city  of  Detroit  touching  the  terms  and  conditions  under 
which  it  should  erect  and  operate  its  said  exchange?  It  seems  to  us  obvious 
that  this  cannot  be  so.  The  right  of  the  city  to  make  the  contract  in  the 
premises  cannot  be  questioned.     Neither  can  it  be  questioned  that  the  Detroit 
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Telephone  Company  had  the  right,  as  well  as  the  power,  to  make  a  contract 
with  reference  to  the  erection,  maintenance  and  operation  of  its  exchange. 
An  examination  of  the  ordinance  in  question  discloses  the  fact  that  in  sec- 
tion 1  of  said  ordinance  the  right  is  given  by  the  city  to  the  respondent,  the 
Detroit  Construction  Company,  to  lease,  to  any  other  company  having  similar 
rights  to  itself,  the  right  to  use  poles  and  conduits  of  the  respondent,  the 
Detroit  Construction  Company.  This  is  clearly  a  concession,  and  presumably 
a  valuable  one,  to  the  grantee  in  the  franchise,  and  is  clearly  outside  any 
rights  which  it  could  claim  under  the  authority  of  the  general  law  which  it 
now  invokes.  Upon  the  day  of  the  passage  of  said  ordinance,  the  respondent, 
the  Detroit  Construction  Company,  accepted  said  ordinance  in  the  following 
terms:  '  Detroit,  March  19,  1896.  To  the  Mayor  and  Common  Council:  The 
Detroit  Telephone  Construction  Company  accepts  the  ordinance  granted  to 
said  company,  approved  March  14,  1896.  The  Detroit  Telephone  Construction 
Company,  by  Charles  Flowers,  Vice-President.  By  order  of  the  board  of 
directors.'  The  passage  of  said  ordinance  by  the  common  council,  its  ap- 
proval by  the  mayor  of  the  city  of  Detroit,  and  its  acceptance  by  the  com- 
pany, constitute,  in  our  opinion,  a  binding  contract  between  the  company  or 
its  assigns  and  the  city  of  Detroit.  The  company  acted  under  the  ordinance, 
and  installed  its  exchange  thereunder,  and  the  citizens  of  the  city  of  Detroit, 
to  a  large  number,  became  subscribers  thereto;  and  we  do  not  understand 
it  is  claimed  that  the  respondent,  the  Detroit  Telephone  Company,  could  have 
at  any  time  itself  repudiated  any  of  the  terms  of  the  ordinance  under  which 
it  did  business  for  several  years. 

**  The  sole  question  remaining  for  determination,  therefore,  is,  did  the 
respondent,  the  Michigan  Telephone  Company,  by  its  act  in  acquiring  by  the 
bill  of  sale  all  the  tangible  property  of  the  Detroit  Telephone  Company,  as 
well  as  all  its  rights  under  the  franchise  in  question,  coupled  with  its  action 
thereafter,  become  fixed  with  the  duties  and  obligations  with  which  the 
Detroit  Telephone  Company  was  charged  under  said  franchise?  We  think 
it  did.  The  respondent,  the  Michigan  Telephone  Company  must  be  held  to 
have  entered  into  the  purchase  with  full  knowledge  and  notice  of  the  fran- 
chise in  question,  and  all  the  conditions  and  obligations  assumed  by  its 
grantor  thereunder,  and  it  cannot  now  enjoy  the  benefits  thereof  without 
also  assuming  the  obligations  incident  thereto.  Strength  is  added  to  this 
view  by  the  action  of  the  respondent,  the  Michigan  Telephone  Company,  im- 
mediately after  said  purchase,  as  tending  to  show  what  construction  it  itself 
placed  upon  said  franchise  and  the  obligations  incident  thereto.  Immediately 
after  the  purchase  by  it  of  the  tangible  assets  of  the  Detroit  Company  and  its 
franchise  rights,  access  was  given  by  it  to  the  subscribers  of  the  Detroit  Tele- 
phone Exchange  to  the  subscribers  to  the  Michigan  exchange.  Users  of  the 
Detroit  Telephone  Company  accepted  this  service  and  paid  for  tho  same  for 
a  period  of  something  like  a  year  and  a  half.  We  are  of  the  opinion  that 
the  furnishing  of  the  service  by  the  respondent,  the  Michigan  Company,  and 
the  acceptance  thereof  by  the  subscribers  to  the  Detroit  Company,  if  it  did 
not  constitute  a  new  implied  contract  between  the  Michigan  Company  and 
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ttid  subscribers,  at  least  furnishes  a  construction  of  the  terms  of  the  ordi- 
nance by  the  parties  themselves  which  the  respondent,  the  Michigan  Telephone 
Cf  pany,  ia  not  now  at  liberty  to  repudiate." 


We  are  satisfied  with  the  reasoning  of  the  foregoing  opinion, 
and  adopt  it. 

It  is  contended  in  this  court  that  mandamus  is  not  a  proper  rem- 
edy, but  we  agree  with  the  learned  circuit  judges  that  that  remedy 
is  open.     Merrill  on  Mandamus,  see.  162. 

The  order  will  be  aflBrmed. 

Long,  J.,  did  not  sit     The  other  justices  concurred. 

As  to  contractual  obligations  imposed  by  an  ordinance  granting  a  franchise 
to  a  telephone  company,  see  note  to  Morristawn,  City  of,  v.  East  Tennessee 
Teleph,  Co.,  ante,  p.  3,  and  monographic  note,  **  Use  of  Streets  and  Highways 
by  Telegraph  and  Telephone  Companies,"  post,  p.  159. 

AaalcitAbility  of  franchise. — It  has  been  maintained  that  the  grant  of  a 
franchise,  public  in  nature,  like  that  of  a  telegraph  company,  is  personal  to 
the  grantee,  and  cannot  be  alienated  except  by  consent  of  the  granting  power ; 
and  that  therefore  a  telegraph  or  telephone  company  has  no  power,  in  the 
absence  of  special  authority,  to  alienate  the  privileges  granted  to  it  by  a 
State  government,  and  an  agreement  so  to  do  is  ultra  vires  and  void.  25 
Am.  k,  Eng.  Ency.  of  Law,  751,  citing  United  States  v.  West,  Un,  Teleg.  Co., 
50  Fed.  28;  West,  Vn,  Teleg,  Co,  v.  Union  Pac,  Ry.  Co.,  3  Fed.  721.  And  in 
Croswell  on  Electricity,  §  158,  it  is  said  that  "  a  grant  to  a  telephone,  tele- 
graph, electric  light,  or  railway  company  of  the  power  to  use  the  streets, 
highways  and  post  roads  for  the  stringing  of  its  wires  and  the  setting  of  its 
poles  contains  so  much  of  an  element  of  personal  obligation,  that  such  a 
grant  is  not  assignable  unless  such  a  power  of  assignment  is  expressed  in  the 
language  of  the  grant,  or  in  some  general  legislation  affecting  the  subject." 
In  Michigan  the  courts  have  dissented  from  this  proposition  and  have  upheld 
transfers  of  franchises  for  the  use  of  public  streets  and  highways  by  public 
service  corporations.  Michigan  Teleph.  Co,  v.  City  of  tit.  Joseph,  7  Am. 
Electl.  Cas.  1,  121  Mich.  502,  80  N.  W.  383;  see,  also,  People  ex  rel.  City 
of  Pontiac  v.  Central  Union  Teleph.  Co.,  8  Am.  Electl.  Cas.  — ,  192  111.  307, 
61  N.  E.  428.  As  to  power  of  electric  light  company  to  mortgage  its  fran- 
chise, see  American  Loo/n  d  Trust  Co.  v.  General  Electric  Co,,  8  Am.  Electl. 
Cas.  117,  61  Atl.  660. 
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ELECTRIC  LIGHT  FRANCHISES ;  BOND  OF  GRANTEE. 


Saxem^  City  of,  v.  Anson  et  al. 

Oregon;  Supreme  Court. 

1.  Electric  uqht  franchise;  bond  to  secure  completion. — ^Under  a  stat- 

ute delegating  to  a  municipality  the  power  to  grant  the  use  of  its  streets 
to  a  corporation  for  the  purpose  of  supplying  the  municipality  and  its 
inhabitants  with  electric  light,  upon  such  terms  and  conditions  as  may 
be  prescribed,  the  governing  body  of  such  municipality  may  require  a 
bond  of  the  grantee  of  such  privilege,  conditioned  for  the  completion  of 
the  work  within  a  specified  time. 

2.  Liquidated  damages. — ^The  sum  specified  in  such  bond  as  a  penalty  may 

be  considered  as  liquidated  damages,  and  may  be  recovered  as  such. 

Appeal  by  plaintiff  from  judgment  for  defendants.  Decided 
January  13,  1902 ;  reported  40  Or.  339,  67  Pac.  190. 

W.  H.  Holmes,  for  appellant. 

0.  0.  Bingham,  for  respondents. 

Opinion  by  Bean,  C.  J. : 

The  first  question  is  as  to  the  right  of  the  city  to  take  and  receive 
the  bond  upon  which  this  action  was  brought.  The  charter  of 
Salem  declares  that  the  common  council  shall  have  exclusive  power 
to  "contract  for  water  and  lights  for  city  purposes,  or  to  lease,  pur- 
chase, or  construct  a  plant  or  plants  for  water  or  lights,  or  both,  for 
city  purposes,  in  or  outside  the  city  limits;  provided,  that  the 
council,  upon  making  a  careful  and  accurate  estimate  of  building 
or  purchasing  and  running  such  plant  or  plants,  finds  that  the 
same  may  be  constructed  or  purchased  and  run  at  a  much  less  ex- 
pense to  the  city  than  can  be  contracted  for  with  private  parties. 
The  expense  for  building  or  purchasing  such  plant  or  plants  can- 
not be  entered  into  except  by  two-thirds  vote  of  all  the  legal  voters 
voting  at  any  general  election,  or  at  a  special  election  called  by  the 
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council  for  such  purpose,  by  a  two-thirds  vote  to  incur  such  ex- 
pense, the  council  may  enter  into  a  contract;  provided,  that  the 
council  may  grant  and  allow  the  use  of  streets  and  alleys  of  the 
city  to  any  person,  company  or  corporation  who  may  desire  to 
establish  works  for  supplying  the  city  and  inhabitants  thereof 
with  such  water  or  light  upon  such  terms  and  conditions  as  the 
council  may  prescribe  "  (Sess.  Laws  1899,  p.  924,  sec.  6,  subd.  6)  ; 
and  ''to  allow  and  regulate  the  erection  and  maintenance  of  poles 
or  p>oles  and  wires  for  telegraph,  .  .  .  electric  light  or  other 
purposes,  .  .  .  upon  or  over  the  streets,  alleys  or  public  groimds 
of  the  city ;  to  permit  and  regulate  the  use  of  the  streets,  alleys  and 
public  grounds  of  the  city  for  laying  down  and  repairing  gas  and 
water  mains,  for  building  and  repairing  sewers,  and  the  erection 
of  gas  or  other  lights ;  to  preserve  the  streets,  alleys,  side  and  cross- 
walks, bridges  and  public  grounds  from  injury,  and  prevent  the 
lawful  use  of  the  same,  and  to  regulate  their  use."  (Id.,  p.  927, 
sec.  6,  subd.  26.)  The  legislature  has  thus  delegated  to  the  city 
the  power  of  regulating  and  controlling  the  use  of  the  streets  by 
light  and  water  companies,  and  vested  it  with  exclusive  authority 
to  grant  to  such  companies  the  privilege  of  so  using  them,  upon 
such  terms  and  conditions  as  the  council  may  prescribe.  The 
paramount  authority  over  streets  and  highways  is  vested  in  the 
l^slature  as  the  representative  of  the  entire  people.  It  may, 
however,  delegate  to  municipal  corporations  such  a  measure  of  its 
power  as  it  may  deem  expedient,  and  the  local  authorities,  by  vir- 
tue of  such  delegation,  can  enact  ordinances  and  local  laws,  which 
have,  within  their  jurisdiction,  the  force  of  the  general  statutes  of 
the  State.  (Tied.  Mun.  Corp.  sec.  289.)  The  granting  of  au- 
thority to  public  service  companies  to  use  the  streets  and  high- 
ways is  a  legislative  act,  entirely  beyond  the  control  of  the  judicial 
power,  so  long  as  it  is  within  proper  constitutional  limitations.  It 
may  be  exercised  directly  by  the  legislature,  or  be  delegated  by 
that  body  to  a  municipal  corporation ;  and,  when  so  delegated, 
the  municipality  has,  within  the  authority  granted,  the  same 
rights  and  powers  that  the  legislature  itself  possesses.  To  that  ex- 
tent it  is  endowed  with  legislative  sovereignty,  the  exercise  of 


46  Amebican  Electbical  Gases.  [vol.  8 

Salem,  City  of,  v.  Anson  et  al. 

which  has  no  limit,  so  long  as  it  is  within  the  objects  and  trusts  for 
which  the  power  was  conferred.  It  is  admitted  that  the  legisla- 
ture may,  by  virtue  of  its  paramount  authority,  require  bonds  or 
undertakings  of  the  grantees  of  such  privileges,  conditioned  that 
they  will  construct  their  works  within  a  specified  time,  or  that  they 
will  otherwise  comply  with  the  terms  of  their  grant,  and  a  muni- 
cipal corporation  to  which  the  exclusive  power  over  the  subject 
has  been  delegated  may  exercise  the  same  right.  There  is  no  ex- 
press provision  in  the  charter  of  Salem  authorizing  the  council, 
upon  granting  the  privilege  to  use  the  streets,  to  require  that  the 
work  shall  be  done  within  a  specified  time ;  nor  is  it  necessary.  It 
is  given  the  exclusive  power  to  make  the  grant  "upon  such  terms 
and  conditions"  as  it  may  prescribe,  which  necessarily  authorizes 
it  to  impose  such  reasonable  conditions  precedent  or  subsequent  to 
the  granting  or  exercise  of  the  franchise  as  may  be  deemed  neces- 
sary or  proper,  including  a  requirement  that  the  grantee  shall  give 
a  bond,  conditioned  as  the  one  in  suit.  City  of  Indiarwla  v.  Ovlf, 
W.  T.  &  P.  Ry.,  56  Tex.  594.  In  City  of  Aberdeen  v.  Honey,  8 
Wash.  251,  35  Pac.  1097,  the  power  of  the  municipality  was  lim- 
ited by  the  terms  of  its  charter,  and  the  court  held  that,  by  reason 
of  such  limitation,  it  did  not  have  the  authority  to  exact  a  bond 
from  the  grantee  of  a  franchise  for  a  street  railway.  Hence  that 
case  is  not  authority  here.  We  are  of  the  opinion,  therefore, 
that  the  bond  in  suit  was  valid,  and  within  the  power  of  the  city  to 
require  and  accept. 

The  remaining  question  is  as  to  whether  the  sum  specified  in 
the  bond  is  to  be  regarded  as  a  penalty,  or  as  liquidated  damages. 
It  is  often  difficult  to  determine  whether  a  sum  stipulated  in  a 
contract  to  be  paid  on  breach  thereof  shall  be  considered  as  liqui- 
dated damages  or  as  a  penalty,  and  there  is  a  wide  divergence  of 
opinion  in  the  adjudged  cases  on  the  subject.  The  object  is,  of 
course,  to  ascertain  the  intention  of  the  parties,  as  nearly  as  pos- 
sible, and  to  enforce  the  contract  according  to  their  agreement. 
[Omitting  general  discussion  as  to  liquidated  damages.]     .     . 

The  damages  to  the  city,  if  any,  from  Anson's  failure  to  build 
his  plant  within  the  specified  time,  were  necessarily  speculative  and 
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uncertain^  if  not  absolutely  incapable  of  proof.  Indeed,  it  is  quite 
doubtful  whether  the  city  could  have  been  damaged  in  any  way  by 
such  failure.  It  could  gain  nothing  in  its  political  or  sovereign 
capacity  by  the  construction  of  the  plant,  and  could  lose  nothing 
by  its  nonconstruction.  The  damages  resulting  from  the  loss  of 
the  promised  share  of  the  gross  income  of  the  proposed  plant  and 
the  right  of  purchase  are  not  covered  by  the  bond^  and,  moreover, 
are  so  speculative,  uncertain,  and  dependent  upon  so  many  contin- 
gencies, that  they  can  scarcely  be  regarded  as  a  subject  of  judicial 
investigation.  But  whatever  the  rule  might  be  as  between  private 
individuals,  this  action  is  not  to  be  determined  wholly  by  the  prin- 
ciples applicable  to  contracts  of  that  kind.  The  sum  specified  in 
the  bond  is  somewhat  in  the  nature  of  a  statutory  penalty  for  the 
nonperformance  of  a  duty  enjoined  by  law.  The  ordinance  grant- 
ing to  Anson  the  right  and  privilege  to  use  the  streets  and  hi^- 
ways  of  the  city  in  the  construction  and  maintenance  of  his  plant 
had  the  force  and  effect  of  a  statute,  and  by  his  acceptance  of  its 
provisions  he  became  bound  to  comply  with  its  terms  as  a  statutory 
duty.  The  bond  in  question  was  given  as  security  for  the  per- 
formance of  such  duty,  and  the  sum  specified  therein  is  in  the  na- 
ture of  a  penalty,  to  be  imposed  as  a  punishment  for  disobeying 
or  disregarding  the  provisions  of  the  ordinance.  Maryland  v. 
Baltimore  &  0.  R.  Co.,  3  How.  534,  11  L.  Ed.  714.  The  case  of 
Clark  V.  Barnard,  108  U.  S.  436,  2  Sup.  Ct  878,  27  L.  Ed/ 780, 
is  very  similar  to  the  one  in  hand.  The  legislature  of  Khode  Is- 
land passed  an  act  authorizing  the  Boston,  Hartford  &  Erie  Rail- 
road Company  to  locate  and  construct  a  railroad  through  the  State, 
but  the  act  was  not  to  go  into  effect  unless  the  railroad  company 
should,  within  90  days  from  the  adjournment  of  the  legislature, 
deposit  in  the  oflSce  of  the  treasurer  its  bond,  with  sureties  satisfac- 
tory' to  the  governor,  in  the  sum  of  $100,000,  that  it  would  com- 
plete the  road  before  the  1st  day  of  January,  1872.  In  com- 
pliance with  this  statute,  the  railroad  company  made,  executed 
and  filed  in  the  oflSce  of  the  treasurer  an  ordinary  penal  bond 
in  the  sum  stated,  conditioned  as  in  the  act  required.  It  failed 
to  build  the  road,  and,  in  a  suit  to  enjoin  the  treasurer  from 
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receiving  or  collecting  the  sum  specified  in  the  bond,  it  was  con- 
tended, as  here,  that  the  obligation  required  by  the  statute  and 
given  by  the  company  was  an  ordinary  penal  bond,  upon  which  no 
recovery  could  be  had  except  for  the  damages  the  State  actually 
sustained  from  the  breach  of  its  conditions,  and,  it  being  admitted 
that  no  damages  had  resulted,  the  money  arising  from  the  payment 
of  a  certificate  of  indebtedness  pledged  in  lieu  of  sureties  on  the 
bond  reverted  to  the  plaintiff.  This  position  was  sustained  by  the 
trial  court,  but  on  appeal  the  decree  was  reversed,  and  it  was  held 
that  the  State  was  entitled  to  collect  the  full  amount  of  the  bond, 
notwithstanding  it  was  admitted  that  it  had  not  been  damaged  by 
the  breach  thereof.  The  judgment  is  based  upon  two  principal 
considerations:  (1),  That  it  was  not,  and  could  not  have  been, 
intended  by  the  parties  that  the  bond  was  a  mere  indemnifying 
bond;  and  (2),  that  the  sum  mentioned  therein  was  imposed  by 
the  State  as  a  statutory  penalty  for  the  nonperformance  of  a  statu- 
tory duty.  After  pointing  out  that  no  damage  could  possibly 
have  arisen  to  the  State  in  its  sovereign  or  political  capacity  by 
the  failure  of  the  railroad  company  to  construct  its  road  as  pro- 
vided in  the  statute,  Mr.  Justice  Matthews,  speaking  for  the  court, 
said : 

"The  question  of  damages  and  compensation  was  not,  because  it  could  not 
have  been,  in  contemplation  of  the  parties.  There  was  no  room  for  supposing 
that  tnere  could  be  any.  To  assume  that  the  statute  required  this  bond  and 
security  in  this  sense,  in  full  view  of  the  legal  conclusion  which  it  is  said 
necessarily  flows  from  its  form,  and  that  in  the  event  contemplated,  of  the 
failure  to  build  the  road,  all  that  remained  to  be  done  was  that  the  State 
should  hand  back  canceled  the  obligation  and  security  it  had  been  at  such 
pains  to  exact,  is  to  put  upon  the  transaction  an  interpretation  altogether 
inadmissible.  It  would  have  been,  upon  such  an  assumption,  a  vain  and 
senseless  thing,  and,  however  private  persons  may  be  sometimes  supposed  to 
act  improvidently,  we  are  not  to  put  such  constructions,  when  it  is  legally 
possible  to  avoid  them,  upon  the  deliberate  and  solemn  acts  and  transactions 
of  a  sovereign  power,  acting  through  the  forms  of  legislation.  The  conclu- 
sion, in  our  opinion,  cannot  be  resisted  that  the  intention  of  the  parties  in 
the  transaction  in  question  was  that,  if  the  railroad  should  not  be  built  within 
the  time  limited,  the  corporation  should  pay  to  the  State,  absolutely  and  for 
its  own  use,  the  sum  named  in  the  bond  and  secured  by  the  deposited  certifi- 
cate of  indebtedness.  The  supposition  is  not  open  that  the  penalty  was  pre- 
scribed merely  in  t^rrorem,  to  secure  punctuality  in  performance,  with  the 
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reserved  intention  of  permitting  subsequent  performance  to  condone  the  de- 
fault,  for  a  distinct  section  of  the  statute  .  .  .  declares  that,  in  case  of 
^Inre  to  complete  the  road  within  the  time  limited,  the  aet  itself  should  be 
Toid  and  of  no  effect." 

In  NUson  v.  Town  of  Jonesboro,  57  Ark.  168,  20  S.  W.  1093, 
the  city  granted  to  Nilson  the  ri^t  to  construct  a  street  railwajr 
over  and  through  the  streets  of  the  city,  and  took  from  him  a  bond 
in  the  sum  of  $500,  conditioned  for  the  faithful  performance  by 
him  of  the  provisions  of  the  ordinance.  In  an  action  to  recover  on 
the  bond  because  of  his  failure  to  construct  the  railway  within  the 
time  specified,  the  single  question  presented  was  whether  the  sum 
mentioned  in  the  bond  should  be  treated  as  a  penalty  or  as  liqui- 
dated damages,  and,  after  a  careful  examination  of  the  authorities, 
it  was  held  that  plaintiff  was  entitled  to  recover  the  amount  speci- 
fied, without  proof  of  actual  damages,  and  notwithstanding  it  ap- 
peared that  the  damages  were  in  fact  capable  of  assessment.  In 
City  of  Indianola  v.  Qvlf,  W.  T.  &  P.  Ry.,  56  Tex.  594,  the  city 
of  Indianola  granted  a  railway  company  the  right  to  construct  its 
road  through  one  of  the  streets  of  the  city,  on  the  condition  that  it 
should  extend  it  to  a  point  65  miles  distant  within  a  certain  definite 
time,  and  exacted  a  bond  in  the  sum  of  $50,000,  conditioned  for 
the  faithful  performance  of  the  grant  on  its  part.  The  company 
failed  to  construct  the  road,  and  in  a  suit  on  the  bond  it  was  held 
that  the  sum  stated  therein  was  stipulated  damages,  and  that  the 
city  could  recover  the  full  amount  thereof  without  proof  of  actual 
damages.  It  is  true  that  in  that  case,  as  also  in  Nilson  v.  Town 
of  Jonesboro,  supra^  the  term  "liquidated  damages"  was  used  in 
the  contract  But  the  decisions  did  not  turn  upon  that  fact,  but 
were  principally  controlled  by  the  consideration  that  no  accurate 
computation  of  the  real  damages  could  be  made. 

Within  the  doctrine  of  these  cases — and  they  seem  to  be  sound 
— ^the  demurrer  to  the  complaint  should  have  been  overruled.  The 
judgment  of  the  court  below  must  therefore  be  reversed,  and  the 
cause  remanded  for  such  further  proceedings  as  may  be  proper, 
not  inconsistent  with  this  opinion. 

VOL.  VIII — 4: 
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Boston  Electric  Light  Company  v.  Boston  Terminal  Co. 

Masaachusetts ;  Supreme  Judicial  Court. 

1.  Right  of  electric  light  company  to  use  of  stbeets  fob  its  cojnduits.-^^ 
The  plaintiff,  an  electric  light  corporation,  incorporated  under  the  gen- 
eral laws,  was  authorized  to  lay  wires  under  the  streets  of  the  city  of 
Boston,  subject  to  the  condition  that  it  should  remove  its  conduits  when- 
ever directed  so  to  do  by  the  city  council.  Notwithstanding  this  con- 
dition, it  was  contended  by  the  electric  light  company  that  it  had  ac- 
quired a  right  of  property  in  the  street  which  could  not  be  appropriated 
to  another  public  use  without  compensation,  and  that,  therefore,  statute 
1896,  chapter  516,  authorizing  the  defendant  to  acquire  portions  of  two 
public  streets  in  which  the  plaintiff  had  constructed  its  conduits  as  a 
part  of  the  site  of  the  terminal  station,  erected  under  the  authority  of 
such  statute,  was  unconstitutional.  Statute  1894,  chapter  454,  provided 
for  the  gradual  removal  of  all  wires  and  electrical  appliances,  and  gave 
to  those  operating  such  wires  the  option  to  remove  them  or  to  put  them 
under  ground  in  conduits  to  be  constructed  under  regulations.  It  was 
held  that  the  option  given  by  such  statute  to  place  such  wires  under 
ground  did  not  confer  upon  the  users  an  absolute  franchise  in  the  street 
independent  of  the  original  grant,  which,  by  its  terms,  was  revokable 
at  the  pleasure  of  the  city  council.  The  rights  possessed  by  the  electric 
light  company  under  its  franchise  are  not  absolute,  but  revokable,  and 
the  reservation  of  such  right  of  revocation  contained  in  the  ordinance 
granting  the  franchise  was  properly  exercised  by  the  Legislature. 

Exception  by  plaintiff  from  judgment  for  defendant.  Decided 
January  7,  1904;  reported  67  N.  E.  346. 

Everett  W,  Burdett  and  Chas.  A.  Snow,  for  plaintiff. 

Samuel  Hoar  and  Woodti;ard  Hudson,  for  defendant. 

Opinion  by  Knowlton,  C.  J. : 

This  is  an  action  of  tort  to  recover  the  value  of  conduits  laid 
by  the  plaintiff  in  portions  of  two  public  streets  in  Boston,  which 
were  discontinued  by  St.  1896,  p.  520,  ch.  516,  and  taken  bv  the 
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defendant  for  a  part  of  the  site  of  the  terminal  station  erected 
imder  the  authority  of  this  statute.  The  plaintiff  brought  a  peti- 
tion for  damages  for  the  taking  of  these  conduits,  which  was  before 
this  court,  and  is  reported  in  182  Mass.  397,  65  N.  E.  835.  In 
that  case  it  was  decided  that  no  part  of  the  petitioner's  property 
was  taken,  and,  after  a  consideration  of  the  uses  to  which  public 
streets  may  be  put  in  this  commonwealth,  and  the  rights  of  par- 
ties using  them,  under  our  general  laws,  the  opinion  proceeds  as 
follows :  "  All  the  statutes  and  ordinances  upon  which  the  peti- 
tioners rely  as  a  justification  for  their  action  in  constructing 
conduits  in  public  streets,  and  as  giving  them  rights  of  property 
there,  are  merely  provisions  for  the  regulation  of  the  different 
public  rights  in  the  streets.  None  of  them  purports  to  convey 
private  rights  of  property.  Most  of  them  expressly  state  the  limi- 
tations upon  the  authority  given,  and  make  the  petitioners  subject 
to  possible  future  proceedings  terminating  or  modifying  their 
rights."  The  statutes  and  ordinances  relied  on  were  then  cited. 
The  plaintiff  now  attacks  the  constitutionality  of  St.  1896,  p.  520, 
ch.  516,  and  seeks  to  bring  this  action  within  that  class  of  cases 
in  which  a  statute  has  been  held  to  confer  upon  a  corporation  a 
franchise,  which  includes  a  private  right  of  property  in  streets  and 
public  places,  that  is  protected  by  the  Constitution  of  the  United 
States  under  the  contract  created  by  action  of  the  corporation 
under  the  statute.  In  view  of  the  plaintiff's  contention,  it  may 
be  well  to  consider  more  particularly  the  authority  under  which 
these  conduits  were  laid.  The  plaintiff  was  incorporated  under 
the  general  laws  contained  in  Pub.  St.  1882,  ch.  106,  for  the 
purpose  of  conducting  the  business  of  manufacturing,  generating, 
transmitting,  and  supplying  electricity  to  be  used  in  lighting  in 
the  city  of  Boston.  This  statute  authorizes  the  organization  of 
corporations  for  carrying  on  business  of  many  different  kinds, 
but  it  contains  no  special  mention  of  business  of  this  kind,  and 
does  not  purport  to  give  any  authority  to  use  the  public  streets. 
Most  of  the  poles  formerly  used  by  the  plaintiff  on  the  streets 
referred  to  were  erected  by  its  predecessors  in  title — those  in 
Kneeland  street  by  the  Brush  Electric  Lighting  Company,  and 
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those  in  Federal  street  by  the  American  Union  Telegraph  Com- 
pany ;  which  corporations,  as  we  infer  from  the  bill  of  exceptions, 
were  organized  under  the  same  statute  as  the  plaintiff.  In  refer- 
ence to  the  erection  of  poles  by  each  of  these  corporations  the 
mayor  and  aldermen  of  Boston  passed  an  order  giving  permission 
to  erect  the  poles  in  the  streets  upon  numerous  stated  conditions, 
one  of  which  was  that  the  company  ^'  shall  remove  said  poles 
when  so  directed  by  said  board  "  (of  aldermen).  Another  was  as 
follows :  "  Also  on  condition  that  if  any  of  the  above  conditions 
are  not  complied  with,  the  board  of  aldermen  may  remove  said 
poles  at  the  expense  of  said  company."  Ordinances  were  passed 
from  time  to  time  in  regard  to  regulation  and  control  of  rights 
in  the  public  streets,  none  of  which  purported  to  give  to  the  plain- 
tiff or  to  any  similar  company  any  rights  which  were  not  subject 
to  control  or  termination  at  any  time  by  the  board  of  aldermen 
or  the  city  council.  The  ordinance  of  1885  (chapter  28),  as 
amended  by  the  ordinance  of  March  24,  1886,  contains  provisions 
as  follows :  "  Telegraph,  telephone  and  electric  light  companies, 
whether  chartered  by  this  or  any  other  State,  may  lay  wires 
under  the  streets  of  tlie  city  under  the  following  regulations  and 
not  otherwise :  .  .  .  Second,  that  said  company  shall  remove 
its  conduits  whenever  directed  so  to  do  by  the  city  council."  It 
is  therefore  too  plain  for  discussion  that  at  the  time  of  the  passage 
of  St  1894,  p.  516,  ch.  454,  the  plaintiff  was  using  the  streets 
of  Boston  for  the  support  of  its  poles  and  wires  under  a  license 
revocable  at  any  time  by  the  public  authorities. 

This  statute  provided  for  a  gradual  removal,  under  the  direction 
of  an  oflBcer  called  a  "  commissioner  of  wires,"  of  all  the  wires 
and  electrical  appliances,  with  certain  exceptions,  in  the  public 
streets  of  a  specified  portion  of  the  city  of  Boston,  which  included 
Federal  street  and  Kneeland  street.  It  applied  to  all  owners  or 
users  of  wires,  cables,  and  conductors  within  this  specified  portion, 
and  included  in  terms  every  "  person,  firm,  or  corporation  oper- 
ating or  intending  to  operate  wires,  cables,  or  conductors  in  said 
section  of  said  city."  It  gave  to  those  then  operating  such  wires 
the  option  to  remove  them  without  replacing  them  elsewhere,  or 
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to  put  them  underground  in  conduits  to  be  constructed  under  regu- 
lations. It  was  made  the  duty  of  the  superintendent  of  streets 
"  to  issue,  subject  to  the  usual  conditions,  all  permits  for  opening 
and  occupying  the  streets  of  said  city,  necessary  to  carry  out  the 
intent  of  this  act,  upon  application  of  said  commissioner."  The 
usual  conditions  of  permits  were  prescribed  by  the  ordinances 
then  in  force.  Ordinances  bearing  upon  this  subject  are  the  He- 
vised  Ordinances  of  1892,  ch.  3,  sec.  21 ;  Id.  ch.  36,  sees.  8,  14, 16 ; 
and  the  ordinance  of  1885  (chapter  28),  as  amended  by  the  ordi- 
nance of  March  24,  1886.  The  revised  regulations  of  the  board 
of  aldermen  of  1892  (chapter  5,  section  1)  leave  the  issuing  of 
permits  subject  to  existing  ordinances  as  to  terms,  specifications, 
and  conditions,  and  do  not  change  the  conditions  affecting  this 
case.  Section  14  of  chapter  36  of  the  Ordinances  of  1892  deals 
particularly  with  permits  to  open  and  occupy  portions  of  the 
streets  for  the  purpose  of  laying,  maintaining,  and  using  '^  wires, 
pipes,  or  conduits  under  the  surface  thereof,"  and  prescribes  as  one 
of  the  conditions  that  the  person  applying  for  the  permit  "  shall 
remove  the  conduits  and  wires  whenever  directed  ...  so  to 
do  by  the  city  council."  Other  ordinances  then  existing  also  pro- 
vided that  such  conduits  might  be  laid  only  upon  condition  that 
they  should  be  removed  at  any  time  when  directed  by  the  city 
council.  The  petitioner  laid  its  conduits  under  a  permit  contain- 
ing this  condition.  It  now  contends  that  it  acquired  a  right  of 
property  in  the  street,  such  that  the  street  could  not  be  discon- 
tinued and  appropriated  to  another  public  use  without  giving  it 
compensation. 

Under  the  charter  of  the  city  of  Boston  the  control  and  man- 
agement of  the  rights  of  the  public  in  the  streets  and  highways 
were  vested  in  the  mayor  and  aldermen  and  the  city  council.  It 
has  been  the  policy  of  these  bodies  to  retain  this  control,  and  not 
to  permit  the  acquisition  of  private  rights  in  the  public  easement 
by  individuals  or  corporations.  Under  our  system  of  laws  the  fee 
remains  in  the  original  owner  or  his  successors  in  title,  and  the 
land  may  be  used  by  him  in  any  way  that  is  not  inconsistent  with 
the  ri^ts  of  the  public  under  the  easement  acquired  by  them 
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when  the  street  was  laid  out.  Upon  a  discontinuance  the  easement 
is  terminated,  and  the  entire  estate  reverts  to  the  owner  of  the  fee. 
It  seems  pretty  plain  that  by  St.  1894,  p.  516,  ch.  454,  the  Legis- 
lature did  not  intend  to  create  private  rights  which  should  inter- 
fere with  the  power  of  the  public  authorities  at  any  time  to  dis- 
continue a  street,  or  with  the  right  of  the  owner  of  the  fee,  on  the 
termination  of  the  easement,  to  have  his  property  unincumbered 
by  any  subsequently  created  interest.  It  cannot  be  supposed  that 
every  "  person,  firm,  or  corporation  "  who  elected  to  put  wires 
underground  rather  than  to  remove  them  was  given  a  franchise 
which  included  an  individual  right  of  property  in  the  public  ease- 
ment that  previously  had  been  taken  from  the  landowner.  Rather 
the  meaning  of  the  statute  seems  to  be,  that  persons,  firms,  and 
corporations  who  were  then  using  streets  for  the  maintenance  of 
poles  or  wires  under  a  revocable  license  should  remove  them,  and 
should  be  permitted,  if  they  chose,  to  put  them  underground  imder 
a  like  revocable  license.  For  years  the  ordinances  had  allowed  con- 
duits to  be  put  underground  only  by  virtue  of  such  a  revocable 
license,  and  St  1894,  p.  516,  ch.  454,  only  authorized  this  under 
permits  containing  the  usual  conditions.  This  construction  of 
the  statute  is  in  accordance  with  the  general  policy  of  our  law  in 
regard  to  this  easement  of  the  public.  The  locations  of  our  street 
railways  in  public  streets  are  subject  to  revocation.  Rev.  Laws, 
ch.  112,  sec.  32.  The  construction  of  gas  mains  in  a  highway  or 
street  gives  no  right  excepting  a  right  to  use  the  highway  or  street 
while  it  is  a  highway  or  street,  and  does  not  prevent  the  public 
authorities  from  altering  or  discontinuing  it  without  a  liability 
in  damages.  Id.,  ch.  121,  sec.  17;  NaticJc  Oas  Light  Company  v. 
Natick,  175  Mass.  246-252,  56  N.  E.  292.  Under  the  statute 
just  cited  the  erection  and  maintenance  of  gas  pipes  or  poles  and 
wires  for  lighting  by  electricity  are  subject  to  the  direction  and 
control  of  the  mayor  and  aldermen  or  the  selectmen.  Thou^  pri- 
vate corporations  have  sometimes  been  granted  franchises  by  spe- 
cial acts  of  the  Legislature,  which  give  them  permanent  rights  of 
property  in  public  streets,  the  provisions  of  these  laws  are  not 
applicable  to  the  plaintiff  in  this  action. 
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The  contention  that  the  right  of  revocation  reserved  by  the 
ordinances  and  the  permit  to  the  city  council  cannot  be  exercised 
by  the  Legislature  is  without  foundation.  The  Legislature  is 
the  supreme  authority  in  regard  to  public  rights  in  the  streets  and 
highways.  This  reservation  of  a  right  of  revocation  was  a  limita- 
tion of  the  plaintiff's  right  to  continue  its  peculiar  use  of  the 
street  as  one  of  the  public  by  the  maintenance  of  a  conduit^  and  it 
was  a  part  of  the  regulation  of  the  rights  of  all  the  public.  The 
reservation  to  the  city  council  was  to  that  body  as  a  representative 
of  the  public,  and  not  to  it  in  a  narrow  or  individual  sense.  The 
Legislature  could  at  any  time  supersede  the  city  council  in  the 
exercise  of  its  powers,  and  could  do  anything  that  ought  to  be 
done  in  regard  to  this  public  easement  The  important  fact  is 
that  the  plaintiff  had  been  given  no  right  which  was  not  subject 
to  the  control  of  this  easement  by  the  proper  authorities.  See 
City  of  Richmond  v.  SotUhem  Bell  Telephone  Company,  85  Fed. 
19,  28  C.  C.  A.  659 ;  SoiUhem  Bell  Telephone  Company  v.  Rich- 
mond, 7  Am.  Electl.  Cas.  83,  103  Fed.  34,  44  C.  C.  A.  147. 

The  cases  cited  by  the  plaintiff  in  regard  to  legislative  fran- 
chises which  include  rights  of  property  in  public  places  are  not 
applicable  to  this  case. 

Exceptions  overruled. 


PUENELL  v.   McLaNE,   MaYOR  OF  BALTIMORE   CiTY,   ET  AX. 

Maryland;  Court  of  Appeals. 

1.  Use  of  electrical  conduits  constructed  by  municipality;  grant  of 
FRANCHISE. — The  defendants  constituted  the  electrical  commission  of 
Baltimore  city,  vested  with  power  to  construct,  maintain  and  regulate 
electrical  conduits  in  such  city,  and  were  authorized  and  directed  to  rent 
space  in  such  conduits  to  any  applicant  complying  with  the  conditions 
prescribed  by  the  ordinance  creating  the  commission,  and  with  such 
further  conditions  as  should  be  specified  thereby.  The  plaintiff  applied 
for  a  permit  to  introduce  his  electrical  wires  in  said  conduits.     The 
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plaintiff  was  not  incorporated  and  did  not  maintain  overhead  wires  in 
the  city  at  the  time  the  ordinance  creating  the  commission  was  passed. 
The  commission  denied  his  application  because  of  his  failure  to  comply 
with  all  the  conditions  of  the  ordinance,  and  for  the  further  reason  that 
he  had  no  franchise  or  right  to  use  any  of  the  streets  of  the  city  for  his 
wires. 

The  right  to  produce  and  sell  electricity  as  a  commercial  product  with- 
out legislative  authority  was  conceded.  It  was  also  conceded  that  the 
use  of  the  city  streets  for  delivering  electricity  to  a  consumer  is  a  fran- 
chise, and  that  the  appellant  could  not  make  such  use  of  the  streets 
without  the  permission  of  the  city  or  municipal  government  acting  under 
legislative  authority. 

It  was  contended  by  the  appellant  that  the  ordinance  above  referred 
to  contains  a  clear  grant  of  the  right  to  use  the  conduits  constructed 
by  the  city  upon  the  payment  of  the  rental  established  by  the  commis- 
sion, and  that  under  such  ordinance  and  section  8  of  the  city  charter, 
delegating  to  the  mayor  and  city  council  the  power  to  grant  specific 
franchises  or  rights  in  the  highways  and  streets  of  the  city,  the  appellant 
was  presumptively  entitled  to  a  franchise.  The  section  of  the  charter 
referred  to  and  the  ordinance  were  construed  by  the  court,  and  it  was 
held  that  the  appellant  was  not  entitled  to  a  permit  for  the  use  of  such 
electrical  conduits  unless  he  had  first  acquired  a  franchise  for  the  use 
of  the  highways  and  streets  of  the  city. 

Appeal  by  plaintifF  from  an  order  refusing  a  right  of  man- 
damus.   Eeported  56  Atl.  830 ;  decided  January  22,  1904. 

Joseph  C,  France  and  Oeorge  R.  WilUs,  for  appellant. 

W.  Cabell  Bruce,  for  appellees. 

Opinion  by  Pearce,  J. : 

This  is  an  application  for  a  mandamus.  The  purpose  for  which 
the  writ  is  sought  is  to  compel  Robert  M.  McLane,  mayor  of  Bal- 
timore City,  Harry  F.  Hooper,  city  register,  and  A.  Roszel  Cath- 
cart,  president  of  the  board  of  fire  commissioners,  constituting  the 
electrical  commission  of  Baltimore  City,  to  issue  to  the  petitioner 
a  permit  authorizing  him  to  use  a  duct  in  the  conducts  of  said  city 
on  Sharp  street,  from  Lombard  to  Pratt.  The  petitioner  alleges 
that  he  is  engaged  in  selling  and  furnishing  electricity  to  the  pub- 
lic, and  that,  other  than  himself,  there  is  no  person  engaged  in  the 
business  of  manufacturing  electricity  exclusively  for  sale  in  Balti- 
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more  City,  except  a  corporation  known  as  the  United  Electric 
Light  &  Power  Company ;  that  all  wiree  used  in  transmitting  elec- 
tricity must,  under  the  law,  be  placed  in  conduits  belonging  to  said 
city,  and  laid  under  its  streets,  lanes  and  alleys;  that  such  con- 
duits have  been  provided  by  the  city  under  authority  conferred 
upon  it  by  chapter  200,  page  276,  of  1892,  and  by  chapter  123, 
page  241,  of  1898,  known  as  the  "  New  Charter,"  and  codified  as 
article  4  of  the  Code  of  Public  Local  Laws  of  Maryland ;  that  in 
accordance  with  the  power  so  conferred  the  mayor  and  city  coun- 
cil enacted  ordinance  No.  107,  establishing  an  electrical  commis- 
sion, and  providing  for  the  construction,  maintenance  and  regula- 
tion of  said  conduits ;  that  by  section  11  of  said  ordinance  said  com- 
mission is  authorized  and  directed  to  rent  space  in  said  conduits 
to  any  applicant,  who  shall  comply  with  the  conditions  prescribed 
by  said  ordinance,  and  such  further  conditions  as  should  be  speci- 
fied thereby ;  that  on  November  10,  1902,  he  applied  to  the  elec- 
trical conmiission  for  space  in  said  conduits  from  the  premises 
where  his  plant  is  established  to  the  manhole  at  the  comer  of  Bal- 
timore and  Sharp  streets ;  that  the  necessary  permit  was  granted, 
and  that,  having  complied  with  all  the  conditions  of  law,  he  intro- 
duced his  wires  in  said  conduits,  and  has  been  ever  since  engaged 
in  prosecuting  his  said  business ;  that  on  August  4,  1903,  desiring 
to  extend  his  business,  he  applied  to  said  commission  for  additional 
space,  as  above  stated,  offering  to  pay  the  rental  established,  and 
to  perform  and  abide  by  all  the  conditions  that  have  been  or  may 
be  by  law  established  for  the  use  of  said  conduits,  but  that  his 
application  has  been  opposed  by  the  United  Electric  Light  & 
Power  Company,  and  the  permit  has  been  refused,  solely,  as  he 
understands,  on  the  ground  that,  not  being  a  corporation,  and  not 
having  maintained  overhead  wires  in  said  city  at  the  time  of  the 
passage  of  Ordinance  No.  107,  he  is  not  entitled,  without  special 
legislative  or  municipal  authority,  to  rent  space  in  the  city  con- 
duits. 

The  defendants  answered,  admitting  the  allegations  of  the  peti- 
tion, except  that,  first,  they  deny  that  he  complied  with  all  the 
conditions  of  law  before  introducing  his  wires  into  the  conduits 
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under  his  first  application,  and  they  allege  that  the  then  electrical 
commission  inadvertently  and  improvidently  granted  the  permit; 
second,  they  deny  that  he  has  offered,  in  connection  with  his  sec- 
ond application,  to  comply  with  all  the  conditions  of  law;  and, 
third,  they  aver,  in  explanation  of  their  denials,  that  he  failed  to 
comply  with  all  the  conditions  of  law,  in  that  he  has  never  ob- 
tained, either  from  the  General  Assembly  of  Maryland  or  from 
the  mayor  and  city  council  of  Baltimore,  pursuant  to  sections  7, 
8,  9,  10,  11  and  37  of  the  new  charter,  in  any  lawful  manner,  the 
franchise  or  right  to  use  any  of  the  streets,  lanes  or  alleys  of  said 
city  for  his  wires.  To  this  answer  the  petitioner  demurred.  The 
demurrer  was  overruled,  and,  the  petitioner  standing  on  his  de- 
murrer, the  mandamus  was  denied,  and  the  petition  was  dismissed. 
The  precise  point  raised  by  the  appeal  is  thus  stated  in  the  apr 
pellant's  brief :  "  Can  the  commission  rent  conduit  space  only 
to  such  applicants  as  have,  by  ordinance  or  legislative  act,  some 
special  authority  to  use  the  city  streets  ?  "  The  right  to  produce 
and  sell  electricity  as  a  commercial  product  without  legislative  aU' 
thority  is  conceded  by  the  appellees;  that  business  not  being  a 
prerogative  of  government,  but  open  to  all,  like  the  manufacture 
and  sale  of  any  other  ordinary  article  of  commerce.  And  the 
appellant  concedes  that  the  use  of  the  city  streets  for  delivering 
his  product  to  the  consumer  is  a  franchise,  and  that  he  cannot 
make  such  use  of  the  streets  without  the  permission  of  the  State 
or  of  the  municipal  government,  acting  under  legislative  author- 
ity. These  mutual  concessions  rest  upon  accepted  authority.  In 
Bank  of  Augusta  v.  Earle,  13  Pet.  595,  10  L.  Ed.  274,  franchises 
were  defined  by  Judge  Taney  as  "  special  privileges  conferred  by 
the  government  on  individuals,  and  which  do  not  belong  to  the 
citizens  of  the  country  generally  of  coromon  right ;  .  .  .  and 
in  this  country  no  franchise  can  be  held  which  is  not  derived  from 
a  law  of  the  State."  In  State  v.  Cincinnati  Oas  Co,,  18  Ohio  St. 
262,  it  was  said :  "  It  cannot  be  doubted  that  the  right  to  use  the 
streets  of  a  city  for  the  purpose  of  laying  pipes  to  convey  gas, 
whether  in  the  hands  of  a  private  corporation  or  a  natural  person, 
18  a  franchise,  and  as  such  can  only  emanate  directly  or  indirectly 
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from  the  sovereign  power  of  the  State.  This  franchise  may  be 
granted  directly  by  the  State,  or  by  a  municipal  corporation,  if  it 
is  clothed  with  power  to  make  the  grant.  Such  power  in  the 
mimicipality  must  either  be  expressly  granted  or  arise  from  the 
terms  of  the  statute  by  implication  so  direct  and  necessary  as  to  be 
clearly  conferred.'*  In  Jersey  City  Oas  Co.  v.  Dwight,  29  N.  J. 
Eq.  242,  the  court  said :  "  Any  one  of  the  defendants,  in  point  of 
right  and  privilege,  is  the  equal  of  the  complainant  in  this  respect. 
The  plaintifF  is  vested  with  no  exclusive  privilege  or  monopoly  to 
make  and  sell  gas.  But  the  defendants  also  claim  the  right  to  use 
the  public  streets  of  Jersey  City  for  the  purpose  of  placing  pipes 
therein,  through  which  they  may  furnish  gas  to  their  customers. 
This  is  a  right  which  the  sovereign  power  can  alone  confer.  The 
role  must  be  considered  settled  that  no  person  can  acquire  the 
right  to  make  especial  or  exceptional  use  of  the  public  highway, 
not  common  to  all  the  citizens  of  the  State,  except  by  grant  from 
the  sovereign  power.  The  right  to  use  the  public  streets  of  the 
city  for  the  purpose  of  laying  gas  pipes  therein  is  a  privilege 
which  the  State  alone  can  confer."  In  New  Orleans  Oas  Light 
Co.  V.  Louisiana  LigJU  &  Heat  Co.,  115  U.  S.  659,  6  Sup.  Ct. 
252,  29  L.  Ed.  516,  it  was  said  that  the  right  to  place  pipes  and 
mains  in  the  public  streets  of  a  city  for  the  distribution  of  gas  for 
public  and  private  use  is  a  franchise,  the  privilege  of  exercising 
which  could  only  be  granted  by  the  State,  or  by  the  mimicipal 
government  of  the  city  acting  imder  legislative  authority. 

The  correctness  of  these  mutual  concessions  being  thus  estab- 
lished, the  only  real  question  involved  is  whether  the  franchise 
has  been  granted.  There  is  no  pretense  on  the  part  of  the  appel- 
lant that  any  such  franchise  has  ever  been  directly  conferred  upon 
him  by  any  act  of  the  General  Assembly  of  Maryland,  but  he  re- 
lies upon  section  8  of  the  new  charter,  which  delegates  to  the 
mayor  and  city  council  the  power  to  grant  specific  franchises  or 
rights  in  the  highways,  avenues  and  streets  of  the  city,  which,  by 
section  7,  are  declared  to  be  inalienable ;  and  upon  Ordinance  No. 
107,  enacted  August  25,  1898,  establishing  an  electrical  commis- 
sion ;  and  he  contends  that  section  11  of  that  ordinance  contains 
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a  clear  grant  of  the  right  to  use  the  conduits  constructed  by  the 
city  upon  the  payment  of  the  rental  established  by  the  commis- 
sion. The  appellee,  on  the  other  hand,  contends  that  Ordinance 
No.  107  presupposes  that  the  applicant  for  space  in  the  conduits 
has  already  obtained  either  from  the  General  Assembly  of  the 
State,  or  from  the  mayor  and  city  coimcil,  under  the  provisions  of 
the  new  charter,  the  right  to  use  the  streets  for  the  purpose  he 
desires ;  so  that  the  question  resolves  itself  simply  into  one  of  con- 
struction of  the  new  charter.  Mr.  Dillon,  in  his  work  on  Mimi- 
cipal  Corporations,  says :  "  It  is  a  general  and  undisputed  propo- 
sition of  law  that  a  municipal  corporation  possesses  and  can  exer- 
cise the  following  powers  and  no  other :  First,  those  granted  in 
express  words;  second,  those  necessarily  or  fairly  implied  in  or 
incident  to  the  powers  expressly  granted ;  third,  those  essential  to 
the  declared  objects  and  purposes  of  the  corporation,  not  simply 
convenient,  but  indispensable.  Any  fair,  reasonable  doubt  con- 
cerning the  existence  of  the  power  is  resolved  by  the  court  against 
the  corporation,  and  the  power  is  denied."  That  was  the  rule  of 
construction  announced  and  applied  in  Heishell  v.  Mayor  &  City 
Council  of  Baltimore,  65  Md.  148,  4  Atl.  116,  57  Am.  Rep.  308, 
and  this  rule  is  applicable  as  well  to  the  terms  and  conditions  upon 
which  a  granted  power  is  to  be  exercised  as  to  its  existence.  The 
right  to  a  franchise  is  no  more  to  be  presumed  than  the  exemption 
from  taxation,  and  therefore  every  assertion  of  such  right  must, 
to  be  efficacious,  be  distinctly  supported  by  clear  and  unambiguous 
legislative  enactment.  To  doubt  is  to  deny  the  right  to  the  fran- 
chise. See  Sindall  v.  Baltimore,  93  Md.  530,  49  Atl.  645.  The 
argument  of  the  appellant  that  the  power  to  rent  space  in  the  con- 
duits is  conferred  in  clear  and  unambiguous  language  and  in  ab- 
solute and  unqualified  terms  is  plausible  when  not  critically  ex- 
amined, but  cannot  stand  when  such  examination  is  made.  The 
power  given  to  the  mayor  and  city  council  by  section  6  of  the  new 
charter  (Laws  1898,  p.  263,  ch.  123)  to  regulate  the  use  of  the 
city  streets  for  electric  light  or  other  wires,  under  the  rule  of  con- 
struction above  stated,  is  no  more  than  the  power  to  prescribe 
reasonable  rules  and  regulations  under  which  those  having  a  f  ran* 
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chise  may  exercise  it,  and  Ordinance  No.  107  is  no  more  than  the 
enactment  of  such  reasonable  rules  and  regulations;  and  when 
these  are  read,  as  they  must  be,  in  connection  with  sections  8,  10, 
11,  and  37  of  the  charter,  it  seems  to  us  there  is  no  room  left  for 
argoment.  Section  8  (page  272)  provides,  that  the  mayor  and 
dty  council  may  grant,  for  a  limited  time,  specific  franchises  or 
rights  in  or  relating  to  its  wharves,  landings,  highways,  avenues 
and  streets,  provided  such  grant  is  in  compliance  with  the  provi- 
sions of  that  article,  and  that  the  terms  and  conditions  of  the  grant 
be  first  authorized  by  an  ordinance  duly  passed,  specifically  setting 
forth  the  nature,  extent  and  duration  of  the  franchise  or  right  so 
granted ;  and  that  no  such  franchise  or  right  shall  pass  by  impli- 
cation. Section  10  (page  273)  provides,  that  before  any  grant  of 
the  franchise  or  right  to  use  any  street  or  avenue  either  on,  above, 
OP  below  the  surface  shall  be  made,  the  proposed  specific  grant 
embodied  in  the  form  of  an  ordinance,  with  all  the  terms  and  con- 
ditions, including  the  provisions  as  to  rates,  fares  and  charges, 
shall  be  published  by  the  comptroller  twice  a  week,  for  three  suc- 
cessive weeks,  in  two  daily  newspapers  of  Baltimore  City,  and  that 
aU  the  provisions  of  section  37  of  that  article  shall  be  complied 
with.  Section  11  (page  274)  provides  that  when  a  franchise  is 
granted  in  compliance  with  the  previous  sections  there  shall  be  an 
express  reservation  of  the  right  and  duty  at  all  times  to  regulate 
and  control  the  grant  in  all  matters  not  inconsistent  therewith. 
Section  37  (page  290)  provides  that  when  an  ordinance,  as  pre- 
scribed in  section  7,  has  been  introduced  into  either  branch  of  the 
city  council,  it  shall,  after  the  first  reading,  be  referred  to  the 
board  of  estimates,  which  shall  make  diligent  inquiry  as  to  the 
money  value  of  the  proposed  franchise  or  right  and  the  adequacy 
of  the  proposed  compensation  to  be  paid  therefor  to  the  city,  with 
other  provisions  not  necessary  to  be  set  out  in  detail  here,  but  all 
looking  to  the  obtaining  of  the  largest  amount  obtainable  for  said 
franchise  or  right. 

It  is  obvious  that  the  compensation  which  is  required  for  the 
use  of  the  streets  by  these  provisions  and  the  rentals  for  space  in 
the  city  conduits  are  totally  distinct  matters.      One  must  be  as- 
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certained  by  advertisement,  in  order  to  obtain  the  largest  amount, 
while  the  other  may  be  fixed  in  the  discretion  of  the  city  council, 
and  in  fact  is  so  fixed  by  Ordinance  !N'o.  81,  passed  December  10, 
1900,  for  all  applicants  at  so  much  per  duct  foot.  None  of  the 
preliminaries  prescribed  by  the  sections  to  which  we  have  referred 
have  been  complied  with,  and  without  such  compliance  the  appel- 
lant has  no  more  right  to  demand,  and  the  appellees  have  no  more 
right  or  power  to  grant,  the  use  of  the  city^s  conduits,  than  if  the 
power  and  right  had  been  expressly  reserved  to  the  Legislature 
alone.  This  construction  is  not  merely  technically  and  logically 
correct.  It  is  just  and  equitable  both  to  the  taxpayers  and  to  the 
appellant.  K  the  city,  instead  of  electing  to  construct  the  con- 
duits, had  authorized  their  construction  by  some  person  or  corpo- 
ration applying  for  such  right,  the  applicant  could  only  obtain 
such  right  by  compliance  with  all  the  provisions  of  law  to  which 
we  have  referred,  and  yet,  in  addition  to  the  compensation  re- 
quired for  such  franchise,  would  have  been  at  all  the  expense  of 
construction  which  here  has  been  borne  by  the  city.  It  is  thus 
made  clear  that  the  rental  charged  is  imposed  solely  to  reimbiirse 
the  city  for  its  outlay  in  construction  and  to  provide  a  fund  for  the 
future  maintenance  of  its  conduits. 

For  these  reasons  the  order  appealed  from  will  be  affirmed. 
Order  affirmed,  with  costs  above  and  below. 

A  mnnioipal  ordinance  authorizing  a  telephone  company  to  construct 
and  use  conduits  in  a  city  street,  upon  its  complying  with  certain  conditions, 
is,  if  accepted  by  the  company,  a  contract  binding  upon  the  city,  and  cannot 
be  abrogated  or  modified  by  subsequent  action  of  the  municipal  authorities 
relative  to  the  use  of  conduits  in  the  streets  of  the  city  by  electric  corpora- 
tions. Chesapeake  d  Potomac  Teleph.  Co.  v.  MoAfor  of  Baltimore,  7  Am. 
Electl.  Cas.  135,  89  Md.  689,  43  Atl.  784;  and  see,  also,  a  case  between  same 
parties,  reported  7  Am.  Electl.  Cas.  151,  90  Md.  638,  45  Atl.  446. 

Placing  wirei  vnders^ronnd. — ^The  city  council  or  other  governing  body 
of  a  municipality  has  the  undoubted  right,  in  the  exercise  of  its  police  power, 
to  order  the  placing  of  its  telegraph  and  telephone  wires  underground  when- 
ever, in  the  exercise  of  a  fair  discretion,  it  decides  that  public  interests  require 
it  to  be  done;  but  it  cannot  act  arbitrarily  in  the  premises.  Northwestern 
Teleph.  Exoh.  Co.  v.  City  of  Minneapolis,  7  Am.  Electl.  Cas.  168,  81  Minn. 
140,  83  N.  W.  527.  In  this  case  plaintiff  was  maintaining  overhead  wires  in 
the  streets  of  the  city  under  an  ordinance  imposing  conditions  as  to  where  its 
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poles  should  be  placed.  It  was  attempted  by  the  city  to  compel  the  company 
to  bary  its  wires  in  streets  which  were  little  used.  The  court  said:  "The 
requiremoits  imposed  by  the  later  ordinance  upon  the  company  to  build  such 
conduits  through  ungraded  streets  in  suburban  parts  of  the  city  and  in  the 
open  country,  is  clearly,  upon  its  face,  unreasonable,  and  the  claim  to  exercise 
such  rights  on  the  part  of  the  common  council  of  the  city  at  their  '  will  and 
mere  motion'  cannot  be  sustained  in  the  reasonable  exercise  of  the  police 
power,  or  upon  any  theory  .that  is  consistent  with  the  acquired  and  vested 
rights  which  the  plaintiff  enjoys  under  the  constitution  and  the  laws.  The 
authority  thus  demanded  by  the  city  touches  the  limits  of  absolutism,  and,  if 
the  rights  of  the  plaintiff  to  use  its  franchise  depends  upon  it,  it  amounts  to 
an  unnecessary  destruction  of  property  rights,  which  no  municipality  can  or 
ought  to  exercise,  and  does  not  receive  the  sanction  of  this  court."  See,  also, 
yorthioestem  Teleph.  Exch,  Co.  v.  Mirmea^lis,  7  Am.  Electl.  Cas.  179.  As 
to  use  of  conduits  by  telephone  companies  having  a  franchise  from  the  city, 
see  Commonwealth  ex  rel.  BeU  Teleph,  Co.  v.  Mayor,  7  Am.  Electl.  Cas.  219, 
185  Pa  St.  623,  40  AU.  93. 

Unless  impossible  or  impracticable,  a  telephone  company  may  be  required 
by  a  city  to  place  its  wires  in  a  conduit  constructed  by  another  company 
pursuant  to  a  contract  with  the  city  providing  for  the  rental  of  the  use  of 
the  conduit  to  the  city  and  to  electric  companies.  City  of  Rochester  v.  Bell 
Teleph,  Co.,  7  Am.  Electl.  Cas.  211,  52  N.  Y.  App.  Div.  6,  64  N.  Y.  Supp.  804. 

As  to  the  power  of  a  municipality  to  compel  an  electric  corporation  having 
a  franchise  for  the  use  of  city  streets  to  place  its  wires  underground,  see  Bar- 
kite  V.  Home  Teleph.  Co.,  7  Am.  Electl.  Cas.  75,  50  N.  Y,.  App.  Div.  25, 
63  X.  Y.  Supp.  659 ;  American  Rapid  Tel.  Co.  v.  Heaa,  3  Am.  Electl.  Cas.  142, 
125  N.  Y.  641,  26  N.  E.  919;  Matter  of  City  of  Geneva  v.  Geneva  Teleph.  Co., 
30  Misc.  236,  62  N.  Y.  Supp.  172;  Western  Union  Tel.  Co.  v.  Syracuse,  24 
Misc.  338,  53  N.  Y.  Supp.  690;  State  ex  rel.  St.  Louis,  etc.,  Co.  v.  Murphy, 
6  Am.  Electl.  Cas.  64  (Mo.  Sup.  Ct.  1895) ;.  State,  ex  rel,  St.  Louis,  etc.,  Co. 
V.  Murphy,  6  Am.  Electl.  Cas.  77  (Mo.  Sup.  Ct.  1896) ;  State  ex  rel.  Laclede 
Gaslight  Co.  v.  Murphy,  5  Am.  Electl.  Cas.  71   (Mo.  Sup.  Ct.  1895). 
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EXCLUSIVE  FRANCHISE. 


Muskogee  Nat.  Telephone  Co.  v.  TTatj,  bt  ai«. 

{U.  S.  Oirouit  Cowrt  of  Appeals,  Eighth  Circuit.) 

1.  EzcLUSiYE  HLkNCHiSB  TO  TELEPHONE  COMPANY. —  Telephone  c(»npaniei^ 
like  telegraph  companies,  are  important  agencies  in  the  transaction  of 
interstate  commerce,  and  no  State  can  grant  to  one  telephone  company 
the  exclusive  right  to  operate  telephone  lines  within  its  borders;  what  a 
State  cannot  do,  because  it  operates  as  an  obstruction  to  the  free  flow 
of  interstate  commerce,  an  Indian  nation  cannot  do. 

Appeal  from  TJ.  S.  Court  of  Appeals  in  the  Indian  Territory. 
Decided  October  27,  1902 ;  reported  118  Fed.  382. 

C.  B.  Stuart  and  /.  H.  Gordon,  for  appellant 

Z.  T.  Walrond,  for  appellees. 

Opinion  by  Thayeh,  Circuit  Judge : 

The  decision  of  the  lower  courts  as  respects  the  Muskogee  Na- 
tional Telephone  Company  was  clearly  right,  unless  the  exclusive 
franchise  which  it  asserted  to  erect  and  maintain  lines  of  telephone 
within  the  Creek  Nation  can  be  sustained  as  a  valid  grant.  If  it 
did  not  have  an  exclusive  franchise,  it  goes  without  saying  that  it 
had  no  right  to  complain  because  the  defendants  were  erecting  a 
line  of  telephone  in  the  town  of  Tulsa,  although  they  were  doing  so 
without  lawful  authority.  No  right  of  the  complaining  company 
was  violated  by  their  so  doing,  unless  its  franchise  was  exclusive 
and  was  being  invaded ;  and  that  the  Creek  Nation  had  no  power 
to  grant  an  exclusive  franchise  such  as  is  attempted  to  confer  is 
settled,  we  think,  by  the  decision  in  Pensacola  Tel,  Co,  v,  W,  U. 
Tel.  Co.,  1  Am.  Electl.  Cas.  250,  96  TJ.  S.  1,  8,  24  L.  Ed.  708, 
where  precisely  such  a  franchise,  granted  by  the  State  of  Florida 
as  respects  only  two  counties  of  that  State,  was  adjudged  to  be  in- 
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valid.  It  is  true  that  in  the  latter  case  the  franchise  that  was  held 
to  be  invalid  had  been  granted  to  a  telegraph  company ;  but  tele- 
phone companies  are  equally  agencies  of  interstate  commerce, 
and  every  reason  which  was  or  that  may  be  assigned  against  the 
grant  of  a  monopoly  to  maintain  telegraph  lines  applies  with  equal 
force  against  the  grant  of  such  a  monopoly  to  a  telephone  com- 
pany. Telephone  companies,  like  telegraph  companies,  are  com- 
mon carriers  of  information,  and  their  lines  are  daily  employed  in 
the  transaction  of  interstate  commerce.  Some  courts  have  held 
that  a  telephone  company  is  included  by  the  words  "tel^raph 
company."  Sovihem  Bell  Telephone  &  Telegraph  Co,  v.  City  of 
Richmond  (C.  C),  6  Am.  Electl.  Cas.  1,  78  Fed.  858,  860,  and 
cases  there  cited.  But  be  this  as  it  may,  telephone  companies, 
like  telegraph  companies,  are  important  agencies  in  the  transac- 
tion of  interstate  commerce,  and  no  State  can  grant  to  one  tele- 
phone company  the  exclusive  right  to  operate  telephone  lines 
within  its  borders ;  and  what  a  State  cannot  do,  because  it  operates 
as  an  obstruction  to  the  free  flow  of  interstate  commerce,  the  Creek 
Nation  (which  is  said  to  embrace  as  much  territory  as  some  of  the 
States)  cannot  do.  It  is  well  settled  that,  in  the  exercise  of  its 
power  to  regulate  commerce  among  the  several  States  and  with 
the  Indian  tribes.  Congress  has  full  authority  to  grant  rights  of 
way  through  the  land  occupied  by  the  five  Indian  tribes  domiciled 
in  the  Indian  Territory  for  the  construction  of  railroads  (Chero- 
Jcee  Nation  v.  Sovihem  Kan.  R.  Co.,  135  U.  S.  641,  10  Sup.  Ct. 
965,  34  L.  Ed.  295 ;  Stephens  v.  Cherokee  Nation,  174  U.  S.  445, 
485,  19  Sup.  Ct.  722,  43  L.  Ed.  1041)  ;  and  in  the  exercise  of  this 
power  it  has  recently  authorized  the  secretary  of  the  interior  to 
grant  ri^ts  of  way  through  the  Indian  Territory  for  the  construc- 
tion, operation  and  maintenance  of  telephone  and  telegraph  lines. 
(31  Stat.  1083,  c  832,  sec.  3.)  It  follows,  of  course,  that  none 
of  these  tribes  had  the  power  to  declare  that  any  one  telephone 
company  should  have  the  sole  right  to  construct  and  operate  tele- 
phone lines  within  its  borders,  since  the  existence  of  such  a  mon- 
opoly would  have  a  necessary  tendency  to  prevent  free  communica- 

VOL.  VIII — 5 


66  American  Electbical  Gases.  [vol.  8 

City  of  Joplin  v.  Southwestern  Missouri  Light  Company. 

tion  between  those  who  reside  outride  of,  and  those  who  reside 
within,  the  territory.  To  this  extent  the  grant  of  such  a  franchise 
as  the  one  in  question  operates  to  obstruct  interstate  commerce. 
[Omitting  discussion  of  effect  of  act  of  congress  (act  March  3, 
1901,  31  Stat  1083),  as  to  telephone  franchises.] 


OiTT  OF  Jopuw  V.  Southwestern  Missoubi  Light  Compakt. 

United  States  Supreme  Court. 

1.  Statuix  authorizing  construction  of  electric  uoht  works;  grant  of 
franchli^e  to  corporation;  right  of  municipality  to  compete. — ^a 
statute  of  Missouri  (Law  of  1901,  p.  60),  authorizes  a  city  to  erect  and 
operate  electric  light  works  for  its  own  use,  and  for  the  use  of  its  in- 
habitants, or  permits  a  grant  to  any  person  or  corporation  to  erect  such 
works  upon  such  terms  as  may  be  prescribed  by  ordinance;  under  such 
statute  a  city  by  ordinance  granted  a  franchise  to  the  appellee  to  erect  and 
maintain  an  electric  light  plant.  Subsequently  the  city  adopted  ordi- 
nances authorizing  the  issue  of  bonds  for  the  purpose  of  erecting  an  elec- 
tric light  plant  to  be  owned,  controlled  and  operated  by  the  city.  It  was 
contended  that  the  city  having  granted  a  franchise  under  the  statute 
to  the  appellee  for  the  erection  and  operation  of  an  electric  light  plant, 
impliedly  contracted  with  the  appellee  not  to  build  works  of  its  own, 
and  that  the  ordinances  of  the  city  providing  for  the  erection  of  a  city 
plant  was  an  impairment  upon  the  obligation  of  a  contract,  and,  there- 
fore, unconstitutional.  It  was  held  that  a  municipal  grant  of  a  fran- 
chise to  an  electric  light  company  under  such  a  statute  is  not  to  be 
construed  as  conferring  upon  such  company  an  exclusive  franchise,  and 
that  the  city  was  not  precluded  from  erecting  and  operating  a  lighting 
system  of  its  own. 

Appeal  from  a  decree  enjoining  a  city  from  erecting  and  oper- 
ating an  electric  light  plant  Decided  November  16,  1903;  re- 
ported 24  Sup.  Ct.  43. 

Statement  by  Mr.  Justice  McKenna  : 

Bill  in  equity  to  restrain  the  appellant  from  supplying  its  inhabitants  with 
incandescent  lights  or  other  electric  lighting  in  competition  with  the  appellee. 
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The  city  of  Joplin  is  a  municipality  of  the  State  of  Missouri ;  the  appellee 
is  a  corporation  "Of  said  State,  and  the  jurisdiction  of  the  Circuit  Court  was 
inToked  on  the  ground  that  the  action  of  the  city  impaired  the  obligation 
of  the  contract  existing  between  it  and  the  appellee,  in  yiolation  of  the  Con- 
stitution of  the  United  States,  and  hence  the  appeal  directly  to  this  court. 

A  preliminary  injunction  was  granted.  101  Fed.  23.  It  was  made  per- 
petual upon  final  hearing,  and  a  decree  was  entered  enjoining  the  city  "  from 
supplying  or  furnishing  to  the  inhabitants,  residents,  or  any  other  person, 
inn  or  corporation  within  said  city,  or  any  addition  thereto  or  extension 
thereof,  electric  lights,  either  incandescent  or  arc,  or  in  any  other  form  or 
manner,  for  commercial  or  priyate  lighting,  for  and  during  the  full  term  "  of 
the  grant  to  the  predecessors  and  assignors  of  appellee,  to  wit,  the  term  of 
twenty  years  from  and  after  October  7,  1891.     113  Fed.  817. 

A  statute  of  Missouri  (Laws  1891,  p.  60)  authorizes  cities  to  erect,  main- 
tain and  operate  electric  light  works,  to  light  the  streets  and  supply  the  in- 
habitants with  light  for  their  own  use,  and  to  establish  rates  therefor.  Or 
they  may,  the  statute  provides,  "grant  the  right  to  any  person  or  persons 
or  corporation  to  erect  such  works  .  .  .  upon  such  terms  as  may  be  pre- 
scribed by  ordinance,  provided  further  that  such  right  .  .  .  shall  not 
extent  for  a  longer  period  than  twenty  years."  Subsequently  to,  and  in 
pursuance  of,  this  statute,  the  city,  by  ordinance,  October  7,  1891,  granted 
the  right  to  erect  and  maintain  an  electric  light  plant  to  certain  persons, 
naming  them,  their  successors  and  assigns,  for  a  period  of  twenty  years. 
The  plant  was  erected  at  considerable  expense,  and  has  ever  since  been  main- 
tained and  operated.    The  appellee  is  the  successor  of  the  original  grantees. 

The  ordinance  conferred  rights  and  exacted  obligations,  and  fixed,  besides, 
the  rates  to  be  charged.  It  also  provided  for  its  written  acceptance  within 
ten  days  after  its  passage,  and  the  commencement  of  the  work  within  sixty 
days.     It  was  accepted. 

Subsequently  (March,  1899),  the  city,  acting  in  pursuance  of,  and  in  the 
manner  provided  in,  certain  ordinances,  issued  bonds  to  the  amount  of 
$30,000,  "  for  the  purpose  of  erecting  an  electric  light  plant,  to  be  owned, 
controlled  and  operated  by  the  city,"  and  by  the  means  obtained  thereby  con- 
structed electrical  works,  erected  poles  and  wires,  established  a  schedule  of 
rates,  and  entered  into  the  business  of  commercial  electrical  lighting  in  com- 
petition with  appellee.  The  bill  alleged  that  the  appellee  was  the  owner  of 
real  and  personal  property  within  the  city,  which  is  assessed  by  the  city  for 
municipal  taxation,  and  that  appellee  is  compelled,  by  reason  of  such  taxa- 
tion, *'  to  aid  and  assist  in  operating  and  maintaining  defendant's  (the  city's) 
electric  plant  and  business  as  a  rival  and  competing  one"  with  appellee's 
electrical  plant  and  business. 

C.  H.  Montgomery  and  Samuel  W.  Moore,  for  appellant. 
John  A.  Eaton  and  J.  McD.  Trimble,  for  appellee. 
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Mr.  Justice  McKenna,  after  stating  the  case,  delivered  the 
opinion  of  the  court : 

The  foundation  of  the  suit  is  that  the  ordinances  of  March, 
1899,  and  the  acts  and  conduct  of  the  city  in  entering  into  com- 
petition with  the  complainant  (appellee)  impair  the  obligation  of 
the  contract  impliedly  arising  from  the  ordinance  of  October  7, 
1891,  and  the  acceptance  thereof  by  appellee.  In  other  words,  it 
is  contended  that  under  the  statute  of  the  state,  which  we  have 
quoted,  the  city  was  given  the  power  to  construct  an  electrical 
plant  and  erect  poles,  etc.,  to  "  supply  private  lights  for  the  use 
of  the  inhabitants  of  the  city,"  or  it  could  grant  that  right  "  to 
any  person  or  persons  or  corporation  "  upon  such  terms  as  might 
be  prescribed  by  ordinance.  It  chose  the  latter,  and  granted  to 
the  assignors  of  appellee  the  right  given  by  the  statute,  and  ex- 
pressed it  to  be  "  in  consideration  of  the  benefits  to  be  derived 
therefrom."  And  it  is  hence  contended  that  thereby  the  city  con- 
tracted not  to  build  works  of  its  own,  and  that  by  doing  so  it  vio- 
lated section  10  of  article  1  of  the  Constitution  of  the  United 
States,  which  provides  that  no  State  shall  pass  any  law  impairing 
the  obligation  of  a  contract,  and  also  violated  that  clause  of  the 
fourteenth  amendment  of  that  instrument,  which  provides  that  no 
State  shall  deprive  any  person  of  property  without  due  process  of 
law. 

It  is  by  implication  from  the  statute  and  the  ordinance  passed 
under  it,  not  from  the  explicit  expression  of  either,  that  the  con- 
clusion is  deduced  that  the  city  is  precluded  from  erecting  its  own 
lighting  plant,  and  yet  it  is  conceded  that  the  grant  to  the  appellee 
is  not  exclusive.  That  is,  it  is  conceded  the  city  has  not  exhausted 
its  power  under  the  statute  by  the  grant  held  by  appellee,  but  may 
make  another  to  some  other  person  than  the  appellee.  In  other 
words,  that  the  city  may  make  a  competitor  to  appellee,  but  cannot 
itself  become  such  competitor.  The  strength  of  the  argument 
urged  to  support  the  distinction  is  in  the  consideration  that  com- 
petition by  the  city  would  be  more  effective  than  competition  by 
private  persons  or  corporations — indeed,  might  be  destructive. 
The  city,  it  is  further  urged,  could  be  indifferent  to  profits,  and 
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could  tax  its  competitor  to  compensate  losses.  But  this  is  specu- 
lation and  it  may  be  opposed  by  speculation,  and  there  are,  be- 
sides, countervailing  considerations.  The  limitation  contended 
for  is  upon  a  governmental  agency,  and  restraints  upon  that  must 
not  be  readily  implied.  The  appellee  concedes,  as  we  have  seen, 
that  it  has  no  exclusive  right,  and  yet  contends  for  a  limitation 
upon  the  city  which  might  give  it  (the  appellee)  a  practical  mono- 
poly. Others  may  not  seek  to  compete  wdth  it,  and  if  the  city 
cannot,  the  city  is  left  with  a  useless  potentiality,  while  the  ap- 
pellee exercises  and  enjoys  a  practically  exclusive  right.  There 
are  presumptions,  we  repeat,  against  the  granting  of  exclusive 
rights,  and  against  limitations  upon  the  powers  of  government. 

Many  cases  illustrate  this  principle,  and  some  of  them  were  de- 
cided in  response  to  contentions  similar  to  those  made  in  the  case 
at  bar.  In  Skaneateles  Waterivorks  Co.  v,  Skaneateles,  184  U.  S. 
354,  46  L.  Ed.  585,  22  Sup.  Ct  Rep.  400,  the  village  of  Skan- 
eateles, under  statutes  of  the  State  of  New  York,  granted  to  the 
water  company  the  right  to  construct  water  works,  and  contracted 
with  it  to  supply  water  to  the  village  and  its  inhabitants  for  the 
period  of  five  years.  At  the  expiration  of  the  term  of  the  con- 
tract some  difference  arose  about  the  terms  of  its  continuance,  and 
the  village  constructed  an  independent  system  of  water  works.  A 
suit  was  brought  by  the  water  company  to  restrain  the  further 
construction  of  the  works  and  their  operation,  and  the  company 
contended  that  under  the  statute  of  the  State  by  which  the  vil- 
lage granted  to  the  company  its  franchises,  the  village  had  the 
election  to  construct  works,  or  confer  such  power  upon  a  private 
company  like  the  water  company,  and  having  elected  the  latter,  it 
impliedly  contracted  not  to  construct  works  of  its  own.  In  reply 
to  this  contention  this  court  said,  by  Mr.  Justice  Peckiiam  : 

"  There  is  no  implied  contract  in  an  ordinary  grant  of  a  fran- 
chise, such  as  this,  that  the  grantor  will  never  do  any  act  by  which 
the  value  of  the  franchise  granted  may  in  the  future  be  reduced. 
Such  a  contract  would  be  altogether  too  far-reaching  and  im- 
portant in  its  possible  consequences  in  the  way  of  limitation  of 
the  powers  of  a  municipality,  even  in  matters  not  immediately 
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connected  with  water,  to  be  left  to  implication.  We  think  none 
such  arises  from  the  facts  detailed." 

It  is  true  there  was  an  element  in  that  case  which  is  not  in  the 
case  at  bar.  The  village  of  Skaneateles  had  entered  into  a  con- 
tract with  the  water  company  to  take  water  from  the  company. 
This  contract  had  expired  before  the  city  constructed  its  works. 
It  was  not  that  contract,  however,  which  was  alleged  to  have  been 
impaired,  but  that  which  the  water  company  claimed  to  have  been 
implied  by  reason  of  its  organization  and  incorporation,  and  in 
pursuance  of  the  application  made  to,  and  with  the  consent  of,  the 
village  authorities.  The  ultimate  reliance,  therefore,  of  the  water 
company  was  that  from  the  grant  to  it  the  village  impliedly  con- 
tracted not  to  construct  works  of  its  own.  The  similarity  of  the 
contention  with  that  in  the  case  at  bar  is  apparent. 

In  BienviUe  Water  Supply  Co.  v.  Mobile,  175  U.  S.  109,  44 
L.  Ed.  92,  20  Sup.  Ct.  Rep.  40,  186  U.  S.  212,  46  L.  Ed.  1132, 
22  Sup.  Ct.  Bep.  820,  it  was  again  decided  that  the  granting  of 
franchises  to  private  persons  to  construct  water  works  in  a  city 
does  not  preclude  the  city  from  afterwards  erecting  such  works, 
and  supplying  its  inhabitants  with  water. 

Walla  Walla  v.  Walh  WaUa  Water  Co.,  172  U.  S.  1,  43  L.  Ed. 
341,  19  Sup.  Ct.  Rep.  77,  is  not  in  opposition  to  these  views.  The 
city  of  Walla  Walla  was,  by  the  statute  incorporating  it,  em- 
powered to  erect  water  works  or  to  authorize  the  erection  of  the 
same.  In  pursuance  of  this  power  it  granted  a  franchise  to  the 
Walla  Walla  company,  and  contracted  to  take  water  from  the 
company,  reserving  the  right  to  avoid  the  contract  under  certain 
contingencies.  But  it  was  provided  that :  "  Until  such  contract 
shall  have  been  so  avoided,  the  city  of  Walla  Walla  shall  not  erect, 
maintain  or  become  interested  in  any  water  works  except  the  ones 
herein  referred  to,  save  as  hereinafter  specified."  The  contract 
was  in  force  at  the  time  the  suit  was  brought,  and  the  water  com- 
pany had  substantially  complied  with  all  of  its  terms  and  condi- 
tions. The  contract  passed  upon,  therefore,  was  expressed  and 
explicit.  The  power  to  make  it  was  sustained.  In  the  case  at 
bar,  restraint  upon  the  power  of  the  appellant  city  is  claimed  to 
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be  implied  by  the  grant  to  the  appellee.  We  think,  for  the  rea- 
sons stated  and  upon  the  authorities  cited,  such  restraint  cannot 
be  implied. 

Decree  reversed  and  case  remanded  with  directions  to  dismiss 
the  bill. 


Peopls's  Electbic  Light  &  Poweb  Co.  v.  Capital  Gab  ft 

Electbio  Light  Co. 

Kentucky;  Court  of  Appeala, 

1.  Ezclusivb  lighting  FBiLiTCHiSK;  INJTTNCTION. — ^A  citj  Bold  to  a  gas  Com- 

pany its  gas  works,  and  in  the  contract  granted  the  exclusive  right  to 
the  nse  of  its  streets  "  for  the  purpose  of  laying,  repairing  and  properly 
operating  all  mains,  etc.,  and  other  necessary  machinery  for  the  fur- 
nishing of  all  gas  or  other  illuminating  light  in  said  city,"  and  there- 
after by  a  supplemental  contract  agreed  to  furnish  electric  lights;  sub- 
sequently, by  an  ordinance  adopted  by  the  general  council  of  the  city,  a 
franchise  was  granted  to  another  company,  authorizing  it  to  use  the 
city  streets  for  furnishing  electric  lights  to  the  city  and  its  inhabitants, 
after  due  adyertisement  and  bids  received  therefor.  The  second  com* 
pany  sought  by  injunction  to  restrain  the  former  company  from  assert- 
ing its  alleged  exclusive  franchise  to  the  detriment  of  the  title  claimed 
by  the  second  company.  It  was  held  that  injunction  was  the  proper 
remedy. 

2.  Exclusive  franchise  to  furnish  gas  or  other  illuminating  light. — 

The  gas  company,  by  its  franchise,  did  not  acquire  the  exclusive  franchise 
of  furnishing  any  light  other  than  gas  light;  the  provision  of  its  con- 
tract with  the  city  which  granted  to  that  company  the  exclusive  right 
to  the  use  of  the  streets  of  the  city  for  the  purpose  of  supplying  "gas 
or  other  illuminating  light,"  was  void  as  to  the  other  '*  illuminating 
light.**  The  contract  with  the  city  compelled  the  company  to  furnish  gas, 
to  improve  its  gas  plant,  and  to  extend  its  gas  mains,  but  did  not  bind 
it  to  erect  an  electric  light  plant  or  to  furnish  electricity  for  lighting 
purposes;  it  cannot  be  said,  therefore,  that  it  was  the  purpose  of  the 
city  to  confer  an  exclusive  right  upon  the  company  or  its  assignee,  to 
furnish  electricity  for  the  city's  use  and  that  of  its  inhabitants. 
S.  Franchise  to  highest  and  best  bidder. — ^The  rights  of  the  gas  company, 
and  its  assignee,  under  its  contract  with  the  city  for  the  exclusive  right 
to  furnish  gas,  cannot  be  extended  to  include  electricity,  in  view  of  sec- 
tion 164  of  the  Kentucky  Constitution,  except  by  its  becoming  the  best 
and  highest  bidder  for  the  additional  privilege. 
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Appeal  by  both  parties  from  judgment  that  neither  party  had 
exclusive  franchise.  Reported  75  S.  W.  280.  Decided  June 
16,  1903. 

Hazelrigg  &  ChenavU  and  JoJm  W.  Bay,  for  appellant 

John  W.  Rodman  and  John  B.  Lindsey,  for  appellee. 

Opinion  by  Settle,  J. : 

This  equitable  action  was  instituted  by  the  appellant,  People's 
Electric  Light  &  Power  Company,  to  enjoin  the  appellee,  Capital 
Gas  &  Electric  Light  Company,  from  interfering  with  its  alleged 
exclusive  right  to  supply  the  city  of  Frankfort,  its  inhabitants, 
and  consumers,  with  electricity  for  lighting  and  other  purposes, 
as  provided  by  its  articles  of  incorporation  and  authorized  by  an 
ordinance  of  the  city.  The  answer  and  counterclaim  filed  by  ap- 
pellee contains  six  paragraphs,  and  denies  that  appellant  has  or 
owns  the  exclusive  right,  or  any  right,  to  supply  the  city  of  Frank- 
fort, or  its  inhabitants,  with  electicity  for  lighting,  or  any  other 
purpose,  or  that  the  city  council  had  the  power,  by  ordinance  or 
otherwise,  to  confer  upon  appellant  any  such  right,  and  for  further 
defense  avers  in  substance  that  it  and  its  assignor  and  predecessor, 
the  Southern  Gasworks  Company,  by  purchase  and  deed  from  the 
city  of  Frankfort,  acquired  title  to  its  gasworks,  mains,  and  pipes, 
and  to  the  exclusive  use  of  its  streets  and  alleys,  for  the  purposes 
of  furnishing  gas  and  electricity  for  the  lighting  of  its  streets  and 
the  use  of  its  inhabitants,  which  right  has  been  confirmed  by  re- 
peated subsequent  contracts  made  between  it  and  the  city,  and  that 
this  right  is  about  to  be  interfered  with  by  appellant,  for  which 
reason  the  answer  asks  an  injunction  against  it. 

Appellant  filed  general  demurrer  to  the  answer  and  counter- 
claim, and  each  paragraph  thereof,  which  was  sustained  to  the 
first,  second,  fourth,  and  fifth,  and  overruled  as  to  the  third  and 
sixth,  paragraphs.  Thereupon  an  amended  answer  and  counter- 
claim was  filed  by  appellee,  to  which  and  to  the  several  paragraphs 
of  the  original  answer,  as  amended,  appellant  again  filed  a  general 
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demiirrer,  and^  the  case  being  submitted  on  that  demurrer^  it  was 
sustained  as  to  the  firsts  second,  fourth,  and  fifth  paragraphs  of 
the  answer  as  amended,  and  also  as  to  the  new  paragraphs  added 
by  the  amended  answer,  to  all  of  which  appellee  excepted.  The 
cause  was  then  submitted  for  trial  and  judgment  upon  the  plead- 
ings and  an  agreed  writing  containing  all  the  evidence,  docu- 
mentary and  otherwise,  upon  which  the  parties  relied  in  support 
of  their  respective  contentions.  Whereupon  the  special  judge,  ex- 
pressing his  views  in  a  well  considered  and  ably  written  opinion, 
rendered  judgment  to  the  effect  that  neither  appellant  nor  ap- 
pellee has  the  exclusive  right  to  use  the  streets  of  the  city  of 
Frankfort  for  the  purpose  of  furnishing  electicity  to  the  city  or 
its  inhabitants  for  lighting  purposes,  and  enjoining  each  of  them 
from  asserting  any  such  exclusive  right.  Appellant  and  appellee 
each  excepted  to  the  judgment  and  prayed  an  appeal  to  this  court, 
and  the  case  is  now  before  us  upon  both  appeals  for  final  adjudica- 
tion. 

The  facts  presented  by  the  pleadings  and  evidence  are  as  fol- 
lows :  The  city  of  Frankfort,  by  a  written  contract  of  May  30, 
1882,  made  with  the  Southern  Gasworks  Company,  the  assignor 
of  appellee,  sold  to  it  its  gasworks,  which  had  theretofore  been 
constructed  and  was  then  being  operated  under  a  charter  from  the 
Legislature  granted  the  city.  By  the  terms  of  this  contract  it 
granted,  or  attempted  to  grant,  to  the  Southern  Gasworks  Com- 
pany the  exclusive  right  to  the  use  of  its  streets  "for  the  purpose 
of  laying,  repairing,  and  properly  operating  all  mains,  pipes,  and 
other  necessary  machinery  for  the  furnishing  of  all  gas  or  other 
illuminating  light  in  said  city.*'  The  consideration  of  this  sale, 
as  recited  in  the  contract,  was  the  undertaking  of  the  Southern 
Gasworks  Company  to  execute  to  the  city  forty  interest-bearing 
bonds  of  $1,000  each,  payable  forty  years  from  July  1,  1882,  with 
the  privilege  reserved  of  paying  the  bonds,  or  any  one  or  more  of 
them,  before  maturity.  The  company  further  undertook  to  im- 
prove the  gasworks,  extend  the  mains,  to  light  a  certain  number  of 
street  lamps  at  the  price  named  in  the  contract,  and  to  furnish 
private  consumers  gas  at  not  exceeding  $2  per  1,000  cubic  feet ; 
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but  this  maximum  price  was  to  be  adjusted  every  five  years,  so  as 
not  to  exceed  the  average  price  charged  for  gas  in  cities  or  towns 
of  the  same  or  a  less  population  than  Frankfort.  The  contract 
mentioned,  and  all  rights  incident  and  appertaining  thereto,  were 
assigned  by  the  Southern  Gasworks  Company  to  the  appellee,  Cap- 
ital Gas  &  Electric  Light  Company,  which  became  incorporated 
by  a  legislative  act  approved  April  24,  1882,  and  by  deed  of  June 
27,  1882,  the  city  of  Frankfort  conveyed  appellee,  as  assignee  of 
the  Southern  Gasworks  Company,  all  the  property  and  ri^ts 
which  it  had  agreed  theretofore  to  sell  to  the  Southern  Gasworks 
Company;  it  being  recited  in  the  deed  that  the  appellee  had  al- 
ready executed  and  delivered  the  forty  bonds  required  of  the 
Southern  Gasworks  Company  by  its  contract  with  the  city.  The 
appellee  by  the  terms  of  the  deed  was  to  assume  and  carry  out  all 
the  undertakings  of  its  assignor  with  the  city.  By  virtue  of  the 
rights  thus  acquired  under  the  contract  and  deed  mentioned,  ap- 
pellee only  manufactured  and  furnished  gas  for  several  years  for 
the  use  of  the  city  and  its  inhabitants ;  but  about  January  1,  1890, 
it  constructed  an  electric  light  plant,  and  began  for  the  first  time 
to  furnish  electric  lights  to  the  city  and  its  inhabitants,  though 
no  contract  was  made  by  appellee  with  the  city  in  reference  to  elec- 
tric lighting  until  September  18,  1893,  at  which  time  a  new  or 
supplemental  contract  was  made  between  appellee  and  the  city, 
under  which  the  electric  lights  were  to  be  furnished.  This  conr 
tract  contained  the  statement  that  it  was  entered  into  at  the  re- 
quest of  the  city,  and  because  it  desired  a  modification  of  the 
former  contract.  It  appears  that  since  that  time  various  supple- 
mental agreements  have  been  made  between  the  parties  from  time 
to  time  for  the  continued  lighting  of  the  streets ;  but  neither  the 
contract  of  September  18,  1893,  nor  any  of  those  of  subsequent 
date,  contain  any  provision  or  agreement  requiring  appellee  to 
furnish  electicity  to  private  consumers  or  regulating  the  price 
thereof. 

Appellee's  claim  of  the  exclusive  right  to  the  use  of  the  streets 
of  the  city  for  furnishing  electricity  to  the  city  and  its  inhabitants 
for  lighting  purposes  is  based  upon  its  various  contracts  with  the 
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city.  Upon  the  other  hand,  the  appellant,  People's  Electric  Light 
k  Power  Company,  contends  that  it  has  the  exclusive  right  to  the 
use  of  the  streets  for  the  furnishing  of  electric  lights  to  the  city 
and  its  inhabitants  by  virtue  of  the  ordinances  of  the  general 
council  passed  July  23,  and  August  13,  1901,  and  that  the  fran- 
chise granted  it  by  these  ordinances  was  duly  advertised  for  sale, 
and  bids  therefor  were  received  publicly,  and  that  the  franchise 
was  thereby  awarded  to  it  as  the  highest  bidder.  It  is  averred 
by  appellants  tiiat  appellee  is  wrongfully  asserting  an  exclusive 
right  or  franchise  to  supply  electicity  to  the  city  and  its  inhab- 
itants for  lifting  purposes,  and  is  thereby  casting  such  a  cloud 
upon  its  title  that  it  is  being  prevented  from  selling,  pledging,  or 
mortgaging  its  stock,  or  selling  its  bonds,  whereby  to  raise  the 
money  with  which  to  erect  its  plant,  and  it  therefore  asks  that 
appellee  be  enjoined  from  asserting  the  claim  of  exclusive  ri^t 
set  up  by  it. 

We  think  the  special  judge  properly  sustained  the  appellee's 
general  demurrer  to  the  extent  indicated  in  the  judgment.  The 
first  paragraph  of  the  answer  interposes  the  defense  that  appellant 
cannot  maintain  the  action  to  quiet  its  title  to  a  franchise  to  light 
the  city  of  Frankfort  with  electricity,  as  it  is  not  in  possession  of 
the  streets  and  alleys  of  the  city,  the  use  of  which  is  necessary  to 
the  enjoyment  of  its  franchise.  The  contention  of  appellant  is 
that  the  cloud  cast  upon  its  title  to  the  franchise  is  preventing  it 
from  selling,  pledging,  or  mortgaging  its  stock,  or  selling  its  bonds, 
in  consequence  of  which  it  has  been  unable  to  erect  its  electric  plant, 
or  to  enjoy  the  franchise  granted  it  by  the  city  of  Frankfort.  In 
such  a  state  of  case,  injunction  is  the  only  remedy,  if,  as  a  matter 
of  fact,  appellant  owns  the  exclusive  franchise  to  which  it  lays 
claim.  This  point  seems  to  have  been  well  settled  in  Citizens' 
GasUght  Company  v.  Louisville  Oas  Company,  81  Ky.  263. 

The  second  paragraph  contains  a  plea  of  the  statute  of  champ- 
erty, which  has  no  place  in  a  case  like  this.  Although  it  may  have 
been  true  that,  at  the  time  of  the  grant  of  the  franchise  from  the 
city  of  Frankfort  to  appellant,  appellee  was  exercising  a  like  fran- 
chise under  claim  that  it  was  exclusive,  such  a  claim,  unless  true 
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in  fact,  could  not  prevent  the  city  from  granting  a  similar  fran- 
chise to  appellant.  Upon  the  other  hand,  if  appellee's  franchise 
was  exclusive,  the  grant  of  the  franchise  by  the  city  to  appellant 
was  simply  void. 

The  third  paragraph  of  the  answer,  by  denying  that  the  sale  of 
the  franchise  to  appellant  was  advertised,  or  that  bids  were  pub- 
licly received  therefor,  or  that  the  franchise  was  sold  to  appellant 
as  the  highest  and  best  bidder,  raised  an  issue  of  fact  upon  which 
proof  was  necessary*  Therefore  this  paragraph  was  properly  held 
to  be  good  upon  demurrer. 

The  fourth  and  fifth  paragraphs  set  forth  the  various  contracts 
between  appellee  and  the  city,  upon  which  its  claim  to  the  ex- 
clusive franchise  is  based,  and  they  present  the  contention  that  the 
grant  of  the  franchise  to  appellant  is  void,  because  its  effect  is  to 
impair  the  obligation  of  appellee's  contract  with  the  city^.  By 
legislative  sanction  the  city  of  Frankfort  was  invested  with  the 
title  to  its  streets  and  alleys,  and  all  other  property  of  the  city, 
including  its  gasworks  and  waterworks;  all  being  under  the  ex- 
clusive control  of  the  city  council.  By  an  act  of  March  28,  1872 
(Laws  1871-72,  p.  393,  c.  899),  it  was  provided  "that  the  board 
of  councilmen  of  the  city  of  Frankfort  be,  and  they  are  hereby^ 
authorized  to  grant,  bargain,  sell,  and  convey,  to  rent  or  lease,  any 
and  all  property,  or  any  part  thereof,  belonging  to  said  city  of 
Frankfort,  be  the  same  lands,  tenements,  goods,  chattels,  or  fran- 
chises, or  immunities,  on  such  terms,  and  for  such  sums,  and  at 
such  times,  as  said  board  of  councilmen  shall  deem  for  the  best  in- 
terest of  said  city  of  Frankfort." 

We  find  in  appellee's  charter  the  following  provisions:  "Said 
company  shall  furnish  gas  light  or  electric  light  to  any  person  on 
such  terras  as  the  company  and  such  person  may  agree  upon,  and 
any  such  contract  shall  be  obligatory  and  enforceable  in  any 
proper  court  in  this  commonwealth" — and,  further,  that  the  ap- 
pellee company  shall  have  authority  "to  put  up  lamp  posts  and 
electric  lights,  and  that  said  gas  and  electric  lights  shall  be  fur- 
nished to  tlie  city  at  a  reasonable  price  per  light  per  annum,  as 
may  be  agreed  on."    It  is  contended  for  the  appellee  that  these 
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provisions  of  its  charter,  considered  with  those  of  the  charter  of 
the  city,  conferred  upon  the  city  ample  power  to  grant  appellee 
the  exclusive  franchise  asserted  by  it;  and  it  is  conceded  by  the 
special  judge  that  some  of  the  authorities  cited  by  council  for  ap- 
pellee tend  strongly  to  support  that  contention,  tiiough  he  prop- 
erly, as  we  think,  declined  to  accept  that  view.  We  agree  with 
him  that  the  question  of  whether  the  city  has  the  power  to  grant 
an  exclusive  franchise,  such  as  is  claimed  by  appellee  in  this  case, 
ifl  not  before  us  for  decision.  In  our  opinion,  it  did  not,  by  its 
several  contracts  with  the  city,  obtain  the  exclusive  franchise 
claimed  for  it,  even  tiiough  it  be  conceded  that  the  city  was  author- 
ized to  grant  it 

The  Southern  Oasworks  Company,  appellee's  assignor,  made 
the  original  contract  with  the  city,  under  which  appellee  claims 
title  to  the  franchise  asserted  by  it.  It  is  clear  that  the  charter 
of  the  Southern  Gasworks  Company  provided  only  for  the  fur- 
nishing of  gaslight.  It  conferred  no  authority  to  use  any  light 
other  than  gaslight,  and  its  contract  with  the  city  was  to  furnish 
only  gaslight;  indeed,  it  was  unprepared  to  furnish  any  other. 
We  therefore  further  agree  with  the  special  judge  that  the  con- 
tract which  granted,  or  attempted  to  grant,  to  that  company  the 
exclusive  right  to  the  use  of  the  streets  of  the  city  fo^  the  purpose 
of  supplying  "gas  or  other  illuminating  light"  was  void  as  to 
"other  illuminating  light." 

An  examination  of  the  charter  of  appellee  will  show  that  it  did 
confer  power  to  make  and  supply  electricity,  and  to  accept  from 
the  city  a  grant  of  the  use  of  its  streets  for  that  purpose ;  and  the 
city  having  carried  out  its  contract  with  the  Southern  Gasworks 
Company,  by  executing  a  deed  to  appellee,  as  its  assignee,  con- 
veying to  it  the  gasworks,  and  the  exclusive  use  of  the  streets  of  the 
city  for  supplying  "gas  or  other  illuminating  light,"  it  becomes 
important  to  determine  the  eflFect  of  that  deed.  It  will  be  borne 
in  mind  that  the  Southern  Gasworks  Company  did  not,  in  its 
contract  with  the  city,  undertake  to  erect  an  electric  plant,  or  to 
supply  electric  light  to  the  city  or  its  inhabitants.  It  did,  how- 
ever, undertake  to  issue  $40,000  worth  of  bonds,  and  to  improve 
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the  gasworks,  extend  the  mains,  and  supply  gas  to  the  city  and 
otiier  consumers  at  agreed  prices  specified  in  the  contract  The 
appellee,  as  assignee  of  the  Southern  Gasworks  Company,  as- 
sumed by  the  deed  only  such  obligations  as  rested  upon  the  latter ; 
nothing  more.  Therefore  it  was  imder  no  duty  to  erect  an  electric 
plant,  or  to  furnish  electricity  to  the  city  or  its  inhabitants  for 
lighting.  We  do  not  think  it  was  the  purpose  of  the  city  to  confer 
an  exclusive  right  upon  appellee's  assignor,  or  upon  it,  to  furnish 
electricity  for  the  city's  use  and  that  of  its  inhabitants,  without 
imposing  an  obligation  to  compel  it  to  exercise  tiiat  right. 

It  is  contended,  however,  by  counsel  for  appellee,  that  the  in- 
corporation of  such  an  obligation  in  the  contract  was  unnecessary, 
as  it  was  required  by  its  charter  to  furnish  electricity  for  lighting 
purposes.  We  are  of  opinion  that  the  provision  of  appellee's  char- 
ter that  ^^said  company  shall  furnish  gas  or  electric  light  to  any 
person  on  such  terms  as  the  company  and  such  person  may  agree 
upon"  only  expressed  the  duty  which  rests  upon  every  corporation 
enjoying  a  public  franchise  to  serve  all  alike,  and  does  not  compel 
the  exercise  of  the  franchise.  We  find  that,  for  seven  years  after 
its  right  to  use  the  streets  of  the  city  for  lighting  purposes  was 
secured,  appellee  failed  to  use  electricity  for  that  purpose;  and 
this  failure  to  exercise  its  electric  light  franchise  demonstrates 
tiiat  it  was  under  no  obligation  to  do  so.  Furthermore,  there  was 
no  time  during  that  seven  years  that  it  could  have  been  compelled 
by  the  city  to  furnish  electric  lights  to  it  or  its  inhabitants ;  and 
yet  appellee  insists  that  it  had  the  right  to  prevent  any  other  per- 
son from  doing  so.  We  are  imable  to  find  anything  in  any  of  the 
contracts  between  the  city  and  appellee  that  requires  the  latter  to 
furnish  electric  lights  for  the  use  of  the  city  or  its  inhabitants. 
Upon  the  contrary,  we  find  in  all  of  them  that  appellee  has  been 
careful  not  to  recognize  any  obligation  on  its  part  to  supply  elec- 
tricity. There  is  no  ground  for  appellee's  contention  that  its  al- 
leged exclusive  franchise  was  confirmed  by  its  contract  of  1893 
made  with  the  city  of  Frankfort.  The  language  of  that  contract 
shows  no  purpose  or  attempt  to  confer  upon  appellee  any  new 
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right;  and,  in  view  of  section  164  of  the  present  Constitution,  it 
was  without  authority  to  enlarge  appellee's  ri^ts  under  the  first 
contract,  except  by  its  becoming  the  highest  and  best  bidder  for 
the  additional  privilege;  and,  besides,  it  is  by  no  means  certain 
that  the  city  had  the  power  to  grant  an  exclusive  franchise.  In 
the  case  of  City  of  Nevxport  v.  Newport  Light  Co.,  21  S.  W.  645, 
this  court  held  that  an  exclusive  gas  franchise,  which  had  been 
oonferred  by  the  city  upon  the  light  company,  did  not  confer  the 
exclusive  right  to  supply  electricity  for  lighting  purposes,  though 
the  contract  authorized  the  li^t  company  to  substitute  electricity 
for  gas. 

We  do  not  feel  called  upon  to  consider  the  contention  of  appel- 
lant that  the  grant  from  the  city  to  appellee  is  in  perpetuity,  and 
therefore  void.  It  was  the  opinion  of  the  special  judge  that  the 
grant  is  limited  to  forty  years,  because  the  bonds  issued  by  ap- 
pellee to  the  city,  which  are  secured  by  lien  on  its  property  and 
franchises,  were  made  payable  in  forty  years.  We  are  not  dis- 
posed to  question  the  correctness  of  this  view  of  the  law;  but,  as 
the  pleadings  make  no  issue  on  this  question,  its  consideration  is 
Tumecessary.  Nor  is  it  necessary  to  decide  that  the  failure  of  ap- 
pellee to  exercise  its  alleged  exclusive  franchise  for  several  years 
prior  to  January  1,  1890,  worked  a  forfeiture  thereof,  as  such 
nonuser  and  consequent  forfeiture  are  not  pleaded  by  appellant. 
It  is  manifest  that  the  appellant's  franchise  is  not  exclusive,  as  the 
language  of  the  ordinance  granting  it  will  show.  Upon  the  whole 
case,  we  have  found  no  diflBculty  in  reaching  the  conclusion  that 
neither  appellant  nor  appellee  is  entitled  to  the  exclusive  franchise 
claimed. 

There  are  one  or  two  other  questions  connected  with  the  case 
that  might  be  discussed,  though  not  raised  by  the  record ;  but,  as 
we  are  of  the  opinion  that  we  have  passed  upon  all  that  are  ma- 
terial to  a  proper  decision  of  the  case,  they  have  not  been  con- 
sidered. 

For  the  reasons  herein  indicated,  the  judgment  of  the  lowier 
court  is  aflBrmed  upon  both  the  original  and  cross  appeal. 
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ExoliudTe  franclii—  mot  permissible* — Independent  of  statutory  au- 
thority, a  municipality  cannot  grant  to  a  public  service  corporation  the  ex- 
clusive right  to  the  use  of  its  streets.  Clarksburg  Eleotrio  L.  Co.  v.  City  of 
CUirkahurg,  7  Am,  Electl.  Cas.  25,  47  W.  Va.  739,  35  S.  £.  994  (citing  Park- 
eraburg  Qaa  Co.  v.  Parketahurg,  30  W.  Va.  435,  4  S.  E.  650;  Richards  v. 
Claarkahurg,  30  W.  Va.  496,  4  S.  E.  774 ;  Arberry  v.  Railroad  Co.,  33  W.  Va. 
6,  10  8.  E.  14,  5  L.  R.  A.  371).  Although  under  authority  of  New  Orleans 
Qas  L.  Co.  V.  Louisiana  L.  d  H.  Co.,  115  U.  S.  650,  6  Sup.  Ct  252,  29  L.  Ed. 
516;  Louisville  Gas  Co.  v.  Citizens  Gas  Co.,  115  U.  8.  683,  6  Sup.  Ct  265,  29 
L.  Ed.  510,  and  a  number  of  other  cases,  the  legislature  may,  by  an  exercise 
of  its  plenary  power,  grant  an  exclusive  franchise  to  such  corporations. 

In  the  case  of  Cons.  Elect.  L.  Co.  v.  People^s  Elect.  L.  d  G.  Co.^  4  Am.  Electl. 
Cas.  250,  94  Ala.  372,  10  So.  440,  the  court  said:  ''Vested  rights,  properly  so- 
called,  are  respected  in  judicial  administration;  but  no  one,  under  ordinary 
circumstances,  can  assert  and  maintain  a  vested  right  to  the  exclusive  enjoy- 
ment of  a  public  street.  Monopolies  are  not  favorites  of  the  law,  and  if  a 
street  have  sufficient  width  and  capacity  to  admit  of  more  than  one  public 
enterprise,  without  unduly  obstructing  it  as  a  highway,  an  exclusive  right 
should  not  be  granted  to  one -company;  and  if  granted,  except  under  peculiar 
circumstances,  it  may  and  should  be  revoked." 
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Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co. 

lUinoia;  Supreme  Court, 

1.  FRA:fCHi8E  TO  CORPORATION  NOT  IN  EXISTENCE. — An  Ordinance  granting  to 

a  telephone  company  a  franchise  for  the  use  of  city  streets  for  its  wires 
and  poles  is  not  effectual  until  accepted.  It  is  not  material  that  at  the 
time  the  ordinance  was  presented,  the  company  was  not  fully  organized. 
It  is  sufficient  if  it  was  fully  organized  and  had  a  right  to  transact  busi- 
ness at  the  time  of  thr  passage  and  acceptance  of  the  ordinance. 

2.  Questioning  vauditt  of  franchise. — ^The  validity  of  an  ordinance  grant- 

ing such  a  franchise  cannot  be  questioned  by  one  not  a  party  thereto. 

3.  Franchise  not  exclusive;  rights  of  subsequent  grantee. — ^A  franchise 

for  the  use  of  streets  to  one  telephone  company  does  not  preclude  a  grant 
of  a  similar  franchise  to  another  company.  The  grantee  of  the  subse- 
quent franchise  is  required  to  so  exercise  its  powers  thereunder  as  not 
unnecessarily  and  imrcasonably  to  interfere  with  the  operation  by  the 
former  company  of  its  telephone  system. 

4.  CoNSTRucnNO  UNES  ON  SAME  SIDE  OF  STREET. — Overbuilding  and  parallel- 

ing by  the  latter  company  of  the  wires  of  the  former  company  on  the 
same  side  of  a  street  is  not  an  unnecessary  and  unreasonable  interference. 

5.  Dangis  from  BREAKING  OF  WIRES. — An  injunction  will  not  be  issued  to 

ret»train  the  subsequent  occupant  from  overbuilding  the  wires  of  the 
prior  occupant;  the  alleged  danger  of  the  breaking  and  falling  down  of 
the  overbuilt  wires  upon  those  of  the  prior  occupant  is  too  remote  and 
uncertain. 

Appeal  by  complainant  from  judgment  of  appellate  court  (100 
m.  App.),  affirming  a  decree  for  defendant.  Decided  October 
25,  1902 ;  reported  199  111.  324,  65  N.  E.  329. 

Albert  J.  Hopkins,  Fred  A.  Dolph,  and  Robert  Bruce  Scott 
{Holt,  Wheeler  and  Sidley,  of  Coimsel),  for  appellant. 

Murphy,  Alschvler  &  Nemhall  (Mezzani  Slusser  and  Samtiel 
Alschuler,  of  Counsel),  for  appellee. 

VOL.   VIII — 6 
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Opinion  by  Magbuder^  C.  J. : 

1.  The  first  point  made  by  appellant  is  that  the  ordinance  of 
August  7,  1899,  under  which  appellee  proceeded  to  construct  its 
telephone  system  in  the  streets  of  Aurora,  is  a  void  ordinance, 
and  that  for  that  reason  appellee  in  such  construction  proceeded 
without  lawful  authority,  and  is  a  mere  trespasser.  The  first 
ground  upon  which  it  is  claimed  that  the  ordinance  of  August  7, 
1899,  is  void  is  that  it  was  not  read  at  the  time  of  its  presentation 
to  the  common  council  of  the  city  of  Aurora  on  July  17,  1899. 
[Omitting  discussion  as  to  invalidity  of  ordinance  for  failure  to 
read,  holding  that  the  presumption  is  that  it  was  read  as  required 
by  the  rules.] 

The  second  ground  upon  which  it  is  alleged  that  the  ordinance 
of  August  7,  1899,  is  void  is  that,  when  it  was  introduced  into  or 
presented  to  the  city  council  of  Aurora  on  July  17,  1899,  appellee 
had  no  legal  existence  as  a  corporation.  On  July  6,  1899,  the 
statement  for  the  incorporation  of  appellee  was  executed.  On 
July  7,  1899,  it  was  filed  in  the  oflBce  of  the  secretary  of  state. 
On  July  22,  1899,  the  commissioners,  who  had  opened  books  for 
subscription  to  the  capital  stock  of  appellee,  reported  to  the  secre- 
tary of  state  that  the  stock  had  all  been  subscribed,  and  the  secre- 
tary on  that  date  issued  a  certificate  of  organization.  On  July 
24,  1899,  this  certificate  was  filed  in  the  oflBce  of  the  recorder  of 
Will  county,  the  county  in  which  the  principal  oflSce  of  the  appel- 
lee is  located.  It  thus  appears  that  the  ordinance  granting  to  the 
appellee  its  privileges,  and  finally  passed  on  August  7,  1899,  was 
presented  to  the  common  council  of  Aurora  seven  days  before  the 
certificate  of  appellee's  organization  was  filed  in  the  recorder's 
oflSce,  as  required  by  the  corporation  act.  Section  4  of  chapter 
32  of  the  Revised  Statutes  of  Illinois,  in  regard  to  corporations, 
provides  that  "upon  the  recording  of  the  said  copy  the  corporation 
shall  be  deemed  fully  organized,  and  may  proceed  to  business." 
Although  the  certificate  of  complete  organization  was  not  filed  in 
the  recorder's  oflBce  until  July  24th,  seven  days  after  July  17, 
1899,  when  the  ordinance  was  presented  to  the  common  council  of 
Aurora,  yet  the  ordinance  was  so  presented  to  the  city  council  of 
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Aurora  after  appellee  had  been  licensed  by  the  secretary  of  state  to 
incorporate.  We  do  not  think  that  the  appellee's  charter  is  null 
and  void  for  the  reason  thus  insisted  upon. 

In  support  of  its  contention  upon  this  branch  of  the  case  ap- 
pellant refers  to  cases  decided  by  this  court,  which  hold  that  a  cor- 
poration should  have  a  full  and  complete  organization  and  exist- 
ence as  an  entity,  before  it  can  enter  into  any  kind  of  a  contract  or 
transact  any  business ;  and  that  a  corporation  assuming  to  be  cre- 
ated under  the  incorporation  act  of  this  State  can  have  no  ri^t  to 
transact  business  when  the  certificate  of  its  complete  organization 
has  not  been  filed  for  record  in  the  recorder's  oflSce,  as  directed  by 
the  statute.  Gent  v.  Insurance  Co.,  107  111.  652 ;  Loverin  v.  Mc- 
Laughlin, 161  III  417,  44  N.  E.  99.  The  cases  thus  referred  to 
do  not  sustain  the  contention  that  the  ordinance  of  August  7, 
1899,  was  void,  because  it  was  introduced  into  the  common  council 
before  the  complete  organization  of  appellee  under  the  statute. 
A  privilege  granted  by  a  city  to  construct  a  public  improvement  in 
the  streets  is  a  mere  license  to  the  corporation  until  the  corporation 
accepts  the  grant  and  constructs  the  public  improvement  there- 
under in  accordance  with  the  terms  and  conditions  of  the  same. 
When  the  grant  is  accepted  by  the  corporation,  after  the  passage  of 
a  legal  ordinance  granting  it,  and  in  pursuance  of  the  terms  of 
such  ordinance,  then  there  is  a  contract  between  the  city  and  such 
corporation.  Here  the  introduction  of  the  ordinance  in  the  com- 
mon council  was  merely  in  the  nature  of  an  offer  or  proposition, 
and  did  not  become  a  contract  until  the  ordinance  was  subse- 
quently passed  and  accepted.  No  action  was  taken  by  the  city  in 
reference  to  the  ordinance  when  it  was  first  introduced,  but  it  was 
laid  over  under  the  rules  until  the  next  meeting.  Before  August 
7,  1S99,  the  city  had  not  bound  itself  by  any  contract  to  the  appel- 
lee. The  ordinance  was,  from  July  17,  1899,  until  its  passage  on 
August  7,  1899,  merely  under  consideration  by  the  city  council. 
In  the  meantime,  on  July  24,  1899,  two  weeks  before  the  ordi- 
nance was  finally  passed,  appellee  became  fully  and  completely 
organized  by  receiving  its  certificate  of  complete  organization 
from  the  secretary  of  state,  and  filing  the  same  with  the  recorder 
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of  deeds  of  Will  county,  where  its  principal  office  was  situated.  It 
was  not  until  after  the  appellee  was  thus  completely  organized 
that  the  matter  came  before  the  city  council  for  its  final  action, 
and  then  the  city  council  by  unanimous  vote  passed  the  ordinance 
making  the  grant  to  the  appellee.  The  city  suffered  no  harm  or 
injury  from  the  fact  that  appellee  was  not  completely  organized 
when  the  ordinance  was  originally  presented  to  the  council.  It 
is  sufficient  that  appellee  was  fully  organized,  and  had  a  right 
in  law  to  transact  business,  at  the  time  of  the  passage  of  the  ordi- 
nance  and  of  its  acceptance.  The  case  of  Clarksbturg  Electric 
Light  Co.  v.  City  of  Clarksburg,  7  Am.  Electl.  Gas.  25,  47  W.  Va. 
739,  35  S.  E.  994,  50  L.  R  A.  142,  is  a  case  in  point  upon  this 
subject.  In  the  latter  case  it  was  held  by  the  Supreme  Court  of 
West  Virginia  that  the  grant  by  a  city  or  town  to  an  intended  cor- 
poration of  a  privilege  to  use  its  streets  for  the  conveyance  of  elec- 
tricity for  public  use  in  the  town  or  city  is  valid,  though  at  its 
date  the  corporation  is  not  chartered,  but  is  later  chartered,  and 
accepts  the  grant.  The  West  Vi]^nia  case  is  stronger  than  the 
case  at  bar,  for  the  reason  that  there  the  application  for  incorpora- 
tion was  made  before  the  passage  of  the  ordinance  making  the 
grant,  but  the  incorporation  was  not  completed  until  after  the 
actual  passage  of  the  ordinance  making  the  grant  Counsel  for 
appellant  rely  upon  the  case  of  Stevens  v.  Boroitgh  of  Merchant" 
vUle,  62  N.  J.  Law,  167,  40  Atl.  688.  In  the  New  Jersey  case, 
however,  it  is  to  be  observed  that  the  ordinance  had  passed  the 
first  and  second  reading  before  any  steps  had  been  taken  towards 
the  organization  of  the  corporation.  No  steps  were  taken  for  the 
organization  there  until  the  day  before  the  ordinance  came  up  for 
final  passage  on  the  third  reading.  In  the  case  at  bar  the  applica- 
tion had  been  made  to  the  secretary  of  state  for  license  to  incorpor- 
ate, and  the  parties  had  received  license  from  that  official,  before 
the  ordinance  was  introduced  into  the  city  council.  Again,  the 
New  Jersey  case  arose  in  a  direct  proceeding  brought  to  test  the 
validity  of  the  ordinance  there  under  consideration.  See,  also, 
Richelieu  Hotel  Co,  v.  International  Military  Encampment  Co., 
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140  HL  248,  29  N.  E.  1044,  33  Am.  St.  Rep.  227 ;  People  v.  Cen- 
tral Union  Tel  Co.,  192  111.  307,  61  N.  E.  428,  85  Am.  St.  Kep. 
338 ;  Spring  Garden.  Bank  v.  HuUngs  Lwmber  Co.,  32  W.  Va. 
357,  9  S.  K  243,  3  L.  R.  A.  583 ;  Wharf  Co.  v.  Judd,  108  Mass. 
224.  We  are  of  the  opinion  that  the  ordinance  of  August  7,  1899, 
is  not  invalid  for  the  second  reason  insisted  upon  by  the  appellant. 
It  is  doubtful,  however,  whether  the  question  as  to  the  validity' 
of  this  ordinance  can  be  raised  in  this  proceeding.  It  is  a  fa- 
miliar principle  of  law  that  the  validity  of  a  franchise  or  charter 
cannot  be  questioned  or  tested  in  a  collateral  proceeding,  but  only 
in  a  direct  proceeding,  instituted  by  the  city  or  the  people  throu^ 
Ae  proper  person  or  official.  Thompson  v.  Candor,  60  HI.  244 ; 
Bushnell  v.  Machine  Co.y  138  HI.  67,  27  K  E.  596 ;  Lees  v.  Com- 
missionerSj  125  HI.  47,  16  N.  E.  915.  The  ordinance  making  the 
grant  to  appellee,  having  been  accepted  and  acted  upon  by  appel- 
lee, has  become  a  contract  between  itself  and  the  city ;  and  appel- 
lant, not  being  a  party  to  that  contract,  has  no  right  to  question  its 
validity.  City  of  Qvincy  v.  Bull,  106  111.  337 ;  People  v.  Central 
Union  Tel.  Co.,  supra;  City  of  BellviUe  v.  Citizens'  Horse  By. 
Co.,  152  111.  171,  38  N.  E.  584,  26  L.  R.  A.  681  xChicago  Gen.  By. 
Co.  V.  Chicago  City  By.  Co.,  186  111.  219,  57  N.  E.  822,  50  L.  R. 
A.  734 ;  Chicago  CUy  B.  Co.  v.  People,  73  111.  541 ;  Chicago  Muni- 
cipal Gaslight  &  Fuel  Co.  v.  Town  of  Lake,  130  111.  42,  22  N.  E. 
616.  It  is  also  to  be  observed  that  an  obstruction  in  the  nature  of 
a  public  improvement  placed  in  the  streets  of  a  city  by  the  per- 
mission of  the  city,  either  express  or  implied,  is  strictly  a  matter 
between  the  city  and  the  private  corporation  constructing  the  im- 
provement ;  so  that  any  action  to  test  the  right  to  so  obstruct  the 
street  should  be  brought  by  the  city,  or  by  some  public  officer  on  be- 
half of  the  city.  Doane  v.  Bailroad  Co.,  165  111.  510,  46  N.  E. 
520,  36  L.  R  A.  97,  56  Am.  St.  Rep.  265 ;  Chicago  Gen.  By.  Co. 
V.  Chicago,  B.  &  Q.  B.  Co.,  181  111.  605,  54  N.  E.  1026 ;  Pennsyl- 
vania Co.  V.  City  of  Chicago,  181  111.  289,  54  N.  E.  825,  53  L.  R. 
A.  223;  General  Electric  By.  Co.  v.  Chicago  &  W.  I.  B.  Co.,  184 
in.  588,  56  K  E.  963 ;  People  v.  General  Electric  By.  Co.,  172 
111.  129,  50  N.  E.  158. 
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2.  The  second  question  presented  by  the  record  in  this  case  is 
mainly  a  question  of  f act^  and  that  is  whether  appellee  has  been 
guilty  of  such  an  interference  with  the  rights  of  appellant  as  to 
justify  the  issuance  of  the  injunction  prayed  for  in  the  bill.  After 
a  careful  examination  of  the  record,  we  are  satisfied  that  the  ma- 
terial averments  of  the  answer  filed  by  appellee  in  the  court  below 
are  sustained  by  the  proofs.  Section  3  of  the  ordinance  of  Sep- 
tember 6,  1881,  relied  upon  by  the  appellant  in  its  bill,  provides  as 
follows : 

"The  said  common  council  expressly  reserves  the  power  to  grant  the  right 
of  way  through,  in  and  upon  said  streets,  alleys  and  public  grounds  for  the 
erection,  maintenance  and  use  of  the  necessary  poles  and  posts  and  wires  of 
any  other  telephone  company  or  individuals  whenever  requested,  so  as  not  to 
interfere  with  the  right  hereby  granted  to  the  Chicago  Telephone  Company, 
its  successors  and  assigns." 

It  thus  appears  that  in  the  ordinance  by  the  terms  of  which 
the  city  of  Aurora  granted  to  the  appellant  the  right  to  establish 
its  telephone  system  in  the  streets  of  that  city,  the  city  expressly 
reserves  the  power  to  grant  the  right  of  way  through  the  streets  for 
the  erection  and  use  of  the  necessary  poles  and  wires  of  another 
telephone  company  than  appellant.  If  there  had  been  no  such 
provision  in  the  ordinance  of  September  6,  1881,  the  city  of 
Aurora  had  no  power,  under  the  laws  of  this  State,  to  grant  the 
exclusive  use  of  its  streets  to  one  company  alone  for  telephone 
purposes.  The  title  of  the  streets  is  vested  in  the  city,  and  it 
holds  such  title  in  trust  for  the  benefit  of  the  public,  and  must 
hold  and  control  the  possession  of  the  streets  exclusively  for  pub- 
lic use.  Pennsylvania  Co,  v.  City  of  Chicago,  181  III.  289,  54 
N.  E.  825,  53  L.  R.  A.  223.  In  Oeneral  Electric  Ry.  Co.  v, 
Chicago  &  W.  I.  R..  Co.,  184  III.  588,  56  N.  E.  963,  we  said  (page 
595,  184  111.  page  965,  56  N.  E.)  : 

"Whilst  it  is  a  legitimate  use  of  a  street  to  allow  a  steam  railroad  track 
to  be  laid  and  operated  along  or  across  it  where  there  is  legislative  authority 
therefor,  the  railroad  company  can  acquire  no  exclusive  right  in  the  street; 
nor  is  there  power  in  the  municipality  to  grant  such  exclusive  use  of  a  street 
to  a  railroad  company/' 
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A  city  council  has  no  power,  under  the  city  and  village  act  of 
this  State,  to  grant  an  exclusive  franchise  to  a  private  corporation 
to  use  its  streets  for  the  purpose  of  conducting  and  maintaining  a 
telephone  system  in  the  city.  Such  an  exclusive  grant  cannot 
prevent  a  city  from  granting  to  another  corporation  the  privilege 
to  occupy  its  streets  for  the  same  purpose.  Clarksburg  Electric 
Light  Co.  v.  City  of  ClarJcsbvrg,  supra.  The  city  of  Aurora,  in 
view  of  its  want  of  power  to  grant  any  exclusive  right  to  the  use 
of  its  streets  for  telephone  purposes  by  the  appellant,  made  the 
reservation  contained  in  section  3  of  the  ordinance  of  September 
6,  1881,  as  above  quoted.  By  that  section  the  city  reserves  to 
itself  the  right  to  grant  authority  to  any  other  telephone  company 
than  the  appellant  to  erect  its  poles  and  string  its  wires  in  the 
streets  of  Aurora  "  whenever  requested,  so  as  not  to  interfere  with 
the  right  hereby  granted  to  the  Chicago  Telephone  Company,  its 
successors  and  assigns."  The  right  to  grant  the  same  privilege 
to  another  telephone  company  is  coupled  with  the  limitation  that 
the  right  granted  to  the  appellant  is  not  to  be  interfered  with. 
What,  then,  was  the  right  granted  by  the  ordinance  of  September 
6,  1881,  to  the  appellant  ?  Section  1  of  that  ordinance  provides 
*'  that  the  Chicago  Telephone  Company,  its  successors  and  assigns 
be,  and  is  hereby,  granted  the  right  of  way  through  and  upon  the 
streets  and  alleys  and  public  grounds  of  the  city  of  Aurora,  in  the 
county  of  Kane,  State  of  Illinois,  for  the  uses  and  purposes  therein 
and  thereon,  to  erect,  maintain  and  use  all  the  necessary  poles  and 
posts  of  wood,  iron  or  other  suitable  material  and  the  necessary 
wires  to  successfully  operate  and  use  a  system  of  telephones  or 
teloplione  exchange  in  the  city  of  Aurora,"  subject  to  certain  pro- 
visions therein  set  forth,  such  as  that  the  appellant's  poles  and 
posts  shall  be  so  set  and  its  wires  so  placed  as  not  to  interfere  with 
travel,  and  that  the  parts  of  the  streets  used  by  the  appellant  shall 
be  kept  by  it  in  good  order  and  repair,  and  that  the  city  "  may  use 
said  poles  at  any  time  for  the  purpose  of  fire  alarm  telegraph," 
and  that  whenever  any  of  said  poles  shall  become  a  nuisance  the 
common  council  may  order  its  removal,  and  that  the  same  shall 
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be  SO  set  as  not  to  interfere  with  the  flow  of  water  in  any  gutter 
or  drain,  and  that  the  points  of  location  shall  be  determined  under 
the  direction  of  the  committee  on  streets  and  alleys  or  the  street 
commissioner.  Appellee,  therefore,  under  its  charter,  had  the 
right  to  construct  its  telephone  system  in  the  streets  and  alleys  of 
the  city,  provided  it  did  not  interfere  with  the  right  of  appellant 
to  erect  and  use  all  the  necessary  poles  and  wires  to  successfully 
operate  and  use  a  system  of  telephones  or  telephone  exchange  in 
the  city. 

The  material  question^  therefore,  is  whether,  under  the  evidence 
in  this  case,  the  appellee  has  so  used  and  constructed  its  telephone 
system  in  the  streets  of  the  city  of  Aurora  as  to  interfere  with  the 
right  of  appellant  to  erect  and  use  all  the  necessary  poles  and  neces- 
sary wires  to  successfully  operate  and  use  its  system  of  telephones. 
It  necessarily  results  from  the  fact  that  the  city  has  a  right  to 
grant  the  privilege  of  operating  a  telephone  system  to  different 
companies,  that  there  will  necessarily  be  some  interference  by 
one  company  with  another.  Wherever  telephone  companies 
occupy  the  public  streets  with  their  poles  and  wires,  there  will,  as 
a  matter  of  course,  be  some  interference  between  them.  The 
thing  to  be  guarded  against  is  such  an  interference  as  will  prevent 
the  practical  operation  of  any  one  telephone  system.  In  other 
words,  it  was  and  is  the  duty  of  appellee  so  to  construct  and  use 
its  telephone  system  as  not  unnecessarily  and  unreasonably  to 
interfere  with  the  operation  by  appellant  of  its  system.  To  grant 
any  one  company  the  exclusive  right  to  use  the  streets  would  be  to 
establish  a  monopoly.  Joyce,  in  his  work  on  Electrical  Law  (sec. 
517), says: 

"Upon  the  question  of  interference  by  the  electric  light  wires  of  one  com- 
pany with  the  wires  of  another  electrical  company,  the  following  general 
rule  may  be  stated,  being  clearly  sustained  by  the  weight  of  authority.  As 
between  an  electric  light  company  and  another  electrical  company,  whether 
that  company  be  a  telegraph,  telephone,  or  an  electric  light  company,  prior 
authority  to  occupy,  or  prior  occupation  of  the  streets,  will  not  confer  upon 
such  company  an  exclusive  right.  The  right  of  the  prior  licensee,  however, 
must  not  be  substantially  invaded  by  the  later  company.  Such  subsequent 
licensee  is  under  the  duty  to  so  maintain  its  wires  and  lines  as  not  to  inter- 
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fere  with  the  right  of  the  prior  occupant  of  the  streets  to  properly  maintain 
and  operate  its  lines,  and  to  transact  the  business  it  is  authorized  by  its 
franchise  to  transact." 

In  the  recent  ease  of  Louisville  Home  Tel.  Co.  v.  Cumberland 
Telegraph  &  Telephone  Co.  (decided  by  the  Federal  Circuit  Court 
of  Appeals  for  the  Sixth  Circuit),  8  Am.  Electl.  Cas.  108,  49 
C.  C.  A.  524,  111  Fed.  663,  where  a  telephone  company  con- 
structed its  line  in  the  streets  of  a  city  under  a  franchise  granted 
therefor,  which  expressly  reserved  the  right  to  the  city  to  grant 
similar  rights  to  other  companies,  and  thereafter  a  franchise  was 
granted  to  a  second  company,  which  was  required  to  construct  its 
line  under  the  direction  of  the  board  of  public  works,  and  such 
board  required  its  line  on  certain  streets  to  be  placed  on  the  same 
side  and  over  the  same  space  occupied  by  the  first  company,  it  was 
said  by  the  court : 

'The  circuit  court  appears  to  have  accepted  as  correct  the  contention  of  the 
complainant  that  by  its  prior  occupation  of  the  space  which  it  occupied  by 
erecting  its  poles,  cross-arms,  and  wires  over  a  width  of  eight  feet  and  at  the 
height  of  twenty-five  feet  it  acquired  an  exclusive  right  to  occupy  that  width 
of  space  from  the  ground  upward  without  limitation,  and  this  without  any 
iotnision  by  another  party.  ...  In  this  the  court  misconceived  the 
nature  and  extent  of  the  rights  of  the  complainant.  It  may  properly  be  con- 
eeded  that  its  prior  occupation  of  space,  under  the  franchise  granted  by  the 
statute  and  ordinance,  would  entitle  it  to  continued  enjoyment  thereof,  bo 
long  as  it  continued  to  perform  its  obligations,  without  substantial  impair- 
ment. But  its  right  is  not  absolutely  exclusive.  It  is  subject  to  such  inci- 
dents as  result  from  the  exercise  of  the  rights  of  other  parties  who  have 
acquired  a  valid  franchise  of  similar  character.  It  is  implied  in  such  grants 
as  were  here  made  to  the  first  company  that  the  grant  is  subject  to  such 
limitations  as  will  enable  another  company  to  enjoy  a  like  franchise,  and  no 
property  right  is  invaded  by  the  adoption  of  such  measures  by  the  second 
company  as  will  enable  it  to  exercise  its  privilege,  provided  there  is  no  un- 
reasonable and  unnecessary  invasion  of  the  operations  of  the  first  occupant. 
For  the  property  right  of  the  first  is  not  to  a  monopoly.  It  is  bound  to 
exercise  its  privilege  in  such  a  way  as  to  give  room  to  another  coming  in 
onder  the  power  reserved.  In  the  present  case  the  common  council  of  the 
city  expressly  reserved  the  authority  to  grant  to  others,  if  it  should  deem 
it  for  the  public  interest,  the  same  privileges  in  its  streets  as  it  granted  to  the 
complainant.  ...  It  is  not  intended,  of  course,  to  say  that  the  first  occu- 
pant may  be  despoiled,  or  the  substance  of  its  right  appropriated.  But  this 
does  not  happen  from  merely  giving  place  to  a  rival  company,  whose  presence 
was  expressly  stipulated  for  by  the  contract,  nor,  probably,  if  the  presence 
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of  the  new  party  was  the  result  of  the  exercise  of  a  power  reserved  by 
implication  in  such  a  grant  of  privileges."  Cumberland  Telegraph  d  Tele' 
phone  Co.  v.  United  Electric  R,  Co.  (C.  C.)  3  Am.  Electl.  Cas.  408,  42  Fed. 
273,  12  L.  R.  A.  544;  Rocky  Mountain  Bell  Tel.  Co.  v.  Salt  Lake  City  Ry.  Co., 
(Utah),  3  Am.  Electl.  Cas.  350;  Western  Union  Tel.  Co.  v.  Guernsey  d  S. 
Electric  Light  Co.,  3  Am.  Electl.  Cas.  425,  46  Mo.  App.  120;  Illinois  Cent.  R, 
Co.  V.  City  of  Chicago,  141  111.  586,  30  N.  E.  1044,  17  L.  R.  A.  530. 

In  Illinois  Cent.  R.  Co.  v.  City  of  Chicago,  supra,  where  a 
court  of  equity  was  asked  to  grant  an  injunction  against  inter- 
ference with  the  operation  of  a  railway  at  a  street  crossing,  we  said 
(page  603,  141  111.,  page  1048,  30  N.  E.,  17  L.  R  A.  530) : 

"It  is  well  understood  that  the  track  or  right  of  way  cannot,  in  the  nature 
of  things,  be  restored  to  the  same  state  of  usefulness  with  the  street  thereon 
as  before.  It  is  to  be  restored  so  as  not  to  impair  its  usefulness  more  than 
is  necessary  in  view  of  its  use  for  the  purposes  of  a  street,  subject  to  the  use 
by  the  railroad  company.  It  is  not  to  be  rendered  less  useful,  except  in  so  far 
as  diminished  safety  and  convenience  are  inseparable  from  its  use  by  the 
public  as  a  street  crossing.  It  is  not  expected  that  the  crossing  can  be  so 
restored  as  to  obviate  all  danger,  or  delay,  or  inconvenience.  It  is  only  neces- 
sary that  there  should  be  no  unreasonable  impairment  of  the  usefulness  of  the 
railroad  right  of  way." 

One  of  the  interferences  with  appellant's  system  of  telephone 
which  is  charged  against  appellee  is  that  in  many  of  the  streets 
of  the  city  appellee  has  erected  its  telephone  poles  and  strung  its 
telephone  wires  upon  the  same  side  of  the  street  where  the  tele- 
phone poles  and  wires  of  appellant  are  set  and  strung,  and  that 
appellee  has  been  guilty  of  overbuilding  the  poles  and  wires  and 
telephone  system  of  appellant;  that  is  to  say,  that  it  has  strung 
its  wires  above  the  telephone  wires  of  appellant,  instead  of  string- 
ing them  below  the  same.  In  other  words,  appellee  is  charged  by 
appellant  with  "  overbuilding  "  and  "  paralleling,"  as  the  terms 
are  used  by  the  expert  witnesses.  If  the  city  has  no  right  to 
grant  the  exclusive  use  of  the  street  to  one  telephone  company, 
and  has  the  right  to  grant  the  use  thereof  to  two  or  more  telephone 
companies,  then  the  right  of  a  later  telephone  company,  coming 
into  the  street,  to  place  its  telephone  lines  upon  the  same  side  of 
the  street  with  the  telephone  company  coming  earlier  therein, 
necessarily  results  as  a  matter  of  course.  There  are  only  two  sides 
to  each  street,  and,  if  there  arc  more  than  two  telephone  com- 
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panieSy  two  of  them  must  necessarily  be  on  the  same  side  of  the 
street.  If  one  telephone  company  has  no  right  to  the  exclusive 
use  of  the  street,  it  has  no  right  to  the  exclusive  use  of  one  side 
of  the  street  In  the  case  at  bar  the  evidence  shows  that  on  many 
of  the  principal  residence  streets  in  the  city  appellant  has  its 
poles  and  wires  set  and  strung  upon  both  sides  of  the  street. 
Necessarily,  therefore,  in  such  cases  the  appellee  was  obliged  to 
be,  for  a  part  of  the  route  at  any  rate,  upon  the  same  side  of  the 
street  with  appellant.  In  the  case  already  referred  to  of  Louis- 
ville Home  Tel,  Co,  v.  Cumberland  Telegraph  &  Telephone  Co., 
supra,  it  appeared  that  the  second  company  placed  its  line  of 
poles  and  wires  on  the  same  side  of  the  street  occupied  by  the  first 
company,  and  this  was  there  held  to  be  no  substantial  interference 
with  the  rights  of  the  first  company.  The  right  of  the  appellee  to 
be  upon  the  same  side  of  the  street  with  the  appellant  is  substan- 
tially conceded  by  appellant  in  its  bill,  because  it  therein  avers 
that  "  it  was  and  is  the  duty  of  said  Northwestern  Telephone  Com- 
pany to  so  construct  its  lines  as  not  to  unnecessarily  interfere  with 
the  system  and  lines  of  your  orator ;  that  it  was  and  is  the  duty 
of  said  defendant  company  in  the  construction  of  its  lines,  in 
cases  where  it  is  absolutely  necessary  to  cross  or  parallel  the  lines 
of  your  orator,  to  underbuild  the  lines  of  your  orator."  This 
allegation  is,  in  effect,  an  admission  that,  where  it  is  absolutely 
necessary,  appellee  can  parallel  appellant's  lines  of  wires ;  that  is, 
can  be  upon  the  same  side  of  the  street  with  appellant. 

Appellant,  in  addition  to  the  contention  that  appellee  should 
not  be  upon  the  same  side  of  the  street  with  it,  contends  that  it 
should  not  overbuild  appellant's  telephone  system;  that  is,  that 
it  should  not,  by  the  use  of  higher  poles  than  those  of  appellant, 
string  its  wires  above  those  of  appellant.  Appellant  contends 
that  appellee  should  underbuild,  instead  of  overbuilding;  that  is, 
should  string  its  wires  under  those  of  appellant,  instead  of  string- 
ing them  over  those  of  appellant.  The  testimony  shows  that  there 
are  in  the  streets  of  Aurora  some  nine  companies  or  interests  mak- 
ing use  of  the  streets  for  the  purpose  of  erecting  poles  and  string- 
ing wires,  to  wit,  appellant  and  appellee,  the  city  arc  light  system, 
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the  city  fire  alarm  system,  the  city  police  alarm  system,  the 
Western  Union  Telegraph  Company,  the  Postal  Telegraph  Com- 
pany, the  Aurora  Electrict  Light  &  Power  Company,  and  the 
street  railway  company.  The  wires  of  the  Aurora  Street  Rail- 
way, the  Aurora  Electric  Light  &  Power  Company,  and  the 
Aurora  electric  lights  carry  high  potential  currents  of  electricity, 
while  the  wires  of  the  telegraph  companies,  of  the  city  police 
alarm  and  city  fire  alarm,  and  the  wires  both  of  appellant  and 
appellee  carry  low  potential  currents  of  electricity.  The  proof 
shows  that  in  the  proper  construction  of  overhead  system  of  wires 
the  different  high  potential  systems  of  wires  should  be  placed  on 
one  side  of  the  street  by  themselves,  and  the  different  low  potential 
systems  of  wires  should  be  placed  on  the  other  side  of  the  street 
by  themselves.  The  reason  of  this  is,  as  stated  by  the  different 
experts,  that,  if  the  wires  of  the  high  potential  system  drop  and 
come  in  contact  with  the  wires  of  a  low  potential  system,  the  high 
potential  current  of  electricity  is  thus  conveyed  from  the  high 
potential  wires  into  the  wires  of  the  low  potential  system,  and 
damage  and  injury  to  life  and  property  are  liable  to  follow  such 
a  contact.  But  if  a  wire  conveying  a  low  potential  current  of 
electricity  drops  down  upon  another  wire  conveying  a  low  potential 
current  of  electricity,  no  harm  is  ordinarily  done,  except  that  the 
two  wires,  forming  a  contact,  disarrange  the  service  of  each  until 
the  two  wires  are  separated.  Thus,  if  a  wire  of  one  telephone 
system  drops  upon  a  wire  of  another  telephone  system,  the  tele- 
phones along  the  lines  of  each  of  these  two  wires  will  not  work 
properly  until  the  wires  are  separated.  So,  on  the  other  hand,  if  a 
wire  conveying  a  high  potential  current  of  electricity  drops  upon 
another  wire  conveying  a  high  potential  current  of  electricity,  no 
particular  harm  is  ordinarily  done  further  than  perhaps  the  burn- 
ing of  a  fuse,  or  something  of  that  kind.  Inasmuch  as  the  wires 
both  of  appellant  and  of  appellee  convey  low  potential  currents  of 
electricity,  the  dropping  of  the  wire  of  one  upon  the  other  would 
do  no  particular  harm.  The  evidence  shows  that  in  many  in- 
stances, and  on  many  streets,  appellee  overbuilt  appellant's  sys- 
tem, or  strung  its  wires  above  those  of  appellant  on  the  same  side 
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of  the  street  with  the  appellant^  because,  if  it  had  crossed  the 
street  with  its  wires  and  strung  them  on  the  opposite  side  of  the 
street,  it  would  have  been  obliged  to  string  them  above  wires  con- 
veying high  potential  currents  of  electricity.  This  would  lead 
to  the  risks  and  dangers  necessarily  arising  from  the  falling  of  a 
wire  couveying  a  low  potential  current  of  electricity  upon  a  wire 
conveying  a  high  potential  current  of  electricity. 

It  is  impossible  for  us,  within  the  limits  of  this  opinion,  to 
examine  all  the  evidence  in  this  immense  record  in  regard  to  the 
various  points  of  alleged  interference  to  which  attention  is  called 
in  the  argument.  We  will  only  refer  to  one  instance.  When 
appellee  constructed  its  system  of  poles  and  wires  on  Rathbone 
avenue  in  Aurora,  if  found  that  the  city  of  Aurora  had  a  line  of 
poles,  supporting  its  high  potential  city  arc  lights,  along  the  north 
side  of  the  avenue  for  a  distance  of  one-half  or  three-fourths  of  a 
mile;  that  appellant  had  overbuilt  the  city  arc  light  wires  along 
the  entire  north  side  of  the  avenue  to  a  distance  of  about  half  a 
mile,  and  then  its  wires  crossed  from  the  north  to  the  south  side 
of  Rathbone  avenue,  and  continued  along  the  south  side  a  distance 
of  six  spans.  The  ordinance  of  August  7,  189S>,  under  which 
appellee  constructed  its  telephone  system,  provided  that  its  work 
should  be  constructed  under  the  supervision  of  the  city  electrician. 
The  evidence  shows  that,  wherever  it  has  constructed  its  system, 
appellee  has  acted  under  the  instructions  of  the  city  electrician. 
It  was  instructed  by  the  city  electrician  to  build  its  line  along  the 
entire  south  side  of  Rathbone  avenue.  When  it  came  to  the  six 
spans  where  appellant,  crossing  over  from  the  north  to  the  south 
side  of  the  avenue,  had  built  its  system  on  the  south  side  of  the 
avenue,  it  was  obliged  to  overbuild  the  wires  of  appellant  for  the 
distance  of  this  space  of  six  spans.  The  direction  of  the  city 
electrician  that  appellee  should  build  its  line  on  Rathbone  avenue 
on  the  south  side  of  the  street  compelled  it  to  be  on  the  same  side 
of  the  sti^t  with  appellant  so  far  as  the  six  spans  in  question  were 
concerned,  inasmuch  as  the  latter  were  upon  the  south  side  of  the 
avenue.  Appellee  was  obliged  to  overbuild,  rather  than  imder- 
build,  the  appellant^s  telephone  line  for  the  distance  of  these  six 
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spans  for  the  following  reason:  By  section  2  of  the  ordinance 
of  August  7,  1899,  it  was  provided  that  appellee,  its  successors 
and  assigns,  "  shall  be  subject  to  all  ordinances  now  in  force,  or 
that  may  hereafter  be  passed,  relative  to  the  use  of  the  public 
streets  and  alleys  of  said  city,"  etc.  On  February  4,  1884,  the 
city  of  Aurora  passed  an  ordinance  providing  as  follows :  "  When 
such  permission  shall  be  granted  by  common  council,  the  setting  of 
such  poles  shall  be  under  the  supervision  and  direction  of  the  com- 
mittee on  streets  and  alleys.  The  wires  of  such  line  shall  be 
placed  on  straight  poles  not  less  than  30  feet  in  height  about  the 
ground."  Where  appellant  had  erected  its  telephone  system  on 
the  south  side  of  Rathbone  avenue  for  the  distance  of  the  six 
spans  in  question,  it  had  used  poles  only  30  feet  long,  5  feet  of 
which  were  in  the  ground  and  only  25  feet  above  the  surface 
thereof.  It  was,  therefore,  impossible  for  appellee  to  string  its 
wires  under  those  of  appellant  upon  this  avenue;  or,  in  other 
words,  it  was  impossible  for  it  to  use  the  system  of  underbuilding 
in  view  of  the  general  ordinance  of  February  4,  1884,  which  re- 
quire it  to  use  poles  not  less  than  30  feet  in  height  above  the 
ground.  If  it  had  adopted  the  system  of  underbuilding,  it  would 
have  been  obliged  to  string  its  wires  at  a  distance  of  less  than  25 
feet  from  the  ground.  In  other  words,  the  requirement  of  the 
ordinance  of  February  4,  1884,  that  appellee  should  use  30-foot 
poles,  required  it,  in  the  case  of  Rathbone  avenue,  to  overbuild, 
rather  than  underbuild.  The  same  state  of  facts  exists  at  almost 
every  point  of  alleged  interference  as  is  thus  shown  to  exist  on 
Rathbone  avenue.  That  is  to  say,  appellee  was  obliged  for  a 
certain  distance  to  be  on  the  same  side  of  the  street  with  appellant 
because  of  the  instructions  of  the  city  electrician,  and  it  was 
obliged  to  overbuild,  rather  than  to  underbuild,  because  appellant 
had  made  use  of  poles  only  30  feet  long,  5  feet  of  which  were 
underground. 

Appellant  complains  that  one  of  the  dangers  resulting  from  the 
overbuilding  of  its  wires  by  the  wires  of  appellee  is  that  some 
wire  of  appellee  is  liable  to  break  and  fall  down  and  come  in  con- 
tact with  the  appellant's  wires ;  but,  as  we  understand  the  evidence. 


SiHiuLR  Franchises  to  Several  Corporations.         95 


Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co. 


such  contact  between  the  wires  of  appellee  and  appellant,  both 
being  wires  of  low  potential  system,  would  be  harmless,  unless  the 
same  wire  of  appellee,  at  some  other  point  in  the  city,  should 
break  and  form  a  contact  with  a  high  potential  wire,  thus  con- 
veying the  high  potential  current  of  electricity  through  the  wire 
of  appellee  into  the  wire  of  appellant.  In  other  words,  one  of 
appellee's  wires  must  first  come  in  contact  with  a  high  potential 
current  of  electricity  at  some  place  in  the  city,  and,  while  that 
contact  continues,  the  same  wire  of  appellee  must  fall,  and  come 
in  contact  with  some  wire  of  appellant  at  a  point  where  appellee's 
wires  overbuild  those  of  appellant.  Thus,  in  order  to  produce  the 
danger  anticipated  by  appellant  from  the  contact  in  question,  two 
accidents  must  happen — one,  that  at  some  place  in  the  city  appel- 
lee's wire  breaks  and  comes  in  contact  with  a  high  potential  cur- 
rent; and,  second,  that  when  appellee's  wire  is  so  charged  with 
such  high  potential  current,  it  will  break  and  fall  upon  the  wire 
of  appellant  where  it  overbuilds  the  latter.  The  probability  of 
diese  two  accidents  happening  at  the  same  time  is  too  remote  and 
uncertain  to  justify  the  issuance  of  an  injunction  against  such 
overbuilding  by  appellee. 

Complaint  is  also  made  that  at  street  crossings  or  intersections 
appellee's  wires  would  become  interlaced  with  the  wires  of  appel- 
lant It  is  manifest  that,  where  one  street  crosses  another  and 
npon  both  sides  of  both  streets  are  poles  and  wires  carrying  both 
low  and  high  potential  currents  of  electricity,  the  wires  must 
necessarily  cross  each  other,  and  overbuilding  and  underbuilding 
become  absolutely  necessary.  There  is  no  evidence  in  this  record 
that  any  system  of  wires  in  Aurora  has  ever  interlaced  with  any 
other  system,  either  of  appellant  or  appellee,  or  any  other  system 
of  either  a  high  or  low  potential  current.  The  evidence  tends  to 
show  that  at  intersections  where  the  poles  of  appellee  crossing  the 
poles  and  wires  of  appellant  were  of  the  same  height  as  the  poles 
of  appellant,  appellee's  wires  were  inclosed  in  cables,  and  crossed 
the  wires  of  appellant  at  these  points  in  such  cables  several  feet 
below  the  wires  of  appellant.  In  this  way  the  danger  of  inter- 
lacing has  been  avoided. 
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A  further  contention  is  that  appellee  has  erected  two  or  three 
"  distributing  poles,"  as  they  are  called,  in  the  business  district 
of  the  city,  on  one  side  of  a  certain  street  or  streets,  and  from  the 
top  of  these  poles  has  extended  drop  wires  to  high  buildings  on  the 
opposite  side  of  such  street  or  streets  for  the  purpose  of  extending 
its  wires,  so  as  to  reach  the  business  places  of  its  subscribers ;  and 
that  such  drop  wires  will  be  likely  to  sag  and  fall  down  over  the 
high  potential  wires  on  the  opposite  side  of  the  street  or  the  high 
potential  trolley  wires,  and  thus  come  in  contact  with  the  wires 
of  appellant.  The  evidence  shows  that  these  drop  wires  are 
placed  so  far  above  the  wires  of  appellant,  at  a  distance  at  some 
points  of  some  10  or  15  feet,  that  they  could  not  sag  or  bend 
enough  to  reach  appellant's  wires  directly  below  the  tops  of  the 
distributing  poles  of  appellee.  It  appears,  however,  that  if  there 
was  a  possibility  of  such  a  result,  it  could  be  avoided  by  the 
placing  by  appellant  of  a  system  of  "  guard  wires,"  as  they  are 
called,  directly  above  its  top  wires,  extending  from  one  pole  to 
another,  so  as  thereby  to  secure  protection  against  contact,  by 
means  of  sagging,  between  the  wires  of  appellant  and  the  wires 
of  appellee.  There  is  evidence  tending  to  show  that  appellant 
refused  to  make  use  of  these  guard  wires,  or  to  permit  appellee 
to  place  them  in  the  proper  position.  It  also  appears  from  the 
evidence  that  appellee,  in  most  cases  where  it  has  wires  dropped 
from  the  street  to  the  houses  of  subscribers,  uses  what  is  known 
as  a  "  double-twisted,  duplex,  insulated,  hard  drawn,  copper  wire," 
and  that  this  insulation,  in  case  of  contact  between  one  of  the  drop 
wires  and  some  high  potential  wire  and  also  a  wire  of  appellant, 
would  protect  appellant  from  receiving  the  high  potential  current 
of  electricity  from  the  high  potential  wire.  It  is  true  that  this 
insulation  does  not  always  secure  the  protection  desired,  but  that 
a  high  potential  current  of  electricity  will  pass  through  the  insula- 
tion on  wires  is  a  mere  possibility,  and  not  a  probability.  It 
must  also  be  observed  that  the  buildings  into  which  the  wires  enter 
are  protected  to  a  largo  extent  by  the  use  of  what  is  knovm  as 
"  fuses."  A  fuse  is  a  piece  of  wire  about  six  inches  in  length, 
made  of  very  soft  material,  which  melts  when  it  comes  in  contact 
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with  a  high  potential  current  of  electricity.  It  appears  from  the 
evidence  that  the  wires  of  appellant  are  fused  before  they  enter 
the  houses  of  its  different  subscribers,  so  that,  if  a  high  potential 
current  of  electricity  is  conveyed  to  the  wires  of  appellant,  it  is 
prevented  from  entering  the  building  or  switchboard  at  its  central 
station  by  a  double  system  of  fuses,  and  is  prevented  from  enter- 
ing the  building  of  a  subscriber  by  a  single  fuse.  It  is  true,  as 
is  shown  by  the  testimony,  that  sometimes  a  high  potential  cur- 
rent of  electricity  has  been  known  to  jimip  one  of  these  fuses 
without  melting  it,  but  the  happening  of  such  an  occurrence,  while 
possible,  is  not  probable. 

The  ordinance  of  August  7,  1899,  under  which  appellee  has 
placed  its  poles  and  wires  in  the  streets  of  the  city,  provides,  in 
section  2  thereof,  that: 

''All  such  line  or  lines  or  other  electrical  conductors  shall  be  placed  in  un- 
derground conduits  within  the  'fire  limits'  district,  and  outside  said  'fire 
limits'  district  the  said  Northwestern  Telephone  Company  may  erect,  main- 
tain and  operate  a  system  of  poles,  wires  and  cables  for  the  transmission  of 
sonnd,  signals  and  intelligence  in  all  the  streets,  avenues,  alleys  and  other 
public  ways  in  said  city  of  Aurora." 

But  section  3  provides : 

'Tliat  the  said  Northwestern  Telephone  Company,  its  successors  and  assigns, 
•hall  for  the  purpose  of  reaching  and  connecting  its  subscribers  have  the 
right  to  bring  said  wires,  cables  or  other  electrical  conductors  to  the  surface 
in  every  block  located  within  the  'fire  limits'  district,  and  maintain  the  same 
on  such  poles  as  may  be  necessary  to  accomplish  said  purpose:  provided, 
however,  that  in  no  case  shall  any  wire,  cable  or  other  electrical  conductor 
be  carried  over  ground  beyond  the  limits  of  the  block  within  which  they  are 
brought  to  the  surface." 

The  distributing  poles  in  question  were  located  at  the  points 
where  the  underground  wires  of  appellee  emerged  from  its  under- 
ground cable,  and  the  location  of  these  poles  by  the  appellee  was 
made  under  the  direction  of  the  city  electrician  and  the  chairman 
of  the  street  and  alley  conmiittee.  The  evidence  tends  very 
strongly  to  show  that  these  poles  were  so  located  and  constructed, 
and  the  drop  wires  from  them  so  extended,  as  to  secure  as  great 
VOL.  vni — 7 
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safety  as  possible,  and  to  avoid  as  much  as  possible  the  danger  of 
contact,  by  sagging  or  otherwise,  with  appellant's  wires,  or  the 
wires  of  any  of  the  other  systems  in  the  street. 

The  appellant  also  complains  that  in  certain  alleys  where  appel- 
lant has  a  line  of  poles  on  one  side  of  the  alley  appellee  has  con- 
structed its  line  of  poles  on  the  opposite  side  at  the  same  height, 
and  that  the  drop  wires  from  the  tops  of  these  poles  of  appellee, 
in  crossing  to  the  subscribers  on  the  side  of  the  alley  occupied  by 
the  appellant,  will  pass  through  and  interlace  the  wires  of  appel- 
lant. The  proof  shows  that  in  such  instances  the  appellee,  in 
running  one  of  its  drop  wires  from  the  top  of  its  pole  to  a  sub- 
scriber on  the  side  of  the  alley  occupied  by  the  appellant,  runs 
such  drop  wire  down  its  pole  to  a  point  lower  than  the  lowest  lead 
of  appellant,  and  then  from  such  point  lower  down  on  its  x>ole 
runs  its  drop  wire  beneath  the  lead  wire  of  the  appellant  on  the 
opposite  side  of  the  alley.  This  leaves  an  abimdance  of  clearance 
between  appellee's  drop  wires  and  the  wires  of  appellant.  The 
course  thus  pursued  is  in  accordance  with  the  practice  in  such 
cases,  and  in  accordance  with  approved  telephone  construction. 

There  is  evidence  showing  that  if,  in  extending  its  line  of  poles 
and  wires  along  one  side  of  a  street,  appellee  should  cross  to  the 
other  side  of  the  street,  in  order  to  avoid  overbuilding  appellant's 
wires,  appellee  would  be  obliged  to  make  a  bend  in  its  line  of  wire 
in  going  from  one  side  of  the  street  to  the  other,  and  a  second 
bend  in  continuing  along  the  side  of  the  street  to  which  the  cross- 
ing was  made.  According  to  the  testimony,  approved  telephone 
construction  requires  that  no  more  bends  should  be  made  in  the 
wires  than  are  necessary.  In  most  cases  where  it  is  insisted  by 
appellant  that  appellee  should  have  crossed  to  the  other  side  of 
the  street,  instead  of  placing  its  poles  and  wires  on  the  same  side 
of  the  street  with  appellant,  appellee  would  have  been  obliged  to 
place  its  wires  directly  above  the  high  potential  wires  strung  upon 
the  opposite  side  of  the  street.  The  proof  shows  that  it  would  be 
a  violation  of  safe  telephone  construction  to  cross  the  street  at 
such  a  point,  and  overbuild  such  high  potential  wires.  The  proof 
shows,  also,  that  it  is  the  common  practice  to  overbuild  systems 
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of  low  potential  wires  with  other  systems  of  low  potential  wires. 
Indeed,  the  second  proviso  of  section  1  of  the  ordinance  of  Sep- 
tember 6,  1881,  which  constitutes  the  appellant's  authority  to  be 
in  the  streets  of  Aurora  provides  "  that  the  city  of  Aurora  may 
use  said  poles  at  any  time  for  the  purpose  of  fire  alarm  telegraph." 
Appellant  was  thus  required  by  said  ordinance  to  allow  the  city 
to  use  its  poles  for  the  purposes  of  a  fire  alarm  telegraph.      It  is 
conceded  that  the  fire  alarm  telegraph  carries  a  low  potential  cur- 
rent of  electricity,  and  thus,  by  the  very  terms  of  appellant's  ordi- 
nance, two  systems  of  low  potential  wires  are  allowed  to  be  con- 
structed upon  the  same  line  of  poles.    A  "  zone  "  has  been  defined 
to  be  an  air  space,  so  arranged  that,  in  case  of  a  breakage  of  any 
wire  at  any  point,  that  wire  would  come  in  contact  with  a  wire 
of  another  system,  either  by  being  blown  against  it,  or  by  fall- 
ing directly  on  it  by  weight  of  gravity.      Where  two  leads  of 
wires  are  said  to  be  in  the  same  zone,  they  are  in  that  proximate 
relation  to  each  other  that  a  contact  is  possible  between  die  two 
systems  by  falling  wires.      While  we  have  been  referred  to  no 
case  by  counsel  were  an  injunction  has  been  asked  or  granted 
restraining  one  low  potential  system  of  wires  from  using  the  same 
zone  occupied  by  another  low  potential  system,  yet  it  cannot  be 
presumed  that  the  occupancy  of  the  same  zone  by  two  low  potential 
systems  of  wires  is  unlawful,  in  view  of  the  fact  that  the  practice 
of  such  occupancy  is  almost  universally  adopted  in  telephone  con- 
struction.    The  record  contains  many  instances  where,  in  the  city 
of  Aurora,   appellant  has.  pierced   and   overbuilt  lines   of  high 
potential  wires.      If  appellant  thus  consents  both  to  overbuilding 
and  underbuilding  in  its  relations  with  other  companies  construct- 
ing poles  and  wires  in  the  streets  of  Aurora,  it  is  difficult  to  see 
why  it  objects  to  the  overbuilding  of  its  line  of  wires  on  certain 
streets  by  the  appellee.     The  proof  tends  to  show  that  in  construct- 
ing its  lines  the  appellee  has  made  use  of  safe  and  approved 
methods  of  construction,  and  that  its  construction,  both  as  to  its 
methods  and  location,  has  been  approved  by  the  city  council  of 
Aurora. 
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On  December  20,  1900,  the  city  council  of  Aurora  passed  a 
second  ordinance,  the  first  and  second  sections  of  which  are  as 
follows : 

"Section  1.  That  all  the  acts  of  the  Northwestern  Telephone  Company, 
which  have  been  by  it  done  under  the  provisions  of  an  ordinance  of  this  city, 
passed  by  the  city  council  on  the  7  th  day  of  August,  A.  D.  1899,  and  ap- 
proved by  the  mayor  of  this  city,  August  12,  A.  D.  1899,  entitled  'An  ordi- 
nance granting  to  the  Northwestern  Telephone  Company  certain  rights  in  the 
city  of  Aurora,'  and  numbered  030,  be  and  the  same  are  hereby  ratified,  ap- 
proved and  confirmed  by  this  council,  and  the  license,  grant,  right  and  priyi- 
leges  by  said  ordinance  granted  to  the  Northwestern  Telephone  Company  by 
name,  are  hereby  expressly  given  and  granted  to  the  Northwestei*n  Telephone 
Company,  a  corporation. 

"Sec.  2.  That  in  addition  to  such  ratification  of  said  acts  of  the  said  North- 
western Telephone  Company  and  the  regrant  herein  made  to  said  the  North- 
western Telephone  Company,  it  is  hereby  ordained  that  permission  and 
authority  be  and  the  same  is  hereby  granted  to  the  Northwestern  Telephone 
Company,  its  successors  and  assigns,  to  construct,  operate,  maintain  and 
repair,''  etc.,  its  telephone  system. 

The  original  ordinance,  granting  the  franchise  to  the  company, 
is  inserted  in  the  same  words  as  those  used  in  the  original  ordi- 
nance, and  the  ordinance  granting  the  second  franchise  was  passed 
by  a  unanimous  vote.  At  a  meeting  of  the  city  council  held  on 
February  4,  1901,  the  following  resolution  was  adopted  unani- 
mously, to  wit: 

"Resolved,  that  we  hereby  approve  and  accept  of  the  location  and  con- 
struction of  the  lines  of  poles  and  wires  of  the  Northwestern  Telephone  Com- 
pany, .  .  .  together  with  the  location  and  construction  of  the  two  dis- 
tributing poles,"  etc. 

Even  if  it  be  true,  as  is  charged  by  the  appellant,  that  appellee 
did  not  in  all  respects  follow  the  written  permit  executed  to  it  by 
the  committee  on  streets  and  alleys  before  it  began  the  construc- 
tion of  its  telephone  system,  yet  such  variation  from  the  terms 
of  the  permit  was  cured  by  the  subsequent  approval  of  the  city, 
and  by  the  action  of  the  appellee  in  obedience  to  the  instructions 
of  the  city  electrician  and  the  committee  on  streets  and  alleys. 
The  fee  of  the  streets  is  in  the  city.  Cities  are  given  exclusive 
control  over  the  streets  and  alleys  within  their  corporate  limits. 
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It  follows,  as  a  general  rule,  that  a  court  of  equity  will  not  inter- 
fere with  the  city's  control  over  the  use  of  its  streets,  unless  the 
exercise  of  such  power  by  the  city  is  abused  to  the  oppression  of 
persons  or  corporations  having  rights  in  the  street,  or  unless  the 
action  of  the  city  in  such  respect  is  fraudulent  or  grossly  wrong 
and  unjust.  Western  Union  Tel.  Co.  v.  Ouemsey  &  8.  Electric 
Light  Co.,  3  Am.  Electl.  Cas.  425,  46  Mo.  App.  120 ;  CUy  of  ML 
Cartnel  v.  Shaw,  155  111.  37,  39  N.  E.  584,  27  L.  R  A.  580,  46 
Am.  St  Hep.  311;  Canal  Com'rs  v.  Village  of  East  Peoria,  179 
HL  214,  53  N.  E.  633.  There  is  evidence  in  the  record  tending 
to  show  that  the  appellant  itself  offered  a  joint  occupancy  of  its 
poles  by  itself  and  other  persons  and  corporations  making  use  of 
Uie  streets  of  the  city  for  the  purpose  of  conveying  currents  of 
dectricity.  While  it  is  true  that,  in  a  certain  sense,  every  case 
of  overbuilding  or  underbuilding  or  joint  occupancy  is  an  inter- 
ference, yet  it  is  not  necessarily  an  unnecessary  and  unreasonable 
interference.  Appellant's  right  was  not  to  operate  its  telephone 
system  in  Aurora  free  from  any  interference  whatever,  but  so  as 
to  be  free  from  unreasonable  or  unnecessary  interference ;  or,  in 
other  words,  such  interference  as  would  prevent  the  practical 
operation  of  its  telephone  system.  After  a  careful  examination 
of  all  the  evidence,  we  are  of  the  opinion  that  the  construction  of 
its  poles  and  wires  in  the  streets  of  Aurora  for  telephone  purposes 
by  the  appellee  has  not  been  an  unnecessary  and  unreasonable  in- 
terference with  the  appellant's  rights.  Most  of  the  dangers  com- 
plained of  by  appellant  are  such  as  are  necessarily  incident  to 
overhead  construction  which  takes  place  when  more  than  one  tele- 
phone system  occupy  the  streets  of  a  city.  Appellant  has  not 
shown  that  there  has  been  any  serious  injury  inflicted  upon  it  by 
the  appellee.  The  injuries  of  which  it  complains  are  problematic 
in  character,  and  the  dangers  which  it  fears  are  remote  and  im- 
probable. It  is  well  settled  that  a  court  of  chancery  will  not  grant 
an  injunction  to  allay  the  fears  and  apprehensions  of  individuals, 
and  will  only  grant  protection  against  acts  which  are  not  only 
threatened,  but  will  in  all  probability  be  committed  to  the  injury 
of  the  petitioner  or  complainant.    16  Am.  &  Eng.  Ency.  Law  (2d 
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Minneapolis.  The  cause  was  tried  to  the  court,  who,  upon  findings 
of  fact,  held,  as  a  conclusion  of  law,  that  the  construction  by  de- 
fendant of  its  poles  and  wires  under  the  wires  of  the  plaintiff  com- 
pany as  then  maintained  by  the  latter  at  the  same  places  was  an  im- 
pairment of  its  rights,  also  that  the  defendant's  use  of  a  certain 
alley  was  improper,  and  ordered  an  injunction  to  restrain  defend- 
cnt  from  the  continuance  thereof.  There  was  an  extended  presen- 
tation of  the  evidence,  which  is  embraced  in  a  settled  "case,"  but  it 
was  conceded  here  that  the  findings  of  fact  were  sustained  by  the 
evidence.  It  is,  therefore,  only  necessary  to  determine  whether 
the  conclusions  of  law  thereon  are  well  founded.  The  findings  of 
fact  are  quite  lengthy,  and  we  shall  only  attempt  to  condense  the 
results. 

In  1878,  the  plaintiff,  under  the  provisions  of  section  42,  ch.  34, 
(Jen.  St.  1878,  lawfully  established  its  telephone  system  in  the  city 
of  Minneapolis,  and  occupied  its  streets  with  lines  strung  upon 
cross-arms  placed  upon  poles  in  the  customary  manner.  Until  the 
commencement  of  this  action  it  has  continued  such  occupancy,  and 
extended  its  business  so  that  it  serves  many  thousand  subscribers  in 
the  city,  and  connects  its  exchanges  with  outside  cities  and  villages 
to  such  an  extent  that  in  the  aggregate  it  has  more  than  4,300  miles 
of  pole  lines  on  which  were  strung  222,000  miles  of  wire  within 
the  State.  In  the  construction  of  plaintiff's  lines  within  the  city, 
the  poles  vary  in  height  from  30  to  70  feet,  set  firmly  in  the  earth 
from  100  to  150  feet  apart.  At  the  upper  end  of  the  poles  were 
attached  cross-arms  from  6  to  12  feet  in  length  at  intervals  of  18 
inches  apart,  each  pole  carrying  from  2  to  12  of  these  cross-arms, 
on  which  were  the  wires.  The  erection  of  these  poles  and  wires 
was  authorized  by  the  city  under  an  ordinance  which  required 
previous  application  therefor  directly  to  the  city  engineer,  which 
ordinance  is  set  forth  and  considered  at  length  in  N.  W,  Tel.  Ex. 
Co.  V.  City  of  Minneapolis,  7  Am.  Electl.  Cas.168,  81  Minn.  140, 
83  K  W.  527,  86  N.  W.  69,  53  K  R.  A.  175.  In  1898  the  Twin 
City  Telephone  Company,  defendant,  incorporated,  and  obtained 
from  the  city  of  Minneapolis  the  right  to  use  its  streets  and  alleys 
for  the  purpose  of  erecting  its  poles  and  wires  therein.      It  so 
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placed  its  lines  that  in  many  instances  at  street  crossings  they  in- 
tersected at  right  angles  the  lines  of  plaintiff  immediately  there- 
nnder,  of  which  rights  and  location  defendant  had  ample  notice. 
The  relation  of  the  poles,  cross-arms  and  wires  at  the  street  inter- 
sections referred  to  are  specifically  designated  by  the  court  in  its 
findings,  but,  in  view  of  the  conclusion  we  have  reached,  it  is  not 
necessary  to  refer  incidentally  to  the  distances  between  the  several 
cross-arms  and  wires  of  the  two  companies  as  they  are  respectively 
maintained.  It  was  found,  however,  that  in  repairing  the  plain- 
tiff's lines  and  in  adding  new  wires  thereto  the  presence  of  the 
intersecting  lines  as  maintained  by  the  defendant  rendered  it  mora 
dangerous,  difficult  and  expensive  for  the  plaintiff  to  add  to  or  re- 
place its  own  lines,  as  is  continually  necessary  in  the  conduct  of 
its  business,  to  its  injury,  which  is  impossible  to  estimate  in  dam- 
ages; that  in  the  use  of  the  plaintiff's  system  as  established  and 
conducted  in  the  city  during  the  past  ten  years,  the  demand  for 
its  services  renders  it  necessary  continually  to  increase  the  num- 
ber of  its  cross-arms  and  lines  in  the  localities  directly  affected, 
and  requires  it  at  the  present  time  to  add  many  new  cross-arms 
and  wires  below  those  actually  constructed  to  supply  the  necessary 
demands  of  the  public  service,  and  to  meet  such  requirements  the 
plaintiff  does  not  occupy  any  unreasonable  amount  of  space  for 
that  purpose ;  also  that  it  is  the  common  practice  and  usage  in  the 
construction  of  telephone  lines  and  wires  in  urban  localities,  when- 
ever one  line  passes  another  at  street  intersections,  for  the  party 
desiring  to  pursue  that  course  subsequent  to  the  location  and  use 
therein  by  a  prior  occupant,  to  be  constructed  above  the  lines  pre- 
viously established  and  maintained;  that  it  is  practicable,  and 
would  involve  but  slight  additional  expense,  for  the  defendant  to 
have  constructed  its  lines  by  the  use  of  higher  poles  at  the  points 
of  intersection,  and  thus  avoid  interference  with  any  part  of  the 
space  appropriated  by  the  plaintiff  for  its  proper  use,  and  that  it 
is  now  practicable  for  the  defendant  to  replace  its  poles  at  such 
places  with  higher  poles  in  such  a  way  that  it  will  not  interfere 
with  its  previous  use,  or  with  the  usual  or  necessary  extension  of 
its  business ;  that  such  a  course  had  actually  been  adopted  and  put 
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in  practice  at  many  places  in  the  city  by  the  plaintiff  itself  where 
it  was  required  to  cross  the  electric  lines  of  the  city  railway  as 
previously  maintained  by  that  company.  It  was  further  found 
that  in  certain  instances  the  defendant  had  placed  its  wires  in  such 
a  position  as  to  come  in  actual  contact  with  the  poles^  if  not  the 
wires^  of  the  plaintiff,  and  that  upon  one  alley  defendant  so  placed 
its  wires  as  to  pass  through  the  wires  of  the  plaintiff's  lines  where 
the  defendant's  poles  were  higher  than  those  of  plaintiff  in  such 
a  way  that  they  touched  and  directly  interfered  therewith. 

It  ought  not  to  be  and  is  not  the  purpose  of  this  court  to  adopt 
any  rule  that  will  give  to  a  telephone  company  a  monopoly  of 
aerial  space  in  the  maintenance  of  its  poles  and  wires  to  cut  off 
and  deny  competition,  and  we  are  not  inclined  at  this  time  to  pass 
upon  plaintiffs  claim  that  by  the  erection  of  its  poles  it  had  ac- 
quired a  right  to  all  the  space  between  the  lowest  cross-arms 
thereon  above  the  highways  which  can  be  utilized  for  the  erection 
and  maintenance  of  wires  without  reference  to  inmiediate  future 
necessity,  the  apparent  requirements  of  its  business,  or  the  obvious 
demands  of  the  public  service ;  but  upon  the  facts  as  found  by  the 
court  it  appears  that  the  erection  and  maintenance  of  its  poles 
and  wires  by  defendant  at  the  street  intersections  referred  to  are 
an  undoubted  interference  with  the  practical  conduct  of  its  busi- 
ness by  plaintiff  and  the  useful  and  necessary  enjoyment  of  its 
franchises,  which  ought  not  to  be  permitted.  We  cannot  agree 
with  the  claim  of  defendant  that  this  is  a  question  entirely  within 
the  purview  of  the  municipality,  and  not  a  subject  for  review  by 
the  courts.  Whatever  rights  the  plaintiff  has  acquired  by  per- 
vious occupancy  superior  to  those  of  defendant  are  valuable  and 
substantial,  and  by  the  strongest  sanctions  of  the  organic  law 
should  be  protected. 

There  is  nothing  really  new  in  the  claim  of  plaintiff,  for  it  rests 
upon  principles  that  have  always  existed,  and  must  always  exist, 
where  conflicts  arise  between  the  rights  of  those  engaged  in  the 
service  of  the  public,  or  between  private  persons ;  for  no  one  has 
a  right  to  use  his  own  to  the  detriment  of  another.  The  rightful 
occupancy  and  enjoyment  of  privileges  may  not  create  a  monop- 
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oly,  but  will  endow  the  user  with  benefits  which  he  has  a  right 
to  rely  upon,  and  to  that  extent  have  been  recognized  by  the 
courts.  As  between  two  corporations  exercising  similar  fran- 
chises upon  the  same  street,  priority,  though  it  does  not  create 
monopoly,  carries  superiority  of  rights,  and  equity  will  adjust  con- 
flicting interests,  as  far  as  possible,  controlling  them,  so  that  each 
company  may  exercise  its  own  franchise  as  fully  as  is  compatible 
with  the  necessary  rights  of  another's.  But,  where  interference 
is  unavoidable,  the  later  occupant  must  give  way.  Edison  Electric 
Light  &  Power  Co.  v.  Merchants^  &  Mfrs.'  Electric  Light,  Heat 
&  Power  Co.,  7  Am.  Electl.  Cas.  413,  200  Pa.  St  209,  49  Atl.  766, 
86  Am.  St  Rep.  712 ;  Paris  Elec,  L.  &  Ry.  Co.  v.  Southwestern 
Tel  £  Tel  Co.,  5  Am.  Electl.  Cas.  262,  (Tex.  Civ.  App.),  27 
S.  W.  902 ;  BeU  Tel  Co.  v.  BeUeville  Elec.  L.  Co.,  12  Ont  (Can.) 
571. 

While  it  is  probable  that  a  first  constructing  company  might 
desire  to  secure  rights  to  itself  that  would  create  a  monopoly  of 
^ce  by  erecting  its  poles  to  such  a  height  as  would  render  it  im- 
possible to  go  over  its  wires,  neither  the  evidence  nor  the  conclu- 
sions of  the  court  show  this  to  have  been  done  by  the  plaintiff,  and 
where  a  rivalry  exists  that  creates  such  a  situation  the  relative 
privileges  of  each  occupant  may  be  determined  by  statute  or  ordi- 
nance, and  this  seems  to  have  been  done  in  the  present  instance 
by  the  regulation  that  the  poles  and  wires  of  the  plaintiff  be  placed 
under  the  direction  and  approval  of  the  city  engineer;  but  the 
courts  must,  when  necessary,  so  control  the  actions,  and  the  rela- 
tive rights  of  the  parties  as  to  protect  each  in  the  enjoyment  of  its 
franchises,  recognizing,  however,  the  benefits  which  accrue  by 
reason  of  the  prior  occupancy. 

In  the  disposition  of  this  action  we  do  not  go  further  than  to 
hold  that  to  the  extent  of  the  use  of  its  pole  lines  and  wires  at  the 
street  intersections,  and  in  the  alley  referred  to,  there  was  an  im- 
pairment of  plaintiff's  rights  which  justified  its  interference. 

Order  affirmed. 
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Louisville  Home  Telephone  Co.  v.  Cumberland  Telephone 

&  Telegraph  Co. 

17.  8.  Circuit  Court  of  Appeals,  Sixth  Circuit, 

1.  Pbiob  occupanct;  bights  not  exclusive. — ^Prior  occupancy  of  a  certain 

space  in  streets  by  a  telephone  company  under  a  franchise  granted  by  a 
statute  or  ordinance  entitles  it  to  the  continued  enjoyment  thereof  without 
substantial  impairment.  But  its  right  is  not  exclusive.  Its  privilege 
must  be  exercised  so  as  to  give  room  to  another  company  coming  in 
under  a  power  expressly  reserved  to  the  municipality. 

2.  Rights  under  subsequent  franchise. — ^The  company  subsequently  granted 

a  franchise  may  construct  its  system  of  wires  above  those  of  the  prior 
company.  Mere  inconvenience  because  of  such  an  arrangement  will  not 
afford  ground  of  complaint.  The  injury  thereby  occasioned  must  be 
grave  and  unwarranted. 

3.  Municipal  oontrol. —  The   municipality  may,  within  reasonable  bounds, 

designate  in  what  manner  the  public  interests  require  public  services  to 
be  rendered,  to  the  extent  at  least  of  determining  in  what  part  of  a  atroei 
the  facilities  shall  be  located. 

Appeal  from  U.  S.  Circuit  Court  for  the  Western  District  of 
Kentucky.     Reported  111  Fed.  663;  decided  November  6,  1901. 

This  is  an  appeal  from  an  order  of  the  circuit  court  granting  a  preliminary 
injunction  in  a  suit  in  equity  brought  by  the  Cumberland  Telephone  &  Tele- 
graph Company  against  the  Lewisville  Home  Telephone  Company  for  the  pur^ 
pose  of  restraining  the  latter  company  from  erecting  or  maintaining  tele- 
phone poles  and  wires  along  the  south  side  of  Park  avenue  and  the  north 
side  of  Hill  street,  in  the  city  of  Louisville,  within  the  limits  of  the  space 
occupied  by  the  complainant.  110  Fed.  593.  The  bill  alleged  that  the  com- 
plainant (who  is  here  the  appellee)  was  a  consolidated  company,  the  con- 
stituents of  which  were  the  Ohio  Valley  Telephone  Company,  a  local  com- 
pany at  Louisville,  and  another  company  bearing  the  same  name  as  that 
assumed  by  the  consolidated  company.  This  last-named  constituent  was 
doing  business  in  the  State  at  large  outside  of  the  city  of  Louisville.  The 
Ohio  Valley  Telephone  Company  was  incorporated  by  an  act  of  the  Legislature 
of  Kentucky  approved  April  3,  1886. 

On  the  17th  of  August  the  Common  Council  of  the  city  passed  an  ordinance 
authorizing  said  company  to  use  the  streets  of  the  city  for  the  erection  and 
maintenance  of  its  lines.  The  ordinance  contained  this  further  provision: 
**  Nothing  in  this  ordinance  shall  be  so  construed  as  to  give  to  the  said  tele- 
phone company,  its  successors  or  assigns,  any  exclusive  right  to  erect  poles, 
or  to  lay  underground  conduits,  pipes,  cables,  conductors,  or  wires,  in  the 
streets,  avenues,  alleys,  or  sidewalks  of  the  city  of  Louisville."    The  provisions 


SiMiLAs  Franchises  to  Several  Corporations.       109 

Loaisrille  Home  Telephone  Co.  v.  Cumberland  Telephone  &  Telegraph   Co. 


of  the  ordinance  were  accepted  by  the  company,  and  it  proceeded  to  construct, 
tnd  thereafter  maintain,  a  telephone  system  in  the  streets  of  Louisville  until 
June  27,  1900,  when  it  was  consolidated  under  the  constitution  and  laws  of 
Kentucky  with  the  Cumberland  Telephone  &  Telegraph  Company,  as  above 
stated.  Since  that  time  the  consolidated  company  has  continued  to  main- 
Uia  and  operate  the  telephone  system  in  the  city  under  the  power  granted 
to  the  Ohio  Valley  Telephone  Company  and  devolved  upon  the  consolidated 
eompany  by  operation  of  law.  Among  the  sets  of  lines  so  constructed  and 
opermted  was  one  on  the  south  side  of  Park  avenue,  extending  from  Sixth 
itreet  to  the  alley  between  Fifth  and  fourth  atreets,  and  another  on  the 
north  aide  of  Hill  street,  extending  from  Sixth  street  to  the  alley  between 
Fifth  and  Fourth  streets,  upon  each  of  which  lines  poles  and  croea-arma  had 
been  erected  and  numerous  wires  were  strung. 

Some  time  in  1900  the  Louisville  Home  Telephone  Company  waa  incor- 
porated under  the  laws  of  Delaware,  and  on  November  5th  of  that  year  the 
Common  Council  of  the  city  of  Louisville  passed  an  ordinance,  entitled  ''An 
ordinance  to  provide  for  the  sale  of  the  franchise  or  privilege  to  construct, 
establish,  maintain,  and  operate  a  telephone  system  in  the  city  of  Louisville," 
and  containing  the  following  provisions: 

'*  Section  1.  That  there  shall  be  sold  to  the  highest  and  best  bidder  for  a 
term  of  twenty  years  the  franchise  or  privilege  to  construct,  establish,  main- 
tain, and  to  operate  a  telephone  system  for  public  and  private  use  in  the  city 
of  Louisville,  including  the  necessary  conduits,  subways,  manholes,  wires, 
poles,  and  other  equipments,  and  also  the  rights  of  way  over,  along,  under, 
throng,  and  in  the  streets,  avenues,  alleys,  lanes,  parks,  squares,  bridges,  and 
other  public  places  in  said  city,  for  the  purpose  of  running  the  subways,  man- 
holes, poles,  wires,  and  other  equipments  necessary  to  construct,  establish, 
maintain,  and  operate  said  telephone  system  in  the  city  of  Louisville  in  ac- 
cordance with  the  conditions,  terms,  and  limitations  of  this  ordinance." 

**  Sec.  5.  That  any  person,  firm,  or  corporation  owning  or  exercising  such 
franchise  or  privilege  may  assign  or  transfer  the  same,  but  it  shall  not  be 
assigned  or  transferred,  directly  or  indirectly,  in  whole  or  in  part,  or  for  the 
benefit  of  the  owner  or  owners  of  any  competing  telephone  system  operating 
in  the  city  of  Louisville." 

'*  Sec.  6.  That  the  said  telephone  system  shall  be  located  and  constructed 
in  the  public  ways  and  places  in  the  city  of  Louisville  under  the  supervision 
of  the  board  of  public  works." 

••  Sec.  14.  That  the  franchise  or  privilege  herein  provided  for  shall  not  be 
construed  as  being  in  any  way  exclusive,  or  as  preventing  the  general  coun- 
cil of  the  city  of  Louisville  from  providing  for  the  sale  of  similar  franchises 
or  privileges  to  other  persons,  companies,  or  corporations." 

The  Home  Company  became  the  purchaser  at  the  sale  of  the  franchise  for 
the  price  of  $10,000.  Desiring  to  construct  lines,  each  of  several  squares  in 
length,  along  Park  avenue  and  Hill  street,  upon  some  portion  of  which  the 
other  company  had,  as  above  stated,  already  constructed  its  lines,  the  Home 
Company  made  application  to  the  board  of  public  works  to  locate  its  line 
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in  those  streets.  By  resolutions  of  the  board,  duly  passed,  the  Home  Com- 
pany was  permitted  to  construct  its  pole  routes  along  the  north  side  of  Hnl 
street  and  the  south  side  of  Park  avenue.  That  company  proceeded  to  erect 
its  poles  accordingly,  and  in  that  portion  of  those  streets  which  was  already 
occupied  by  the  other  company,  set  its  poles  in  the  same  line  with  those  of 
the  other  company  and  run  them  up  between  the  wires,  25  feet  higher  than 
those  of  the  other  company.  The  reasons  which  induced  the  location  of  the 
Home  Company's  poles  and  lines  on  the  same  route  with  that  of  the  other 
company  on  this  portion  of  the  streets  appear  to  have  been  mainly  these: 
The  only  feasible  place  for  setting  the  poles  is  by  the  side  of  the  street  «t 
the  curbstones.  On  the  south  side  of  Hill  street  that  place  was  already  occu- 
pied  by  the  poles  and  wires  of  an  electric  light  line,  which,  on  account  of  the 
greater  voltage  required  in  that  service,  rendered  the  proximity  of  telephone 
wires  not  only  dangerous  to  the  system  itself,  but  to  the  lives  of  those  em- 
ployed about  them.  On  the  south  side  of  Park  avenue  there  were  no  resi- 
dences. The  other  company  was  located  there,  and  for  a  distance  of  two  or 
three  poles  there  was  an  electric  light  line.  On  the  north  side  of  the  avenue 
there  were  no  electric  lines,  but  the  territory  north  of  the  street  was  filled  with 
residences,  and  fine  shade  trees  were  standing  by  the  side  of  the  street,  which 
would  have  to  be  mutilated  if  electric  wires  of  any  kind  were  strung  there. 
Other  reasons  are  suggested  for  the  determination  of  the  board  of  public 
works,  but  in  the  view  taken  of  the  case  by  the  court  here  it  is  not  necessary 
to  detail  them.  The  Home  Company  having  erected  its  poles  and  cross-arms 
for  the  wires,  the  Cumberland  Company  filed  this  bill,  alleging  that  by  reason 
of  the  prior  location  of  its  poles,  cross-arms,  and  wires,  which  covered  a  width 
of  8  feet,  it  was  entitled  to  retain  that  space  free  from  interruption;  that, 
although  the  Home  Company  proposed  to  carry  its  poles  25  feet  higher  than 
its  own,  and  string  its  wires  some  20  feet  or  so  higher  than  its  own,  such  con- 
struction would  be  injurious  to  its  rights,  for  the  reasons  that  by  the  breakage 
of  wires,  which  frequently  happens,  the  lines  above  would  fall  down  upon  its 
wires  and  disturb  its  operations;  that  the  poles  would  abrade  its  wires  and 
cables  and  destroy  their  insulation;  that  its  workmen  would  be  imperiled 
while  making  additions  or  repairs,  and  that  it  intended  to  extend  its  own 
lines  upward  and  would  require  the  space  above. 

Affidavits  were  filed  in  support  of  the  averments  of  the  bill,  and  upon  these 
(the  bill  and  affidavits)  the  motion  for  a  preliminary  injunction  was  brought 
on.  The  Home  Company  filed  affidavits  controverting  the  grounds  on  which 
substantial  injury  would  be  likely  to  result  to  the  complainant  from  the  in- 
tended construction,  offering  to  provide  means  for  insulating  complainant's 
wires  and  cables  from  the  structures  of  the  Home  Company,  and  averring 
that  it  had  tendered  the  choice  of  location  for  the  wires,  whether  above  of 
below,  to  the  complainant,  which  offer  had  been  rejected.  Upon  the  hearing, 
the  court  made  the  following  order,  granting  the  injunction  prayed:  *'In  con- 
sideration thereof  it  is  now  adjudged  and  decreed  that  until  the  further  order 
of  court  it  [defendant]  be,  and  it  is,  restrained  and  enjoined  from  erecting 
or  maintaining  any  poles  or  cross-arms,  or  stringing  any  wires  thereon,  any 
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of  which  shall  encroach  on  a  space  of  the  breadth  of  8  1-2  feet,  which  space 
is  the  line  of  telephone  poles  of  complainant  on  the  south  side  of  Park  avenue 
between  Sixth  street  and  the  first  alley  west  of  Fourth  street,  and  the  north 
ode  of  Hill  street  from  Sixth  street  west  [east?]  to  the  first  allej  west  of 
Fourth  street."    From  this  order  the  defendant  appeals. 

Helm  Bruce,  for  appellant. 

David  W.  Fairleigh,  for  appellee. 

Opinion  by  Sevebens,  Circuit  Judge: 

This  being  an  appeal  from  an  interlocutory  injunction,  we  are 
required,  in  making  our  determination,  to  recognize  the  rule, 
which  we  have  announced  and  applied  in  several  previous  cases, 
that  we  should  not  disturb  the  order  unless  the  lower  court  has 
manifestly  fallen  into  some  mistake  of  law  or  fact  material  to  its 
decision.      Garrett  v.  T.  H.  Garrett  &  Co.,  24  C.  C.  A.  173,  78 
Fed.  472 ;  Proctor  &  Gamble  Co,  v.  Globe  Refining  Co.,  34  C.  C. 
A.  405,  92  Fed.  357 ;  Thomas  G.  Plant  Co.  v.  May  Co.,  44  C.  C. 
A.  534,  105  Fed.  375,  379.     The  Circuit  Court  appears  to  have 
accepted  as  correct  the  contention  of  the  complainant  that,  by  its 
prior  occupation  of  the  space  which  it  occupied  by  erecting  its 
poles,  cross-arms  and  wires  over  a  width  of  eight  feet  and  at  the 
height  of  twenty-five  feet,  it  acquired  an  exclusive  right  to  occupy 
that  width  of  space  from  the  ground  upward  without  limitation, 
and  this  without  any  intrusion  by  another  party ;  for  the  order  must 
be  construed  by  reference  to  the  fact  that  the  intrusion  which  the 
defendant  was  charged  with  intending  to  make  when  the   in- 
junction was  moved  for  was  that  of  stringing  its  wires  above  and 
out  of  contact  with  the  structures  of  the  complainant.     In  this  the 
court  misconceived  the  nature  and  extent  of  the  rights  of  the  com- 
plainant     It  may  properly  be  conceded  that  its  prior  occupation 
of  space  under  the  franchise  granted  by  the  statute  and  ordinance 
would  entitle  it  to  the  continued  enjoyment  thereof,  so  long  as  it 
continued  to  perform  its  obligations,  without  substantial  impair- 
ment.     But  its  right  is  not  absolutely  exclusive.      It  is  subject 
to  such  incidents  as  result  from  the  exercise  of  the  rights  of  other 


112  American  Electbical  Cases.  [vol.  8 

Louisville  Home  Telephone  Co.  v.  Cumberland  Telephone  &  Telegraph  Co. 

parties  who  have  acquired  a  valid  franchise  of  similar  character. 
It  is  implied  in  such  grants  as  were  here  made  to  the  first  com- 
pany that  the  grant  is  subject  to  such  limitations  as  will  enable 
another  company  to  enjoy  a  like  franchise,  and  no  properly  ri^t 
is  invaded  by  the  adoption  of  such  measures  by  the  second  com- 
pany as  will  enable  it  to  exercise  its  privilege,  provided  there  is 
no  unreasonable  and  unnecessary  invasion  of  the  operations  of  the 
first  occupant.  For  the  property  right  of  the  first  is  not  to  a 
monopoly.  It  is  boimd  to  exercise  its  privilege  in  such  a  way 
as  to  give  room  to  another  coming  in  under  the  power  reserved. 
In  the  present  case  the  common  council  of  the  city  expressly  re- 
served the  authority  to  grant  to  others,  if  it  should  deem  it  for  the 
public  interest,  the  same  privileges  in  its  streets  as  it  granted  to 
the  complainant  Its  determination  that  it  was  expedient  to 
grant  the  Home  Company  the  same  privilege  it  had  granted  to 
the  Ohio  Valley  Company  cannot  be  gainsaid,  and  the  old  com- 
pany is  bound  to  recognize  the  newcomer  and  grant  all  reasonable 
accommodation.  Upon  principle  it  may  be  doubted  whether  the 
first  company  could  block  the  way  in  any  of  the  streets  so  as  to 
prevent  the  possible  exercise  of  the  power  reserved  to  the  common 
council. 

It  is  not  intended,  of  course,  to  say  that  the  first  occupant  may 
be  despoiled,  or  the  substance  of  its  right  appropriated.  But  this 
does  not  happen  from  merely  giving  place  to  a  rival  company, 
whose  presence  was  expressly  stipulated  for  by  the  contract,  nor, 
probably,  if  the  presence  of  the  new  party  was  the  result  of  the 
exercise  of  a  power  reserved  by  implication  in  such  a  grant  of 
privileges.  The  distinction  between  the  actual  invasion  of  the 
property  of  a  former  licensee  engaged  in  supplying  public  utilities 
and  those  incidental  consequences  which  result  from  the  authorized 
exercise  of  the  privileges  granted  to  a  subsequent  licensee  for 
similar  purposes  was  pointed  out  in  an  elaborate  opinion  by  Judge 
Bkown,  now  a  justice  of  the  Supreme  Court,  in  Cumberland  Tele- 
phone &  Telegraph  Co.  v.  United  Electric  Ry,  Co,  (C.  C),  3  Am. 
Elect).  Cas.  408,  42  Fed.  273,  12  L.  R.  A.  544,  where  the  author- 
ities arc  collated. 
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Mere  inconvenience  will  not  afford  ground  for  complaint.     The 
injury  must  be  grave  and  unwarranted  by  the  requirements  neces- 
sary to  such  further  exercise  of  the  municipal  authority  in  that 
direction  as  may  be  deemed  expedient      The  evidence  in  the 
record  leaves  no  doubt  whatever  in  our  minds  that  the  incon- 
veniences likely  to  be  suffered  by  the  Cumberland  Company  in 
consequence  of  the  proposed  construction  by  the  Home  Company 
are  comparatively  trivial.     The  affidavits  of  experts  and  practical 
men  show  that  the  practice  of  constructing  a  system  of  lines  by 
one  company  above  the  lines  of  another  is  very  common  in  many 
cities  which  are  enumerated,  esjifecially  where  both  are  telephone 
systems,  and  no  substantial  inconvenience  has  been  found  to  result. 
The  city  at  all  times  has  the  power  of  regulation.     It  may  not  be 
arbitrarily  exercised,  but  within  reasonable  bounds  the  city  au- 
thority may  rightfully  designate  in  what  manner  the  public  in- 
terests require  public  services  to  be  rendered,  to  the  extent,  at 
least,  of  determining  in  what  part  of  a  street  the  facilities  shall  be 
located,  and  presumptively  this  exercise  of  the  police  power  is 
valid.     Its  right  to  do  this  w^as  not  surrendered  by  the  city  when 
it  made  the  grant  of  the  franchise  to  the  Ohio  Valley  Company. 
The  power  in  this  instance  was  delegated  to  the  board  of  public 
^orb,  and  there  is  an  entire  lack  of  proof  that  the  board  acted 
arbitrarily,  or  without  due  regard  to  the  rights  acquired  by  the 
Cumberland  Company.      Com.  v.  City  of  Boston,  97  Mass.  555 ; 
Chicago,  St.  L.  &  N.  0.  R.  Co.  v.  Louisville  &  N,  R,  Co.  (Ky.), 
58  S.  W.  799 ;  Gay  v.  Telegraph  Co.,  1  Am.  Electl.  Cas.  427,  12 
ilo.  App.  485;  Michigan  Tel.  Co.  v.  City  of  Charlotte  (C.  C), 
7  Am.  Electl.  Cas.  52,  93  Fed.  11,  and  the  authorities  there  cited. 
Besides,  it  follows  from  the  conditions  we  have  noted  that  there 
was  no  grave  danger  to  be  apprehended  at  the  time  this  bill  was 
filed.      The  poles  of  the  Home  Company  had  been  already  erected 
and  the  cross-arms  put  on.      No  action  appears  to  have  been  taken 
until  after  this  was  done.      There  appears  no  such  impending 
danger  of  injury  to  the  complainant  from  the  stringing  and  main- 
tenance of  the  wires  pending  the  suit  as  would  justify  the  intcr- 
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parties  who  have  acquired  a  valid  franchise  of  similar  character. 
It  is  implied  in  such  grants  as  were  here  made  to  the  first  com- 
pany that  the  grant  is  subject  to  such  limitations  as  will  enable 
another  company  to  enjoy  a  like  franchise,  and  no  property  ri^t 
is  invaded  by  the  adoption  of  such  measures  by  the  second  com- 
pany as  will  enable  it  to  exercise  its  privilege,  provided  there  is 
no  unreasonable  and  unnecessary  invasion  of  the  operations  of  the 
first  occupant.  For  the  property  right  of  the  first  is  not  to  a 
monopoly.  It  is  bound  to  exercise  its  privilege  in  such  a  way 
as  to  give  room  to  another  coming  in  under  the  power  reserved. 
In  the  present  case  the  common  council  of  the  city  expressly  re- 
served the  authority  to  grant  to  others,  if  it  should  deem  it  for  the 
public  interest,  the  same  privileges  in  its  streets  as  it  granted  to 
the  complainant  Its  determination  that  it  was  expedient  to 
grant  the  Home  Company  the  same  privilege  it  had  granted  to 
the  Ohio  Valley  Company  cannot  be  gainsaid,  and  the  old  com- 
pany is  bound  to  recognize  the  newcomer  and  grant  all  reasonable 
accommodation.  Upon  principle  it  may  be  doubted  whether  the 
first  company  could  block  the  way  in  any  of  the  streets  so  as  to 
prevent  the  possible  exercise  of  the  power  reserved  to  the  common 
council. 

It  is  not  intended,  of  course,  to  say  that  the  first  occupant  may 
be  despoiled,  or  the  substance  of  its  right  appropriated.  But  this 
does  not  happen  from  merely  giving  place  to  a  rival  company, 
whose  presence  was  expressly  stipulated  for  by  the  contract,  nor, 
probably,  if  the  presence  of  the  new  party  was  the  result  of  the 
exercise  of  a  power  reserved  by  implication  in  such  a  grant  of 
privileges.  The  distinction  between  the  actual  invasion  of  the 
property  of  a  former  licensee  engaged  in  supplying  public  utilities 
and  those  incidental  consequences  which  result  from  the  authorized 
exercise  of  the  privileges  granted  to  a  subsequent  licensee  for 
similar  purposes  was  pointed  out  in  an  elaborate  opinion  by  Judge 
Brown,  now  a  justice  of  the  Supreme  Court,  in  Cumberland  Tele- 
phone &  Telegraph  Co,  v.  United  Electric  Ry,  Co.  (C.  C),  3  Am. 
Electl.  Cas.  408,  42  Fed.  273,  12  L.  R.  A.  544,  where  the  author- 
ities nro  collated. 


Snrn.AB.  Franchises  to  Severax  Corporations.       113 

Lonisrille  Home  Telephone  Co.  y.  Cumberland  Telephone  &  Telegraph  Co. 

Mere  inconvenience  will  not  afford  ground  for  complaint.     The 
injury  must  be  grave  and  unwarranted  by  the  requirements  neces- 
sary to  such  further  exercise  of  the  municipal  authority  in  that 
direction  as  may  be  deemed  expedient      The  evidence  in  the 
record  leaves  no  doubt  whatever  in  our  minds  that  the  incon- 
veniences likely  to  be  suffered  by  the  Cumberland  Company  in 
consequence  of  the  proposed  construction  by  the  Home  Company 
are  comparatively  trivial.     The  affidavits  of  experts  and  practical 
men  show  that  the  practice  of  constructing  a  system  of  lines  by 
one  company  above  the  lines  of  another  is  very  common  in  many 
cities  which  are  enumerated,  esj^cially  where  both  are  telephone 
systems,  and  no  substantial  inconvenience  has  been  found  to  result. 
The  city  at  all  times  has  the  power  of  regulation.     It  may  not  be 
arbitrarily  exercised,  but  within  reasonable  bounds  the  city  au- 
thority may  rightfully  designate  in  what  manner  the  public  in- 
terests require  public  services  to  be  rendered,  to  the  extent,  at 
least,  of  determining  in  what  part  of  a  street  the  facilities  shall  be 
located,  and  presumptively  this  exercise  of  the  police  power  is 
valid.      Its  right  to  do  this  was  not  surrendered  by  the  city  when 
it  made  the  grant  of  the  franchise  to  the  Ohio  Valley  Company. 
The  power  in  this  instance  was  delegated  to  the  board  of  public 
works,  and  there  is  an  entire  lack  of  proof  that  the  board  acted 
arbitrarily,  or  without  due  regard  to  the  rights  acquired  by  the 
Cumberland  Company.      Com.  v.  City  of  Boston,  97  Mass.  555; 
Chicago,  St.  L.  <&  N.  0.  R.  Co,  v.  Louisville  &  N,  R.  Co,  (Ky.), 
5S  S.  W.  799 ;  Qay  v.  Telegraph  Co,,  1  Am.  Electl  Cas.  427,  12 
Mo.  App.  485;  Michigan  Tel,  Co.  v.  City  of  Charlotte  (C.  C), 
7  Am.  Electl.  Cas.  52,  93  Fed.  11,  and  the  authorities  there  cited. 
Besides,  it  follows  from  the  conditions  we  have  noted  that  there 
was  no  grave  danger  to  be  apprehended  at  the  time  this  bill  was 
filed.      The  poles  of  the  Home  Company  had  been  already  erected 
and  the  cross-arms  put  on.      No  action  appears  to  have  been  taken 
until  after  this  was  done.       There  appears  no  such  impending 
danger  of  injury  to  the  complainant  from  the  stringing  and  main- 
tenance of  the  wires  pending  the  suit  as  would  justify  the  inter- 
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the  whole  question.  A  case  had  formerly  arisen  between  these  same  parties 
(3  Am.  Electl.  Cas.  408,  42  Fed.  273)  whereby  the  telephone  company  sought 
an  injunction  to  restrain  the  railway  company  from  interference  with  its 
lines,  but  the  injunction  was  refused.  An  interesting  English  case  (National 
Teleph.  Co,  v,  Baker^  L.  R.  2  Ch.  Diy.  186),  pertaining  to  the  question  is 
reported  in  full  in  4  Am.  Electl.  Cas.  320. 

Interference  between  eleetrio  light  and  telephone  wires* — A  tele- 
phone company  having  a  franchise  to  occupy  streets  in  the  manner  it  was 
doing,  superior  in  point  of  time  to  that  of  an  electric  light  company,  is  en- 
titled to  an  injunction  restraining  the  latter  from  stringing  its  wires  in  such 
proximity  to  those  of  the  telephone  company  as  to  impair  the  efficiency  of  its 
service.  Paris  Elect.  L,  d  Ry,  Co.  v.  Bouth  Weatem  Teleg.  d  Teleph.  Co.,  5 
Am.  Electl.  Cas.  262  (Tex.  Civ.  App.  1894).  And  see  Weatem  Union  Tel.  Co. 
V.  Loa  Angelea  Elect.  Co.,  6  Am.  Electl.  Cas.  202  (U.  S.  Circ.  Ct  Cal.  8.  D.) 

As  between  two  eleetrio  light  oompaniee,  each  having  permission  to 
use  the  streets,  and  each  furnishing  commercial  and  domestic  lights  to  citi- 
zens, but  one  only  having  a  contract  with  the  city  to  light  its  streets  and  pub- 
lic places,  the  company  having  such  contract,  though  later  in  occupation  of 
the  streets,  has  the  paramount  right,  and  when  the  poles  and  electrical  ap- 
pliances of  the  two  companies  interfere,  the  company  doing  only  private  light* 
ing  must  yield.  Terre  Haute  Elect.  L.  d  P,  Co.  v,  Citizena*  L,  d  P.  Co.  (Ind. 
Super.  Ct.)  6  Am.  Electl.  Cas.  193. 


C!oSPORAT£  MOBTGAQES.  117 

American  Loan  &  Trust  Co.  y.  General  Electric  Co. 


CORPORATE  MORTGAGES. 


American  Loan  &  Tbust  Co.  v.  General  Elbctbic  Co. 

Mew  Hampshire;  Supreme  Court, 

FOWEB  OF  ELECTRIC  LIGHT  COMPACT  TO  MOBTGAGE  ITS  FBANCHISES. — ^An  elec- 
tric light  and  power  company  organized  under  a  general  statute,  having 
a  franchise  from  a. city  for  the  use  of  its  streets  for  constructing  and 
erecting  wires  and  poles,  may  mortgage  its  property  and  secondary  fran- 
chises without  the  assent  of  the  Legislature,  notwithstanding  the  fact 
that  it  is  a  quasi  public  corporation. 

Bill  in  equity  by  the  American  Loan  &  Trust  Co.  to  restrain 
the  Greneral  Electric  Co.,  a  judgment  creditor  of  the  Concord 
Electric  Co.,  from  completing  a  levy  on  property  of  the  latter 
company  mortgaged  to  the  trust  company.  Case  dismissed.  Re- 
ported 71  X.  H.  192,  51  Atl.  660;  decided  July  5,  1901. 

Streeier  &  Hollis,  for  plaintiff. 

Johnson,  Clapp  £  Underwood,  for  defendant. 

Opinion  by  Chase,  J. : 

The  power  of  private  corporations  generally  to  secure  the  pay- 
ment of  their  debts  by  a  mortgage  of  their  property  is  not  denied ; 
but  it  is  alleged  that  the  Concord  Electric  Company  is  a  quasi 
public  corporation,  and,  being  such,  cannot  mortgage  or  otherwise 
alienate  its  franchises  and  the  property  required  for  the  perform- 
ance of  its  public  duties  without  the  assent  of  the  Legislature. 
According  to  the  weight  of  authority,  measured  by  the  number  of 
the  cases,  qtmsi  public  corporations  have  this  disability.  4  Thomp. 
Corp.  sees.  5352,  5355,  and  authorities  cited.  Whether  the  rea- 
sons upon  which  the  doctrine  rests  are  suflBcient  to  support  it  has 
been  seriously  questioned.  3  Cook  Corp.  1782a ;  Miller  v.  Rail- 
road  Co.,  36  Vt.  452 ;  Shepley  v.  Railroad  Co.  55  Me.  395,  407 ; 
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Kennebec  &  P.  R.  Co.  v.  Portland  &  K.  R.  Co.,  59  Me.  9 ;  Hunt 
V.  Gaslight  Co.,  95  Tenn.  136,  31  S.  W.  10Q6.  The  doctrine  has 
been  approved  in  this  State  in  respect  to  railroad  corporations. 
Pierce  v.  Emery,  32  N.  H.  504;  Richards  v.  Merrimack  &  C. 
R.  R.,  44  N.  H.  127;  State  v.  Hayes,  61  N.  H.  264,  324. 
Whether  the  secondary  franchises  of  a  quasi  public  corporation — 
the  franchises  other  than  that  of  being  a  corporation — and  the 
property  required  for  the  fulfilment  of  the  public  purposes  of  the 
corporation  may  be  mortgaged  depends  upon  the  terms  upon  which 
the  franchises  are  granted,  **  or,  in  the  absence  of  anything  special 
in  the  grant  itself,  upon  the  intention  of  the  Legislature,  to  be 
deduced  from  the  general  purposes  it  had  in  view,  the  means  it 
intended  to  have  employed  to  execute  those  purposes,  and  the 
course  of  legislation  on  the  same  or  similar  subjects ;  or,  as  it  is 
sometimes  compendiously  expressed,  upon  the  public  policy  of 
the  State."  Hall  v.  Railroad  Co.,  Fed.  Cas.  No.  5,948.  The 
Concord  Electric  Company  was  formed  under  the  general  law  of 
the  State.  This  provides  that  any  five  or  more  persons  of  lawful 
age  may  associate  together  by  articles  of  agreement  to  form  a 
corporation  for  certain  specified  purposes,  and  for  "  the  carrying 
on  of  any  la\vful  business  except  banking,  life  insurance,  the 
making  of  contracts  for  the  payment  of  money  at  a  fixed  date  or 
upon  the  happening  of  some  contingency,  and  the  construction  and 
maintenance  of  railroads."  Pub.  St.  ch.  147,  sec.  1.  When 
the  articles  are  recorded  as  required,  and  the  charter  fee,  if  any, 
is  paid,  the  signers  become  a  corporation,  ^*  and  such  corporation, 
its  officers  and  stockholders,  shall  have  all  the  rights  and  powers, 
and  be  subject  to  all  the  duties  and  liabilities  of  other  similar 
corporations,  their  officers  and  stockholders,  except  so  far  as  the 
same  are  limited  or  enlarged  by  this  chapter."  Id.,  sec.  4. 
Among  the  powers  expressly  granted  to  such  corporations  is  the 
power  to  make  "  contracts  necessary  and  proper  for  the  trans- 
action of  their  authorized  business,"  and  to  **  purchase,  hold  and 
convey  real  and  personal  estate  necessary  and  proper  "  for  such 
purpose,  not  exceeding  the  amount  authorized  by  their  charter  or 
by  statute.      Id.,  ch.  148,  sees.  8,  9.      One  reason  that  has  been 
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assigned  for  the  non-vendibility  of  a  quasi  public  corporation's 
franchises  and  property  without  the  special  assent  of  the  Legis- 
lature is  that  the  State,  in  granting  the  corporate  powers,  relies 
more  or  less  upon  the  ability  and  character  of  the  persons  to  whom 
the  grant  was  made  for  accomplishing  the  public  purposes  in  view. 
If  this  is  a  sound  reason  in  any  case  {Miller  v.  Railroad  Co.,  36 
Vt  452,  492;  ShepUy  v.  Railroad  Co.,  55  Me.   395,  407;  4 
Thomp.  Corp.,  sec.  5352),  it  certainly  is  not  in  the  case  of  a  cor- 
poration formed  under  the  general  law  of  this  State.      The  State 
has  no  part  in  determining  who  the  members  of  the  corporation 
shall  be,  other  than  that  they  shall  be  of  lawful  age.      Any  five 
persons  of  lawful  age  may  become  a  corporation  by  force  of  their 
own  acts  in  making  the  agreement,  causing  it  to  be  recorded,  and 
paying  the  required  charter  fee.     After  the  corporation  is  organ- 
ised, and  its  capital  stock  is  paid  in,  the  stockholders  are  liable 
to  constant  change  by  transfers  of  stock  in  various  ways.      The 
grant  of  corporate  powers  under  these  circumstances  is  not  in  any 
sense  a  personal  trust.      ThreadgUl  v.  Pumphrey,  87  Tex.  573, 
578,  30  S.  W.  356.      The  only  special  privilege  which  the  Con- 
cord Electric  Company  acquired  by  its  incorporation  was  the 
right  to  be  a  corporation.     The  power  of  eminent  domain  was  not 
delegated  to  it,  it  was  not  exempted  from  taxation,  nor  was  it 
granted  a  monopoly  of  furnishing  electric  lights  to  the  city  and 
its  inhabitants.      It  was  granted  no  other  or  greater  power  in  re- 
spect to  its  proposed  business  than  a  natural  person  would  have 
in  the  prosecution  of  the  same  business.      It  acquired  the  right  to 
construct  lines  of  wire  in  highways  of  the  city  not  by  virtue  of 
its  incorporation,  but  by  virtue  of  licenses  granted  by  the  mayor 
and  aldermen.      The  statute  provides  that  "  telegraph,  telephone, 
electric  light  and  electric  power  poles  may  be  erected  and  main- 
tained in  any  public  highway,  and  the  necessary  wires  may  be 
strung  on  such  poles  or  placed  beneath  the  surface  of  such  highway 
by  any  person  or  corporation  as  provided  in  this  chapter,  and  not 
otherwise."      Pub.  St.  ch.  81,  sec.  1.      It  further  provides  that 
the  selectmen,  or,  in  case  of  a  city,  the  mayor  and  aldermen  (Id. 
ch.  48,  sec.  14),  upon  petition  of  any  person  or  corporation,  may 
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locate  the  routes  of  lines  of  wire  and  grant  licenses  therefor  for 
such  a  period  of  time  as  they  deem  expedient,  may  change  the 
terms  and  conditions  of  the  licenses  from  time  to  time,  and  may 
revoke  the  same  whenever  the  public  good  requires.  If  a  person 
is  damaged  in  his  estate  by  a  license  or  any  act  done  under  it,  he 
may  have  his  damages  assessed  by  the  selectmen.  Appeals  from 
the  decisions  of  selectment  to  the  Superior  Court  are  allowed  in 
certain  cases.  Id.  ch.  81,  sees.  2-9.  These  provisions  were  de- 
signed to  regulate  and  control  the  use  made  of  highways  for  such 
purposes,  so  that  such  use  will  not  unduly  interfere  with  the  other 
public  uses  to  which  the  highways  are  dedicated.  A  license  under 
these  provisions  is  not  a  grant  of  a  franchise,  but  a  mere  permis- 
sion to  use  highways,  subject  to  limitations  and  constant  control 
and  regulation  by  public  oflBcers.  People  v.  Gaslight  Co.,  38 
Mich.  154,  155;  Commercial  Electric  Light  Co.  v.  City  of 
Tacoma,  17  Wash.  661,  672,  50  Pac.  592.  So  far  as  the  opera- 
tion of  the  provisions  is  concerned,  it  does  not  matter  who  the 
licensee  may  be  for  the  time  being.  If  a  license  was  granted  to 
the  Concord  Land  &  Water  Power  Company,  and  the  Concord 
Electric  Company,  as  the  vendee  of  the  property,  rights  and 
franchises  of  that  company,  is  now  operating  the  electric  light 
plant,  its  use  of  the  highways  may  be  regulated  and  controlled 
under  these  provisions,  the  same  as  if  there  had  been  no  change 
in  the  ownership  of  the  plant.  If  the  transfer  of  the  property 
had  the  effect  to  revoke  the  license,  the  statute  provides  a  way  for 
obtaining  a  renewal.     Id.  ch.  81,  sec.  18. 

The  statute  furtlier  provides  that  "  all  telegraph,  telephone  and 
electric  light  companies  serving  parties  for  hire  shall  be  deemed 
to  be  public,  and  shall  reasonably  acconmiodate  persons  wishing 
to  enjoy  their  facilities  without  discrimination  and  at  reasonable 
rates."  Pub.  St.  ch.  81,  sec.  13.  In  the  original  act,  of  which 
chapter  81  of  the  public  statutes  is  a  revision,  the  corresponding 
pro\nsion  relating  to  electric  light  companies  reads  as  follows: 
The  "  proprietors  of  any  electric  lighting  apparatus  or  lines  shall 
furnish  the  means  of  lighting  by  such  electric  light  to  all  persons 
within  reach  thereof  and  applying  therefor  upon  similar  terms 
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and  conditions  without  discrimination  and  at  reasonable  rates." 
Laws  1881,  ch.  54,  sec  12.  The  words  "  electric  light  com- 
panies "  in  the  revised  section  were  evidently  intended  to  describe 
the  same  parties  as  the  words  "  proprietors  of  any  electric  lighting 
apparatus  or  lines  "  in  the  original  section,  and  to  include  natural 
persons  as  well  as  corporations.  This  provision  imposes  certain 
duties  in  behalf  of  the  public  upon  the  corporation  or  natural 
person  engaged  in  the  business  of  furnishing  electric  lights  for 
hire  and  making  use  of  highways  in  the  business.  By  virtue  of 
it,  and  also  in  consideration  of  the  license  to  make  use  of  high- 
ways, the  corporation  or  natural  person  assumes  an  obligation 
to  the  State  to  carry  on  the  business  faithfully  and  impartially 
90  far  as  the  public  are  concerned.  While  the  obligation  is  per- 
sonal so  long  as  the  corporation  or  person  holds  the  property  used 
in  its  performance,  it  passes  with  the  property  to  a  vendee,  and 
must  be  assumed  by  the  latter.  The  Concord  Electric  Company 
is  under  the  same  obligation  to  furnish  electric  lighting  facilities 
to  the  public  at  reasonable  rates  and  without  discrimination  as 
was  the  Concord  Land  &  Water  Power  Company.  It  succeeded 
that  company  in  the  business  and  the  ownership  of  the  plant,  and 
the  statute  now  applies  to  it  the  same  as  it  formerly  did  to  the 
Water  Power  Company.  The  State  relies  for  a  fulfilment  of  the 
public  purposes  in  view,  not  upon  its  confidence  in  particular 
persons,  but  upon  statutory  provisions  defining  the  duties  of  per- 
sons engaged  in  the  business  and  regulating  their  conduct.  Al- 
though a  corporation  or  a  person  becomes  incapacitated  for  per- 
forming the  public  duties  and  obligations  pertaining  to  the  busi- 
ness by  disposing  of  the  property  and  franchises  used  in  it,  the 
public  purposes  are  not  thereby  defeated.  All  the  public  duties 
and  obligations  pertaining  to  the  business  follow  the  property  and 
franchises  into  the  possession  of  whomsoever  they  go,  and  attach 
to  their  owners  for  the  time  being.  Under  these  circumstances 
public  policy  does  not  require  that  such  corporations  should  be 
disabled  from  alienating  their  property  and  franchises. 

But  there  is  another  consideration  that  seems  conclusive.      A 
natural  person  may  engage  in  the  business  of  furnishing  electric 
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lights  for  hire,  and  acquire  all  the  privileges  and  be  subject  to  all 
the  duties  and  obligations  pertaining  to  the  business  as  provided 
in  the  statute.  There  can  be  no  doubt  that  a  person  so  engaged  is 
at  liberty  to  dispose  of  his  business  and  property  at  pleasure.  The 
fact  that  the  Legislature  have  placed  a  corporation  engaged  in  the 
business  of  electric  lighting  upon  the  same  footing  in  all  respects 
as  a  natural  person  shows  that  they  understood  and  intended  that 
a  corporation  of  this  kind  should  have  equal  freedom  as  to  the 
disposition  of  its  property  and  rights.  It  is  not  diflScult  to  see 
why  the  Legislature  adopted  this  course.  A  policy  that  would 
deprive  an  electric  light  corporation  of  the  power  of  selling  out  its 
business  and  property  when  it  becomes  financially  embarrassed,  or 
of  raising  money  to  carry  on  the  business  by  a  pledge  of  its  prop- 
erty and  franchises,  would  tend  to  defeat  the  fulfilment  of  its 
public  purposes.  A  corporation  so  hampered  might  be  worse' 
than  useless  to  its  stockholders  and  the  public.  It  might  not  be 
able  either  to  use  its  property  and  franchises,  or  to  transfer  them 
to  others  for  use.  "  It  is  said,  if  a  corporation  is  permitted  to  dis- 
pose of  its  franchises  and  of  its  property  essential  to  their  exer- 
cise, it  will  disable  itself  from  performing  its  obligations  to  the 
public.  It  might  seem  to  be  an  answer  in  point  that,  imless  it  is 
permitted  so  to  do,  it  will  never  have  any  ability  to  perform  those 
obligations."  Miller  v.  Railroad  Co.,  36  Vt.  452,  491.  Nor  is 
it  apparent  how  unsecured  creditors  of  a  corporation  could  avail 
themselves  of  the  property  and  franchises  to  pay  their  debts.  The 
policy  that  would  disable  the  corporation  from  pledging  its  prop- 
erty and  franchises  for  its  indebtedness  would  prevent  them  from 
being  taken  by  judgment  creditors  upon  a  levy.  4  Thomp.  Corp. 
sec.  5364;  6  Thomp.  Corp.  sec.  7853.  All  the  supposed  evils 
attending  the  substitution  of  another  person  or  corporation  for  the 
original  corporation  would  arise  if  the  property  and  franchises 
were  transferred  by  a  levy,  the  same  as  if  they  were  transferred 
by  the  foreclosure  of  a  mortgage  or  by  a  sale.  For  example,  how 
would  the  public  be  any  better  off  by  a  transfer  of  the  Bridge 
street  station  and  its  apparatus — property  that  is  indispensable 
to  the  business — to  the  Gteneral  Electric  Company  by  a  levy  than 
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it  would  be  by  a  transfer  to  other  persons  upon  a  foreclosure  of  the 
mortgage  to  the  American  Loan  &  Trust  Company?  The  right 
to  sell  or  pledge  property  is  one  of  the  principal  rights  pertaining 
to  ownersliip,  and  one  that  is  generally  essential  to  enable  the 
owner  to  use  the  property  in  business  successfully.  The  policy 
adopted  by  the  State,  so  far  as  electric  light  corporations  are  con- 
cemedy  allows  this  right  to  remain  unimpaired,  and  secures  the 
assurance  that  corporations  will  fulfill  their  public  duties  by  pro- 
viding for  a  regulation  of  their  use  of  the  property.  It  regards 
mortgages  of  the  property  and  franchises  of  such  corporations, 
made  to  secure  debts  incurred  in  their  authorized  business,  as  con- 
tracts or  conveyances  "  necessary  and  proper  for  the  transaction 
of  their  authorized  business,"  as  well  as  necessary  and  proper  for 
the  fulfilment  of  their  obligations  to  the  public. 

There  are  general  laws  which  expressly  authorize  railroad  cor- 
porations and  street  railway  corporations  to  incur  debts  and  secure 
their  payment  by  mortgages  of  their  property  and  franchises. 
Laws  1897,  ch.  71,  sec.  1;  Laws  1895,  ch.  27,  sees.  16,  17;  Laws 
1897,  ch.  74,  sec.  1.  During  the  past  ten  years  fourteen  electric 
light  companies  have  been  incorporated  in  this  State  by  special 
charters,  and  each  of  them  was  expressly  authorized  to  mortgage 
its  property  and  franchises.  Laws  1893,  chs.  201,  227,  273,  303 ; 
Laws  1897,  chs.  144,  172,  173,  184,  202,  203,  206 ;  Laws  1899, 
chs.  208,  218;  Laws  1901,  ch.  243.  Five  acts  have  been  passed 
authorizing  the  consolidation  of  electric  light  companies,  each  of 
which  expressly  gave  the  consolidated  corporation  like  authority. 
Laws  1897,  ch.  137;  Laws  1899,  ch.  164;  Laws  1901,  chs.  189, 
195,  276.  The  charters  of  three  corporations  previously  granted 
have  been  amended  by  introducing  into  them  authority  of  this 
kind.  Laws  1893,  chs.  177,  193,  301.  It  is  said  by  the  defend- 
ants upon  their  brief  that  of  ninety-eight  special  charters  granted 
by  the  Legislature  since  1887  to  gas,  electric  light,  electric  rail- 
way, water,  aqueduct,  telephone  and  telegraph  companies  eighty 
have  contained  authority  to  mortgage  the  corporation's  property 
or  property  and  franchises.  This  legislation  all  tends  very 
strongly  to  prove  the  existence  of  a  public  policy  in  this  State 
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which  allows  qitasi  public  corporations — even  railroad  corpora- 
tions— the  same  freedom  to  incur  debts  and  pledge  their  property 
and  franchises  therefor  that  is  possessed  by  other  corporations  and 
by  natural  persons.  Whatever  the  public  policy  may  be  in  respect 
to  other  corporations,  no  doubt  is  entertained  that  it  allows  electric 
light  and  power  corporations,  formed  under  the  general  laws,  and 
making  use  of  public  highways  for  stringing  wires  under  licenses 
granted  by  selectmen,  to  alienate  or  mortgage  their  property  and 
secondary  franchises.  Accordingly  it  is  held  that  the  Concord 
Electric  Company  has  power  to  mortgage  its  property  and  fran- 
chises. In  other  States  similar  views  have  been  taken  under 
similar  conditions.  City  of  Detroit  v.  Oaslight  Co.,  43  Mich. 
594,  5  N.  W.  1039 ;  Hunt  v.  Gaslight  Co.,  95  Tenn.  136,  31  S.  W. 
1006 ;  Tlays  v.  Coal  Co.,  29  Ohio  St.  330 ;  Evans  v.  Heating  Co., 
157  Mass.  37,  31  N.  E.  698. 

Case  discharged.     All  concurred. 
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Bazthb  SpbinoS;  City  of,  v.  Baxter  Spbinos  Light  &  P.  Co. 

Kansas;  Supreme  Court,  Div.  No.  2. 

1.  OBDiNAifCB  ACCEPTED  coNSTnTTTEB  CONTBACT. — ^An  Ordinance  of  a  city,  duly 

passed  and  published,  conferring  certain  privileges  and  imposing  certain 
duties  upon  an  electric  light  company,  which,  under  the  charter  of  the 
city,  it  had  power  to  confer,  the  terms  of  which  ordinance  were  accepted 
by  the  company  as  therein  provided,  constitutes  a  contract  between  the 
city  and  such  company,  binding  upon  both. 

2.  Pboof  of  accbptakce. — ^To  show  its  acceptance  of  the  terms  of  such  an 

ordinance,  the  company  may  introduce  a  written  receipt,  signed  by  the 
city  clerk,  that  a  written  acceptance  of  the  terms  thereof  had  been  left 
with  him;  the  ordinance  itself  providing  that  the  company  should  file 
with  the  city  clerk  of  the  city  a  written  acceptance  of  the  terms  thereof 
within  a  given  time. 

3.  Designation  of  numbeb  and  location   of  lamps. — ^An  ordinance  pro- 

vided that  the  company  should  furnish,  at  a  price  therein  named,  as 
many  lights  as  the  city  may  order,  to  be  located  where  it  should  order, 
within  certain  limits.  Held,  that  such  order  need  not  be  expressed  in  the 
form  of  an  ordinance,  although  the  charter  of  the  city  provides  that  it 
can  only  contract  by  ordinance;  the  mere  designation  of  number  and 
location  of  lamps  not  being  a  contract, 
i.  Excuse  fbom  payment. — An  infirmity  in  an  executory  contract  which 
might  be  taken  advantage  of  by  its  repudiation  before  execution  will  not 
avail  to  excuse  from  payment  for  benefits  received  thereunder  after  exe- 
cution.    This  rule  applies  to  a  municipality  as  well  as  to  an  individual. 

Error  by  defendant  from  judgment  for  plaintiff.      Reported 
64  Kan.  591,  68  Pae.  63;  decided  March  8,  1902. 

Tr.  R.  Cowley,  for  plaintiff  in  error. 

E,  M.  Trace  well  and  Blue  &  Glasse,  for  defendant  in  error. 

Opinion  by  Cunningham,  J. : 

This  was  an  action  by  the  Baxter  Springs  Light  &  Power  Com- 
pany against  the  city  of  Baxter  Springs  to  recover  for  electric 
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light  service  furnished  to  the  city  upon  its  streets.  After  the  issues 
were  joined,  the  case  was  referred  to  a  referee  to  make  findings 
of  fact  and  of  law.  This  he  did,  and  to  several  of  these  findings 
exceptions  were  taken  and  filed  on  the  part  of  the  city,  which 
exceptions  were  nearly  all  overruled  by  the  trial  court,  and  judg- 
ment rendered  for  the  company  and  against  the  city  on  the  find- 
ings of  the  referee.  The  errors  complained  of  arise  out  of  the 
overruling  of  these  exceptions.  They  will  be  considered  in  the 
order  in  which  they  were  presented.  The  facts  necessary  to  a 
proper  understanding  and  discussion  of  them  are  as  follows : 

On  December  20,  1888,  the  city  council  passed  ordinance  No. 
52,  by  which  the  company  was  authorized  to  erect,  operate  and 
maintain  a  system  of  electric  lights  in  said  city.  This  ordinance 
also  granted  to  it  the  right  to  use  sufficient  water  power  from  a 
dam  owned  by  the  city  across  Spring  river  for  the  purpose  of 
operating  such  light  and  power  plant.  The  sections  of  the  ordi- 
nance involved  in  this  discussion  are  as  follows : 

"Sec.  3.  That  in  consideration  of  the  benefits  to  be  derived  by  the  said  city 
of  Baxter  Springs  by  said  company  constructing  and  establishing  said  light 
and  power  plant,  the  said  city  of  Baxter  Springs  hereby  grants  to  the  said 
company  the  right  to  use  fifty  (50)  horse  power  to  operate  their  machinery, 
provided  there  shall  remain  from  the  wheels  now  in  and  running  at  the  dam, 
across  Spring  river,  owned  by  said  city,  that  amount  of  horse  power  over  and 
above  what  said  city  already  granted  to  Messrs.  Allen  Brothers,  and  Messrs. 
Willard  and  Morrison;  if  however,  said  wheels  are  found  to  be  insufficient  to 
furnish  said  power,  then  the  grantees  shall  have  the  right  to  place  a  water- 
wheel  in  the  west  pit  of  the  fore-bay  and  connect  the  same  with  the  main 
shaft  now  in.  It  being  agreed  that  said  city  assumes  no  liability  or  expense 
in  putting  in  or  maintaining  said  power;  and  in  case  it  becomes  necessary  at 
any  time,  to  repair  the  dam  or  any  part  thereof,  or  any  appurtenances 
thereto;  in  order  to  maintain  said  power  at  said  dam  in  running  order,  the 
said  grantees  agree  to  pay  for  said  repairs,  the  ratio  that  their  power  bears 
to  the  whole  of  motor  power  used  at  said  dam;  also  the  said  city  of  Baxter 
Springs  hereby  grants  to  said  company  the  right  to  erect  and  maintain  on 
their  ground  at  or  near  the  main  shaft  at  said  dam  such  buildings  and  make 
such  connections  as  may  be  necessary  to  operate  and  carry  on  said  light  and 
power  plant  with  the  right  of  way  to  and  from  said  ground." 

"Sec.  6.  In  further  consideration  of  the  rights  and  privileges  therein  granted 
said  grantees  agree  to  furnish  and  maintain  free  of  charge  lights  for  the  city 
hall,  to  be  located  and  adjusted  in  such  manner  as  shall  fully  light  said  hall 
for  all  kinds  of  entertainments  and  amusements,  whether  of  public  or  private 
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oitertainment,  conducted  by  said  city  or  private  individuals,  by  consent  or 
authority  of  sa|d  city,  and  council  chamber  during  the  continuance  of  this 
franchise,  said  city  to  be  at  the  expense  of  maintaining  and  keeping  in  order 
laid  lamps  after  they  have  been  placed  in  position;  also  said  grantee  is  to 
famish  said  city  as  many  incandescent  lights  as  said  city  may  order  to  be 
located  by  said  city  within  one  block  of  the  lines  of  said  wires  whenever  said 
dty  shall  notify  said  light  and  power  company  that  they  desire  the  same, 
laid  lights  to  be  put  up  and  maintained  during  the  existence  of  this  franchise 
and  whmever  so  ordered.  Said  city  hereby  agrees  to  pay  said  company,  its 
raccessors  or  assigns,  the  following  rates:  Lamps  of  16  candle-power,  $10.80 
etch  per  year;  lamps  of  20  candle-power,  $13.20  each  per  year;  lamps  of  32 
candle-power,  $15.60  each  per  year.  Payments  to  be  made  semi-annually  on 
the  first  day  of  February  and  August  of  each  year.' 


ft 


This  ordinance  was  to  go  into  effect  after  its  publication,  pro- 
vided the  company  within  five  days  after  its  passage  should  file 
with  the  clerk  of  the  city  its  written  acceptance  of  the  terms 
thereof.  The  plant  was  erected  and  put  in  operation,  so  that  by 
about  April  20,  1889,  it  was  ready  for  operation,  and  from  that 
time  until  the  last  of  the  year  1892  the  company  furnished  twenty- 
five  sixteen  candle  power  lights  for  the  lighting  of  the  streets,  and 
received  semiannual  payments  therefor  as  provided  by  section  6. 
There  then  arose  a  controversy  as  to  whether  the  company  was 
bound,  under  the  ordinance,  to  furnish  an  all-night  service,  or 
only  lights  until  12.30  a.  m.,  as  it  had  been  furnishing.  There 
was  no  adjustment  of  this  controversy  between  the  parties,  but 
the  company  continued  to  furnish  lights  as  it  had  theretofore  done, 
without  objection  on  the  part  of  the  city,  up  to  the  time  when 
this  action  was  brought  to  recover  compensation  therefor  under 
the  terms  of  the  ordinance.  The  principal  controversy  was  as  to 
whether  the  company  was  required  to  furnish  an  all-night  light, 
or  whether  it  was  only  required  to  furnish  lights  until  midnight. 

The  exceptions  filed  by  the  city  to  the  findings  of  fact  went  to 
the  admissibility  of  various  items  of  evidence  offered  by  the  com- 
pany. It  sought  to  establish  its  contract  with  the  city,  and  for 
this  purpose,  having  pleaded  ordinance  No.  52,  it  desired  to  show 
its  written  acceptance  thereof  as  provided  therein,  and,  to  do  this, 
introduced  the  following  paper :  "  Baxter  Springs,  Kansas. 
December  22nd,  1888.     Received  from  the  Baxter  Springs  Light 
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and  Power  Company  their  written  acceptance  of  the  terms  of  the 
electric  light  and  power  franchise  ordinance  passed  December 
20th,  1888.  E.  B.  Corse,  City  Clerk."  The  reception  of  this 
paper  by  the  referee  is  urged  as  error,  and  it  is  claimed  that  the 
written  acceptance  itself  should  have  been  introduced,  instead  of 
the  written  acknowledgment  of  its  receipt ;  that,  had  such  written 
acceptance  itself  been  introduced,  it  might  have  shown  some 
change  of  the  terms  of  the  proffered  contract  contained  in  the 
ordinance.  We  do  not  think  that  this  claim  is  well  founded. 
The  ordinance  itself  provided  that  it  might  be  accepted  by  the 
filing  with  the  clerk  of  a  writing  indicating  such  acceptance.  The 
receipt  of  the  clerk  was  at  least  prima  facie  evidence  that  said 
writing  had  been  filed  with  him;  that  the  company  had  done 
what  the  ordinance  required  it  to  do  to  indicate  that  it  had  ac- 
cepted the  provisions  of  the  same.  It  seems  to  be  agreed  that 
the  receipt  only  indicates  that  the  acceptance  had  been  received 
by  the  clerk,  not  filed.  Whether  filed  or  not,  makes  no  difference, 
The  company  could  not  file  it.  It  had  taken  the  written  accept 
ance  to  the  clerk,  the  officer  which  the  ordinance  indicated  was 
the  propor  one  with  which  to  deposit  the  same.  We  think  tliis 
evidence  sufficient  to  sustain  the  referee's  finding  that  the  com- 
pany had  accepted  the  tenns  of  the  ordinance,  and  that  out  of  such 
ordinance  and  its  acceptance  arose  a  contract 

The  referee  further  found  that  out  of  the  contract  thus  created 
grew  the  obligation  on  the  part  of  the  company  to  furnish  as  many 
incandescent  lights  as  the  city  should  order — such  lights  to  be 
placed  where  the  city  should  designate — for  which  it  was  to  pay 
the  company  at  the  rate  of  $10.80  per  year  for  each  sixteen  candle 
power  lamp,  to  be  paid  semiannually  on  the  1st  day  of  February 
and  August  in  each  year.  It  is  contended  that  this  finding  is  un- 
authorized bv  the  evidence,  for  the  reasons:  First,  That  in  the 
original  petition  filed  by  the  company  the  claim  was  made  that 
the  liability  grew  out  of  a  verbal  contract,  and  not  out  of  a  con- 
tract created  by  the  passage  of  the  ordinance  and  its  acceptance, 
as  set  out  in  a  subsequent  amended  one ;  and  it  is  insisted  bv  the 
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city  that,  inasmuch  as  the  claim  as  originally  made  was  that  the 
contract  was  a  verbal  one,  the  amended  petition  could  not  change 
that  issue.  There  is  no  merit  in  this  contention.  The  office  of 
an  amended  pleading  is  to  restate  matters  incorrectly  or  inad- 
Tertently  pleaded  at  first,  so  that  the  issues  between  the  parties 
may  be  accurately  stated,  to  the  end  that  their  rights  be  correctly 
ascertained.  Second.  It  is  further  contended  that,  because  sec- 
tion 6  does  not  specify  the  number  of  lights  which  were  to  be  fur- 
nished, no  contract  was  ever  made  for  the  furnishing  of  any, 
because  the  city  could  only  speak  as  to  the  matter  through  an  ordi- 
nance. The  records  of  the  city  council  show  that  on  April  23, 
18S8,  "  it  was  ordered  that  twenty-five  electric  lights  be  put  in  on 
the  streets,  to  be  located  by  the  committee  on  streets  and  alleys 
and  the  mayor."  It  is  further  shown  by  the  oral  evidence  that 
the  lights  were  put  in  in  accordance  with  the  directions  of  this 
committee  and  the  mayor,  but  it  is  claimed  that  inasmuch  as  there 
was  no  showing  made  that  this  committee  ever  reported  to  the  city 
council,  or  that  such  report  was  confirmed  and  ratified  by  the  city 
council  bv  ordinance  or  resolution,  no  contract  was  consummated 
for  the  putting  in  of  these  lights ;  and  many  authorities  are  cited 
in  support  of  the  proposition  that  contracts  can  only  be  entered 
into  in  the  formal  manner  indicated.  The  correctness  of  this 
proposition  we  do  not  question.  Its  application  to  this  case,  we 
do.  The  contract  was  and  is  contained  in  the  terms  of  the  ordi- 
nance, and  in  this  respect  it  was  to  furnish  as  many  incandescent 
liirht.s  as  the  city  should  order.  The  number  of  lights,  and  their 
l(X*ation  within  the  limits  prescribed  by  the  ordinance,  were  to 
de|K'nd  upon  the  order  of  the  city,  not  upon  fuither  negotiation. 
The  company  had  no  option  to  do  or  to  refuse  to  do.  The  num- 
ber to  be  put  in  was  not  a  matter  of  contract.  IN^othing  further 
was  required  than  the  order  of  the  city,  and  upon  this  order  the 
company  was  bound  to  put  them  in.  This  order  was  properly 
expressed  by  the  entry  made  upon  the  records. 

It  is  further  contended  that  the  power  to  locate  these  lights, 
being  a  power  to  contract,  must  be  exercised  by  the  council  itself, 
VOL.  vni — 9 
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and  could  not  be  delegated.  What  we  have  already  said  disposes 
of  this  contention. 

If  we,  however,  should  allow  the  correctness  of  the  city's  conten- 
tion that  no  written  acceptance  of  the  terms  of  the  ordinance  was 
ever  filed  as  provided  therein,  and  that  no  specific  contract  as  to 
the  number  of  lights  provided  thereby  was  shown,  still  we  might 
not  adopt  the  conclusion  that  the  light  company  could  not  recover 
for  the  want  of  a  contract,  because,  over  and  beyond  all  this^  it 
appears  without  question  that  the  light  company  had  proceeded 
to  erect  its  plant,  and  had  put  in  the  lights  as  required ;  had  fur- 
nished the  same  to  the  city,  in  its  city  hall  and  council  chamber 
and  upon  its  streets,  for  a  period  of  three  years,  without  objection 
or  complaint  in  any  manner  whatever;  and  had  carried  out  its 
part  of  the  contract.  This  all  being  so,  the  city  may  not  now 
question  the  regularity  of  this  contract.  A  contract  good  enough 
to  obtain  benefits  under  is  good  enough  to  warrant  a  recovery  of 
payment  for  such  benefits.  While  the  contract  remained  an 
executory  one,  the  city  might  require  its  acceptance  in  accordance 
with  its  terms ;  but,  when  it  has  been  executed  on  the  part  of  all 
concerned,  no  such  objection  can  be  entertained.  This  rule  of 
ordinary  morals  applies  as  strongly  to  a  municipality  as  to  an 
individual.  Waterworks  Co,  v.  City  of  Columbus,  48  Kan.  99, 
28  Pac.  1097 ;  Green's  Brice,  Ultra  Vires,  729,  note  "  a ;"  Aurora 
Water  Co.  v.  City  of  Aurora,  129  Mo.  584,  31  S.  W.  946. 

Again,  exceptions  were  taken  to  finding  8,  which  finding  is  that 
from  December  1,  1892,  to  June  5,  1895,  the  company  had  main- 
tained on  an  average  of  twenty-five  lamps  "  according  to  the  terms 
of  said  contract."  The  objection  to  this  finding  especially  is  that 
the  contract  required  the  maintaining  of  these  lights  for  an  all- 
night  service,  and  not  a  half-night  service,  as  was  done.  Con- 
siderable oral  evidence  was  introduced  before  the  referee  as  to 
what  the  understanding  of  the  parties  was  at  the  time  of  the  enact- 
ment of  the  ordinance  in  respect  to  this  matter.  It  will  be  ob- 
served that  the  ordinance  itself  is  silent  upon  this  subject.  It 
was  competent,  therefore,  to  offer  oral  evidence  to  show  the  inten- 
tion of  the  parties  relative  thereto ;  and  for  this  purpose  the  accept- 
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tnce  and  payment  on  the  part  of  the  city  for  such  one-half  night 
service  from  the  date  of  its  installation,  in  April,  1899,  to  Decem- 
ber 1,  1892,  was  introduced.  We  think  that  such  evidence  was 
entirely  competent  for  this  purpose.  Where  a  contract  is  am- 
biguous in  its  terms,  a  construction  given  to  it  by  the  parties 
thereto,  and  by  their  actions  thereunder,  is  competent  to  explain 
their  understanding  of  such  contract.  MamifacUirmg  Co,  v. 
Cruzan,  63  Kan.  411,  65  Pac.  647 ;  Beach,  Mod.  Cont.  sec.  721. 
As  the  referee  found  that  a  midnight  service  was  in  accordance 
with  the  contract,  and  as  this  was  found  upon  conflicting  evidence, 
and  as  the  finding  received  the  approval  of  the  trial  court,  we  may 
not  set  the  same  aside. 

As  a  part  of  its  defense,  the  city  pleaded  an  offset,  in  which  it 
alleged  that  it  had  been  at  a  great  expense  in  repairing  the  dam 
across  Spring  river,  from  which  the  light  company  had  obtained 
its  power  to  operate  this  plant,  and  claimed  that  the  company 
should  pay  one-half  of  such  expense.  This  calls  for  a  construc- 
tion of  section  3  of  the  ordinance  above  quoted.  The  claim  is 
made  on  the  part  of  the  city  that  by  that  section  the  company  was 
bound  to  contribute  to  the  maintenance  of  the  dam  in  any  event, 
while  the  company  claims  it  was  to  contribute  to  such  maintenance 
only  in  the  event  that  it  should  find  it  necessary  to  put  in  an  extra 
wheel  with  which  to  furnish  additional  power — ^in  short,  that  the 
dty  agreed  to  furnish  all  the  power  necessary,  without  any  charge 
to  the  company,  except  in  case  it  should  be  found  necessary  to  add 
to  the  power  already  in,  and  in  that  case  the  company  should  con- 
tribute its  share  to  the  maintenance  of  such  additional  power. 
The  language  of  the  section  is :  "  In  case  it  becomes  necessary  at 
any  time  to  repair  the  dam  or  any  part  thereof  or  any  appur- 
tenances thereto  in  order  to  maintain  said  power  at  said  dam  in 
nmning  order  said  grantee  (the  company)  agrees  to  pay  for  said 
repairs."  The  power  construction  is  not  as  clear  as  it  might  be, 
but,  applying  the  accepted  canons  of  construction,  which  are  that, 
where  reference  is  made  to  something  precedent,  the  last  item 
next  before  such  reference  must  be  held  to  be  intended,  we  con- 
clude that  "  said  power,"  in  the  above  quotation,  means  the  power 


132  American  Electbical  Oases.  [voLi.  8 

New  England  Teleph.  &  Teleg.  Co.  v.  Boston  Terminal  Ck>. 

obtained  by  the  placing  of  the  extra  wheel  in  the  fore-bay,  and  that 
the  company  was  not  liable  for  repairs  to  the  dam,  except  it  found 
it  necessary  to  place  such  additional  wheel.  This  was  tjie  con- 
struction given  by  the  referee  and  confirmed  by  the  court. 

Upon  the  whole  case,  we  find  that  the  ordinance,  by  the  actual 
fulfilment  of  its  terms,  constituted  the  contract  between  the  light 
company  and  the  city ;  that  there  was  no  error  in  the  findings  of 
the  referee  that  the  understanding  and  agreement  was  that  one- 
half  night  lights  should  be  provided,  instead  of  all-night  lights, 
and  that  the  company  was  not  bound  to  contribute  in  part  to  the 
expense  necessary  to  the  repair  of  the  dam. 

Some  objection  is  made  by  the  plaintiff  in  error  that  interest 
was  allowed  by  the  referee  upon  some  of  the  bills  of  the  light  com- 
pany, which  should  not  have  been  done.  This  is  probably  the 
case,  for  we  find  that  the  District  Court  corrected  the  finding  of 
the  referee  in  this  matter. 

Having  reviewed  the  entire  case,  we  find  no  error  in  the  judg- 
ment of  the  District  Court.  It  will,  therefore,  be  affirmed.  All 
the  justices  concurring. 
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Massachusetts ;  Supreme  Judicial  Court. 

1.  Control  of  streets. — While  public  streets  arc  under  the  control  of  local 

authorities  by  virtue  of  a  delegation  of  authority  by  the  Legislature, 
such  authority  may  be  resumed  at  any  time  by  the  Legislature. 

2.  Statutes  relative  to  tiie  construction  and  use  of  conduits. — Statutes 

relative  to  the  construction  and  regulation  of  conduits  in  public  streets 
do  not  convoy  private  rights  of  property  therein.  Owners  of  such  con- 
duits have  no  title  in  the  streets;  such  conduits  are  personal  property, 
removable  at  pleasure,  and  the  owners  thereof  are  not  entitled  to  dam- 
ages where  the  streets  occupied  by  them  are  taken  for  another  purpose. 

Petition  for  assessment  of  land  damages  under  St.  1896,  ch. 
516,  sec.  23.  Reported  182  Mass.  397,  65  N.  E.  835;  decided 
January  6,  1903. 
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Saml.  L.  Powers,  Francis  A.  Houston  and  Matt  B.  Jones,  for 
petitioners. 

8amL  Hoar  and  Woodward  Hudson,  for  respondent. 

Opinion  by  Knowlton,  C.  J. : 

These  are  petitions  for  an  assessment  of  land  damages  under 
St  1896,  ch.  516,  sec.  23.  Each  of  the  petitioners  is  a  corpora- 
tion established  under  the  laws  of  Massachusetts ;  the  first  for  the 
transmission  of  intelligence  by  electricity,  and  the  second  for  the 
purpose  of  manufacturing,  transmitting,  and  supplying  electricity 
for  lighting.  Each  had  conduits  and  wires  in  certain  streets 
of  the  city  of  Boston  when  these  streets  were  discontinued  and 
taken  for  a  terminal  station  under  St.  1896,  ch.  516.  They  were 
duly  notified,  and  had  ample  opportunity  to  remove  their  prop- 
erty in  the  streets,  so  far  as  it  was  capable  of  being  removed. 
The  wires  were  removed,  but  the  conduits  and  manholes  were  so 
constructed  that  they  could  not  be  taken  up  without  such  destruc- 
tion as  would  render  them  worthless.  The  petitioners  contend 
that  they  had  rights  of  property  in  the  streets,  for  which  they  are 
entitled  to  compensation.  Their  rights  were  acquired  under  cer- 
tain statutes  and  under  ordinances  of  the  citv  of  Boston,  which 
it  is  not  necessary  now  to  consider  particularly.  The  decisions 
in  these  cases  depend  chiefly  upon  general  principles  which  lie 
at  the  foundation  of  legislation  touching  public  streets  and  high- 
ways. 

In  this  commonwealth,  on  the  laying  out  and  construction  of  a 
highway  or  public  street,  the  fee  of  the  land  remains  in  the  land- 
owner, and  the  public  acquire  an  easement  in  the  street  for  travel. 
This  easement  is  held  to  include  every  kind  of  travel  and  com- 
munication for  the  movement  or  transportation  of  persons  or 
property  which  is  reasonable  and  proper  in  the  use  of  a  public 
street.  It  includes  the  use  of  all  kinds  of  vehicles  which  can  be 
introduced  with  a  reasonable  regard  for  the  safety  and  conveni- 
ence of  the  public,  and  every  reasonable  means  of  transportation, 
transmission  and  movement  beneath  the  surface  of  the  ground,  as 
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well  as  upon  or  above  it.  Accordingly  it  has  been  held  that  the 
public  easement  which  is  paid  for  in  assessing  damages  to  tha 
owner  includes  the  use  of  the  street  for  horse  cars  and  electric  cars, 
for  wires  of  telegraphy  telephone  and  electric  lighting  companies, 
and  for  water  pipes,  gas  pipes,  sewers  and  such  other  similar 
arrangements  for  communication  or  transportation  as  further  in- 
vention may  make  desirable.  Pierce  v.  Drew,  136  Mass.  75,  49 
Am.  Rep.  7 ;  Svhwrban  Light  &  Power  Co,  v.  Aldermen  of  Boston, 
3  Am.  Electl.  Cas.  80,  153  Mass.  200,  26  N.  E.  447,  10  L.  R  A. 
497;  Attorney 'General  v.  Railroad  Co.,  125  Mass.  515,  28  Am. 
Rep.  264;  Howe  v.  Railway  Co.,  167  Mass.  46,  44  N.  E.  386; 
Natick  Oaslight  Co,  v.  Inhabitants  of  Natick,  175  Mass.  246,  56 
X.  E.  292.  All  these  agencies  have  a  share  in  the  use  of  the 
streets  under  the  rights  of  the  public.  A  person  who  walks  or 
drives  through  a  public  street  does  it  as  one  of  the  public,  and 
not  in  the  exercise  of  a  private  right  of  way.  The  permanent 
construction  above  referred  to  are  permitted  because  they  are  used 
by  the  public,  or  a  part  of  the  public,  or  are  held  and  used  in 
private  ownership  for  the  benefit  of  the  public.  The  rights  in 
the  streets  which  are  so  exercised  or  enjoyed  are  not  private  rights 
of  property,  but  are  a  part  of  the  public  rights  which  are  shared 
in  common,  although  used  and  enjoyed  in  different  ways  by  the 
different  members  of  the  public  who  pass  through  a  street,  or 
whose  property  is  carried  through  it.  These  public  rights  are 
primarily  subject  to  the  regulation  and  control  of  the  Legislature, 
which  represents  the  public.  This  regulation  and  control  is 
usually  delegated  to  the  local  authorities  by  general  laws,  and 
sometimes  by  special  laws.  But  the  Legislature  remains  all  the 
time  the  supreme  authority  in  regard  to  all  public  rights  and  in- 
terests. The  authority  which  it  delegates,  it  may  at  any  time 
resume,  and  then  it  may  exercise  it  as  it  deems  best.  Wales  v. 
Stetson,  2  Mass.  143,  3  Am.  Dec.  39 ;  Spavlding  v.  Nourse,  143 
Mass.  490,  10  N.  E.  179 ;  Tinker  v.  Inhabitants  of  Russell,  14 
Pick,  279 ;  Union  Ry.  Co.  v.  Mayor,  etc.,  of  City  of  Cambridge, 
11  Allen,  287 ;  Railroad  Co.  v.  Wakefield,  103  Mass.  261 ;  Attor- 
ney-General V.  Boston,  142  Mass.  200-203,  7  N.  E.  722 ;  Brimmer 
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r.  City  of  Boston,  102  Mass.  19-22 ;  Stone  v.  City  of  Chaaiestown, 
114  Mass.  214-224;  HUl  v.  CUy  of  Boston,  122  Mass.  344,  23 
Am.  Rep.  332 ;  Attomey-Oeneral  v.  Power  Co.,  157  Mass.  86,  31 
N.  E.  482,  16  L.  R  A.  398 ;  Natick  Oaslight  Co.  v.  Inhabitants 
of  Natick,  175  Mass.  246,  66  N.  E.  292. 

All  the  statutes  and  ordinances  upon  which  the  petitioners  rely 
as  a  justification  for  their  action  in  constructing  conduits  in  the 
public  streets,  and  as  giving  them  rights  of  property  there,  are 
merely  provisions  for  the  regulation  of  the  different  public  rights 
in  the  streets.  None  of  them  purports  to  convey  private  rights 
of  property.  Most  of  them  expressly  state  the  limitations  upon 
the  authority  given,  and  make  the  petitioners  subject  to  possible 
future  proceedings  terminating  or  modifying  their  rights.  Pub. 
St  ch.  109,  sees.  1-3 ;  Id.  ch.  27,  sec.  47 ;  Id.  ch.  28,  sec.  4 ;  St. 
1883,  ch.  221;  St.  1889,  ch.  398;  St.  1894,  ch.  454;  Rev.  Ord. 
Boston  1885,  ch.  28,  sees.  25-32 ;  Rev.  Ord.  Boston  1890,  ch.  18, 
sees.  3,  6,  10  and  ch.  3,  sec.  21 ;  Rev.  Ord.  Boston  1892,  ch.  36, 
sees.  8,  14,  16  and  ch.  3,  sec.  21.  But  where  there  is  no  such 
express  provision  the  result  is  the  same.  Their  rights  in  con- 
nection with  the  rights  of  others  of  the  public  are  subject  to  rea- 
sonable regulation,  or  even  to  termination  at  any  time,  if  the 
supreme  authority,  acting  in  the  public  interest,  shall  so  deter- 
mine. It  follows  that  they  have  no  rights  of  property  in  the 
street,  and  their  constructions  that  were  built  therein  were  per- 
sonal property,  which  they  had  a  right  to  remove,  and  which  could 
not  be  subjects  for  the  assessment  of  damages  under  statutes  of 
this  kind.  Com.  v.  Lowell  Gaslight  Co.,  12  Allen,  75 ;  Dudley  v. 
Aqueduct  Corp.,  100  Mass.  183;  Natick  Oaslight  Co.  v.  Inhabir 
tants  of  Natick,  175  Mass.  246,  56  N.  E.  292 ;  Edmands  v.  City 
of  Boston,  108  Mass.  535;  Allen  v.  City  of  Boston,  137  Mass. 
319 ;  Williams  v.  Com.,  168  Mass.  364,  47  N.  E.  115.  See  St. 
1902,  ch.  342. 

Looking  at  the  cases  from  a  little  different  point  of  view,  these 
public  rights,  being  subject  to  the  control  of  the  Legislature,  were 
terminated  by  St.  1896,  ch.  516,  which  provided  for  the  discon- 
tinuance of  the  streets,  and  a  taking  by  the  respondent.      When 
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these  places  ceased  to  be  public  streets,  all  rights  of  the  public 
in  them  came  to  an  end,  and  they  became  subject  to  the  different 
kind  of  public  use  to  which,  they  were  appropriated  by  the  statute. 
It  is  a  familiar  rule  that  the  discontinuance  of  a  public  way 
terminates  the  right  of  travel  of  the  public  in  it,  and  leaves  it  for 
other  uses.  The  action  taken  by  the  respondent  first  worked  a 
discontinuance  of  the  streets,  and  then  appropriated  them  to  the 
public  use  for  a  terminal  station.  The  damages  to  be  assessed 
were  only  for  rights  of  property  in  the  real  estate  at  the  time 
of  the  taking.  As  the  petitioners  had  no  such  rights,  there  must 
be  in  the  first  case,  under  the  terms  of  the  report,  a  judgment  for 
the  respondent,  and  in  the  second  case  a  like  judgment  must  be 
aflSrmed. 
So  ordered. 


DtiLUTH,  City  of,  v.  Duluth  Teleph.  Oo. 

Minnesota;  Supreme  Court, 

1.  FBANCHISE   of   TEXEPHONE   company    not   BEVOKABLE;    BEMOVAL   of    WIBE8 

AND  POLES;  MUNICIPAL  CONTRACT. — The  Duluth  Telephone  Company  was 
organized  under  title  1,  ch.  34,  Gen.  St.  1878,  before  section  28,  eh.  34, 
Gren.  St.  1866,  was  amended  by  chapter  73,  G^en.  Laws  1881.  By  a  special 
act  approved  March  7,  1881,  the  exclusive  right  was  conferred  upon  the 
company  to  erect  its  poles  and  wires  upon  the  streets  of  the  city  for  the 
period  of  10  years,  which  right  was  extended  for  the  further  period  of 
10  years  by  a  special  act  approved  April  13,  1889.  Ck)mmcncing  in  1882 
under  the  authority  of  both  the  general  and  special  acts,  the  company 
constructed  its  telephone  system  within  the  city,  and  has  since  maintained 
and  continued  to  extend  the  same  therein.  The  time  granted  under  the 
special  acts  Jiaving  expired,  on  November  29,  1898,  under  the  provisions 
of  chapter  74,  Gen.  Laws  1893,  the  common  council  offered  to  sell  a 
franchise  to  construct  a  telephone  system  within  the  city  upon  certain 
conditions;  and,  defendant  having  refused  to  submit  a  bid,  the  franchise 
was  granted  to  another  company,  which  thereupon  constructed  a  tele- 
phone system,  which  it  has  since  maintained  and  operated.  On  February 
13,  1900,  the  city  council  passed  a  resolution  requiring  defendant  on  or 
before  April  1,  1900,  to  remove  its  poles  and  wires  from  the  streets, 
avenues,  and  alleys  of  the  city.    Upon  defendant's  refusal  to  comply  with 
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the  order,  the  city  commenced  an  action  to  enjoin  defendant  from  further 
extending  its  system,  and  to  compel  the  removal  of  the  poles  and  wires 
already  erected,    held: 

L  That  section  28,  Gea.  St.  1866,  as  amended  by  chapter  73,  Gen.  St  1881 
(section  2641,  Gen.  St.  1894),  authorized  defendant  to  enter  upon  the 
streets  and  alleys  of  the  city  and  erect  its  poles  and  wires  therein,  subject 
only  to  the  police  power  of  the  city  to  control  and  regulate  the  same. 

2.  The  company  having  established  its  plant  in  reliance  upon  the  provisions 
of  the  general  law  (section  2641,  Gen.  St.  1804),  such  action  on  its  part 
constituted  an  acceptance  ot  the  right  or  privilege  thus  granted,  and  its 
occupancy  of  the  streets  thus  acquired,  including  the  right  to  extend  its 
system  within  the  city  as  occasion  might  require,  became  fixed,  in  the 
nature  of  vested  rights,  which  cannot  be  revoked  by  the  city,  except 
within  the  exercise  of  its  police  power.  Norikweatem  Tel.  Exoh,  Co,  v. 
City  of  Minneapolis,  83  N.  W.  527,  86  N.  W.  60,  81  Minn.  140,  53  L.  R.  A. 
175. 

Appeal  by  plaintiff  from  judgment  for  defendant.  Beported 
84  Minn.  486,  87  N.  W.  1128;  decided  March  29,  1901. 

Oscar  Mitchell,  for  appellant. 

Billson,  Congdon  &  Dickinson,  for  respondent. 

Opinion  by  Lewis,  J. : 

The  plaintiff  municipality  was  organized  under  a  special  act  of 
the  Legislature  approved  March  2,  1887.  The  defendant  com- 
pany was  organized  under  title  1,  ch.  34,  Gen.  St.  1878,  and  its 
corporate  existence  began  February  15,  1881.  By  a  special  act 
approved  March  7,  1881,  the  exclusive  right  was  conferred  upon 
the  mimicipality,  as  it  then  existed,  to  erect  and  maintain  tele- 
phone poles  and  wires  upon  and  over  its  streets,  avenues  and 
alleys  for  a  period  of  ten  years ;  and  by  the  special  act  of  the  Legis- 
lature approved  April  13,  1889,  this  privilege  was  extended  until 
the  8th  of  March,  1899.  Commencing  in  1882,  and  continuing 
do\vn  to  the  present  year,  the  defendant  company  has,  in  the  cus- 
tomary manner,  established  its  plant,  erected  its  poles,  and  strung 
wires  thereon,  to  the  extent  of  some  fifty  miles,  in  the  streets, 
avenues  and  alleys  of  the  city  of  Duluth.  The  charter  of  1887, 
through  the  common  council,  conferred  upon  the  city  the  power 
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"  to  prevent  the  encumbering  of  streets,  sidewalks,  alleys,  lanes, 
public  grounds  or  wharves  with  .  .  .  posts  ...  or  any 
other  materials  or  substances  whatsoever,"  and  "  to  remove  and 
abate  a  nuisance,  obstruction  or  encroachment  upon  the  streets, 
alleys,  public  grounds  and  highways  of  the  city."  By  chapter  74 
of  the  general  laws  of  1893,  title  1,  ch.  34,  Gen.  St.  1866,  was 
amended  in  part  as  follows :  "  But  no  corporation  formed  under 
this  title  shall  have  any  right  to  construct,  maintain  or  operate 
upon  or  within  any  street,  alley  or  other  highway  of  any  city  or 
village,  .  .  .  any  improvement  of  whatsoever  kind  or  nature 
without  first  obtaining  a  franchise  therefor  from  such  village  or 
city,  according  to  the  terms  of  its  charter,  and  without  first  mak- 
ing just  compensation  therefor  as  herein  provided."  There  was 
also  a  further  amendment  to  the  effect  that  such  corporation 
should  be  subject  to  any  conditions  imposed  from  time  to  time  by 
the  village  or  city,  which  might,  at  the  end  of  every  five  years 
from  and  after  the  granting  of  a  franchise  for  the  construction 
of  any  improvement  whatsoever,  have  a  right,  under  certain  con- 
ditions, to  purchase  the  same.  After  the  expiration  of  the  20 
years'  grant  under  the  special  acts  of  1881  and  1889,  the  company 
continued  to  occupy  the  streets  and  to  extend  its  system.  After 
the  amendment  of  1893  went  into  effect  the  defendant  company 
continued  erecting  its  poles  and  stringing  vrires  thereon  in  the 
streets,  avenues  and  alleys  to  the  extent  of  several  thousand  feet 
On  November  29,  1898,  the  common  council  of  Dutluth  passed  an 
ordinance  providing  for  the  sale  by  the  city  of  a  franchise  for  the 
establishment  and  operation  of  a  telephone  exchange  system,  which 
contained  elaborate  provisions  with  reference  to  bids  and  their 
acceptance.  The  defendant  company  did  not  submit  a  bid  in 
accordance  with  the  ordinance,  and  thereafter,  on  March  11,  1899, 
the  city  granted  a  franchise  to  another  company,  which  was  ac- 
cepted by  it,  and  a  telephone  plant  constructed  in  conformity  to 
the  requirements  of  the  ordinance.  Subsequently,  on  February 
13,  1900,  the  council  adopted  a  resolution  requiring  defendant  on 
or  before  the  1st  of  April,  1900,  to  remove  its  poles  and  wires 
from  the  streets,  avenues,  alleys  and  public  grounds  of  the  city  of 
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Duluth,  and  to  cease  using  the  same  for  the  purpose  of  carrying 
on  its  telephone  business.  A  copy  of  this  resolution  was  served 
upon  the  defendant  company,  which  refused  to  comply  therewith, 
whereupon  this  action  was  commenced  by  the  city  to  enjoin  the 
defendant  company  from  further  extending  its  system,  and  to 
compel  the  removal  of  that  part  already  erected.  The  defendant 
justified  its  action  in  an  answer  which  set  forth  the  laws  under 
which  it  claimed  to  be  authorized,  and  alleged  that  its  possession 
of  the  streets,  avenues,  alleys  and  public  grounds  of  the  city  was 
in  the  ordinary  and  usual  manner,  and  without  interference  with 
the  safety  or  convenience  of  ordinary  public  travel.  The  court 
found  as  facts  that  the  defendant  company  constructed  its  plant 
and  occupied  the  streets  and  alleys  of  the  city  in  reliance  upon  the 
special  acts  above  mentioned,  and  also  upon  the  general  law  em- 
bodied in  section  28,  ch.  34,  Gen.  St.  1886,  as  amended  by  chapter 
73  of  the  general  laws  of  1881  (sec.  2641,  Gen.  St.  1894) ;  that 
the  resolution  requiring  defendant  to  remove  its  plant  from  the 
city  was  adopted  by  the  common  council  under  the  mistake  of  law 
that  it  was  erected  without  right  or  legal  authority ;  and  that  such 
resolution  was  passed  without  any  intention  of  expressing  the 
counciFs  judgment  as  to  its  power  to  regulate  under  its  police 
power.  Judgment  was  entered  for  the  defendant,  and  the  city 
appealed. 

The  findings  of  fact  by  the  trial  court  are  not  attacked  by  appel- 
lant, and  the  propositions  which  it  submits  for  consideration  in 
this  court  are  embodied  under  the  following  heads:  (1)  That 
the  amendment  of  1881  (sec.  2641,  Gen.  St.  1894)  did  not  be- 
come a  part  of  the  charter  of  the  Duluth  Telephone  Company. 
(2)  That,  if  such  amendment  did  become  a  part  of  defendant's 
charter,  (a)  it  granted  simply  a  privilege  or  license,  revocable  at 
any  time  by  the  State,  or,  when  duly  authorized,  by  the  city ;  (b) 
that  if  such  amendment  became  a  part  of  defendant's  charter,  in 
the  nature  of  a  contract  right,  then  the  rights  of  defendant  became 
vested  only  to  the  extent  of  the  expansion  of  its  system  at  the  time 
of  the  adoption  of  the  city  charter,  in  1887,  and  the  amendment 
of  title  1,  ch.  34,  in  1893. 
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All  of  these  propositions  were  involved  and  necessarily  decided 
in  the  case  of  Northwestern  Tel.  Exch,  Co.  v.  City  of  Minneapolis, 
7  Am.  Electl.  Gas.  168,  81  Minn.  140,  83  N.  W.  527,  86  N.  W. 
69,  53  L.  R.  A.  175,  and  there  only  remains  for  us  an  application 
of  the  principles  announced  in  that  case  to  the  facts  in  this  con- 
troversy. On  reargument  in  that  case  it  was  decided  that  the 
words  "  public  roads  and  highways,"  as  used  in  section  2641,  Gten. 
St.  1894,  applied  to  streets  and  alleys  of  cities  and  villages,  and 
that,  under  the  provisions  of  that  section,  appellant  had  authority 
to  enter  upon  the  streets  and  alleys  of  Minneapolis,  for  the  pur- 
pose of  erecting  its  poles  and  stringing  its  wires,  without  first  ob- 
taining the  consent  of  the  governing  body,  and  subject  only  to  the 
police  power  of  the  city.  It  was  there  also  decided  that  the 
amendment  of  1881  (sec.  2641)  was  in  the  nature  of  an  amend- 
ment of  the  company's  charter  to  the  same  extent  as  though  enacted 
prior  to  its  organization,  and  it  was  impliedly  held  that  the  rights 
and  privileges  of  the  company  under  the  general  law  which  au- 
thorized its  organization  were  to  all  intents  and  purposes  of  the 
same  force  as  though  organized  under  a  special  act,  and  the  par- 
ticular provisions  referred  to  had  been  embodied  in  such  special 
charter.  It  was  also  held  that  the  company  having  entered  upon 
the  streets  of  the  city  by  virtue  of  its  organizing  act,  as  amended, 
and  erected  its  poles  and  wires  in  accordance  with  the  direction 
of  the  city  council,  such  council  was  thereafter  powerless  to  arbi- 
trarily and  without  cause  remove  the  poles  and  wires  from  the 
streets,  unless  acting  within  its  province  to  regulate  and  control 
under  its  police  power.  In  the  present  case  counsel  makes  a  dis- 
tinction between  a  so-called  charter  contract  and  a  license  or  privi- 
lege, contending  that,  by  the  statute  as  amended  in  1881,  defend- 
ant, at  most,  obtained  merely  a  privilege  or  license,  which  it  was 
within  the  State's  power  to  recall  at  any  time.  It  will  not  be 
necessary  to  enter  into  a  discussion  of  the  technical  meaning  of  k 
charter  contract,  or  contractual  right  as  expressed  in  a  charter, 
and  a  license  or  privilege.  The  decisive  question  is  what  con- 
tract was  made,  if  any — ^what  was  the  intention  of  the  State  in 
enacting  the  law,  and  of  the  defendant  company  in  accepting  and 
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reljiog  upon  it  ?  Section  2641,  as  it  now  appears  in  the  general 
statutes  of  1894,  was  an  amendment  to  section  42,  ch.  34,  Gen. 
St.  1878.  It  was  under  this  chapter  that  the  defendant  company 
was  oi^anized,  and  that  chapter,  as  amended,  contained  the  law 
which  regulated  the  defendant  in  its  relation  to  the  State  and 
city  of  Duluth.  Whether  the  amended  act  expressed  a  contract 
right,  or  but  the  granting  of  a  privilege,  inoperative  until  accepted, 
we  need  not  now  stop  to  inquire. 

The  city  contends  that  the  future  operations  of  defendant  were 
not  conducted  in  reliance  upon  the  general  law  as  amended.  On 
the  contrary,  it  claims  that  the  plant  was  erected  under  the  express 
authority  of  the  special  act  of  March  7,  1881,  which  conferred 
upon  the  company  the  exclusive  right  to  erect  its  system  in  the 
streets  of  the  city.  For  the  purposes  of  this  case,  we  must  assume 
that  defendant  erected  its  plant  in  dependence  upon  the  general 
as  well  as  the  special  law.  Upon  this  point  appellant  is  fore- 
closed by  the  finding  of  the  trial  court,  which  is  not  assailed. 
The  court  found  that  defendant  relied  upon  both  the  general  and 
special  law  in  building  and  extending  its  system  \vithin  the  city. 
It  is  contended,  however,  that,  conceding  the  company  was 
operating  under  the  general  law,  such  authority  was  repealed  by 
the  provisions  of  the  city  charter  of  1887.  Without  admitting 
the  State's  ability  to  delegate  authority  to  the  city  to  prevent 
defendant  from  continuing  the  use  of  its  streets  for  the  purposes 
of  its  telephone  system,  it  is  clear  that  no  such  power  was  at- 
tempted by  the  1887  charter.  The  powers  there  granted  are 
restricted  to  the  prevention  of  the  incumbering  of  streets,  side- 
walks, etc.,  and  to  the  removal  and  abatement  of  nuisances  upon 
streets  and  highways.  Such  grant  of  power  must  be  construed 
consistently  with  the  rights  already  acquired  by  defendant  under 
section  2641,  and  extends  only  to  the  reasonable  exercise,  control 
and  regulation  of  its  police  power.  Northwestern  Teh  Exch.  Co. 
i\  City  of  Minneapolis,  supra.  Again,  appellant  contends  that 
the  authority  embraced  within  section  2641  was  repealed  by  chap- 
ter 74,  Gen.  Laws  1893.  This  amendment  of  1893  provided  that 
no  corporation  organized  under  section  1,  tit.  1,  ch.  34,  Gen.  St. 
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1866,  should  have  any  right  to  construct,  maintain,  or  operate 
upon  or  within  any  street,  alley,  or  other  highway  of  any  city  or 
village  any  improvement,  of  whatsoever  nature  or  kind,  without 
first  making  just  compensation,  and  obtaining  a  franchise  therefor 
from  such  city  or  village.  In  our  opinion,  this  amendment  re- 
pealed the  provisions  of  section  2641,  so  far  as  it  applied  to  the 
State  at  large,  or  to  new  enterprises  imdertaken  by  defendant  in 
other  cities  or  villages.  It  does  not  follow  that,  because  section 
2641  was  repealed  by  the  amendment  of  189'3,  it  operated  as  a 
repeal  of  defendant's  authority  to  maintain  and  extend  its  system 
within  the  city  of  Duluth.  We  are  asked  to  decide  that  the  1893 
amendment  wiped  out  defendant's  authority  not  only  to  extend 
its  system  in  other  streets  as  the  growth  of  the  city  might  warrant, 
but  also  to  maintain  the  plant  and  system  as  already  built  and 
operated.  In  the  Minneapolis  case  we  held  that,  where  the  com- 
pany had  made  substantial  improvements  upon  the  strength  of 
authority  granted  to  it  by  the  State,  the  rights  acquired  in  so  doing 
become  vested,  and  cannot  be  interfered  with  by  subsequent  legis- 
lation. The  same  principle  applies  to  the  extension  of  the  tele- 
phone system  in  the  city  of  Duluth.  If  the  State  might  at  any 
time  step  in  and  prevent  the  extension  of  the  system,  the  profit 
of  such  an  enterprise  would  indeed  be  dubious,  and  offer  slight 
attraction  to  capital.  If  the  company  were  prevented  from  mak- 
ing extensions,  its  privileges  not  being  exclusive  in  the  streets 
already  occupied,  it  might  in  a  few  years  be  superseded  by  com- 
petitors who  had  the  entire  city  at  their  command.  The  natural 
and  reasonable  construction  to  be  placed  upon  the  relation  of 
the  parties  hereto  is  that  the  company  having  in  good  faith  ex- 
pended large  sums  of  money  in  the  construction  of  its  plant,  it 
constituted  an  acceptance  of  the  charter  rights  or  privileges,  which 
included  the  implied  right  to  maintain  and  extend  its  system  and 
make  it  remimerative.  The  resolution  of  the  city  council  requir- 
ing the  removal  of  the  poles  and  wires  of  defendant's  system  from 
the  streets,  alleys  and  public  grounds  of  the  city  of  Duluth  having 
been  passed,  not  in  the  exercise  of  its  police  power,  but  upon  the 
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theory  that  the  company  had  no  legal  right  to  maintain  the  same, 
it  follows  that  it  was  void  and  powerless  to  affect  defendant's 
interests. 
Judgment  affirmed. 


Cabthage,  City  of,  v.  Cabthaob  Lioht  Co. 

Miawuri;  Court  of  Appeals  of  Kansas  City. 

L  Statcts  authobizino  franchise  to  electric  ught  company. — ^A  statate 
(Act  Feb.  27,  1875)  authorizing  a  city  council  to  enact  ordinances  grant- 
ing privileges  to  use  the  streets  of  a  city  to  provide  the  city  with  water 
and  light  and  to  erect  gas  works  and  lay  down  pipes  for  the  use  of  the 
city  and  its  inhabitants  is  not  sufficient  to  authorize  a  grant  of  a  fran- 
chise to  an  electric  light  company  for  the  occupation  of  the  streets  by  its 
wires  and  poles.  The  court  took  judicial  notice  of  the  fact  that  when 
said  statute  was  passed  the  Legislature  did  not  contemplate  the  possi- 
bility of  the  use  of  electricity  for  the  lighting  of  public  streets. 

2.  Ukanchise  foe  electric  street  railway  coupled  with  ughtino  frivi- 
IBQB. — ^A  franchise  for  the  use  of  streets  for  an  electric  railway  and  also 
granting  a  privilege  to  erect  poles  and  wires  for  electric  lighting  pur- 
poses cannot  be  disconnected  so  as  to  permit  an  assignment  of  the  privi- 
lege of  erecting  electric  light  wires  and  poles  to  one  not  owning  or  operat- 
ing the  electric  railway. 

Appeal  by  plaintiff  from  judgment  for  defendant      Reported 
97  Mo.  App.  20,  70  S.  W.  936 ;  decided  December  1,  1902. 

I.  F.  Shannon  and  H.  J.  Oreen,  for  appellant. 

John  A.  Eaton  and  Howard  Or  ay,  for  respondent. 

Opinion  by  Smith,  P.  J. : 

The  plaintiff  is  a  city  of  the  third  class,  and  the  defendant  is  a 
badness  corporation  organized  in  1&97  under  the  provisions  of 
article  8,  ch.  42,  Rev.  St.  1889.      The  plaintiff  was  organized 
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under  the  act  of  March  15,  1873  (Sess.  Acts  1873,  p.  221)  and  the 
Amendatory  Act  of  February  27,  1875,  and  continued  to  thus 
exist  until  1890,  when  it  became,  and  ever  since  has  remained,  a 
city  of  the  third  class  under  the  statute  (Sess.  Acts  1893,  p.  65). 
In  1885  the  plaintiff,  by  ordinance,  granted  the  Sperry  Electric 
Light  &  Power  Company  and  its  assigns  permission  to  erect, 
maintain  and  operate  electric  light  works,  and  to  transmit  power 
by  means  of  poles  and  wires  for  a  period  of  twenty  years.  In 
1894  the  plaintiff,  by  a  further  ordinance,  granted  to  F.  H.  Fitch 
and  assigns  the  privilege  to  construct,  maintain  and  operate  over 
certain  of  its  streets  and  alleys  an  electric  railway,  and  also  the 
further  permission  to  erect  poles  and  wires  for  electric  lighting 
purposes.  It  stands  admitted  by  the  pleadings  that  while  the 
plaintiff  existed  under  its  special  charter — the  said  act  of  1875 — 
the  privilege  was  granted  by  it  to  the  assigns  of  the  defendant  to 
use  its  streets  and  alleys  for  the  erection  of  poles  and  the  swinging 
of  wires  thereon,  and  that  the  defendant  had  succeeded  to  the 
ownership  of  the  said  privileges  so  granted  to  its  assigns,  and  as 
such  assignee  was  occupying  said  streets  and  alleys  thereunder. 
There  is  no  issue  made  by  the  pleadings  as  to  the  assignment  and 
ownership  of  the  privileges  granted  especially  to  Sperry  and 
Fitch ;  and,  if  there  had  been,  the  uncontradicted  and  unobjected 
to  evidence  adduced  by  the  defendant  clearly  established  the 
affirmative  of  that  issue.  It  is  conceded  that  the  plaintiff  had  at 
no  time  granted  to  the  defendant  directly  the  right  to  erect  its 
poles  or  swing  its  wires  in  the  streets  and  alleys  of  the  former,  so 
that,  if  tlie  defendant  has  any  right  to  use  and  occupy  the  streets 
and  alleys  of  the  plaintiff  with  its  poles  and  wires,  that  right  is 
derived  exclusively  through  the  grants  made  to  one  or  both  of  its 
assizors.  The  question,  then,  is,  did  that  right  pass  to  the 
defendant's  assignors,  or  either  of  them,  under  the  ordinances  to 
which  we  have  alluded  ?  The  Sperry  privilege  was  granted  in 
1885,  while  the  plaintiff  was  governed  by  the  charter  act  of  1875, 
so  that  whether  that  act  authorized  tlie  passage  of  the  ordinance 
granting  that  privilege  is  one  of  the  decisive  questions  we  are  re- 
quir(»(l  to  dotonnine.      Sections  19  and  27  of  article  5  of  that  act 
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provide  that  the  city  council  shall  have  the  power  by  ordinance 
**to  provide  the  city  with  water  and  light,"  and  to  provide  for 
lighting  the  streets  and  erecting  lamps  thereon ;  and  section  49'  of 
the  same  article  provides  that  the  said  council  shall  also  have 
power  to  erect,  maintain  and  operate  waterworks  or  gasworks,  and 
to  regulate  the  same;  to  acquire  grounds  on  which  to  erect  such 
works,  etc: 

^'ProTided  (1)  the  mayor  and  council  may  in  their  discretion  grant  the 
right  to  any  person  or  persons  to  erect  water  works  or  gas  works  and  lay  down 
pipes,  mains,  etc.,  for  the  use  of  the  city  and  its  inhabitants  as  the  council 
may  by  <»^inance  prescribe:  provided  (2)  that  such  right  shall  not  be  granted 
for  a  longer  time  than  thirty  years  and  shall  not  be  granted  unless  the  consent 
of  a  majority  of  the  qualified  voters  of  the  city  voting  at  an  election  for  that 
purpose  shall  so  determine." 

These  three  sections  of  the  act  are  in  pari  materia,  and  must  be 
treated  as  if  one  section,  and  that  construction  adopted  that  will 
give  eflFect  to  all  of  them.  City  of  St.  Louis  v.  Howard,  119  Mo. 
41,  24  S.  W.  770,  41  Am.  St.  Rep.  630;  Andrew  Co.  v.  Schell, 
135  Mo.  31,  36  S.  W.  206.  The  first  of  these  confers  upon  the 
plaintiff  the  power  to  provide  light  and  to  erect  lamps  for  that 
purpose  on  the  streets,  and  the  other  authorizes  this  utility  to  be 
provided  in  one  of  two  ways;  that  is  to  say,  either  by  erecting, 
maintaining  and  operating  gas  works  itself,  or  by  granting  the 
right  to  some  other  person  to  do  so.  The  latter  section  was  in- 
tended to  qualify  the  exercise  of  the  power  conferred  by  the  first 
two;  or,  in  other  words,  while  the  power  to  light  was  conferred, 
the  only  kind  of  a  plant  that  was  authorized  to  be  constructed  for 
the  production  of  such  light  was  a  gas  plant.  There  was  no  au- 
thority given  for  the  construction  of  an  electric  plant,  or  to  trans- 
mit electric  power  by  means  of  poles  and  wires  placed  in  the  streets 
and  alleys  of  the  city.  We  may  take  notice  of  the  fact  that  in 
1875,  when  the  said  act  was  passed,  among  the  possibilities  of 
electricity  that  of  using  it  as  an  illuminator  to  the  extent  of  light- 
ing a  city  by  means  of  it  was  not  one  of  those  contemplated  by  the 
Legislature.  There  are  no  terms  employed  in  the  act  which  au- 
thorized the  passage  of  an  ordinance  to  erect  an  electric  plant,  or 
VOL.  vni — 10 
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to  occupy  the  streets  and  alleys  with  the  poles  and  wires  used  by 
it  for  the  transmission  of  power,  etc.  The  grant  of  legislative 
powers  to  municipalities  is  to  be  strictly  construed,  and,  if  there 
be  a  reasonable  doubt  of  the  existence  of  a  power,  it  will  be  held 
not  to  have  been  granted.  Knapp  v.  Kansas  City,  4&  Mo.  App. 
486 ;  Kansas  City  v.  Lorber,  64  Mo.  App.  608 ;  Waierwarks  Co. 
V.  Kansas  City,  20  Mo.  App.  237 ;  City  of  St.  Louis  v.  Bell  TeL 
Co.,  96  Mo.  626,  10  S.  W.  197,  2  L.  R.  A.  278,  9  Am.  St  Rep. 
870.  It  can  be  safely  asserted  as  a  fact  that  the  lighting  of  the 
plaintiff  city  by  electricity  was  not  one  of  the  things  the  Legis- 
lature had  in  mind,  or  intended  to  authorize  or  accomplish,  by  the 
passage  of  the  act.  But,  if  this  construction  is  considered  too 
narrow,  and  if  the  contention  be  upheld  that  the  power  to  erect 
an  electric  plant  or  to  confer  that  power  upon  one  or  more  persons 
is  implied  in  the  terms  of  the  act,  still  the  exercise  of  that  power 
is  denied  by  the  terms  of  the  second  proviso  of  the  act  already 
quoted  imless  the  consent  of  the  majority  of  the  qualified  voters 
was  first  obtained,  and  of  this  there  is  no  pretense.  The  proviso 
just  referred  to  operates  as  a  limitation  only  on  the  exercise  of  the 
power  conferred  by  the  terms  of  the  first  proviso.  So  that,  no 
difference  what  construction  of  the  act  in  its  entirety  may  be 
adopted,  it  is  clear  that  the  ordinance  in  question  was  unauthor^ 
ized  by  the  act,  and  gave  to  the  grantee  therein  named  or  its  suc- 
cessor no  authority  to  occupy  the  plaintiff's  streets  and  alleys  with 
its  poles  and  wires  for  any  purpose. 

Turning  to  the  other  question — that  is  to  say,  whether  or  not 
the  passage  of  the  said  ordinance  relating  to  the  grant  to  Fitch 
and  assigns  was  an  authorized  exercise  of  its  charter  power — it 
is  to  be  observed  that  this  ordinance  was  passed  in  1894,  after  the 
plaintiff  had  become  a  city  of  the  third  class  under  the  statute. 
So  that  the  question  is  to  be  determined  by  reference  to  the  act  of 
April  19,  1893.  (Sess.  Acts  1893,  p.  85).  By  section  95  of 
that  act,  the  council  were  authorized  to  provide  for  the  lighting 
of  streets  and  the  erection  of  lamp-posts,  poles  and  lights  therefor, 
and  to  make  contracts  with  any  person  for  lighting  the  streets  with 
gas,  electricity,  or  otherwise,  provided  ( 1 )  that  no  contract  should 


Municipal  Contbol.  147 


Carriage,  City  of,  v.  Carthage  Ldght  Co. 


be  for  a  longer  period  than  ten  years,  and  provided  (2)  that  no 
such  oontract  should  obtain  any  validity  until  ratified  by  a  two- 
thirds  majority  of  the  qualified  voters,  etc.  The  section  further 
provides  that  the  council  should  have  the  right  to  erect  and  operate 
gas  works,  electric  light  works,  or  works  of  any  other  kind  or 
name^  and  to  erect  lamp-posts,  electric  wire  poles,  or  any  other 
apparatus  or  appliances  necessary  to  light  the  streets,  alleys,  etc. ; 
and  in  the  third  proviso  of  the  section  the  council  are  authorized 
to  grant  the  right  to  any  person  to  erect  such  works,  lay  the  pipe, 
wires,  and  erect  the  posts,  poles,  etc.,  therefor ;  and  in  the  fourth 
proviso  of  the  section  it  is  further  provided  that  such  right  to  any 
such  person  shall  not  extend  for  a  longer  period  than  thirty  years, 
nor  be  granted  or  renewed  without  the  consent  of  a  majority  of 
the  qualified  voters,  etc.  The  second  and  fourth  proviso  above 
referred  to  render  a  concession  by  the  council  like  that  to  Fitch 
nugatory  unless  consented  to  by  the  qualified  voters  of  the  city. 
No  such  consent  to  the  Fitch  concession  was  ever  obtained.  While 
the  ordinance,  in  so  far  as  it  is  intended  to  furnish  authority  to 
Fitch  and  his  assigns  to  erect  upon  the  streets  and  alleys  poles  and 
wires  for  the  transmission  of  electricity  for  heating,  lighting  and 
power  purposes,  is  invalid,  and  ineiSScacious,  except  that  it  is  suffi- 
cient to  authorize  Fitch  and  his  assigns,  as  a  part  of  the  equip- 
ment of  said  street  railway  provided  for  in  other  sections  of  the 
ordinance,  to  erect  and  maintain  poles  and  wires  in  the  streets 
and  alleys  of  the  city  incidental  to  and  in  connection  with  the 
operation  of  the  said  street  railway,  yet  such  right  cannot  be  dis- 
connected with  the  operation  of  said  street  railway  and  transferred 
to  one  who  does  not  own  the  said  street  railway  franchise  nor 
operate  the  same  under  it.  This  ordinance,  not  having  been  con- 
sented to  by  the  qualified  voters  of  the  city,  as  required  by  the 
statute,  which  was  the  charter  of  plaintiff,  was  without  legal 
validity  in  so  far  as  it  authorized  the  grantee  therein  to  erect  posts 
and  wires  in  the  streets  of  the  city  to  light  the  same ;  and  to  that 
extent  the  right  conferred  by  it  was  not  the  subject  of  transfer, 
and  therefore  defendant  can  base  no  right  on  that  ordinance. 
Some  reference  is  made  in  briefs  of  counsel  to  Waterworks  Co,  v. 
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Webb  City,  78  Mo.  App.  422,  but  that  case  is  not  in  point  here. 
The  city  was  not  there,  as  here,  restricted,  in  the  exercise  of  the 
power  that  was  in  question,  to  a  particular  mode.  Where  such 
a  restriction  in  a  charter  power  exists,  that  power  cannot  be  exer- 
cised in  a  manner  that  is  inconsistent  with  such  restrictions.  It 
seems  quite  clear  to  us  that  the  power  conferred  on  the  plaintiflF 
city  by  said  several  legislative  enactments  was  exercised  in  a 
manner  inconsistent  with  the  restrictions  therein  imposed,  and 
therefore  they  are  invalid,  and  did  not  confer  upon  the  grantees 
therein  named,  nor  the  defendant,  their  assignee,  the  rights 
claimed  by  the  latter. 

Defendant  finally  argues  that,  even  if  the  poles  and  wires  of 
defendant  were  a  continuing  public  nuisance,  the  plaintiff,  by 
reason  of  its  long  acquiescence  therein,  is  estopped  to  claim  in- 
jimctive  relief.  One  of  the  diflScultics  about  this  contention  is 
that  no  estoppel  or  acquiescence  was  pleaded  or  relied  on  in  the 
trial,  and  hence  there  is  no  issue  of  that  kind  before*  us  for  con- 
sideration. In  no  case  wherein  pleadings  are  required  can  an 
estoppel  in  pais  be  made  available,  unless  it  is  pleaded.  Railway 
Co.  V.  Curtis,  154  Mo.,  loc.  cit.  20,  55  S.  W.  222 ;  Avery  v.  Rail- 
road Co.,  113  Mo.,  loc.  cit.  568,  21  S.  W.  90;  Hammerslough  v, 
Cheatham,  84  Mo.,  loc.  cit.  21;  Noble  v.  Blount,  77  Mo.,  loc.  cit. 
242;  Femeau  v.  WhUford,  39  Mo.  App.,  loc.  cit.  316;  Webb  v. 
Allington,  27  Mo.  App.,  loc.  cit.  571. 

Accordingly  we  shall  reverse  the  decree  and  remand  the  cause. 
All  concur. 
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Phiulipsbubg. 

New  Jersey;  Supreme  Court. 

L  BXPKAL    OF    OBDIKANCE    ORANTINO     FBANCHI8E     TO    ELECTBIC    UGHT    COM- 

PANT. — ^A  common  council  cannot  repeal  an  ordinance  granting 
permiaeion  to  an  electric  light  company  to  place  its  poles  and 
stretch  its  wires  on  all  the  streets  and  alleys  of  the  town  when  the  com- 
pany has  conformed  to  the  conditions  of  the  ordinance  so  far  as  required, 
and  has  expended  money  in  placing  the  poles  and  wires  on  certain  of  the 
streets,  notwithstanding  the  common  council  may  have  been  misled  in 
passing  the  ordinance. 

2.  OmcEaa  and  btdckholdebs  dxffebent  from  those  of  obioinal  company. 
—That  the  officers,  managers,  and  stockholders  of  the  company  are  dif- 
ferent individuals  from  those  who  were  stockholders  when  the  permis- 
sion was  granted,  gives  no  ground  for  the  repeal  of  the  ordinance. 

8.  FoBnrruBB  of  franchise  fob  violation  of  ordinance. — If  the  corpora- 
tion is  violating  its  charter  or  the  laws  of  the  State,  it  is  liable  to  a  pro- 
ceeding to  forfeit  its  charter,  but  the  ordinance  of  the  common  council, 
granting  permission  to  erect  poles  and  wires,  cannot  for  that  reason  be 
repealed. 

(Syllabus  by  the  court.) 

Certiorari  to  review  ordinance.  Reported  66  N.  J.  Law,  605, 
49  Atl.  445 ;  decided  June  10,  1901. 

S.  C.  Smith,  for  prosecutor. 

L.  W.  Schvltz,  for  respondent. 

Opinion  by  Gabketson,  J. : 

By  an  ordinance  approved  August  24,  1896,  the  common  coun- 
cil of  the  town  of  Phillipsburg  passed  an  ordinance  permitting 
the  prosecutor  to  place  its  poles  and  stretch  its  wires  on  each  and 
every  street  and  alley  in  the  town,  for  the  purpose  of  conducting 
electricity  through  the  town.  The  ordinance  prescribed  the  char- 
acter of  the  poles  and  the  manner  of  stringing  the  wires,  and  the 
supen'ision  under  which  they  should  be  erected.  It  also  required 
certain  services  to  be  performed  by  the  company  for  the  town,  in 
consideration  of  the  permission  granted  and  provided  for  the  filing 
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of  an  acceptance  of  the  ordinance.  The  acceptance  of  the  ordi- 
nance was  duly  filed  as  required.  In  the  spring  of  1899,  the 
company  built  more  than  a  mile  of  a  pole  and  wire  line  in  Phillips- 
burg,  and  there  is  evidence  to  show  that  this  was  done  under  the 
supervision  of  the  committee  on  streets  and  alleys,  as  provided  in 
the  ordinance,  and  made  contracts  for  over  800  lights  for  private 
consumers,  and  the  first  lights  were  used  in  April,  1899,  and  have 
continued  to  be  used  ever  since.  There  is  nothing  to  show  that 
the  prosecutor  has  in  any  way  refused  to  perform  for  the  town  the 
services  required  by  the  ordinance.  On  the  15th  of  October, 
1900,  the  common  council  passed  another  ordinance  repealing  the 
foregoing  ordinance,  and  this  writ  is  brought  to  test  the  legality  of 
that  municipal  action. 

We  think  that  this  question  is  settled  by  the  cases  of  Hudson 
Telephone  Co.  v.  City  of  Jersey  City,  2  Am.  Electl.  Cas.  133,  49 
N.  J.  Law,  303,  8  Atl.  123,  and  SvJburban  Electric  Light  dc  Power 
Co.  V.  Inhabitants  of  East  Orange  Tp.  (N.  J.  Ch.),  7  Am.  Electl. 
Cas.  37,  41  Atl.  865,  which  hold  that  permission  granted  by  a 
common  coimcil,  under  like  circumstances  to  this,  was,  after 
aeoeptanoe  and  expenditure  of  money  under  it,  irrevocable. 

The  proceedings  leading  to  the  passage  of  the  original  ordinanoe 
cannot  be  reviewed  by  this  writ,  nor  can  we  now  look  into  the  con- 
siderations which  influenced  the  members  of  the  common  council 
to  vote  for  it.  It  is  an  attack  upon  it  in  a  collateral  proceeding. 
Fraud  or  misrepresentation  is  not  suflScient  to  avoid  the  act  of  a 
legislative  body,  even  if  proved.  Jersey  City  &  Bergen  R.  Co.  v. 
Jersey  City  &  Hoboken  Horse  R.  Co.,  20  N.  J.  Eq.  61-76. 

That  the  stockholders,  officers  and  managers  of  the  company 
are  now  persons  different  from  those  who  were  its  stockholders, 
officers  and  managers  when  the  permission  was  granted  could  not 
afford  a  reason  for  the  repeal  of  the  ordinance  granting  permis- 
sion. The  permission  was  to  the  corporation,  not  to  the  individual 
members  thereof.  If  the  corporation  is  not  complying  with  the 
terms  of  the  permitting  ordinance,  obedience  thereto  should  be 
enforced  by  appropriate  proceedings.  But,  if  the  ordinance  was 
repealed,  it  could  be  remade.     The  repeal  of  the  ordinance  would 
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not  accomplish  such  obedience,  but  would  be  the  imposition  of  a 

penalty  for  failure  to  comply  therewith,  and  no  such  penalty  is 

Anywhere  authorized.      If  the  corporation  is  engaged  in  acts  not 

warranted  by  its  charter,  or  in  violation  of  the  laws  of  the  State, 

that  is  a  matter  in  which  the  State  is  concerned,  and  a  proceeding 

to  forfeit  its  franchise  would  be  the  appropriate  remedy.     Light 

Co.  V.  Green,  46  N.  J.  Eq.  118,  18  Atl.  844;  Attomey-Oeneral  v. 

American  Tobacco  Co.,  66  N.  J.  Eq.  362,  36  AtL  &71.      This 

repealing  ordinance  must  be  set  aside. 


CiTT   OF   B&ADFOBD   V.    N.    Y.    &   PENNSYLVANIA   TbLBPHONE   ft 

Teleobaph  Co. 

Pennsylvania;  Supreme  Court. 

1.  BKMOVAIi  OF  POLES  AND  WIRES  FROM   STREETS   AND   HIOHWATS;    IACHS8. — 

Where  a  city  permits  a  telephone  company  to  erect  and  maintain  p<^M 
and  wires  on  ita  streets  without  protest  or  objection  for  a  period  of 
more  than  twenty-one  years,  during  which  time  the  company  had  ex- 
pended large  amounts  in  the  maintenance  of  such  poles,  and  the  city 
had  received  valuable  consideration  in  the  use  of  such  poles  for  the 
carrying  of  the  wires  of  its  fire  alarm  service;  had  received  and  duly 
receipted  for  license  and  pole  taxes  assessed  against  the  company,  and 
had  used  telephone  instruments  furnished  by  the  company  down  to  the 
date  of  the  hearing;  it  was  held  that  the  municipality  was  guilty  of 
lachee,  and  that  its  biU  requesting  that  the  defendants  be  restrained 
from  erecting  new  poles  or  stringing  new  wires  upon  the  streets  of  the 
municipality,  and  that  they  be  required  to  remove  the  poles,  wires  and 
cables  in  place  or  erected  by  them,  was  properly  dismissed. 

Appeal  by  plaintiff  from  a  decree  dismissing  its  bill.    Reported 
56  Atl.  41 ;  decided  July  9,  1903. 

The  bill  alleged  the  incorporation  of  the  plaintiff  as  a  city  of  the  third 
class,  and  the  incorporation  of  the  defendant  the  Pennsylvania  &  New  York 
Telephone  k  Telegraph  Company  under  the  Greneral  Corporation  Act  of 
April  29,  1874,  its  supplements  and  amendments,  with  particular  reference 
to  the  act  of  May  1,  1876  (P.  L.  90),  as  amended  by  the  act  of  June  25, 
1885    (P.  L.  164).     It  alleged  the  incorporation  of  the  defendant  the  New 
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York  Sl  Pennsylvania  Telegraph  &  Telephone  Ck)mpany  under  the  laws  of  the 
State  of  New  York.  It  further  alleged  that,  by  the  acts  of  assembly  under 
which  the  defendant  the  Pennsylvania  &,  New  York  Telegraph  A,  Telephone 
Company  is  incorporated,  defendant  is  authorized  to  use  and  occupy  the 
streets  of  the  city  for  the  purpose  of  constructing  and  maintaining  telephone 
lines  only  after  consent  obtained  from  the  city  by  ordinance;  that  the  de- 
fendant the  New  York  &,  Pennsylvania  Telephone  &  Telegraph  Company  is 
without  authority  under  any  circumstances  to  erect  or  maintain  poles  or 
wires  on  the  streets  of  the  plaintiff  city.  It  further  averred  that  the  de- 
fpndant  companies  have  erected  and  are  maintaining  a  large  number  of  poles 
in  the  city,  and  have  strung  and  placed  thereon  a  large  number  of  wires  and 
cables,  without  warrant  of  law  or  permission  from  the  city  of  Bradford,  and 
are  using  the  same  for  the  purpose  of  carrying  on  a  telephone  business  and 
operating  a  telephone  exchange  in  said  city,  and  are  continually  placing  new 
obstructions  in  the  plaintiff  city  by  erecting  new  poles  and  stringing  new 
wires;  that  the  poles  so  erected  are  owned  by  the  Pennsylvania  corporation, 
the  Pennsylvania  &  New  York  Telephone  &  Telegraph  Company,  and  leased 
by  them  to  the  New  York  corporation,  the  New  York  &  Pennsylvania  Tele- 
graph &  Telephone  Company;  and  that  the  plaintiff  city  required  the  de- 
fendants to  remove  their  poles  and  wires  from  the  streets  of  said  city,  but 
the  defendants  have  refused  so  to  do.  The  bill  asked  that  the  defendants  be 
restrained  from  erecting  any  new  poles  or  stringing  any  new  wires  upon  the 
streets  of  the  plaintiff  city,  and  that  they  be  required  to  remove  the  poles, 
wires  and  cables  in  place  or  erected  by  them. 

The  answer  admitted  the  incorporation  of  the  plaintiff  city,  and  the  in- 
corporation of  the  defendants  as  alleged  in  the  bill,  but  denied  that  the  Penn- 
sylvania corporation  comes  within  the  provisions  of  the  act  of  May  1,  1876. 
The  defendants  admitted  having  a  large  number  of  poles  and  wires  on  the 
streets  of  said  city,  as  alleged  in  the  bill,  but  denied  that  they  were  erected 
without  consent  of  the  city,  and  averred  that  the  defendants  are  the  owners 
of  certain  franchises  and  rights  to  erect  and  maintain  poles  and  wires  upon 
the  streets  of  the  plaintiff  city,  pursuant  to  the  contract  between  the  city 
and  the  Bradford  Telephone  Exchange,  made  in  1879,  to  whose  right  the  de- 
fendants have  succeeded.  The  answer  averred  that  in  pursuance  of  said  con- 
tract the  Bradford  Telephone  Exchange  erected  a  large  number  of  poles,  and 
strung  wires  upon  the  streets,  which  are  now  a  part  of  the  syeitem  of  the 
defendant  companies,  and  that  the  plaintiff  city  is  now,  and  has  been  since 
the  inception  of  said  system,  using  the  poles  thereof  for  the  carrying  of  the 
wires  of  its  fire  alarm  83'stem.  It  averred  that  all  poles  erected  and  all  wires 
strung  by  defendant  companies  were  erected  and  strung  by  the  proper  per- 
mission of  the  proper  authorities  of  the  plaintiff  city.  It  averred  that  the 
plaintiff  city  had  recognized  the  defendant  companies  by  imposing  upon  them 
and  collecting  from  them  certain  licenses  from  time  to  time.  It  further 
averred  that  the  defendants  and  their  predecessors  in  title  have  exercised  the 
rights  and  privileges  which  they  are  now  claiming  for  a  period  of  twenty-one 
years  previous  to  the  filing  of  the  bill  in  this  case.     It  further  averred  that 
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tlie  defendant  companies  are  engaged  in  interstate  commerce,  and  are,  there- 
fore, entitled  to  the  privileges  and  immunities  granted  by  the  Constitution 
and  laws  of  the  United  States,  and  further  denied  that  the  plaintiff  city  is 
entitled  to  the  relief  prayed  for. 

W.  E.  Burdick  and  F.  P.  Schoonniaker,  for  appellant. 

George  A.  Berry,  John  0.  Johnson,  D.  H.  Jack  and  Robert 
L.  Edgett,  for  appellees. 

Opinion  by  Brown,  J. : 

Under  nine  different  heads  the  court  below  passed  upon  twelve 
distinct  questions  regarded  by  it  as  involved  in  the  decision  of  this 
case,  and  counsel  for  appellant  and  appellees  discuss  them  in  most 
elaborate  printed  arguments ;  but,  as  it  is  clear  to  us  that  the  long 
acquiescence  of  the  city  of  Bradford  in  what  was  done  by  the  ap- 
pellees and  their  predecessors,  and  its  laches  in  filing  this  bill,  are 
conclusive  against  its  right  to  do  so,  no  other  question  need  or  will 
be  considered  here. 

In  the  court's  eighth  conclusion  of  law  there  is  a  summary  of 
material  facts,  which  were  fairly  found  from  the  testimony.  They 
are  that  the  borough  of  Bradford  and  the  city  of  Bradford,  its 
corporate  successor,  had  permitted  the  defendants  and  their  pre- 
decessors in  ownership  for  more  than  twenty-one  years  to  occupy 
the  streets  and  highways  of  the  said  borough  and  city  with  poles 
and  wires ;  that,  without  protest  or  objection,  the  borough  and  city 
stood  silently  by  while  the  defendants  were,  during  this  period, 
making,  in  good  faith,  an  expenditure  of  from  $75,000  to 
$100,000 ;  that  by  numerous  resolutions  passed  by  both  branches 
of  council,  and  many  of  them  duly  approved  by  the  mayor,  con- 
sent had  been  given  to  the  erection  and  use  of  the  poles,  cross- 
arms,  etc.,  on  the  streets  and  highways  of  the  city ;  that  for  the 
privileges  extended  by  it  to  the  defendants  it  had  received  a  valua- 
ble consideration  in  the  use  of  the  poles  for  the  carrying  of  the 
wires  of  its  fire  alarm  service ;  that  it  had  received  and  duly  re- 
ceipted for  license  and  pole  taxes  assessed  against  the  defendants ; 
that  it  had  used  the  telephone  instruments  furnished  by  the  de- 
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f endants  down  to  the  date  of  the  hearing  in  the  court  below ;  that 
it  had,  by  general  ordinances,  regularly  passed,  approved  and  pub- 
lished, regulated  the  manner  in  which  the  poles  should  be  erected 
and  placed ;  that  a  consideration  to  the  city  in  extending  privileges 
to  the  defendants  was  a  reservation  of  "  the  topmost  gain  '*  for 
police  and  fire  alarm  wires,  and  that  the  city  had  permitted  all  the 
poles  of  the  defendants  to  be  erected  under  the  direction  of  either 
the  street  committee  of  council,  the  street  commissioner,  or  the 
city  engineer.  In  view  of  this  acquiescence  in  what,  at  this  late 
day,  is  complained  of,  a  chancellor  would  unhesitatingly  dismiss 
the  bill,  if  the  complainant  were  an  individual.  Ought  any  other 
rule  to  be  applied  to  this  city  ? 

While  the  authorities  with  us  are  not  numerous  in  holding  that 
laches  may  be  imputed  to  the  commonwealth  and  municipalities  in 
denying  them  equitable  relief  which  might  otherwise  be  granted, 
the  rule  that  it  can  be  imputed  to  the  public  is  clearly  laid  down 
in  several  cases.  "  Laches  may  be  imputed  to  the  commonwealth 
as  well  as  to  an  individuaL"  CormruonweaUh  ex  reL  Attorney- 
General  v.  Bala  &  Bryn  Mawr  Turnpike  Co.,  153  Pa.  47,  25  AtL 
1105.  In  Penna,  R.  R.  Co.  v.  Montgomery  Co.  Pass.  Ry.  Co., 
167  Pa.  62,  31  Atl.  468,  27  L.  R.  A  766,  46  Am.  St.  Rep.  677, 
we  said :  "  But  we  know  as  matter  of  current  history  that  street 
railways  have  been  projected,  and  actually  constructed,  and  are 
now  in  operation,  over  country  roads  where  no  legal  consent  haa 
been  obtained,  and  where  no  attention  has  been  paid  to  the  rights 
of  property  holders.  Such  railways  cannot  now  be  torn  up  or 
enjoined  either  by  the  township  oflScers  or  at  the  instance  of  land- 
owners along  their  routes.  Where  such  enterprises  have  been 
allowed  to  proceed,  and  the  expenditure  of  large  sums  of  money 
has  been  permitted,  it  would  be  inequitable  to  correct  at  this  time 
what  was  a  mutual  mistake  under  the  influence  of  which  these 
enterprises  have  been  pushed  to  completion." 

What  was  said  in  Attorney-General  v.  Delaware  &  Bound 
Brook  Railroad  Co.,  27  N.  J.  Eq.  1,  in  denying  an  injunction 
asked  for  by  the  State,  may  well  be  regarded  as  applicable  to  the 
facts  in  the  present  case :     "  The  work  has  been,  from  its  com« 
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mencementy  a  matter  of  public  notoriety,  and  yet  no  action  has 
been  taken  on  the  part  of  the  State  authorities,  nor  even  any  warn- 
ing uttered  by  them  against  the  work.  The  defendants  have  been 
pemitted  to  make  their  immense  expenditure  upon  their  enter- 
prise, in  the  confidence  of  their  convictions  that  they  possessed  all 
requisite  legislative  authority,  without  even  a  word  of  protest  or 
remonstrance.  Under  such  circumstances,  equity  will  refuse  its 
aid,  even  to  the  State." 

A  stronger  case  of  delay  or  acquiescence  is  necessary  to  prevent 
equitable  relief  when  sought  for  by  the  State  than  when  a  mere 
private  right  is  involved;  but  the  doctrine  is  applied  against  the 
public  in  a  proceeding  by  the  Attorney-General.  High  on  In- 
junctions (3d  ed.),  sec.  837.  In  the  present  case  the  acquiescence 
and  the  laches  of  the  appellant  are  clearly  in  the  way  of  any  equit- 
able relief  to  it.     We  pass  upon  no  other  question. 

Decree  affirmed,  and  appeal  dismissed,  at  appellant's  costs. 
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Wiaoonsin;  Supreme  Court. 

1.  Epfbct  of  statute  enacted  subsequent  to  grant  of  franchise  to  tele- 
FHONE  COMPANT. — Where  a  telephone  company  organized  under  a  general 
statute  giving  it  the  right  to  occupy  city  streets  had  exercised  such  right 
prior  to  the  enactment  of  a  statute  (Wis.  Rev.  Stats.  1898,  sees.  940c- 
940j),  providing  that  all  franchises  granted  by  a  city  or  village  shall  be 
sold  pursuant  thereto  if  a  majority  of  the  electors  shall  so  determine  by 
vote,  its  rights  under  its  charter  and  franchise  cannot  be  affected  by  the 
adoption  of  such  statute  by  the  electors  of  a  city,  and  the  consequent 
regulations  thereby  prescribed  controlling  the  location  of  its  poles  and 
wires  and  its  charges.  See  SttHe  ex  rel.  Wis,  Teleph,  Go.  v.  City  of  She- 
boygan, 7  Am.  Electl.  Cas.  109,  111  Wis.  23,  86  N.  W.  657. 

Appeal  by  relator  from  judgment  for  respondents.      Reported 
114  Wis.  505,  90  N.  W.  441 ;  decided  May  13,  1902. 
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Miller,  Noyes  &  MUler,  for  appellant* 
T.  M.  Bowler,  for  respondents. 

Opinion  by  Cassoday,  O.  J. : 

It  appears  from  the  record  that  February  17,  1900,  the  relator 
filed  in  the  trial  court  its  petition  for  an  alternative  writ  of  man- 
damus to  compel  the  city  and  its  common  council  and  officers  to 
grant  the  petition  of  the  relator,  dated  August  31,  1899,  and  sub- 
mitted to  the  common  council  September  11,  1899,  with  the  plan 
made  by  the  relator — copies  of  both  of  which  were  thereunto 
attached — and  to  approve  of  such  plan,  and  for  such  other, 
further  and  different  relief  as  may  be  just  and  equitable.  To 
such  petition  the  defendants  made  return  March  26,  1900.  To 
such  return  the  relator  demurred  for  insufficiency  April  12,  1900. 
From  an  order  overruling  such  demurrer  the  relator  appealed  to 
this  court.  On  June  20,  1901,  that  order  was  reversed  by  this 
court,  and  the  cause  was  remanded,  with  directions  to  sustain  the 
demurrer  to  the  return,  and  for  further  proceedings  according  to 
law.  7  Am.  Electl.  Gas.  109,  111  Wis.  23,  41,  86  N.  W.  667. 
The  substance  of  such  petition  and  return  are  stated  in  the  report 
of  the  case,  and  no  repetition  here  is  necessary.  Upon  the  re- 
mittitur being  filed,  the  defendants,  with  leave  of  the  trial  court, 
filed  an  amended  return  August  20,  1901,  containing  the  sub- 
stance of  what  was  contained  in  the  original  return,  and  in  addi- 
tion also  alleging,  in  effect,  that  upon  a  petition  signed  by  10 
per  centum  of  the  qualified  electors  of  the  city,  and  filed  with  the 
city  clerk  twenty  days  prior  to  the  general  election,  held  November 
6,  1900,  the  question  of  granting  franchises  by  the  common  coun- 
cil as  prescribed  by  section  940j,  St.  1898,  was  submitted  to  a 
vote  of  such  electors,  and  1,494  of  such  electors  voted  in  the 
affirmative,  and  301  in  the  negative,  and  that  thereupon  sections 
940c  to  940i  of  the  statutes  of  1898  became  and  continued  to  be 
in  force,  and  applied  to  the  city  of  Sheboygan,  and  that  the  de- 
fendants had  "  no  power  or  authority  to  act  contrary  to  such  sec- 
tions;" that  August  15,  1901,  preambles  and  a  resolution  were 
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tdopted  by  the  common  council,  reciting  the  petition  of  the  relator, 
dated  August  31,  1899,  and  so  submitted  September  11,  1899, 
tnd  also  the  adoption  bj  the  qualified  electors  of  the  city  of  the 
right  to  grant  franchises  as  prescribed  by  sections  940c  to  94(>i, 
St.  1898,  and  that  the  rules  and  regulations  for  the  maintenance 
and  operation  of  the  extension  of  the  relator's  telephone  plant, 
and  the  conduct  of  its  business,  be,  and  the  same  were  thereby, 
established,  to  the  effect  that  poles  might  be  set  and  wires  run 
upon  the  streets  as  therein  prescribed;  the  maimer  of  conducting 
its  central  exchange,  and  its  attendants;  the  quality  and  condi- 
tion of  the  wires ;  the  maximum  rate  of  charges  to  persons  or  cus- 
tomers; the  maimer  of  erecting  and  placing  all  poles,  wires  and 
appurtenances ;  and  that  bids  for  such  franchise  should  be  adver- 
tised as  therein  prescribed,  and  that,  in  case  the  relator  should 
make  the  highest  bid,  such  franchise  should  be  granted  to  it  upon 
making  the  requisite  deposit  and  giving  the  requisite  bond ;  that 
after  the  passage  of  such  resolution,  August  15,  1901,  the  common 
council  did  so  advertise  for  bids  for  such  franchise  up  to  and 
including  October  1,  1901;  that  the  relator  had  not  submitted 
any  bid  pursuant  to  such  advertisement;  that  by  such  resolution 
the  defendants  had  complied  with  the  law  with  reference  to  such 
petition ;  and  that  in  and  by  such  resolution  the  defendants  had 
exercised  their  discretion  and  judgment  in  the  premises.  The 
relator  demurred  to  such  amended  return  on  the  ground  that  it 
does  not  state  facts  sufficient  to  constitute  a  defense,  or  any  reason 
why  the  peremptory  writ  of  mandamus  should  not  issue.  From 
the  order  overruling  such  demurrer,  the  relator  brings  this  appeal. 
It  is  conceded  in  the  amended  return,  as  it  was  in  the  original 
return,  that  the  relator  was  in  1882  duly  incorporated  and  organ- 
ized for  the  purpose  of  conducting  a  telephone  business  under 
chapter  86  of  the  statutes  of  this  State.  See  sections  1771,  1775, 
1778,  St.  1898;  Wisconsin  Tel  Co,  v.  City  of  Oshkosh,  1  Am. 
Electl.  Cas.  687,  62  Wis.  32,  21  N.  W.  828 ;  Roberts  v.  Telephone 
Co,,  3  Am.  Electl.  Cas.  471,  77  Wis.  689,  46  N.  W.  800,  20  Am. 
St.  Rep.  143 ;  City  of  Marshfield  v.  Wisconsin  Tel.  Co,,  7  Am. 
Electl.  Cas.  103,  102  Wis.  604,  78  N.  W.  735,  44  L.  R.  A.  565; 
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Krueger  v.  Telephone  Co.,  7  Am.  Electl.  Oas.  285,  106  Wis.  96, 
81  N.  W.  1041,  50  L.  R.  A.  298.  Under  such  statutes,  as  con- 
strued by  the  cases  cited,  it  was  held  bj  this  court  on  the  former 
appeal,  in  effect,  that  the  relator  had,  as  against  the  public,  au- 
thority to  occupy  the  streets  of  the  defendant  city,  and  to  build 
and  operate  telephone  lines  therein,  and  to  conduct  the  business 
of  telephoning  therein,  and  might  construct  and  maintain  any 
such  lines,  with  all  necessary  appurtenances,  from  point  to  point 
upon  or  along  or  across  any  of  such  streets,  "  or  upon  the  land  of 
any  owner  consenting  thereto,  and  from  time  to  time  extend  the 
same  at  pleasure,"  subject,  however,  to  such  conditions,  restric- 
tions and  regulations  as  are  or  may  be  prescribed  by  law.  In  the 
opinion  of  this  court  on  that  appeal,  Mr.  Justice  Babdeen,  among 
other  things,  said : 


"The  right  to  construct  and  maintain  poles  in  city  streets  is  as  ample 
and  positive  as  to  build  in  the  country  highways,  except  that  it  may  be  Bub- 
ject  to  stricter  police  "'^lations,  as  will  be  more  fully  discussed  in  a  sub- 
sequent portion  of  this  opinion."  7  Am.  Electl.  Cas.  109,  111  Wis.  33,  S6  N. 
W.  667. 

And  then,  after  discussing  such  police  powers  at  some  length, 
he  further  said : 

"Construing  the  charter  and  the  statute  in  the  light  of  the  rules  of  law 
stated,  the  city  has  authority  to  exercise  its  police  power  to  protect  the  public 
from  imnecessary  obstructions,  inconvenience,  and  danger,  and  to  determine 
in  what  manner  the  relator  may  erect  its  poles  so  as  to  accomplish  this  re- 
sult. ...  It  has  no  authority  to  impose  other  conditions.  That  power 
rests  in  the  Legislature.  The  power  to  regulate  charges  was  not  included 
in,  or  incidental  to,  the  power  to  regulate  the  manner  of  using  streets.  There 
is  not  the  remotest  relation  between  them.  The  attempt  of  the  city  to  justify 
its  position  on  that  ground  must  fail." 

And  in  conclusion  it  is  said  that  the  relator  "  presented  its  peti- 
tion, with  a  plan  of  its  proposed  improvements  and  extensions. 
It  signified  its  willingness  to  submit  to  such  changes  as  were 
deemed  for  the  best  interest  of  the  city.  It  then  became  the  duty 
of  the  city  to  take  affirmative  action.  What  that  action  should 
be,  the  court  has  no  power  to  declare.  It  can  only  say  *  act,  and 
let  such  action  be  in  harmony  with  the  powers  granted  in  the 
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charter,  as  herein  construed/  "      Instead  of  so  acting,  the  de- 
fendants, by  the  amended  return,  declare  that  they  "  have  no 
power  or  authority  to  act  contrary  to  sections  940c  to  940i,  so 
adopted  by  the  qualified  electors  of  the  city  November  6,  1900,'' 
18  mentioned  in  the  statement  of  facts.      The  defendants  further 
exeuae  their  mm-action  by  reason  of  the  failure  of  the  relator  to 
Ui  for  the  franchises  which  the  city  was  authorized  to  grant  by 
virtue  of  such  sections,  and  the  resolution  adopted  by  the  common 
oDuncil  August  15,  1901,  as  mentioned  in  the  foregoing  state- 
ment.    But  the  relator  has  not  obtained,  nor  sought  to  obtain,  any 
franchise  from  the  common  council.     As  indicated,  long  prior  to 
such  action  on  the  part  of  the  city  the  relator  had  obtained  such 
franchises  and  authority  directly  from  the  State,  under  the  gen- 
eral statutes  cited.     Such  statutes  were  not  repealed,  amended  or 
suspended  by  such  action  on  the  part  of  the  city  November  6, 
1900,  and  August  16,  1901.      Nor  were  such  franchises  and  au- 
thority of  the  relator  in  any  way  destroyed  or  impaired  by  such 
action  on  the  part  of  the  city.      It  follows  that  such  amended 
return  does  not  state  facts  sufficient  to  constitute  a  defense,  or  any 
l^al  justification  for  disobeying  the  command  of  the  alternative 
writ  of  mandamus. 

The  order  of  the  Circuit  Court  appealed  from  is  reversed,  and 
&e  cause  is  remanded,  with  directions  to  sustain  the  demurrer 
to  the  amended  return,  and  for  further  proceedings  according  to 
law. 

Use  of  Streets  and  Highways  by  Telegraph  and  Telephcme 

Companies. 

1.  In  general. 

2.  Municipal  control. 

a.  In  general. 

b.  Authority  of  municipality. 

c.  Reasonable  use. 

d.  Legislative  grant  of  franchise  subject  to  municipal  control. 

e.  Regulations  must  be  reasonable. 

f.  Power  of  court  to  interfere. 

g.  Wires  across  highways  where  poles  are  erected  on  private  lands, 
h.  Revocation  of  rights. 


160  Amesioan  Elbgtbioal  Oases.  [vol.  8 

state  ex  rel.  Wisconsin  Telephone  Co.  v.  City  of  Shelx^gan. 

3.  Injuries  to  trees  in  highways. 

4.  Rights  of  abutting  owners. 

a.  Conflict  of  authority. 

b.  Rural  highways  where  title  is  in  abutting  owners. 

1.  la  seaeraL — It  is  a  well  recognized  principle  that  the  ereeticm  of 
telegraph  and  telephone  poles  in  a  street  or  highway,  without  legislatiye  or 
municipal  authority,  is  a  public  nuisance,  which  may  be  abated  at  the  in- 
stance of  an  abutting  owner,  if  the  poles  obstruct  or  prevent  the  free  pas- 
sage of  carriages,  horses  or  foot  passengers.  Regina  v.  United  Kingdom  Elea. 
Tel.  Co^,  31  L.  J.  M.  C.  (Eng.)  156,  9  Cox  C.  C.  174.  The  right  to  use  streets 
and  highways  for  the  purpose  of  erecting  and  maintaining  telegraph  and 
telephone  poles  and  wires  does  not  exist  unless  conferred  by  statute  or  ordi- 
nance. Brown  v,  N,  J,  Telephone  Co.,  42  N.  J.  £q.  141;  New  York  and  New 
Jersey  Telephone  Co,  v.  East  Orange^  42  N.  J.  Eq.  490,  2  Am.  Electl.  Cas.  138. 

It  is  well  settled  that  the  right  to  use  the  streets  and  other  thoroughfares 
for  the  purpose  of  placing  therein  or  thereon  pipes,  mains,  wires  and  poles 
for  the  distribution  of  gas,  water  and  electric  lights  for  public  and  private 
use,  is  not  an  ordinary  business  in  which  any  one  may  engage,  but  is  a  fran- 
chise belonging  to  the  government,  the  privilege  of  exercising  which  can  only 
be  granted  by  the  State  or  by  the  municipal  government  of  the  city,  acting 
under  legislative  authority.  Orand  Rapids  Elect,  L,  d  P,  Co,  v,  O,  R,  Ediaon 
Elect.  L,  d  F,  0,  Co,,  2  Am.  Electl.  Cas.  152,  33  Fed.  152. 

2.  Munieipal  eontrol. — a.  In  general.  The  right  to  erect  telegraph  and 
telephone  poles  and  string  wires  thereon  in  the  public  streets  and  highways 
is  controlled  by  statute,  and  subjected  to  the  proper  grant  of  authority  by 
the  municipality  through  which  such  poles  and  wires  are  erected.  As  stated 
in  the  case  of  West.  Union  Tel,  Co.  v.  Chicago,  1  Am.  Electl.  Cas.  606,  16 
Fed.  506,  "A  great  city,  notwithstanding  telegraph  lines  may  be  an  instru- 
ment of  commerce,  has  the  right  to  determine  how,  in  what  manner  and  upon 
what  condition  a  telegraph  company  shall  enter  the  city  and  pass  through 
it  for  the  purpose  of  allowing  the  citizens  of  the  country  to  communicate  by 
telegraph,  one  with  another."  A  municipality  has  the  right  and  it  is  its  duty 
to  supervise  and  control  the  erection  and  maintenance  of  telegraph  poles  and 
wires  within  its  limits.  Allentown  v.  West,  Union  Tel,  Co.,  4  Atn.  Electl. 
Cas.  90,  148  Pa.  St.  117,  23  Atl.  1070;  Consolidated  Elect,  Light  Co.  v.  Peoples 
Elect,  Light  d  Oas  Co.,  4  Am.  Electl.  Cas.  250,  94  Ala.  372,  10  South.  440; 
West.  Union  Tel.  Co.  v,  Philadelphia,  2  Am.  ElectL  Cas.  98,  22  Wky.  Notes 
Cas.  (Pa.)  39. 

6.  Authority  of  municipality. — ^The  authority  conferred  upon  a  municipality 
to  grant  to  a  person  or  corporation  a  right  to  erect  telegraph  or  telephone 
poles  in  the  public  streets  can  only  be  derived  from  the  Legislature  by  ex- 
press grant  or  by  necessary  implication  from  powers  expressly  granted. 
Domestic  Telephone  Co.  v.  Mayor,  dc,  of  Newark,  2  Am.  Electl.  Cas.  141,  49 
N.  J.  Law,  344.  In  this  case  the  court  said:  ''The  public  easement  in  high- 
ways is  vested  in  the  public  and  can  be  divested  by  nothing  short  of  an  exer- 
cise of  the  sovereign  power.     Neither  non-user  nor  adverse  user  will  defeat 
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ihe  pnblic  rights.  The  Legislature,  representing  the  public,  may  release  the 
public  right  by  vacating  the  highway,  may  modify  the  public  use  by  granting 
s  right  to  use  the  highway  for  a  horse  railroad,  or  may  restrict  the  public 
use  by  granting  a  right  to  erect  poles  and  other  obstructions  in  the  highway. 
What  the  Legislature  may  thus  do,  it  may  delegate  authority  to  do.  Thus, 
from  the  earliest  history  of  the  State,  authority  to  vacate  highways  in 
eoontry  districts  has  been  conferred  on  special  tribunals.  Like  authority  has 
fre^ently  been  conferred  on  municipalities.  No  reason  appears  why  all  such 
tnthority  possessed  by  the  Legislature  may  not  be  thus  delegated.  But  the 
delegation  of  such  power  must  plainly  appear,  either  by  express  grant  or  by 
Meessary  implication." 

It  has  been  held  that  power  conferred  upon  the  common  council  of  a  city 
to  license,  tax  and  regulate  telephone  companies,  carries  with  it  power  to 
gnnt  permisssion  to  maintain  the  requisite  appliances  in  streets.  Hersohfield 
V.  Roekp  Mt.  BeU  TeL  Co,,  4  Am.  Electl.  Gas.  73,  12  Mont.  102,  29  Pac.  883. 

c  Rtaaanahle  uae. — ^The  use  of  a  street  in  a  reasonable  manner  and  to  a 
reasonable  extent  for  the  purpose  of  communication  by  telegraph  or  telephone 
is  just  and  proper,  and  is  within  the  uses  to  which  the  street  may  lawfully 
be  put,  when  such  use  is  sanctioned  by  the  public  through  its  duly  authorized 
aunicipal  agents.  McCormiok  v.  District  of  Columbia,  4  Mackey  (D.  C.) 
396,  54  Am.  Rep.  284;  Irtoin  v.  Great  Southern  Tel.  Co,,  1  Am.  Electl.  Cas. 
709,  37  La.  Ann.  63;  Pierce  v.  Drew,  1  Am.  Electl.  Cas.  571,  136  Mass.  75; 
Htrmshfield  v.  Rocky  Mt.  Bell  Telephone  Co.,  4  Am.  Electl.  Cas.  73,  12  Mont. 
102,  29  Pac.  883 ;  Taggart  v,  Newport  8t,  Ry,  Co,,  3  Am.  Electl.  Cas.  306,  16 
R.  L  668,  19  Ati.  326;  People  v,  Kerr,  27  N.  Y.  188. 

d.  LeyiMlative  grant  of  franchise  subject  to  munieiptU  control, — ^Where  a 
franchise  is  granted  to  a  corporation  by  a  legislative  act,  authorizing  such 
corporaticm  to  transact  business  as  a  telegraph  or  telephone  company,  it  will 
be  assumed  that  the  right  of  such  corporation  to  use  the  public  highways 
will  be  subject  to  municipal  control  and  regulation.    It  was  held  in  the  cade 
of  Monongahela  City  v.  Monongahela  Elect,  Light  Co,,  4  Am.  Electl.  Cas.  53, 
12  Pa.  Co.  Ct.  R.  529,  that  all  legislative  grants  to  private  corporations  to 
occupy  streets  with  electrical  appliances  are  made  impliedly,  if  not  expressly, 
subject  to  the  police  powers  of  the  municipality,  both  to  dictate  and  to  change 
the  location  of  such  plant.     Where  the  Legislature  has  given  a  company  a 
general  grant  to  enter  the  streets  of  a  city,  the  city,  nevertheless,  in  the  exer- 
cise of  its  police  powers,  can  supervise  and  control  the  erection  and  mainten- 
ance  of  its  poles  and  wires,  and  may  even  require  a  license  for  maintaining 
the  poles  upon  the  streets.    Philadelphia  v.  West.  Union  Tel,  Co.,  3  Am.  Electl. 
Cas.  52,  11  Phila.   (Pa.)   327;   West.  Union  Tel.  Co.  v.  Philadelphia,  2  Am. 
ElectL  Cas.  98,  22  VVkly.  Notes  Cas.    (Pa.)    39;   Lancaster  v.  Edison  Elect, 
lUum.  Co,,  2  Am.  Electl.  Cas.  116,  8  Pa.  Co.  Ct.  178;  Suburban  Light  d  Power 
Co.  V.  Boston,  3  Am.  Electl.  Cas.  80,  153  Mass.  200,  26  N.  E.  447.     And  a 
statute  granting  to  certain  electric  corporations  the  right  "  to  transact  any 
business  in  which  electricity  over  or  through  wires  may  be  applied  to  any 
oaeM  purpose,''  and  conferring  certain  rights  and  privileges  upon  such  cor- 
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porationB  in  the  city  of  Baltimore,  was  held  to  merely  grant  a  franchise  to 
operate  as  electric  companies  in  such  city,  subject,  however,  to  the  paramount 
right  and  power  of  the  municipality  to  regulate  and  maintain  the  streets  of 
the  city  for  the  use  of  the  public.  Edison  Electl.  Ilium,  Co,  v.  Hooper,  6  Am. 
Electl.  Cas.  8,  85  Md.  110,  30  Atl.  113. 

The  dominant  purpose  of  a  street  is  for  public  passage,  and  any  appropria- 
tion of  it  by  a  legislative  sanction  to  other  objects  must  be  deemed  to  be  in 
subordination  to  this  use,  unless  a  contrary  rule  is  clearly  expressed.  Hudson 
River  Telephone  Co.  v,  Watervliet  Turnpike  d  Ry,  Co.,  4  Am.  ElectL  Cas.  275, 
135  N.Y.  393,  32  N.  E.  148;  City  of  Uiica  v.  Utica  Telephone  Co.,  7  Am.  Electl. 
Cas.  67,  24  N.  Y.  App.  Div.  361,  48  N.  Y.  Supp.  916  (in  which  case  it  was  held 
that  the  right  given  by  the  N.  Y.  Transportation  Corporations  Law  [L.  1890, 
ch.  566,  sec.  102]  to  any  telegraph  or  telephone  company  **to  erect,  constmct. 
and  maintain  the  necessary  fixtures  for  its  lines,  upon,  over  or  under  any  of 
the  public  roads,  streets  and  highways,''  is  subordinate  to  the  power  to  oontrd 
the  strc  ts,  and  remove  or  prevent  encroachments,  imposed  upon  the  municipal 
authorities  by  the  charter  of  the  municipality).  City  of  Mftrehfleld  v,  Wta- 
oonein  Telephone  Co^  7  Am.  Electl.  Cas.  103,  102  Wis.  604  (where  it  was  held 
that  the  right  of  a  telephone  company  to  occupy  streets  with  its  appliances, 
is  subject  to  the  provisions  of  a  city  charter  that  no  obstructions  shall  be 
placed  in  streets  without  the  direction  and  consent  of  specified  municipal 
officers;  and  the  fact  that  no  ordinance  upon  the  subject  of  obstructions  has 
been  enacted  is  immaterial ) . 

The  paramount  authority  over  streets  and  highways  is  vested  in  the  Legis- 
lature as  the  representative  of  the  whole  people.  It  may,  however,  delegate 
to  municipal  corporations  such  a  measure  of  its  power  as  it  may  deem  ex- 
pedient, and  the  local  authorities,  by  virtue  of  such  delegation,  can  enact  or- 
dinances and  local  laws,  which  have,  within  their  jurisdiction,  the  force  of 
general  statutes.  Salem,  City  of,  v.  Anson,  8  Am.  Electl.  Cas.  44,  40  Ore. 
339,  67  Pac.  190. 

c.  Regulations  must  he  reasonable. — Where  the  power  of  a  corporation  to 
exist  for  the  purpose  of  transacting  its  business  as  a  telephone  or  telegraph 
company,  and  to  exercise  its  franchise  of  the  use  of  the  highways  and  streets 
as  against  the  public,  has  been  recognized  and  acted  upon  by  a  municipality, 
such  municipality  can  control  the  exercise  of  such  power  in  conformity  with 
a  just  and  reasonable  administration  of  its  police  power,  in  the  interests  of 
the  city  and  its  inhabitants.  Neither  a  city  nor  the  State  can  destroy,  or 
essentially  modify,  corporate  franchises,  except  as  the  power  is  reserved  in  the 
original  grant  or  by  the  constitution.  They  may  regulate  the  mode  of  doing 
business  with  reference  to  the  comfort,  welfare  and  safety  of  society,  but 
cannot,  under  the  pretense  of  regulating,  take  away  any  of  the  essential 
rights  and  privileges  which  the  charter  confers  upon  the  corporation. 

The  right  to  erect  poles  in  a  city  street  being  granted  by  an  act  of  the 
Legislature,  a  city  cannot  refuse  its  consent  thereto  on  the  ground  that  such 
right  is  a  municipal  franchise,  or  because  the  streets  are  already  too  much 
encumbered.  The  regulations  adopted  by  a  municipality  controlling  the  use 
of  the  streets  by  a  telegraph  or   telephone  company  should   be  reasonable 
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tnd  fair.  They  may  control  the  location  of  poles  and  wires  at  certain  places, 
bat  cannot  fix  telephone  charges,  or  compel  the  company  to  sell  the  privileges 
to  the  city  if  the  city  shall  so  desire,  or  require  the  company  to  use  its  poles 
tnd  connect  with  its  exchange  free  of  charge.  State  ew  rel,  Wisconsin  Tele- 
pkme  Co.  v.  Sheboygan,  7  Am.  Electl.  Cas.  109,  111  Wis.  33,  86  N.  W.  657. 
And  in  another  leading  Wisccmsin  case,  Wisconsin  Telephone  Co,  v,  Oshkosh, 
1  Am.  Electl.  Cas.  687,  62  Wis.  32,  40,  it  was  held  that  a  provision  of  a  char- 
ter authorixing  the  common  council  to  regulate,  control  and  prohibit  the 
loeation,  laying,  use  and  management  of  telegraph,  telephone  and  electric 
l^t  and  power  wires  and  poles  authorized  regulations  in  order  to  guard 
and  secure  the  public  safety  and  convenience,  but  such  regulations,  to  be 
valid,  must  be  reasonable  and  fair,  and  cannot  go  to  the  extent  of  confisca- 
tioD,  nor  of  wholly  excluding  such  companies  from  the  city.  See  also  Han- 
mbal  V.  Missouri  d  Kansas  Telephone  Co.,  2  Am.  Electl.  Cas.  146,  31  Mo.  App. 
146;  Hershfield  v.  Rodcy  Mt.  Bell  T.  Co.,  4  Am.  Electl.  Ca«.  73,  12  Mont 
102,  29  Pac.  883;  Michigan  Teleph.  Co.  v.  City  of  St.  Joseph,  7  Am.  Electl. 
(ks.  1,  121  Mich.  502,  80  N.  W.  383. 

The  power  to  regulate  and  control  vested  in  a  municipality  is  limited  to  a 
proper  exercise  of  its  police  power,  and  cannot  be  extended  to  the  imposition 
of  other  conditions  than  those  based  on  public  convenience  or  safety.  Miohu 
gam  Teleph.  Co,  v.  City  of  BerUon  Harbor,  7  Am.  Electl.  Cas.  9,  121  Mich. 
512,  80  X.  W.  386. 

/.  Power  of  court  to  interfere. — ^The  power  to  regulate  and  control  the  exer- 
dsit  of  a  franchise  in  the  streets  by  a  telegraph  or  telephone  company  is  a 
legislative  or  administrative  function,  and  not  a  judicial  one.  The  court  has 
power  to  put  the  proper  authorities  in  a  city  in  motion  to  adopt  reasonable 
rules  and  regulations,  and  to  pass  upon  the  validity  of  such  action  when 
taken.  This  is  the  extent  of  its  authority.  Michigan  Teleph.  Co.  v.  City  of 
8t.  Joseph,  7  Am.  Electl.  Cas.  1,  121  Mich.  502,  80  X.  W.  383.  See  also  Marsh- 
field,  City  of,  V.  Wisconsin  Teleph.  Co.,  7  Am.  Electl.  Cas.  103,  102  Wis.  604, 
78  X.  W.  735;  Tuttle  v.  Brush  Electl.  lU.  Co.,  1  Am.  Electl.  Caa.  508,  50  N.  Y. 
Super.  Ct.  508.  In  the  case  of  Western  Union  Teleg,  Co,  v.  Champlain  Elect. 
L.  Co.,  1  Am.  Electl.  Cas.  822,  14  Cin.  L.  Bull.  327,  it  was  held  that  courts 
will  not  interfere  with  the  exercise  by  municipal  authorities  of  their  power  to 
regulate  the  erection  and  maintenance  of  wires  in  streets;  but  they  will  in 
a  proper  case,  as  between  two  parties  maintaining  electrical  wires  in  the 
streets,  restrain  the  one  from  so  placing  or  using  its  wires  as  to  injure  the 
other. 

The  granting  of  authority  to  public  service  companies  to  use  the  streets  and 
highways  is  a  legislative  act,  entirely  beyond  the  control  of  judicial  power, 
so  long  as  it  is  within  the  constitutional  limitations.  It  may  be  exercised 
directly  by  the  Legislature,  or  be  delegated  by  that  body  to  a  municipal  cor- 
poration; and  when  so  delegated  the  municipality  has,  within  the  authority 
granted,  the  same  rights  and  powers  that  the  Legislature  itself  possesses. 
To  that  extent  it  is  endowed  with  legislative  sovereignty,  the  exercise  of 
which  has  no  limit,  so  long  as  it  is  within  the  objects  and  limits  for  which 
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the  power  was  conferred.  Salem-,  City  of,  v,  Anaon,  8  Am.  Electl.  Cas.  44,  40 
Ore.  339,  67  Pac.   190. 

g,  Wire8  across  highways  where  poles  are  erected  on  private  Uund, — ^In  th« 
absence  of  regulations  fixing  the  height  at  which  wires  should  be  placed, 
municipal  authorities  have  no  right  to  molest  the  wires  of  a  telegraph  oom- 
pany  strung  across  streets  and  highways,  but  suspended  from  poles  standing 
on  private  land,  so  long  as  they  do  not  interfere  with  the  free  use  <tf  sodi 
streets  and  highways  for  the  purpose  of  travel.  Amerioan  Un.  Teleg..Co,  v. 
Town  of  Harrison,  1  Am.  Electl.  Cas.  291,  31  N.  J.  Eq.  627;  Summit^  Towm  of, 
V,  y.  Y.  d  N,  J,  Teleph,  Co.,  7  Am.  Electl.  Cas.  58,  57  N.  J.  Eq.  123,  41  AAL 
146.  And  an  English  statute  providing  that  ''all  streets  being  highways,  shall 
vest  in  and  be  under  the  management  and  control  of  the  vesting  or  distriefc 
board  of  the  parish  or  district  in  which  such  highways  are  situate,"  was  held 
to  refer  only  to  the  surface  of  the  street,  and  so  much  above  and  beneath  as  was 
within  the  area  of  common  user;  and  an  mjunction  to  restrain  the  ereetiim 
and  continuance  of  telephone  wires  stretched  from  chimneys  upon  private 
property  across  a  street,  not  within  the  area  of  ordinary  user,  and  shown  not 
to  be  dangerous  so  as  to  be  a  nuisance,  was  refused.  Wandsworth  Board  of 
Works  V.  United  Kingdom  Teleph.  Co,,  51  Law  T.  (Eng.)  148. 

But  owing  to  the  dangerous  character  of  electric  wires,  and  the  fact  that  in 
a  populous  city  they  may  seriously  impede  the  efforts  of  firemen  to  eztiB- 
guish  fires,  it  is  within  the  police  power  of  a  municipality  to  prohibit  the 
suspension  of  such  wires  over  or  upon  the  roofs  of  buildings.  Eleohie  Iwif, 
Co.  V.  City  of  San  Francisco,  3  Am.  Electl.  Cas.  89,  45  Fed.  593. 

h.  Revocation  of  rights. — Where  streets  have  been  designated  by  mnnicipal 
authorities  upon  which  a  telephone  company  may  erect  poles,  and  the  oooi- 
pany  has  expended  money  in  erecting  them,  the  permission  cannot  be  revoked. 
Hudson  Teleph.  Co.  v.  Jersey  City,  2  Am.  Electl.  Cas.  133,  49  N.  J.  Law,  303, 
8  Atl.  123;  Neuman  v.  Avondale,  4  Am.  Electl.  Cas.  82,  31  Weekly  BnlL 
(Ohio)   123. 

A  municipal  ordinance  granting  to  a  particular  company  authority  to  con- 
struct and  maintain  telephone  lines  on  the  streets,  without  any  limitation 
as  to  time,  and  for  a  consideration  stipulated,  when  accepted  and  acted  on 
by  the  grantee  by  a  compliance  with  all  its  conditions  and  the  construction  of 
a  valuable  and  expensive  plant,  acquires  thereby  the  features  of  a  contract, 
which  the  city  cannot  thereatter  abolish  or  alter  in  its  essential  terms,  with- 
out the  consent  of  the  grantee,  ^etr  Orleans  v.  Great  So.  Teleph.  d  Teleg. 
Co.,  2  Am.  Electl.  Cas.  122,  40  La.  Ann.  41,  3  So.  533.  See  also  in  this  con- 
nection, Brooklyn  Central  R.  R.  Co.  v.  Brooklyn  City  R.  R.  Co,,  32  Barb. 
(N.  Y.)  358;  Commonwealth  v.  Boston,  97  Mass.  555;  Michigan  Teleph.  Co, 
V.  City  of  St.  Joseph,  7  Am.  Electl.  Cas.  1,  121  Mich.  502,  80  N.  W.  383. 

When  permission  has  been  given  and  wires  strung  in  reliance  thereon,  the 
company  has  a  franchise,  subject  only  to  the  police  power,  not  a  mere  license 
which  can  be  revoked.  Suburban  Elect.  L.  d  P.  Co.  v.  East  Orange  Township 
(X.  J.  Ch.)  7  Am.  Electl.  Cas.  37,  59  N.  J.  Eq.  503,  44  Atl.  628. 

In  the  case  of  People  ex  rel.  City  of  Pontiae  v.  Central  Union  Tel.  Co.,  192 
111.  307,  67  N.  E.  428,  it  was  held  that  a  municipal  grant  of  a  right  to  use 
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streets  for  telephone  poles,  becomes,  when  the  privileges  granted  are  accepted, 
t  binding  contract  between  the  city  and  the  telephone  company,  which  cannot 
be  revoked  or  rescinded  except  for  cause.  ( Citing  Chicago  Municipal  Qas  Co. 
«.  Town  of  Lake,  130  111.  42,  22  N.  E.  616;  Belleville,  City  of,  v.  Citieena' 
Borwe  Ry.  Co.,  152  111.  171,  38  N.  E.  584,  26  L.  R.  A.  681.) 

3,  Imfmrj  to  trees  ia  klsliwaya* — As  was  held  in  the  case  of  Western 
Umiom  Teieg.  Co.  v.  Kreuger,  8  Am.  Electl.  Cas.  214,  30  Ind.  App.  28,  64  N.  E. 
135,  an  abutting  owner  who  owns  the  fee  upon  which  a  highway  is  located 
is  the  owner  of  the  soil  and  trees  growing  thereon.  In  respect  to  such  trees, 
ke  has  the  rights  and  remedies  of  the  owner  of  the  freehold,  subject  only  to 
the  public  easement.  He  may  sue  and  recover  damages  for  any  unlawful  in- 
jury to  such  trees  by  a  telegraph  or  telephone  company. 

In  Connecticut  (Gen.  Stats,  sec.  3944)  telegraph  and  telephone  companies 
are  required  to  so  construct  their  lines  as  not  to  "incommode  public  travel  or 
navigation,  nor  to  injure  any  tree  without  the  consent  of  the  owner."  In 
the  face  of  such  a  statute  a  municipal  board,  having  power  to  direct  ajs  to  the 
location  of  telegraph  and  telephone  poles  and  wires,  and  to  compel  a  company 
owning  the  same  to  change  their  location,  cannot  authorize  a  telephone  com- 
pany to  cut  the  trees  in  a  highway  without  the  consent  of  the  owners  of  the 
shutting  land.  Bradley  v.  Southern  N.  E.  Teleph.  Co.,  6  Am.  Electl.  Cas. 
152,  66  Conn.  559,  34  Atl.  449. 

But  the  ownership  of  the  trees  by  the  abutting  owner  has  been  held  to  be 
a  qualified  and  limited  ownership,  subordinate  to  the  rights,  powers  and 
duties  of  the  governing  municipal  body,  in  the  protection,  promotion  and 
establishing  of  all  public  uses;  therefore,  a  telephone  company,  invested  by 
statute  with  the  right  of  eminent  domain,  and  authorized  by  law  to  maintain 
its  poles  and  wires  in  the  public  streets,  is  not  a  trespasser  in  trimming  the 
trees  in  a  street  in  front  of  tne  property  of  an  abutting  owner,  where  such 
work  is  necessary  to  carry  out  the  directions  of  municipal  authorities  as  to  a 
change  in  the  location  of  poles  and  wires,  and  is  done  with  the  consent  of 
such  authorities  and  under  the  superintendence  of  one  of  the  city  officers. 
Southern  Bell  Teleph.  d  Teleg.  Co.  v.  Francis,  6  Am.  Electl.  Cas.  160,  109  Ala. 
224,  19  So.  1.    See  Commonwealth  v.  Smith,  6  Am.  Electl.  Cas.  167  n. 

In  the  case  of  Bronson  v.  Albion  Teleph.  Co.,  8  Am.  Electl.  Cas.  177  (Neb.), 
93  X.  W.  201,  it  is  held  that  where  an  abutting  owner  has  planted  trees 
slong  the  street  adjacent  to  his  property,  under  the  terms  of  a  city  ordi- 
nance pursuant  to  statutory  provisions,  a  telephone  company  which  removes, 
destroys  or  injures  such  trees  in  erecting  poles  and  wires  under  its  franchise, 
is  liable  for  the  resulting  damage,  even  tnough  no  unnecessary  injury  is  in- 
flicted. 

The  right  to  trim  trees  in  the  highways  so  as  to  permit  the  proper  use 
thereof  by  telegraph  and  telephone  companies  is  dependent,  to  a  certain  ex- 
tent, upon  whether  or  not  such  use  is  deemed  an  additional  servitude.  It  has 
been  held,  where  such  use  is  not  deemed  such  a  servitude,  that  a  telephone 
company,  which  has  been  given  the  right  to  erect  poles  and  wires,  has  the 
right  to  remove  branches  of  trees  and  other  obstructions,  provided  such  re- 
moval be  necessary  and  be  accomplished  in  a  proper  manner.    Wyant  v,  Cen- 
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iral  Teleph,  Co,,  7  Am.  Elect!.  Gas.  256,  123  Mich.  51,  81  N.  W.  928. 
also  Southern  Bell  Teleph.  Co,  v,  Constantine,  4  Am.  Electl.  Cm.  219,  01 
Fed.  61. 

In  the  following  cases  it  has  been  held  that  an  abutting  owner  is  entitled  to 
compensation  for  injury  to  trees  in  the  highway.  Board  of  Trade  Teieg,  Co. 
V.  Bamett,  1  Am.  Electl.  Cas.  505,  107  111.  507 ;  Clay  v.  Postal  Teleg.  Co.,  4 
Am.  Electl.  Cas.  224,  70  Miss.  406,  7  So.  658 ;  McGruder  v,  Rochester  8t.  Rp. 
Co.,  4  Am.  Electl.  Cas.  224,  28  N.  Y.  Supp.  13;  Dailey  v.  Ohio,  5  Am.  ElectL 
Cas.  186,  61  Ohio  St.  348,  39  N.  E.  710. 

4.  Ricbte  of  abuttinc  owners.— a.  Conflict  of  authority. — ^There  is  an 
entire  lack  of  harmony  among  the  adjudged  cases  in  this  country  as  to  the 
question  of  whether  the  use  of  highways  by  telegraph  and  telephone  com- 
panies constitutes  an  additional  servitude  for  which  abutting  owners  must 
be  compensated.  The  cases  are  ranged  not  very  unequally  on  both  sides.  In 
the  note  to  the  case  of  Nicholl  v.  N.  Y.  d  N.  J.  Teleph.  Co.,  7  Am.  Elect  Cas. 
283,  a  number  of  cases  are  cited  both  for  and  against  the  proposition  that 
such  a  use  is  an  additional  servitude.  And  in  this  volume  it  is  held,  in  the 
case  of  Bronson  v.  Albion  Teleph.  Co.  (Neb.),  8  Am.  Electl.  Cas.  177,  93  N.  W. 
201,  that  poles  and  wires  which  permanently  and  exclusively  occupy  portions 
of  a  public  street  or  highway,  constitute  an  additional  servitude,  for  which 
the  abutting  owner  is  entitled  to  compensation  in  case  he  is  damaged  thereby. 
To  the  same  effect  is  Donovan  v.  Albert,  8  Am.  Electl.  Cas.  11  N.  D.  289,  91 
N.  W.  441 ;  Contra,  Maancell  v.  Central  District  d  Printing  Teleg.  Co.,  8  Am. 
Electl.  Cas.  206,  51  W.  Va.  121,  41  S.  E.  125. 

b.  Rural  highways  where  title  is  in  abutting  owners. — In  New  York  a  dis- 
tinction seems  to  be  made  in  the  application  of  the  rule  as  to  compensation 
to  owners  of  lands  abutting  upon  rural  highways,  the  title  of  which  is  re- 
tained by  such  owners  subject  to  the  public  easement.  It  is  there  held  that 
in  a  rural  highway,  the  title  to  the  center  of  which  is  in  the  abutting  owner, 
subject  to  the  public  easement  of  travel,  the  erection  and  maintenance  of 
telegraph  poles  and  wires  constitutes  a  new  servitude,  for  which  the  abutting 
owner  is  entitled  to  compensation.  Eels  v.  American  Tel^h.  d  Teleg.  Co.,  5 
Am.  Electl.  Cas.  92,  143  N.  Y.  133,  38  N.  E.  202.  But  where  the  record  title 
of  the  highway  is  not  in" the  abutting  owner,  he  cannot  compel  the  removal  of 
telephone  poles  from  the  highway,  if  they  cause  no  substantial  injury  to  any 
easement  of  light,  air  or  ac(*ess  which  he  has  in  the  highway.  Hallernan  v. 
Bell  Teleph.  Co.,  7  Am.  Electl.  Cas.  263,  64  App.  Div.  41,  71  N.  Y.  Supp.  686. 

The  court  in  the  case  of  Eels  v.  American  Teleph.  d  Teleg.  Co.,  supra,  recog- 
nized the  fact  that  the  easement  in  a  public  street  in  a  city  or  village  might 
well  be  enlarged  by  the  necessities  of  the  case,  and  it  vas  careful  to  say  that 
it  neither  decided  nor  intimated  that  "the  defendant  would  or  would  not 
have  the  right  to  place  its  poles  in  the  city  street  without  compensation  to  the 
owner  if  he  owned  to  the  center  of  the  street."  In  the  case  of  Castle  v.  Bell 
Teleph.  Co.,  7  Am.  Electl.  Cas.  261,  49  App.  Div.  437,  63  N.  Y.  Supp.  482, 
the  distinction  was  clearly  drawn  between  urban  and  rural  highways,  and  it 
was  held  that  the  placing  of  a  conduit  for  elephone  wires,  beneath  the  sur- 
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fice  of  a  street,  the  fee  of  which  is  in  the  abutting  owners,  to  take  the  place 
of  poles  previously  erected  and  used  in  the  street,  imposes  no  additional  bur- 
den entitling  such  owners  to  compensation. 

It  has  been  generally  understood  in  Pennsylvania  that  the  abutting  owner 
has  a  fee  to  the  middle  of  the  adjoining  street,  and  that  the  public  has  a 
r^ht  of  passage  over  it;  but  this  must  not  be  taken  in  its  literal  sense, 
cipecially  in  towns  and  cities.  What  might  be  considered  an  invasion  of  a 
private  right,  so  far  as  the  use  of  a  rural  highway  is  concerned,  might  not  be 
•o  in  a  city.  Lockhari  v,  Craig  8t.  Ry.  Co.,  3  Am.  Electl.  Cas.  314,  139  Pa. 
St.419,  21  Atl.  26.  In  the  classification  of,  and  distinction  to  be  drawn 
between  city  streets  and  rural  highways,  the  courts  have  treated  village 
streets  as  more  analogous  and  akin  to  the  former  than  to  the  latter.  Johnson 
V,  N.  y.  d  Pa.  Teleph.  d  Teleg.  Co.,  76  App.  Div.  564,  78  N.  Y.  Supp.  698, 
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AvEBY  V.  Vermont  Elbctbic  Co. 

Vermont;  Supreme  Court, 

1.  Erection  of  dam;  what  constitutes  public  use. — Under  a  statute  (Vi. 
Stats.,  ch.  159),  authorizing  one  who  desires  to  erect  or  continue  a  mill 
or  factory  on  his  land  to  construct  a  dam  to  obtain  water  therefor,  and 
to  secure  the  right  to  overflow  the  lands  of  others,  if  commissioners  ap- 
pointed for  such  purpose,  or  the  court  itself,  shall  find  "that  the  flowing 
of  the  land  as  proposed  will  be  a  public  benefit,"  a  person  who  desires 
to  erect  such  dam  to  procure  power  to^  generate  electricity  for  the  opera- 
tion of  a  railroad,  cannot  invoke  the  power  of  eminent  domain,  since 
while  the  railroad  must  serve  the  public,  there  is  nothing  to  compel 
such  person  to  furnish  electricity  to  the  railroad,  or  to  give  equal  ad- 
vantages to  all. 

Appeal  by  petitioner  from  judgment  dismissing  petition  for 
appointment  of  commissioners  in  eminent  domain  proceedings. 
Reported  56  Atl.  179 ;  decided  March  6,  1903. 

Edmund  C.  Mower,  for  petitioner. 

W,  L.  Bumap  and  A.  G.  Whittemore,  for  defendants. 

Opinion  by  Munson,  J. : 

The  petition  alleges  that  the  petitioner  is  the  owner  in  trust  of 
a  certain  mill  property  on  the  Winooski  river,  and  that  he  desires 
to  raise  to  the  height  of  fifty  feet  a  dam  now  existing  on  said  prop- 
erty, and  proposes  to  use  the  water  power  so  provided  in  generating 
electricity  for  the  operation  of  the  Burlington  &  Hinesburgh  rail- 
road; shows  further  that  the  raising  of  this  dam  will  flow  the 
lands  of  other  owners,  and  that  the  petitioner  is  unable  to  agree 
with  them  as  to  the  damages  they  will  sustain ;  and  prays  that  he 

may  be  permitted  to  raise  said  dam,  and  for  the  appointment  of 
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commissioners  to  ascertain  the  damages  caused  thereby.  It  was 
moved  that  the  petition  be  dismissed  because  it  did  not  appear 
from  the  allegations  that  the  flowage  would  be  a  public  benefit,  or 
such  a  public  benefit  as  would  warrant  the  taking  under  the  con- 
stitution. The  county  court  sustained  the  motion,  No  objection 
is  taken  as  to  the  manner  in  which  the  question  is  raised.  It  is 
provided  in  chapter  159  of  the  Vermont  statutes  that  one  who 
desires  to  set  up  or  continue  a  mill  or  manufactory  on  his  land, 
and  to  erect  or  continue  or  raise  a  dam  to  obtain  water  therefor, 
and  thereby  flow  the  lands  of  another  person,  may  secure  the  right 
to  do  so  in  the  manner  there  provided,  if  commissioners  appointed 
for  that  purpose,  or  the  court  itself,  shall  find  "  that  the  flowing 
of  the  land  as  proposed  will  be  of  public  benefit."  For  the  pur- 
poses of  this  discussion,  it  will  be  assumed,  without  consideration, 
that  a  plant  for  the  generation  of  electricity  is  a  manufactory, 
within  the  meaning  of  the  statute. 

The  first  question  for  consideration,  as  stated  by  the  petitioner, 
is  whether  the  application  of  water  power  to  the  generation  of 
electricity  for  use  in  the  operation  of  a  railroad  is  such  a  public 
benefit  as  will  justify  an  exercise  of  the  right  of  eminent  domain 
under  the  provisions  of  this  chapter.  But  this  statement  of  the 
inquiry  is  hardly  broad  enough  for  our  purpose,  for  this  assumes 
that  the  statute  names  a  constitutional  ground  of  condemnation, 
and  proposes  to  test  the  petitioner's  right  by  inquiring  whether 
his  case  is  within  its  terms.  A  more  accurate  statement  of  the 
question  would  be  whether  this  is  a  public  use,  within  the  mean- 
ing of  the  constitution,  for  no  finding  of  public  benefit  under  the 
statute  can  avail  unless  the  statute  and  the  constitutional  provision 
are  brought  together  by  construction.  The  argument  of  the  peti- 
tioner is  an  earnest  plea  for  a  liberal  construction  of  the  term 
"  public  use."  It  is  evidently  considered  that  the  term  "  public 
benefit "  is  a  better  expression  of  what  is  meant,  and  cases  are 
cited  where  it  is  said  that  "  public  use  "  is  synonymous  with  that 
term.  We  are  also  referred  to  the  utterance  of  this  court  in  Re 
Barre  Water  Company,  62  Vt.  27,  20  Atl.  109,  9  L.  R  A.  195, 
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where  it  is  said  that  the  power  of  condemnation  '^  must  have  some 
degree  of  elasticity,  that  it  may  be  exercised  to  meet  the  demands 
of  new  conditions  and  improvements,  and  the  ever-varying  and 
constantly  increasing  necessities  of  an  advancing  civilization." 
It  is  urged  that  the  use  of  electricity  has  become  so  important  to 
the  prosperity  and  development  of  the  State  that  the  utilization  of 
our  water  powers  for  its  production  ought  to  be  regarded  as  a 
public  necessity.  We  have  in  the  petitioner's  brief  an  extended 
presentation  of  the  views  expressed  by  other  courts  in  dealing 
with  the  question  of  public  use.  In  considering  these  opinions,  it 
must  be  remembered  that  some  States  have  constitutional  provi- 
sions much  broader  than  ours,  and  that  even  a  slight  variation  of 
expression  may  be  influential  in  determining  the  line  of  decision. 
It  is  true,  nevertheless,  that  some  of  the  cases  cited  proceed  upon; 
grounds  that  afford  support  to  the  petitioner's  contention.  In 
fact,  the  reasoning  of  some  of  them  comes  dangerously  near  the 
argument  that  it  is  for  the  public  benefit  to  have  property  of  this 
character  in  the  hands  of  those  who  will  put  it  to  the  best  use, 
and  that  the  refusal  of  an  obstinate  or  grasping  owner  to  part 
with  his  property  ought  not  to  be  allowed  to  block  the  wheels  of 
progress.  It  is  needless  to  say  that  arguments  of  this  character 
can  have  no  weight  in  the  determination  of  cases  arising  under 
the  constitution  of  this  State.  Our  only  decision  upon  the  flowage 
law  is  found  in  Tyler  r.  Beacher,  44  Vt.  648,  8  Am.  Kep.  398. 
It  was  there  held  that  the  owner  of  a  gristmill,  who  was  under  no 
obligation  to  grind  for  the  public,  could  not  flow  the  lands  of 
another  to  increase  his  power,  for  the  reason  that  the  use  was 
private.  It  is  said  by  the  petitioner  that  that  case  is  opposed  to 
the  decisions  of  most  of  the  States  which  have  passed  upon  the 
question,  and  this  is  true.  But  we  find  nothing  in  the  arguments 
of  other  courts  that  leads  us  to  question  its  soundness,  and  have 
no  disposition  to  recede  from  it.  A  review  of  the  adverse  line  of 
decision  will  be  found  in  Lewis  on  Eminent  Domain,  sections  178- 
181.  This  author  considers  that  mills  which  are  not  required 
by  law  to  serve  the  public,  while  they  may  be  a  public  "benefit,  are 


174  American  Electrical  Cases.  [vol.  8 

>^-^^— ^^^^— ^»^— ^^■^^— ^— ^^^—  ^— ^— ^■^^^~^— ^^^      — ^»^— ^^— ^■^^^^j.^^^^^^— ^■^— 

Avery  v.  Vermont  Electric  Co. 

not  a  public  use,  within  the  meaning  of  the  constitution,  and  says 
that  the  circumstances  under  which  the  contrary  decisions  were 
made  may  explain,  but  do  not  justify,  them.  But  it  is  said  that 
the  purpose  of  this  condemnation  is  to  provide  motive  power  for  a 
railroad,  and  that  the  railroad  is  unquestionably  a  public  servant 
Treating  the  case  as  if  the  application  were  by  the  railroad  com- 
pany itself,  the  reasoning  of  this  court  in  Eldridge  p.  Smith,  34 
Vt.  484,  is  decidedly  against  the  right  The  distinction  between 
taking  the  land  necessary  for  the  road,  and  the  taking  of  property 
for  use  in  the  production  of  the  means  to  be  employed  in  carrying 
it  on,  is  there  clearly  pointed  out  But  it  is  not  necessary  to  resort 
to  an  application  of  this  doctrine,  for  the  reason  of  the  decision  in 
Tyler  v.  Beacher  is  controlling  here.  If  the  petitioner's  purpose 
were  found  to  be  as  alleged,  this  would  not  meet  the  requirement 
It  is  true  that  the  railroad  must  serve  the  public,  but  there  is 
nothing  that  binds  the  petitioner  to  serve  the  railroad.  And  if  we 
look  to  some  direct  service  of  the  general  public,  there  is  nothing 
that  binds  the  petitioner  to  give  equal  advantages  to  all.  The 
suggestion  that  a  failure  in  this  respect  would  work  a  forfeiture 
does  not  remove  the  difficulty.  The  conditions  which  make  the 
use  public  must  exist  at  the  time  of  the  taking. 

We  have  thus  far  considered  the  statute  upon  the  theory  that : 
it  was  designed  to  give  the  right  of  eminent  domain  to  every 
riparian  owner  for  the  maintenance  of  a  mill  or  manufactory  of 
public  benefit  This  was  the  view  formerly  taken  of  the  mill  act 
of  Massachusetts,  but  the  more  recent  doctrine  of  that  State  is 
that  the  provision  is  not  an  exercise  of  the  right  of  eminent 
domain,  but  a  statutory  regulation  of  rights  common  to  the 
riparian  owners.  It  is  insisted  that  the  petition  can  be  sustained 
on  this  ground.  The  doctrine  referred  to  is  claimed  to  be 
analogous  to  that  upon  which  provision  is  made  for  the  partition 
of  land  held  by  several  tenants  in  common.  The  different  owners 
of  the  bed  and  banks  of  the  stream  are  treated  as  having  a  com- 
mon interest  in  the  reasonable  use  of  the  flowing  water.  It  is 
said  that  one  reasonable  use  of  the  water  is  the  use  of  the  power 
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inherent  in  the  fall  of  the  stream,  that  this  power  cannot  be  used 
without  damming  the  water  and  causing  it  to  flow  back,  and  that 
(me  man  may  own  the  f  all,  and  another  the  land  which  it  is  neces- 
stry  to  flow.      The  courts  of  Massachusetts  hold  that  the  Legis- 
lature may  secure  the  full  value  of  the  stream  to  the  different 
owners  by  combining  these  two  interests  for  use,  and  compelling 
the  owner  of  the  flooded  land  to  take  his  share  in  money.      This 
doctrine  is  apparently  approved  by  Judge  Redfisld  in  his  note 
to  Allen  17.  Inhabitants  of  Jay  (in  the  American  Law  Register  for 
Augoaty  1873),  12  Am.  Law  Beg.  (N.  S.)  481,  and  sanctioned 
by  the  Supreme  Court  of  the  United  States  in  Head  v.  Amosheag 
Mfg.  Co.,  113  U.  S.  9,  5  Sup.  OL  441,  28  L.  Ed.  889.    We  can- 
not adopt  this  view.     It  seems  to  assume  that  the  land  goes  with 
the  stream,  instead  of  the  stream  with  the  land,  and  to  give  the 
riparian  owners  a  joint  interest  in  the  land  because  of  their 
peculiar  rights  to  the  water.     But  the  owners  of  the  various  prop- 
erties are  the  several  and  independent  owners  of  their  respective 
parcels  of  land,  and  their  only  right  to  the  water  is  such  as  this 
ownership  gives  them.      To  say  that  one's  holding  of  the  land  is 
subservient  to  such  use  as  the  lower  owner  may  desire  to  make  of 
the  water  is  to  reverse  all  our  theories  regarding  the  use  of  streams. 
It  is  true  that  in  Johns  v.  Stevens,  3  Vt.  308,  Judge  Prentiss 
seems  to  assume  that  it  would  be  within  the  power  of  the  Legis- 
lature to  encourage  the  building  of  mills  by  a  statute  of  this  char- 
acter.     But  in  Adams  v.  Barney,  25  Vt.  226,  where  the  right  of 
the  owner  of  one  side  of  the  stream  to  maintain  a  dam  across  it 
was  involved.  Judge  REi>FrErLD  said  that  the  land  on  the  opposite 
side  was  the  defendant's  and  that  the  plaintiff  had  no  right  to 
use  it,  and  that  no  court  or  Legislature  had  the  power  to  give  him 
the  right.    This  certainly  excluded  the  idea  of  an  acquirement  of 
mill  privileges  through  a  statutory  regulation  of  riparian  rights. 
It  should  be  noticed,  also,  that  the  argument  advanced  in  support 
of  the  statute  as  thus  classified  is  not  coextensive  with  the  right 
given.      The  argument  is  based  upon  the  existence  of  a  common 
interest  in  the  stream,  while  the  statute  applies  to  all  flowable 
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lands.  A  dam  of  moderate  elevation  may  flood  the  land  of  one 
whose  premises  are  not  contiguous  to  the  stream,  and  who  conse- 
quently has  no  interest  in  it.  The  maintenance  of  the  petition 
upon  the  ground  last  urged  would  amoimt  to  a  holding  that  all 
private  lands  in  the  State  that  can  be  flowed  by  the  highest  prac- 
ticable dams  are  held  subject  to  the  full  utilization  of  the  streams 
upon  which  they  lie.  The  Massachusetts  court  supports  its  posi- 
tion by  holding  that  the  mere  flowing  of  land  is  not  a  taking  of 
the  property — a  conclusion  which  we  are  not  ready  to  adopt.  We 
think  Mr.  Lewis  is  right  in  saying  that  appropriations  of  this 
character  cannot  be  sustained  without  virtually  expunging  the 
words  "  public  use  "  from  the  constitution. 
Judgment  affirmed. 
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TELEGRAPH    AND    TELEPHONE    LINES    IN    HIGH- 
WAYS;   RIGHTS    OF   ABUTTING   OWNERS. 


BrONSON   v.   AmION   TBUfiPHONB  Oo. 

NehraBka;  Supreme  Court. 

1.  ioornoNix  smvatude;  cohfensation. — Poles  and  wires  which  permanently 
and  ezeluaiYely  occupy  portions  of  a  public  street  or  highway,  constitute 
an  additional  burden  for  which  the  abutting  owner  is  entitled  to  com- 
pensation in  case  he  is  damaged  thereby. 

1  brjuBT  TO  TBEES. — Where  an  abutting  owner  has  planted  trees  along  the 
street  adjacent  to  his  property,  under  the  terms  of  a  city  ordinance  pur- 
suant to  statutory  provisions,  a  telephone  company,  which  removes,  de- 
stroys, or  injures  such  trees  in  erecting  poles  and  wires  under  its  fran- 
ehise,  is  liable  for  the  resulting  damage,  even  though  no  unnecessary  in- 
jury is  inflicted. 

1  When  owner  not  entitled  to  injunction. — In  case  property  is  not  taken 
directly  by  a  public  undertaking,  but  an  owner  suffers  some  injury  in  an 
incidental  right  growing  out  of  his  peculiar  situation  or  position,  so  that 
ordinary  condemnation  proceedings  and  payment  of  damages  in  advance 
are  not  practicable,  the  owner  will  be  left  to  his  remedy  at  law,  and 
is  not  entitled  to  an  injunction,  unless  upon  proof  of  insolvency  or  some 
other  special  circumstance. 

^  Pboof  of  franchise. — It  is  sufficient  for  a  corporation,  which  seeks  to 
defend  upon  the  ground  of  a  franchise,  to  show  that  it  is  actually  pos- 
sessed of  the  franchise.  Whether  such  franchise  was  acquired,  or  is  held 
rightfully,  is  to  be  determined  only  in  a  direct  proceeding  to  oust  the  cor- 
poration, or  in  a  proceeding  to  which  some  one  who  claims  a  better  title 
is  a  party. 
(Syllabus  by  the  court.) 

Commissioners'  opinion.     Judgment  for  defendants^  and  plain- 
tiff brings  error. 

/.  A.  Price,  for  plaintiff  in  error. 

M.  W.  McOan,  for  defendants  in  error. 
VOL,  vni — 12 
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Opinion  by  Pound,  C.  : 

The  plaintiff  applied  for  an  injunction  to  restrain  defendant^ 
a  telephone  company,  from  mutilating  or  injuring  certain  trees 
which  she  had  planted  in  the  street  along  and  adjacent  to  her  prop- 
erty. The  trees  had  been  planted  under  the  provisions  of  a  muni- 
cipal ordinance,  and  were  rightfully  in  the  street,  by  virtue  of 
sections  3-7,  art  4,  oh.  2,  and  par.  24,  sec.  69,  art.  1,  ch.  14, 
Comp.  St.  The  company  was  erecting  poles  and  wires  under  a 
franchise  from  the  city.  Upon  demurrer  to  the  petition,  the  Dis- 
trict Court  held  that  no  cause  of  action  was  stated,  and  dismissed 
the  suit. 

The  right  of  an  abutting  owner  to  maintain  shade  trees  upon 
or  overhanging  the  sidewalk  is  general  and  well  recognized.  In 
many  jurisdictions  it  is  customary.  With  us  it  has  the  sanction  of 
express  legislation.  But  this  right  is  subject  to  all  proper  uses  of 
the  street  for  the  primary  purposes  for  which  it  was  dedicated  or 
condemned.  Hence,  although  a  telephone  or  telegraph  company 
is  undoubtedly  liable  for  unnecessary  or  wanton  injury  to  such 
trees  in  erecting  its  poles  and  wires,  liability  for  injuries,  even 
amounting  to  removal  or  destruction  of  the  trees,  which  are  neces- 
sary or  proper  in  the  due  carrying  out  of  the  public  undertaking, 
must  depend  upon  the  much-mooted  question  whether  use  of  a 
street  or  highway  for  poles  and  wires  is  an  ordinary  use,  within 
the  contemplation  of  the  parties  when  it  was  dedicated  or  con- 
demned, or  is  a  new  and  additional  burden,  for  which  the  abutting 
owner  is  entitled  to  compensation  in  ease  of  injury.  The  author- 
ities are  very  evenly  divided  upon  the  question  whether  a  tele- 
phone or  telegraph  company  is  liable  to  the  owner  of  the  trees, 
where  the  injury  does  not  go  beyond  what  is  necessary  in  the  rea- 
sonable prosecution  of  the  work.  Such  liability  is  affirmed  in 
Daily  v.  State,  5  Am.  Electl.  Cas.  186,  61  Ohio  St.  348,  37  N.  E. 
710,  24  L.  R  A.  724,  46  Am.  St.  Kep.  578 ;  Telegraph  Co.  v. 
Bamett,  1  Am.  Electl.  Cas.  665,  107  HI.  607,  47  Am.  Rep.  453; 
Bradley  v.  Telephone  Co.,  6  Am.  Electl.  Cas.  152,  66  Conn.  559, 
34  Atl.  499,  32  L.  R  A.  280;  Clay  v.  Cable  Co.,  70  Miss.  406, 
11  South.  658 ;  McCruden  v.  Railroad  Co.  (Sup.),  28  M".  Y.  Supp- 
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1135.  It  is  denied  in  Wyant  v.  Telephone  Co.,  Y  Am.  Electl. 
Cas.  266,  123  Mich.  51,  81  N.  W.  928,  47  L.  R.  A.  497,  81  Am. 
St*  Rep.  165 ;  Telephone  Co.  v.  Francis,  6  Am.  Electl.  Cas.  160, 
109  Ala.  224, 19  Sonth.  1,  31  L.  R.  A.  193,  55  Am.  St.  Rep.  930; 
Telephone  Co.  v.  Constantine,  9  C.  C.  A.  359,  61  Fed.  61 ;  Dodd 
V.  Traction  Co.,  5  Am.  Electl.  Cas.  201,  57  N.  J.  Law,  482,  31  Atl. 
980.  All  of  the  cases  first  cited  are  from  jurisdictions  where 
poles  and  wires  which  permanently  and  exclusively  occupy  por- 
tions of  the  street  or  highway  are  held  to  constitute  an  additional 
burden.  Of  those  last  cited,  Wyant  v.  Telephone  Co.  is  from  a 
jurisdiction  wherein  it  is  held  that  there  is  no  additional  burden 
in  such  cases.  On  the  other  hand,  Dodd  v.  Traction  Co.  was  de- 
dded  in  a  jurisdiction  where  telegraph  and  telephone  poles  and 
wires  are  not  regarded  as  ordinary  uses  of  the  highway;  and  in 
Telephone  Co.  v.  Francis  it  is  held  that  the  right  to  remove  trees 
in  whole  or  in  part,  in  the  proper  prosecution  of  such  an  enter- 
prise, does  not  depend  upon  the  question  whether  there  is  an  addi- 
tional burden,  but  follows  from  the  paramount  right  of  the  public, 
to  which  ihe  right  to  maintain  the  trees  is  subject,  of  removing 
such  trees  when  necessary  for  public  uses. 

If  this  proposition  is  maintainable,  we  need  not  consider  how 
fir  the  poles  and  wires  are  an  ordinary  use  of  the  street.  But, 
in  our  opinion,  it  is  not  sound.  The  right  to  maintain  the  trees 
confers  an  additional  value  upon  the  abutting  property.  This 
value  cannot  be  cut  off  without  due  compensation).  When  the 
public  conferred  it,  a  valuable  properly  right  was  created.  Eely- 
ing  ujKm  the  statutes  and  municipal  ordinances  pursuant  thereto, 
owners  have  expended  time  and  money  in  improving  their  prop- 
erty. This  grant  cannot  be  resumed,  anxi  the  property  thereby 
depreciated  in  value  without  compensation.  Undoubtedly  the 
grant  in  the  first  instance  was  subject  to  all  ordinary  uses  to  which 
the  street  might  be  put.  But  to  say  that  it  was  subject  to  all 
public  usee,  whether  ordinary  or  not,  which  might  be  deemed  con- 
venient thereafter,  is  going  entirely  too  far.  It  becomes  neces- 
sary, therefore,  to  decide  whether  telegraph  and  telephone  poles 
and  wires,  which  permanently  and  exclusively  occupy  portions  of 
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a  public  street  or  highway,  constitute  an  additional  burden  for 
which  the  abutting  owner  is  entitled  to  compensation  in  case  he 
is  damaged  thereby.  The  text  writers  are  pretty  well  agreed  that 
they  do.  Dill.  Mun.  Corp.  sec.  698a ;  Elliott,  Eoads  &  S.  534 ; 
Lewis,  Em.  Dom.  sec.  131;  Rand.  Em.  Dom.  407.  But  Mr. 
Keasbey  thinks  it  too  soon  to  predict  which  view  will  prevail 
ultimately.  Keasbey,  Electric  Wires  in  Streets  and  Highways, 
sec.  101.  The  adjudicated  cases  are  ranged  not  very  unequally 
on  both  sides.  The  following  cases,  among  others,  support  the 
view  that  there  is  an  additional  burden :  Eels  v.  Telegraph  Co., 
5  Am.  Electl.  Cas.  92,  143  N.  Y.  133,  38  N.  E.  202,  25  L.  R  A. 
640,  and  other  decisions  in  New  York;  Daily  v.  State,  5  Am. 
ElectL  Cas.  166,  5l1  Ohio  St  348,  37  N.  R  710,  24  L.  R.  A.  724, 
46  Am.  St.  Bep.  678 ;  Callen  v.  Light  Co.,  66  Ohio  St  166 ;  64 
N.  E.  141;  Telegraph  Co.  v.  Bamett,  1  Am.  Electl.  Cas.  566, 
107  lU.  607,  47  Am.  Rep.  453;  Cable  Co.  v.  Eaton,  170  IlL 
613,  49  N.  E.  365,  39  L.  R.  A.  722,  62  Am.  St  Rep.  390;  Halseif 
V.  Railway  Co.,  3  Am.  Electl.  Cas.  283,  47  N.  J.  %  380,  20  AtL 
859 ;  NicoU  v.  Telephone  Co.,  62  N.  J.  Law,  733,  7  Am.  ElectL 
Cas.  277,  42  Atl.  583,  72  Am.  St  Rep.  666 ;  Telegraph  Co.  v. 
Williams,  3  Am.  Electl.  Cas.  184,  86  Va.  696,  11  S.  E.  106,  8 
L.  R.  A.  429,  19  Am.  St  Rep.  908 ;  Telephone  Co.  v.  Mackenzie, 
3  Am.  Electl.  Cas.  196,  74  Md.  36,  21  Atl.  690,  28  Am.  St  Rep. 
219 ;  Stowers  v.  Cable  Co.,  68  Miss.  669,  9  South.  366,  12  L.  R.  A. 
864,  24  Am.  St  Rep.  290yKrueger  v.  Telephone  Co.,  7  Am. 
Electl.  Cas.  28*6,  106  Wis.  96,  81  K  W.  1041,  60  L.  R  A.  298 ; 
Cable  Co.  v.  Irvine  (C.  C),  49  Fed.  113;  City  of  Spokane  v. 
Colby,  16  Wash.  610,  48  Pac.  248;  Kester  v.  Telegraph  Co. 
(C.  C),  108  Fed.  926.  The  opposite  view  is  supported  by  Pierce 
V.  Drew,  136  Mass.  76,  49  Am.  Rep.  7  (decided  by  a  divided 
court)  ;  Julia  Bldg.  Ass'n  v.  Bell  Tel.  Co.,  1  Am.  Electl.  Oas.  801, 
88  Mo.  258,  67  Am.  Rep.  398,  and  other  cases  in  Missouri;  Peo- 
ple V.  Eaton,  100  Mich.  208,  59  K  W.  145,  24  L.  R.  A.  721; 
Cater  v.  Exchange  Co.,  5  Am.  Electl.  Cas.  Ill,  60  Minn.  639,  63 
K  W.  Ill,  28  L.  R  A.  310,  61  Am.  St.  Rep.  543;  Magee  v. 
Overshiner,  7  Am.  Electl.  Cas.  241, 160  Ind.  127, 49  N.  E.  951,  40 
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L  R.  A.  370,  65  Am.  St  Rep.  368;  Hershfield  v.  Telephone  Co., 
4  Am.  Electl.  Cas.  73,  12  Mont  102,  29  Pac.  883 ;  Irwin  v.  Tele- 
phone Co.,  1  Am.  Electl.  Cas.  701,  37  La.  Ann.  63;  Bewett  v. 
Telegraph  Co.,  2  Am.  Electl.  Cas.  222,  4  Mackey,  424.  The 
question  has  been  threshed  over  so  many  times  that  it  would  sub- 
serve no  useful  purpose  to  enter  into  an  exhaustive  review  of  these 
decisions.  As  Mr.  Keasbey  puts  in  very  aptly,  the  crucial  point 
is  "whether  the  rights  and  privileges  of  the  abutting  owner  in 
the  use  and  maintenance  of  the  street  as  such  are  affected."  Keas- 
bey, Electric  Wires  in  Streets  and  Highways,  sec.  102.  At  one 
time  there  was  a  tendency  to  attach  some  weight  to  the  ownership 
of  the  fee  of  the  street  or  highway ;  but  it  is  becoming  well  settled, 
for  obvious  and  convincing  reasons,  that  that  question  is  imma- 
terial. Eels  V.  Telegraph  Co.,  5  Am.  Electl.  Cas.  92,  143  N.  Y. 
133,  38  N.  K  202,  25  L.  R  A.  640;  Theobold  v.  Railway  Co., 
66  Miss.  279,  6  South.  230,  4  L.  R.  A.  735,  14  Am.  St  Rep.  564 ; 
Keasbey,  Electric  Wires  in  Streets  and  Highways,  sees.  83,  102 ; 
DilL  Mun.  Corp.  sec.  698a.  And  this  court  is  in  accord  with  that 
view.  Jaynes  v.  Railway  Co.,  7  Am.  Electl.  Cas.  328,  53  Neb. 
631,  74  N.  W.  67,  39  L.  R.  A.  751.  The  case  last  cited  involved 
tn  analogous  question,  and  in  passing  thereon  this  court  cited, 
with  apparent  approval,  the  decisions  which  hold  telegraph  and 
telephone  poles  and  wires  an  additional  burden.  While  the  two 
cases  are  not  in  all  respects  the  same,  we  think  the  position  taken 
in  Jaynes  v.  Railway  Co.  would  be  sufficient  to  turn  the  scale  in 
this  jurisdiction,  if  we  were  in  doubt.  We  are  of  opinion  on 
independent  grounds,  however,  that  such  is  the  sounder  view. 
When  we  recall  the  forest  of  poles,  with  their  clumsy  appur- 
tenances, and  the  network  of  wires,  and  even  cables,  with  which 
some  of  our  city  streets  are  incumbered,  it  seems  hard  to  say  that 
an  owner  whose  light  is  cut  off,  who  has  the  safety  of  his  buildings 
and  their  occupants  in  case  of  fire  endangered,  and  access  to  his 
property  impeded,  by  these  permanent  obstnictions,  is  less  entitled 
to  complain  than  one  whose  easement  by  adjacency  is  impaired 
by  a  steam  railway.  Of  course,  in  the  greater  number  of  cases, 
the  poles  and  wires  work  no  substantial  injury,  and  the  owner  has 
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no  ground  of  objection ;  but,  because  the  damage  in  most  cases  is 
trivial  or  nominal,  we  should  not  be  blind  to  the  substantial  and 
considerable  damage  that  often  exists. 

It  does  not  follow,  however,  that  the  plaintiff  is  entitled  to  an 
injunction.  In  case  property  is  not  taken  or  injured  directly,  so 
as  to  dispossess  or  otherwise  immediately  disturb  the  owner,  but 
he  suffers  some  injury  in  an  incidental  right  growing  out  of  his 
peculiar  situation  or  position,  so  that  ordinary  condemnation  pro- 
ceedings and  payment  of  damages  in  advance  are  not  practicable, 
the  owner  should  be  left  to  his  remedy  at  law,  which  in  such 
event  is  entirely  adequate,  and  is  not  entitled  to  an  injunction, 
unless  upon  proof  of  insolvency  or  some  special  circumstance. 
Such  is  the  practice  in  cases  where  the  construction  of  a  railway 
causes  damage  to  abutting  owners.  The  abutting  owners  are 
not  made  parties  to  condemnation  proceedings,  nor  can  they  enjoin 
construction  of  the  road ;  but  their  remedy  is  in  an  action  at  law 
for  damages.  Railroad  Co.  v.  Fellers,  16  Neb.  169,  20  N.  W 
217;  Railway  Co.  v.  Hazels,  26  Neb.  368,  370,  42  N.  W.  93 
Railroad  Co.  v.  Boemer,  34  Neb.  240,  51  N.  W.  842,  33  Am 


St.  Eep.  637.  The  same  remedy  is  employed  where  a  city,  in  im 
proving  a  street,  impairs  the  easement  of  the  abutting  owner 
City  of  Omaha  v.  Flood,  57  Neb.  124,  77  N.  W.  379.  And  it 
was  adopted  in  Jaynes  v.  Railway  Co.,  supra.  To  hold  otherwise 
would  probably  prevent  many  useful  public  improvements,  since 
the  Legislature  has  never  made  provision  for  condemnation  of 
rights  incidentally  affected.  Where  nothing  is  actually  taken,  and 
there  is  merely  an  injury  to  the  rights  which  the  abutting  owner 
has  by  reason  of  his  situation,  the  courts  generally  refuse  to  grant 
an  injunction,  in  the  absence  of  some  special  circumstances. 
Lorie  v.  Railroad  Co.  (C  C),  32  Fed.  270,  and  cases  cited; 
Maxwell  v.  Telegraph  Co.  (W.  Va.),  41  S.  E.  125.  In  the  case 
at  bar,  we  see  no  reason  why  damages  will  not  afford  an  adequate 
remedy.  We  do  not  think  public  utilities  of  this  kind  ought  to 
be  suspended  imtil  every  abutting  owner  upon  the  streets  or  high- 
ways to  be  used  has  been  duly  appeased.  If  he  has  been  sub- 
stantially or  appreciably  injured,  an  action  at  law  will  ordinarily 
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afford  him  full  compensation.  If  he  has  not,  no  opportunity  for 
extorting  an  unreasonable  settlement  should  be  afforded  him. 

The  petition  alleges  that  the  franchise  imder  which  the  defend- 
ant is  operating  was  granted  by  the  city  ooimcil  to  the  mayor  and 
one  of  the  councilmen,  by  whom  it  was  transferred  to  the  com- 
pany ;  and  for  this  reason  it  is  claimed  that  the  grant  is  against 
public  policy,  fraudulent  and  void.  If  the  franchise  was  wholly 
void,  80  that  injury  to  plaintiff's  property  was  threatened  by 
mutilation  of  her  trees  without  any  warrant  of  law  and  by  mere 
trespassers,  a  case  for  an  injunction  might  be  presented.  But  the 
most  that  can  be  said  under  the  allegations  of  the  petition  is  that 
the  circumstances  might  possibly  afford  ground  for  revocation  or 
for  ousting  the  company  in  a  direct  proceeding  for  that  purpose. 
The  company  is  possessed  of  the  franchise.  Whether  llie  fran- 
chise was  acquired,  or  is  held  rightfully,  is  to  be  determined  only 
in  a  direct  proceeding  to  oust  the  company,  or  in  a  proceeding  to 
which  some  one  who  claims  a  better  title  is  a  party.  5  Thomp. 
Corp.  sec  6340. 

We,  therefore,  recommend  that  the  decree  be  affirmed. 

Basnes  and  Qlikham,  CO.,  concur. 

Per  Cubiam: 

For  the  reasons  stated  in  the  foregoing  opinion,  the  judgment 
of  the  District  Cteurt  is  affirmed. 


Donovan  v.  Allebt  et  al. 

North  Dakota;  Supreme  Court, 

Bights  of  abxjttino  owwebs;  additional  servitude;  compensation;  in- 
junction.— The  defendants  were  granted  a  franchise  to  construct  and 
operate  a  telephone  exchange  in  the  city  of  Langdon.  The  defendants 
proceeded  to  perfect  such  system,  and,  in  doing  so,  placed  two  telephone 
poles  in  the  street  in  front  of  plaintiff's  lot  and  residence,  and  in  front 
of  other  lots  belonging  to  plaintiff.  One  of  these  poles  was  set  two  feet 
from  the  sidewalk,  and  directly  in  front  of  a  walk  leading  from  the  side- 


184  American  Elkctbical  Oases.  [voi^  S 


Donovan  v.  AUert  et  al. 


walk  to  the  dwelling  house.  The  defendants  did  not  pay  plaintiff  for 
such  use,  nor  offer  to,  nor  did  plaintiff  consent  to  such  use  of  the  street. 
The  streets  and  alleys  of  said  city  were  given  and  dedicated  for  public  use 
by  the  original  proprietors  of  the  town  site.    Held: 

1.  That  the  plaintiff  is  the  owner  of  the  fee  in  the  street  to  the  center  thereof, 

except  as  conveyed  to  the  public  for  street  purposes. 

2.  That  such  a  use  of  the  street  for  telephone  poles  is  not  a  street  use, 

proper,  and  is  a  new  burden  or  servitude  thereon,  inconsistent  with  the 
use  of  the  street  for  travel. 

3.  That  the  franchise  from  the  city  council  to  defendants,  granting  them  the 

privilege  of  constructing  and  maintaining  a  telephone  system  in  said 
city,  did  not,  and  could  not,  authorize  the  occupancy  of  said  street  for 
such  purpose,  against  plaintiff's  consent,  unless  compensation  was  made 
to  him. 

4.  That  injunction  is  a  proper  remedy  to  prevent  such  use  of  the  street  until 

the  constitutional   provision   in   regard   to  compensation   for   taking  or 
damaging  property  for  public  use  has  been  complied  with. 
(Syllabus  by  the  court.) 

Appeal  by  plaintiflF  from  judgment  for  defendant.  Reported 
11  N.  D.  289,  91  K  W.  441 ;  decided  June  3,  1902. 

Oordon  &  Lamb,  for  appellant. 

Clewry  &  McLean,  for  respondents. 

Opinion  by  Morgan,  J. : 

The  plaintiff  brings  this  action  and  seeks  to  permanently  enjoin 
the  defendants  from  erecting  telephone  poles  on  the  streets  in 
front  of  his  lots,  situated  in  various  blocks  in  the  city  of  Langdon, 
N.  D.,  and  particularly  described  in  the  complaint,  which  is,  in 
substance,  as  follows :  That  among  other  lots  so  described  as  be- 
ing affected  by  the  erection  of  such  telephone  poles,  guy  poles, 
cross-bars  and  wires  is  the  lot  on  which  is  erected  the  dwelling 
house  in  which  plaintiff  resides ;  that  two  poles  have  been  erected 
in  the  street  in  front  of  said  lot,  and  that  the  erection  of  said  poles 
at  said  places  interferes  with  the  ingress  and  egress  to  his  said 
dwelling  house,  and  interferes  with  his  property  rights  in  said 
street,  and  deprives  him  of  light  and  air  to  which  he  is  entitled, 
and  that  such  poles  and  fixtures  render  the  appearance  of  said 
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house  imsightlj,  and  tend  to  lessen  its  financial  value  and  render 
it  unsalable,  and  that  such  poles  and  fixtures  will  interfere  with 
the  growth  of  shade  trees  planted  by  him  in  close  proximity  to 
said  poles ;  that  said  poles  are  thirty  feet  in  height,  and  are  placed 
in  the  ground  at  a  distance  of  two  feet  from  the  sidewalk,  and  im- 
mediately in  line  of  and  in  front  of  the  walk  leading  from  the  side- 
walk to  his  said  dwelling  house;  that  said  poles  and  wires  inter- 
fere or  will  interfere  with  his  legal  rights  in  severalotherlotsowned 
by  him  in  said  city ;  that  the  defendants  were  granted  a  franchise 
by  said  city  to  construct  and  operate  a  telephone  system  in  said  city 
by  an  ordinance  duly  enacted  by  the  city  council  thereof,  and  that 
said  ordinance  does  not  provide  for  any  compensation  to  be  given 
to  owners  of  property  abutting  on  the  streets  of  said  city,  nor  does 
it  provide  that  condemnation  proceedings  shall  be  instituted  and 
completed  before  such  system  is  constructed,  or  at  any  other  time ; 
that  the  said  poles  were  erected  without  his  consent  and  without 
compensation  to  him,  and  therefore  in  violation  of  section  14 
of  the  constitution  of  North  Dakota,  and  of  section  5933a  of  the 
statutes  of  said  State.  The  demand  for  relief  is  that  the  defend- 
ants be  temporarily  and  permanently  enjoined  from  putting  up 
any  more  poles  on  the  streets  on  which  plaintiff's  lots  abut,  and 
from  operating  such,  telephone  exchange,  until  defendants  have 
made  just  compensation  to  plaintiff  as  required  by  the  laws  and 
the  constitution  of  the  State.  The  defendants  answer  by  denying 
any  damage  to  plaintiff's  property,  and  further  allege  that  they 
have  undertaken  the  construction  of  a  telephone  system  in  the  city 
of  Langdon  under  the  provisions  of  an  ordinance  of  the  city 
council  granting  them  the  right  to  do  so  under  prescribed  restric- 
tions, and  the  poles  and  wires  are  erected  under  the  supervision  of 
the  committee  on  streets  and  alleys,  as  appointed  by  said  council, 
and  in  pursuance  of  said  ordinance.  The  plaintiff  applied  for  a 
preliminary  injunction  to  restrain  the  defendants  from  proceed- 
ing with  the  erection  of  such  poles  and  the  operating  of  the  tele- 
phone system  until  plaintiff  had  been  duly  compensated  for  dam- 
age done  to  his  property.  The  trial  court  issued  an  order  to 
show  cause  why  the  defendants  should  not  be  so  restrained.      A 
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hearing  was  had  upon  such  order,  based  on  affidavits  presented  by 
the  parties.  On  motion  of  the  defendants,  the  order  to  show 
cause  was  dissolved  and  the  preliminary  injunction  refused  on 
the  ground  that  the  facts  shown  did  not  show  that  the  plaintiff 
was  entitled  to  the  relief  sought.  The  plaintiff  has  appealed  to 
this  court  from  such  order  denying  his  application  for  a  pre- 
liminary injunction.  The  defendants  contend  in  this  court  that 
the  plaintiff  is  not  entitled  to  relief  by  injimction,  as  he  has  a 
plain,  speedy  and  adequate  remedy  at  law,  the  defendant  not 
being  shown  to  be  insolvent  or  unable  to  respond  in  damages. 
This  question  will  be  considered  and  decided  after  a  decision  of 
the  other  question  in  the  case. 

The  main  question  involved — the  use  of  the  streets  of  a  city  for 
the  poles  and  other  equipments  of  a  telephone  system,  without 
compensation  to  the  owners  of  the  lots  abutting  on  the  streets — is 
one  of  difficulty  to  determine,  and  one  of  vast  importance  and  far- 
reaching  consequences.  Upon  a  question  of  such  magnitude,  and 
practical  interest  to  almost  every  citizen  of  the  State,  as  well  as 
to  almost  every  municipality,  it  is  to  be  regretted  by  this  court 
that  counsel  deemed  it  advisable  to  abandon  the  privil^e  of  an 
oral  argument,  and  to  submit  the  questions  raised  on  written 
briefs.  However,  the  subject  of  the  action  is  not  a  new  one,  and 
has  frequently  been  before  the  courts  of  many  jurisdictions. 
True,  the  decisions  of  such  courts  are  not  harmonious.  Still, 
every  phase  of  the  principle  contended  for  in  this  case  has  been 
affirmed  in  learned  decisions  by  courts  of  the  highest  standing, 
and  likewise  disaffirmed  by  other  courts  of  equal  standings  in 
opinions  showing  equal  ability  and  learning. 

Before  entering  upon  a  decision  upon  the  merits,  a  statement  of 
a  few  material  facts  is  advisable :  The  original  plat  of  the  city  of 
Langdon,  as  filed  by  the  original  proprietors,  dedicates  and  gives 
the  streets  and  alleys  of  said  city  for  public  use.  The  ordinance 
of  said  city  granting  the  telephone  franchise  to  the  defendants  for 
fifteen  years  is  silent  upon  the  subject  of  compensation  to  abutting 
or  other  lot  owners  for  damages  by  reason  of  the  occupation  of  the 
streets  by  defendants  for  telephone  purposes,  and  is  silent  as  to 
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ocmdemnation  proceedings  therefor.  Under  section  5956,  Bev. 
Codes,  the  right  of  eminent  domain  may  be  exercised  in  behalf  of 
several  enumerated  public  uses ,  among  them  being  telegraph  and 
telephone  lines.  The  question  involved,  as  considered  by  this 
oDurt,  is  that  of  the  occupation  of  the  streets  by  the  defendants  for 
telephone  purposes,  and  not  that  of  the  direct  or  actual  occupa- 
tion of  the  plaintiff's  lots  by  said  company  for  said  purposes,  out- 
side of  street  occupation.  Certain  conceded  principles  of  law 
applicable  to  the  questions  involved  in  this  case  may  be  stated: 
The  constitution  of  this  State  provides  that  private  property  shall 
not  be  taken  or  damaged  for  public  use  without  just  compensation 
having  been  first  made  to,  or  paid  into  court  for,  the  owner.  The 
Legislature  has  the  power  by  general  laws,  to  regulate  the  uses 
to  which  the  streets  may  be  subjected  as  against  the  public.  City 
conncils  in  this  State  have  been  granted  the  power  to  regulate  or 
prevent  the  use  of  the  streets  for  telegraph  and  telephone  poles. 
Section  2148,  Rev.  Codes.  Prior  to  the  adoption  of  the  Code  of 
1895  the  regulation  of  telephone  systems  and  their  construction 
was  governed  by  section  3025,  Comp.  Laws,  enacted  in  1885.  A 
telephone  system  is  classed  under  the  statute  as  one  of  public  use. 
Section  6956,  Rev.  Codes.  Chapter  35  of  the  Code  of  Civil 
Procedure  provides  that  private  property  shall  not  be  taken  or 
damaged  for  public  use  without  just  compensation  having  been 
first  made  to,  or  paid  into  court  for,  the  owner,  and  further  pro- 
vides the  means  and  procedure  under  which  such  damages  may  be 
ascertained.  The  plaintiff  in  this  case  is  the  owner  of  the  fee  in 
the  lot  to  the  middle  of  the  street,  and  entitled  to  the  beneficial 
uae  thereof,  subject  to  the  easement  or  limited  fee  of  the  public 
in  the  street  for  its  use  for  public  purposes.  Li  this  case  the 
absolute  fee  of  these  lots  was  never  in  the  city,  and  it  has  simply 
an  easement  or  a  limited  fee  therein.  In  Railway  Co.  v.  Lake, 
10  N.  D.  541,  88  N.  W.  461,  this  court  decided  "  that  the  public 
has  only  an  easement  in  streets  and  highways,  the  fee  remaining 
in  the  original  owner  or  his  successor,  and  that  such  owner  may 
exercise  such  acts  of  ownership  thereto  as  are  not  inconsistent 
with  the  easement."     In  that  case  there  was  no  dedication  by  plat. 
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In  the  case  at  bar  there  was  one.  However,  in  construing  section 
2422,  Rev.  Codes,  which  declares  the  effect  of  such  dedications,  we 
hold  that  a  proprietor  who  dedicates  by  plat  does  not  convey  an 
absolute  fee  to  the  public,  but  reserves  the  whole  estate  and  title, 
except  the  limited  fee  conveyed  to  the  public  for  the  designated 
and  intended  use. 

The  question  to  be  decided  on  this  appeal  is,  is  the  plaintiff 
entitled  to  recover  damages  from  the  defendants  by  reason  of  their 
placing  telephone  poles  on  the  streets  directly  in  front  of  his  lots 
and  residence?  If  those  telephone  poles  are  lawfully  placed  on 
lots  which  he  owns  subject  to  the  easement  of  the  public,  and  none 
of  his  rights  have  been  violated,  he  is  not  entitled  to  damages. 
There  must  be  some  infringement  upon  his  statutory  or  constitu- 
tional rights  before  compensation  shall  rightfully  belong  to  him. 
If  the  city  of  Langdon  and  the  defendants  have  pursued  the  course 
laid  down  by  the  law,  and  no  constitutional  right  has  been  invaded, 
then  the  plaintiff  has  no  just  cause  for  complaint  in  any  court. 
On  examination  of  the  question,  with  this  principle  in  view,  we 
find  that  the  defendants  were  engaged  in  constructing  this  tele- 
phone system,  and  using  the  streets  on  which  plaintiff's  lots 
abutted,  under  the  sanction  of  legislative  authority.  Defendants 
were  granted  a  franchise  to  do  this  work,  and  the  same  could  not, 
without  diflSculty  and  hardship,  be  completed  without  placing 
poles  in  the  streets  and  alleys  of  the  city.  A  telephone  system 
is  a  public  benefit  to  the  people,  although  the  objects  of  its  con- 
struction in  this  and  all  other  cases  is  that  of  private  gain.  The 
faot  that  the  telephone  is  a  public  benefit  and  use  does  not  give 
to  the  owners  any  right  to  occupy  or  use  private  property  without 
the  owner's  consent,  unless  condemnation  proceedings  are  regu- 
larly instituted  and  prosecuted  to  judgment.  The  fee  title  to  the 
street  in  front  of  plaintiff's  dwelling  house  being  in  the  plaintiff, 
except  for  street  purposes,  he  owns  the  lot  to  the  middle  of  the 
street,  subject  to  the  rights  of  the  public,  to  the  same  extent  as  he 
owns  the  portion  of  the  lot  on  which  his  dw^elling  house  stands. 
He  alone  is  entitled  to  all  uses  of  the  lot,  except  the  rights  of  the 
public  by  virtue  of  the  dedication  of  the  part  in  the  street  to  the 
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public,  but  is  entitled  to  no  use  thereof  inconsistent  with  or  an- 
tagonistic to  the  purposes  and  uses  for  which  it  was  dedicated  to 
the  public.  The  plaintiff's  right  to  the  beneficial  uses  of  the 
street,  subject  to  the  rights  of  the  public,  is  a  property  right,  en- 
titled to  the  law's  protection  whenever  unlawfully  infringed  on, 
and,  like  all  property  rights,  is  within  the  protection  of  the  con- 
stitution. Dill.  Mun.  Corp.  sec.  656.  "  The  abutter  has  the 
exclusive  right  to  the  soil,  subject  only  to  the  easement  of  the  right 
of  passage  in  the  public,  and  the  incidental  right  of  properly 
fitting  the  way  for  use.  Subject  only  to  the  public  easement,  he 
has  all  the  usual  rights  and  remedies  of  the  owner  of  the  freehold." 
Elliott,  Roads  &  S.  p.  519. 

This  brings  us  to  the  real  questions  in  this  case:  To  what 
public  purposes  were  the  streets  originally  dedicated?  Is  the 
use  of  the  street  for  telephone  posts  and  wires  within  the  purposes 
of  the  original  dedication  to  the  public  by  the  original  proprietors  ? 

The  primary  use  of  a  street  or  highway  is  confined  to  travel  or 
transportation.  Whatever  the  means  used,  the  object  to  be  at- 
tained is  passage  over  the  territory  embraced  within  the  limits  of 
the  street.  Whether  as  a  pedestrian,  or  on  a  bicycle,  or  in  a 
vehicle  drawn  by  horses  or  other  animals,  or  in  a  vehicle  propelled 
by  electricity,  or  in  a  car  drawn  by  horses  or  moved  by  electricity, 
the  object  to  be  gained  is  moving  from  place  to  place.  The  same 
idea  is  expressed  by  courts  and  text  writers,  that  "  motion  is  the 
primary  idea  of  the  use  of  the  street."  The  defendants  claim 
that  the  use  of  the  street  for  telephone  poles  is  within  the  use  con- 
templated, as  it  facilitates  the  transmission  of  intelligence,  and 
makes  intercommunication  between  persons  possible  without  the 
use  of  the  street,  and  thus  lessens  travel  by  persons  on  the  streets, 
and  thereby  renders  travel  thereon  free  from  the  annoyance  and 
inconvenience  of  crowded  streets.  There  is  force  in  the  conten- 
tion, and  several  courts  have  adopted  the  view  that  the  use  of  poles 
for  such  purposes  is  within  the  purpose  of  the  original  dedication, 
and  therefore  not  a  new  use  nor  an  additional  burden  on  the  street, 
because  such  use  pertains  to  travel  on  the  street.  That  it  lessens 
travel  on  the  street  is  admitted.    That,  however,  is  hardly  the  test 
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The  question  is,  does  it  lessen  travel  on  the  street  by  snch  means 
as  cause  a  permanent  obstruction  of  the  street  for  a  purpose  not 
within  the  original  dedication?  The  plaintiff  is  entitled  to  free 
access  to  his  house,  and  to  light  and  air  for  his  house,  without 
obstruction.  If,  for  any  public  purpose  inconsistent  with  the 
grant  to  the  public  of  the  use  of  the  street,  the  street  is  obstructed 
in  front  of  his  lot  abutting  on  such  street,  such  use  entitles  him 
to  compensation.  If  within  the  original  purpose,  and  he  is  not 
abstructed  in  gaining  access  to  his  lot  or  building,  and  not  de- 
prived of  light  or  air,  he  is  not  entitled  to  relief  or  to  compensa- 
tion. The  city  had  the  right  to  authorize  the  defendant  to  con- 
struct a  telephone  system  in  the  manner  described,  if  it  did  not 
infringe  upon  any  of  the  property  rights  of  the  plaintiff  to  the 
street  by  virtue  of  his  ownership  of  the  lot.  Neither  the  city 
council  nor  the  Legislature  could  deprive  the  plaintiff  of  com- 
pensation for  his  property  rights  in  such  lot,  if  the  telephone  poles 
set  thereon  are  not  a  use  of  the  street,  within  the  purposes  for 
which  the  easement  was  originally  conveyed  to  the  public.  The 
Legislature  cannot  deprive  the  plaintiff  of  his  property  rights 
without  his  consent  and  without  compensation.  The  constitution 
prohibits  such  taking  or  damaging  of  his  property,  even  for  public 
purposes,  without  first  procuring  his  consent  or  first  compensating 
him.  The  Legislature  may  authorize  the  use  of  the  easement  of 
the  public  in  the  street,  but  not  to  the  damage  of  the  owners  of  real 
estate  fronting  on  such  street,  unless  condemnation  or  consent  or 
compensation  is  first  made  or  given.  The  streets  of  said  city 
were  given  to  the  public  for  public  use.  What  is  understood  by 
"  public  use  ?"  The  primary  intention  and  idea  of  the  use  of 
the  street  was  for  travel — ^moving  from  place  to  place  in  any  way 
that  does  not  interfere  with  the  use  of  the  street  for  travel  in  any 
other  way.  The  manner  or  mode  of  travel  is  not  restricted  to 
those  known  or  in  use  at  the  time  of  the  dedication,  but  may  be 
those  modes  of  travel  that  are  the  result  of  modem  inventions. 
The  new  modes  of  travel  must  not  interfere  with  the  property 
rights  of  the  abutting  owner,  nor  with  the  use  of  the  street  in  all 
other  ways  by  the  public,  as  contemplated  or  existing  at  the  time 
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of  the  dedication  or  later.  The  fact  that  the  statute  designates 
the  telephone  as  a  public  use  does  not  authorize  the  use  of  the 
streets  by  it  without  restriction.  If  the  use  of  the  telephone  on 
the  streets  interferes  with  travel,  or  is  inconsistent  with  the  use 
of  the  streets  for  travel,  as  originally  dedicated,  or  is  injurious 
to  the  property  rights  of  abutting  owners,  the  Legislature  may  au- 
tboriee  it  to  be  placed  on  the  streets,  but  cannot  in  any  maimer 
deprive  the  abutting  owner  of  his  property  rights,  nor  deprive 
him  of  the  right  to  compel  payment  for  the  use  or  damage  of  his 
property. 

The  courts  have  frequently  passed  upon  the  question  whether 
the  use  of  the  streets  for  telephone  purposes  is  an  additional  ser- 
vitude or  burden  to  that  understood  as  a  proper  street  use.  Those 
holding  that  it  is  not  a  street  use,  in  its  proper  acceptation,  are : 
In  Krueger  v.  Telephone  Co.  (Wis.),  7  Am.  Electl.  Gas.  286,  81 
N.  W.  1041,  50  L.  R  A.  298,  that  court  says: 

"A  street  may  subeist,  and  the  lot  owner  have  the  ocmiplete  use  of  his  adja 
eent  proper^.  Not  so  if  a  portion  of  the  street  has  been  permanently  taken 
for  poles  or  other  necessary  structures  for  a  telegraph  or  telephone  line.  Ko 
one  doubts  but  that  private  rights  are  affected  by  the  construction  and  main- 
of  such  a  line  in  a  way  entirely  different  from  the  ordinary  use  of  the 
iway.  Nor  is  there  room  to  dispute  the  fact  that  such  construction  con- 
stitutes a  permanent  occupancy  of  the  land,  independent  of  the  public  use. 
This  occupancy  being  for  the  direct  benefit  of  private  corporations,  and  only 
lor  the  indirect  benefit  of  the  public,  how  can  it  be  said,  with  any  show  of 
justice,  that  when  land  is  condemned  for  a  street  the  public  must  not  only 
pay  i€x  its  use,  but  also  for  the  use  of  such  quasi  public  corporations  as  the 
LegisUture  have  given  the  power  to  use  the  highway." 

In  EeU  V.  Telegraph  Co.,  5  Am.  Electl.  Cas.  92,  143  N.  Y. 
133,  38  N.  B.  202,  25  L.  R  A.  640,  that  court  said,  in  a  case 
involving  the  use  of  a  rural  highway : 

"We  cannot  agree  that  this  permanent  appropriation  and  exclusive  pos- 
session of  a  small  portion  of  the  highway  can  properly  be  regarded  as  a  newly 
discovered  method  of  exercising  the  old  public  easement,  for  the  very  reason 
that  this  so-called  new  method  is  a  permanent,  continuous,  and  exclusive 
nse  and  possession  of  some  part  of  the  public  highway  itself,  and  therefore 
cannot  be  simply  a  new  method  of  exercising  such  old  public  easement.  It 
is  a  toUUy  distinct  and  different  kind  of  use  from  any  heretofore  known.  It 
is  not  a  mere  difference  in  the  kind  of  vehicle,  or  in  their  number  or  capacity. 
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or  in  the  manner,  method,  or  means  of  locomotion.  .  .  .  Here,  howerer, 
in  the  use  of  the  highway  by  the  defendant  is  the  fact  of  permanent  and  ex- 
clusive appropriation  and  possession., — a  fact  which  is,  as  it  seems  to  us, 
wholly  at  war  with  that  of  the  legitimate  public  easement  in  a  highway.' 


tf 


In  Telegraph  Co.  v.  Bamett,  1  Am.  Electl.  Oas.  535,  107  IlL 
507,  47  Am.  Rep.  453,  that  court  said : 

"In  the  same  sense  the  construction  of  a  line  of  telegraph  on  the  highway 
is  an  additional  servitude  to  which  the  fee  of  the  land  had  not  been  before 
subjected.  The  servitude  differs  more  in  degree  than  in  character,  and, 
whether  the  damages  are  great  or  small,  the  corporation  asking  for  or  ap- 
propriating to  itself  the  benefit  of  such  new  servitude  must  make  just  compen- 
sation to  the  owner  of  the  fee." 

In  Telephone  Co.  v.  Mackenzie,  3  Am.  Electl.  Cas.  196,  74  Md. 
36,  21  Ad.  690,  28  Am.  St.  Rep.  219,  the  court  said: 

"To  what  extent,  then,  does  the  statute  justify  the  action  of  the  appellant, 
and  protect  it  from  liability?  The  planting  of  a  telegraph  or  telephone  pole 
in  a  highway  or  street  is  not  a  public  nuisance,  because  the  Legislature  has 
declared  that  it  shall  not  be,  but  the  general  assembly  was  powerless  to  sub- 
ject the  reversionary  interest  in  the  bed  of  such  highway  or  street  to  an 
additional  servitude  without  making  appropriate  provision  for  just  compen- 
sation to  the  owner." 

In  Jaynes  v.  Railroad  Co.  (Neb.),  7  Am.  Electl.  Cas.  328,  74 
K  W.  67,  39  L.  R  A.  751,  that  court  said : 

*'It  is  very  generally  held  that  telegraph  and  telephone  poles  in  city  streets 
or  rural  highways  entitle  the  abutting  property  owner  to  compensation. 
.  .  .  The  principle  upon  which  all  these  cases  rest  is  the  sound  one  that 
the  highway  or  street  is  dedicated  to  the  public  to  pass  and  repass  thereon, 
and  that  the  erection  of  poles  in  the  streets  by  the  telephone  or  telgraph  com- 
panies is  a  permanent  and  exclusive  occupation  of  the  streets  by  such  com- 
panies, to  the  continued  exclusion  of  the  remainder  of  the  public,  and  to  that 
extent  is  a  continued  obstruction  of  the  street." 

In  Telegraph  Co.  v.  Smith  (Md.),  18  Atl.  910,  7  L.  R  A.  200, 
that  court  said : 

"A  telegraph  or  telephone  company  is  subject  to  the  provisions  of  Const. 
Md.  art.  3,  sec.  40,  which  provides  that  private  property  shall  not  be  taken 
for  public  use  without  just  compensation;  and  the  averment  in  a  bill  for  in- 
junction that  such  a  company  is  proceeding,  or  threatens  to  proceed,  to  con- 
struct its  lines  of  poles  and  wires  over  complainant's  land  without  his  leave. 
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iid  witlioat  paying  or  tendering  him  compensation,  is  sufficient  to  entitle 
kuD  to  IB  injunction." 

In  Telegraph  Co.  v.  Williams  (Va.),  3  Am.  Electl.  Cas.  184, 
11  S.  E.  109,  8  L.  R  A.  429,  19  Am.  St  Rep.  908,  that  court 

mi: 

"It  ii  true  that  the  use  of  a  telegraph  company  is  a  public  use.  That  com- 
pioj  it  a  public  corporation,  as  to  which  the  public  has  rights  which  the  law 
will  enforce,  but  these  public  rights  can  only  be  obtained  by  paying  for  them. 
TW  use,  while  in  one  sense  pi^blic,  is  not  for  the  public  generally.  It  is  for 
the  private  profit  of  the  corporation.  .  .  .  There  is  no  reason  in  law  or  in 
(ODifflon  justice  why  it  should  not  pay  for  what  it  needs  in  the  prosecution  of 
its  business." 

In  Blowers  v.  Cable  Co.  (Miss.),  9  South.  366,  12  L.  R.  A. 
864,  24  Am.  St.  Rep.  290,  that  court  said : 

"A  Qtj  cannot  grant  to  a  telegraph  company  the  right  to  erect  its  line 
tkmg  a  public  street  without  first  making  compensation  to  the  abutting  prop- 
erty owners,  since  the  line  is  an  additional  burden.** 

In  Broome  v.  Telephone  Co.  (N.  J.  Ch.),  2  Am.  Electl.  Cas. 
259,  7  Atl.  851,  it  is  said  that— 

"It  is  enough  to  say  on  that  head  that  it  does  not  appear  that  the  rond 
koard  had  any  power  to  authorize  any  one  to  set  up  poles  in  the  land  of  the 
kigfaway,  and  thus  subject  the  land  to  an  additional  servitude  besides  that 
/or  which  it  was  condemned." 

In  Halsey  v.  Railway  Co.,  3  Am.  Electl.  Cas.  283,  47  N.  J.  Eq. 
380,  20  Atl.  859,  the  court  said: 

*'And  this  principle  exhibits  in  a  very  clear  light  the  reason  why  it  has  been 
held  that  the  placing  of  telegraph  and  telephone  poles  in  a  street  imposes  an 
sdditional  servitude  upon  the  land.  They  are  not  placed  in  the  street  to  aid 
the  public  in  exercising  their  right  of  free  passage,  uor  to  facilitate  the  use 
of  the  street  as  a  public  way,  but  to  aid  in  the  transmisr^ion  of  intelligence." 


In  Metropolitan  Tel.  &  Tel.  Co.  v.  Colwell  Lead  Co.,  1  x\m. 
Electl.  Cas.  662,  67  How.  Pr.  365,  that  court  said : 

"I  am  clearly  of  the  opinion  that  such  a  use  of  the  street  is  not  a  street  use, 
and  does  not  come  within  the  terms  of  the  trust  upon  which  the  city  hoMi 
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the  fee,  and  that,  so  far  aa  the  rights  of  the  abutting  owners  are  involved, 
the  Legislature  has  no  power  to  authorize  plaintiffs  to  use  the  street  for  such 
purpose." 

Joyce,  Electric  Law,  sec.  321,  says: 

"After  a  careful  examination  of  the  cases  in  which  this  question  has  arisen, 
and  of  the  many  thorough  discussions  contained  in  the  opinions  of  such 
cases,  and  of  the  rules  of  law  applicable  thereto,  we  are  of  the  opinion  that 
the  construction  of  telegraph  and  telephone  lines  upon  the  highways  or  streets 
is  not  within  the  original  purposes  of  the  dedication  or  taking  of  the  same, 
and  that  the  poles  and  wires  constitute  an  additional  servitude  entitling  the 
original  owner  to  compensation." 

2  Dill.  Mun.  Corp.  sec.  698a : 

"On  the  whole,  the  safer  and  perhaps  sounder  view  is  that  such  a  use  of  the 
street  or  highway,  attended  as  it  may  be,  especially  in  cities,  with  serious 
damage  and  inconvenience  to  the  abutting  owner,  is  not  a  street  or  highway 
use  proper,  and  hence  entitles  such  owner  to  compensation  for  such  use,,  or  for 
any  ao^nal  injury  to  his  property  caused  by  poles  and  lines  of  wire  placed  in 
front  thereof." 

Lewis,  Em.  Dom.,  says : 

"The  lines  of  a  telegraph  or  telephone  company  are  on  the  same  footing  as 
the  steam  railroad.  They  form  no  part  of  the  equipment  of  a  public  highway, 
but  are  entirely  foreign  to  its  use.  Where  the  fee  of  the  street  is  in  the  abut- 
ting owner,  he  is  clearly  entitled  to  compensation  for  the  additional  burden 
placed  on  the  land." 

Elliott  on  Eoads  and  Streets  says : 


"We  are  inclined  to  the  opinion  that  such  a  use  constitutes  a  new  burden  for 
which  the  owner  of  the  fee  is  entitled  to  compensation." 


Croswell  on  the  Law  of  Electricity  (sec.  110)  says: 

"The  use  of  the  highways,  however,  for  the  transmission  of  intelligence,  is 
a  use  wholly  different  from  public  travel.  Incidentally,  no  doubt,  it  affects 
somewhat  similar  objects.  .  .  .  The  nature  of  the  use,  however,  is  essen- 
tially different,  and  the  courts  have  generally  recognized  this  difference." 

See,  also,  as  favoring  the  same  principles,  Cable  Co,  v.  Irvine 
(C.  C),  49  Fed.  113;  Daily  v.  State,  5  Am.  Electl.  Cas.  186,  51 
Ohio  St.  348,  37  N.  E.  710,  24  L.  R.  A.  724,  46  Am.  St.  Rep^ 
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578;  Cable  Co.  v.  Eaton,  170  lU.  513,  49  N.  E.  365,  39  L.  R  A. 
722,  62  Am.  St  Rep.  390. 

The  following  cases  are  authority  for  a  doctrine  directly  the 
reverse  of  that  enunciated  in  the  cases  and  text-books  cited :  Peo- 
ple f .  Eaton,  5  Am.  Electl.  Cas.  87,  100  Mich.  208,  59  N.  W.  145, 
24  L  R.  A.  721 ;  Pierce  v.  Drew,  1  Am.  Electl.  Cas.  571,  136 
Mtss.  75,  49  Am.  Rep.  7 ;  Cater  v.  Exchange  Co.,  5  Am.  Electl. 
Caa.  Ill,  60  Minn.  539,  63  N.  W.  Ill,  28  L.  R.  A.  310,  51  Am. 
St  Rep.  543 ;  Julia  Bldg.  Ass'n  v.  Bell  Tel  Co.,  1  Am.  Electl. 
Caa.  801,  88  Mo.  258,  57  Am.  Rep.  398 ;  Hershfield  v.  Telephone 
Co,,  4  Am.  Electl.  Cas.  73,  12  Mont  102,  29  Pac.  883 ;  Magee  v. 
Overdiiner  (Ind.  Sup.),  7  Am.  Electl.  Cas.  241,  49  N.  E.  951, 
40  L  R  A.  370,  65  Am.  St  Rep.  358. 

This  brings  us  to  the  final  question  in  the  case :    Is  the  plaintiff 
oititled  to  an  injunction  ?     The  defendants  contend  that  he  is  not, 
because  he  can  resort  to  an  action  for  damages,  and  thereby  be 
fully  compensated  for  whatever  damages  he  has  or  may  suffer. 
That  such  is  the  general  rule  is,  without  doubt,  true.     It  is  also  a 
general  rule  that  a  wide  discretion  is  vested  in  trial  courts  when 
granting  or  refusing  preliminary  injunctions,  and  that  appellate 
tribunals  will  hesitate  before  interfering  with  the  exercise  of  such 
discretion  by  trial  courts.     But  we  have  reached  a  conclusion  that 
the  facts  of  this  case  place  it  beyond  the  application  of  these  ordi- 
nary rules.     The  defendants  are  proceeding  to  damage  the  plain- 
tiffs property  without  first  complying  with  a  mandatory  provision 
of  the  constitution.    That  provision  of  the  constitution  is  peremp- 
tory that  property  taken  or  damaged  for  public  use  shall  first  be 
paid  for,  and  the  Legislature  has  also  enacted  that  payment  must 
precede  the  taking  or  damage,  and  has  provided  adequate  means 
/or  establishing  the  amount  of  such  damages.     The  taking  of  or 
damaging  of  private  property  for  public  use  without  the  owner's 
consent  is  deemed  so  serious  that  payment  therefor  is  a  prerequisite 
to  attempting  to  do  so.     The  defendants  have  the  ultimate  right, 
under  their  franchise,  to  use  the  street  for  telephone  purposes ;  but 
payment  of  damages,  actual  or  consequential,  to  plaintiff's  prop- 
erty, must  be  first  attended  to.      This  does  not  mean  that  it  may 
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first  be  appropriated  and  paid  for  at  the  end  of  a  suit  for  damages, 
but  means  that  payment  must  precede  the  taking  or  damaging. 
Judge  Brewer,  in  McElroy  v.  Kansas  CUy  (C.  C),  21  Fed. 
261,  said : 

"When  the  defendant  has  the  ultimate  right  to  do  the  act  sought  to  be 
restrained,  but  only  upon  some  condition  precedent,  and  compliance  with  the 
condition  is  within  the  power  of  the  defendant,  injunction  will  almost  univer- 
sally be  granted  until  the  condition  is  complied  with.  This  principle  lies  at 
the  foundation  of  the  multitude  of  cases  which  have  restrained  the  taking 
of  property  until  after  the  payment  of  compensation,  for  in  aU  those  cases 
the  legislature  has  placed  at  the  command  of  the  defendant  means  for  ascer- 
taining the  value  of  the  property.  In  those  cases  the  courts  have  seldom 
stopped  to  inquire  whether  the  value  of  the  property  sought  to  be  taken  was 
little  or  great,  whether  the  injury  to  the  complainant  was  great  or  small, 
but  have  contented  themselves  with  holding  that,  as  the  defendant  had  full 
means  for  ascertaining  such  compensation,  it  was  his  first  duty  to  use  such 
means,  determine  and  pay  the  compensation,  and  until  he  did  so  the  taking 
of  the  property  would  be  enjoined.' 


»> 


In  Searle  v.  City  of  Lead  (S.  D.),  73  N.  W.  913,  it  is  said: 

**But  the  framers  of  our  organic  law  deemed  it  proper  to  fully  protect  the 
rights  of  the  abutting  property  owner  in  the  Constitution  itself,  and  not 
leave  him  to  the  'sense  of  justice'  by  which  a  community  is  supposed  to  be 
governed.  .  .  .  The  constitutional  provision  is  imquestionably  a  wise  and 
just  one,  and  well  calculated  to  protect  property  owners  from  injustice  and 
wrong  on  the  part  of  municipal  or  other  corporations  or  individuals  invested 
with  the  privilege  of  taking  private  property  for  public  use,  and  should  be 
given  a  liberal  construction  by  the  courts  in  order  to  make  it  effectual  in  the 
protection  of  the  rights  of  the  citizen.*' 

The  principles  enunciated  in  these  cases  are  equally  as  applica- 
ble to  the  facts  of  the  case  at  bar  as  to  the  facts  of  those  cases,  and 
the  right  to  a  preliminary  injunction  was  sustained  in  each  of 
them.  "  When,  however,  an  action  is  had  for  this  purpose,  there 
must  be  kept  in  view  that  general  as  well  as  reasonable  and  just 
rule  that  whenever,  in  pursuance  of  law,  the  property  of  an  in- 
dividual is  to  be  devested  by  proceedings  against  his  will,  a  strict 
compliance  must  be  had  with  all  the  provisions  of  law  which  are 
made  for  his  protection  and  benefit,  or  the  proceeding  will  be  in- 
effectual. .  .  .  So,  if  a  statute  vests  the  title  to  lands  appro- 
priated in  the  State  or  in  a  corporation,  on  payment  therefor  being 
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made,  it  is  evident  that,  under  the  rule  stated,  the  payment  is  a 
eondition  precedent  to  the  passing  of  the  title."  Cooley,  Const, 
liim.  p.  654.  See,  also,  Adams  v.  Railway  Co.,  39  Minn.  286,  39 
K.  W.  629,  1  L.  R.  A.  493,  12  Am.  St.  Eep.  644 ;  Theobold  v. 
Railway  Co.,  66  Miss.  279,  6  South.  230,  4  L.  R  A.  735,  14  Am. 
St  Rep.  564;  City  of  Omaha  v.  Kramer  (Neb.),  41  N.  W.  295, 
13  Am.  St.  Rep.  504 ;  City  of  Denver  v.  Bayer,  7  Colo.  113,  2 
Pac  6;  Church  v.  School  Dist.  (Wis.),  13  N.  W.  272. 

Under  these  cases,  and  the  principles  there  sustained,  we  hold 
that  the  occupancy  of  the  plaintiff's  property  for  the  purposes 
intended  was  a  violation  of  the  rights  of  the  plaintiff  guaranteed 
him  by  the  constitution  and  the  statutes,  for  the  prevention  of 
which  a  preliminary  injunction  should  have  been  granted.  The 
possession  taken  for  such  purposes  was  in  the  nature  of  a  con- 
tinuing trespass.  A  multiplicity  of  suits  must  necessarily  follow 
before  adequate  compensation  could  be  awarded  for  such  con- 
tinued invasion  of  plaintiff's  property  rights.  In  view  of  these 
considerations,  the  remedy  at  law  would  be  inadequate.  1  High, 
Inj.  sec  708;  Krujeger  v.  Telephone  Co.  (Wis.),  7  Am.  Electl. 
Cas.  285 ;  81  N.  W.  1047,  50  L.  R.  A.  298.  It  is  contended  that 
to  grant  preliminary  injunctions  in  such  cases  will  seriously  retard 
public  improvements  and  delay  the  advantages  to  be  derived  there- 
from to  the  public.  We  do  not  understand  that  it  would  to  any 
serious  extent.  If  those  desiring  to  use  private  property  for 
public  use  will  follow  the  provisions  of  the  law  and  the  constitu- 
tion, before  endeavoring  to  use  such  private  property,  the  delays 
or  difficulties  will  be  but  slight. 

Our  conclusion  is  that  the  placing  of  the  poles  in  the  street  in 
front  of  plaintiff's  dwelling  house  in  this  case  is  an  occupancy  of 
the  street  inconsistent  with  the  dedication  of  the  street  for  the  use 
of  the  public  for  travel ;  that  it  constituted  an  additional  burden  or 
servitude  upon  the  street,  not  within  the  purposes  of  the  dedica- 
tion ;  that  the  public  has  an  easement  in  the  street  for  travel,  and 
passage  thereon  by  any  means  not  inconsistent  with  the  rights  of 
abutting  property  owners ;  that  the  placing  of  these  poles  in  this 
street  is  an  interference  in  some  degree  with  travel  on  the  street. 
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and  also  encroaches  upon  the  plaintiflTs  right  to  the  free  and  un- 
incumbered use  of  such  street  for  all  purposes. 

We  are  not  convinced  by  the  argument  advanced  that  the  rights 
of  the  public  and  of  abutting  owners  should  be  subjected  to  the 
occupancy  of  the  streets  for  all  public  purposes  under  the  new 
appliances  of  modem  invention,  which  greatly  facilitate  com- 
munication between  citizens  of  the  same  city  or  citizens  of 
different  cities.  If  the  persons  utilizing  these  new  appliances 
were  the  only  ones  whose  rights  and  interests  were  to  be  con- 
sidered, there  could  be  but  one  answer  to  the  demand  for  a  liberal 
construction  of  the  terms  of  the  grant  for  public  use.  But  on  the 
one  hand  are  the  interests  of  those  asking  for  the  unrestricted  use 
of  the  streets  for  intercommunication,  and  the  unlimited  use  of 
the  streets  for  all  such  purposes  without  compensation.  On  the 
other  hand  is  the  demand  of  the  abutting  property  owner  that  his 
property  be  not  sacrificed  to  such  uses  without  compensation.  His 
demand  is  safeguarded  by  the  constitution  expressly  providing 
that  his  property  shall  not  be  taken  or  damaged  without  his  con- 
sent and  without  compensation.  We  think  the  plaintiffs  rights 
are  within  the  provisions  of  the  constitution.  We  are  aware  that 
plaintiff's  damages  cannot  be  large  in  the  present  case.  But  if 
two  poles  may  be  erected  on  this  street  in  front  of  his  residence, 
why  not  twenty  ?  We  cannot  sanction  the  violation  of  a  constitu- 
tional provision  because  the  damages  may  seem  insignificant. 
The  constitutional  protection  is  not  to  be  meted  out  in  cases  where 
pecuniary  damages  are  large,  and  denied  if  they  are  small.  The 
protection  should  follow  a  violation  of  any  right  therein  defined. 
Some  of  the  cases  cited  pertain  to  setting  of  poles  in  rural  high- 
ways for  telegraph  purposes.  A  distinction  is  apparent  between 
the  use  of  a  rural  highway  and  a  street,  and  is  sometimes  claimed 
between  the  use  of  the  telephone  and  the  telegraph.  The  cases 
are  cited  as  analogous  in  principle  to  the  case  at  bar.  The  de- 
cision, however,  is  not  intended  to  cover  any  questions  save  the  one 
involved,  and  that  is  the  use  of  the  telephone  as  set  forth  in  the 
pleadings  in  this  case,  and  any  case  cited  not  strictly  in  point  is 
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cited  as  argumentatively  sustaining  the  contention  advanced  by 
plaintiff. 

The  order  of  the  District  Court  refusing  a  preliminary  injunc- 
tion is  reversed,  and  that  court  is  directed  to  grant  the  temporary 
relief  demanded  in  the  complaint     All  concur. 
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Jforth  Dakota;  Supreme  Court, 

h  InCTION  OP  TSLEPHONK  POLES  IN  STREETS;    BIGHTS  OF  ABUTTmO  OWNERS; 

QUNENT  DOMAIN. — ^The  defendant  telephone  company  was  authorized  by 
ordinance  to  construct,  maintain  and  operate  a  telephone  line  along  the 
itreets  of  the  city.     It  was  contended  by  the  appellant-plaintiff  that  the 
defendant  could  not  erect  such  poles  along  the  street  in  front  of  his 
premises  without  making  compensation  to  him  for  the  damages  sustained 
by  reasoin  thereof.      It  was  held  that  the  constitutional  provision  as  to 
taking  private  property  for  public  use  does  not  apply  to  the  use  of  the 
streets  of  a  city  for  the  purposes  for  which  they  were  dedicated,  appro- 
priated or  condemned;  the  construction  of  a  telephone  system  along  the 
streets  of  a  city  imposes  no  additional  servitude  upon  the  owners  of  the 
abutting  property,  and  such  owners  are  not  entitled  to  compensation  for 
any  damages  they  may  sustain  by  reason  of  the  construction  of  such 
qrstem. 
i.  Use  op  btbeets  for  telephones. — A  telephone  is  but  a  step  in  advance  of 
former  methods  of  conveying  intelligence  and  information,  and  is  a  sub- 
stitute for  the  messenger  and  carrier  of  former  times;   the  use  of  the 
street  for  the  purpose  of  a  telephone  system  is  not  an  unusual  and  im- 
proper one,  and  does  not,  therefore,  constitute  an  additional  servitude, 
although   such   use   may  not  have   been   known  when   the   streets   were 
dedicated,  appropriated  or  condemned  for  street  purposes. 

Appeal  of  plaintiff  from  an  order  vacating  a  preliminary  in- 
junction.   Decided  November  11,  1903 ;  reported  97  N.  W.  3. 


Joe  Kirhy,  for  appellant. 
Aikens  £  Judge,  for  respondent 
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Opinion  by  Ooeson,  J.: 

This  is  an  appeal  from  an  order  dissolving  a  temporary  in- 
junction^ and  the  question  presented  for  our  consideration  is, 
does  the  erection  of  a  telephone  system  in  the  streets  of  a  city 
constitute  an  additional  servitude^  not  imposed  by  the  original 
appropriation^  dedication^  or  condemnation  of  the  streets  for 
public  use,  for  which  the  abutting  property  owners  are  entitled 
to  compensation?  It  is  alleged  in  the  plaintiff's  complaint  and 
admitted  by  the  answer  that  the  plaintiff  is  the  owner  of  two  lots 
fronting  on  Duluth  avenue,  in  the  city  of  Sioux  Falls,  on  which 
he  resides,  and  that  between  the  sidewalk  fronting  said  premises 
and  the  curb  line  he  has  improved  the  ground  by  planting  shade 
trees  and  shrubs  thereon,  and  by  converting  the  same  into  a  grass 
plat  or  lawn,  under  the  ordinance  adopted  by  the  city  council  of 
the  said  city.  It  is  further  alleged  that  the  defendant,  at  the 
time  of  the  filing  of  the  plaintiff's  complaint  and  the  issuance 
of  the  temporary  injunction,  was  proceeding  to  erect  telephone 
poles  and  construct  its  telephone  system  along  the  said  street, 
and  was  proceeding  to  erect  a  telephone  pole  within  the  plat  so 
improved  by  plaintiff  as  aforesaid,  thereby  damaging  the  property 
of  the  plaintiff,  rendering  it  less  valuable  and  desirable  as  resi- 
dence property,  without  making  or  tendering  to  the  plaintiff  any 
compensation  for  the  damages  sustained  by  him. 

It  seems  to  be  conceded  that  the  defendant  was  authorized  by  an 
ordinance  of  the  common  council  of  the  said  city,  if  the  city  was 
authorized  to  adopt  such  an  ordinance,  to  construct,  maintain, 
and  operate  a  telephone  line  along  the  streets  of  that  city.  It  is 
contended  by  the  appellant  that  under  the  constitution  of  this 
State  it  was  not  competent  for  the  authorities  of  the  city  to  grant 
to  the  defendant  the  right  to  erect  poles  and  construct  and  main- 
tain a  telephone  system  along  the  streets  of  that  city,  and  that,  if 
it  had  authority  to  grant  such  right,  the  defendant  could  not  erect 
the  same  without  making  compensation  to  the  abutting  property 
owners  for  the  damages  they  might  sustain  by  reason  of  the  con- 
struction of  such  telephone  system.  Section  13,  art.  6,  of  the 
State  Constitution,  reads  as  follows :     "  Private  property  shall 
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not  be  taken  for  public  use^  or  damaged  without  just  compensa- 
tion as  determined  by  a  jury^  which  shall  be  paid  as  soon  as  it 
cm  be  aacertainedy  and  before  possession  is  taken.  No  benefit 
which  may  accrue  to  the  owner  as  the  result  of  an  improvement 
nude  by  any  private  corporation  shall  be  considered  in  fixing  the 
eompensation  for  property  taken  or  damaged.  The  fee  of  land 
taken  for  railroad  tracks  or  other  highways  shall  remain  in  such 
owners,  subject  to  the  use  for  which  it  is  taken.''  Section  18,  art. 
17,  provides  that  compensation  shall  be  made  before  any  property 
"is  taken,  injured,  or  destroyed.''  These  provisions  of  the  con- 
stitution do  not  apply  to  the  use  of  the  streets  of  a  city  for  the 
purposes  for  which  they  were  dedicated,  appropriated,  or  con- 
demned. The  authority  of  the  city  to  grant  to  the  defendant  the 
ri^t  to  erect,  maintain,  and  operate  a  telephone  system  is  clearly 
granted  by  the  provisions  of  section  3,  ch.  141,  p.  208,  Laws  1885, 
now  constituting  section  554  of  the  Revised  Civil  Code  of  1903, 
and  which  section  reads  as  follows : 

"  There  is  hereby  granted  to  the  owners  of  any  telephone  or  telegraph  lines 
•pertted  in  this  State,  the  right  of  way  over  lands  and  real  property  belong- 
i^  to  the  State,  and  the  right  to  use  public  grounds,  streets,  alleys  and  high- 
ways in  this  State  subject  to  control  of  the  proper  municipal  authorities  as 
to  what  grounds,  streets,  alleys  or  highways  said  lines  shall   run  over  or 
aeroM,  and  the  place  the  poles  to  support  the  wires  are  located.     .     .     ." 

This  section  seems  to  have  remained  in  force  since  it  was  en- 
acted in  1885. 

Upon  the  main  question  that  is  presented  for  our  determina- 
tion the  authorities  are  not  in  harmony,  and  any  attempt  to  recon- 
cile them  would  be  useless.  One  line  of  authorities  holds  that  the 
construction  of  telephone  systems  along  the  streets  of  cities  im- 
poses no  additional  servitude  upon  the  abutting  property  owners, 
and  that  said  owners  are  not  entitled  to  compensation  for  any 
damages  they  may  sustain  by  reason  of  the  construction  of  such 
system.  The  other  line  of  authorities  take  the  view  that  such  a 
system  creates  or  imposes  upon  the  abutting  property  owners  an 
additional  servitude,  for  which  they  are  entitled  to  compensation 
for  such  damages  as  they  may  sustain.     After  a  careful  examina- 
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tion  of  these  authorities,  we  have  arrived  at  the  conclusion  that 
the  decisions  of  the  courts  taking  the  former  view  are  not  only 
sustained  by  the  greater  weight  of  authority,  but  by  the  better 
reasoning,  and  should  be  followed.  The  streets  of  a  city  or  incor- 
porated town  are,  in  contemplation  of  law,  dedicated,  appropri- 
ated, or  condemned  for  all  proper  street  uses ;  and,  when  a  street 
i8  used  for  any  proper  street  purpose  by  permission  of  the  city 
authorities,  such  use  does  not  constitute  an  additional  servitude, 
though  such  use  may  not  have  been  known  when  the  streets  were 
dedicated,  appropriated,  or  condemned  for  street  purposes,  and 
the  abutting  fee  owner  is  not  entitled  to  compensation  for  any 
damages  he  may  sustain  by  reason  of  such  use.  The  streets  of  a 
city  are  now  used  for  many  purposes  unknown  in  former  times. 
A  century  ago  or  less  there  was  practically  no  use  of  the  streets 
for  sewers,  laying  of  water  and  gas  pipes  and  operating  street 
railways,  but  with  the  advance  of  civilization  and  the  improved 
conditions  of  society  these  uses  have  become  a  necessity,  and 
recognized  by  the  courts,  and  quite  generally  held  as  not  adding 
any  new  servitude  to  the  abutting  fee  owner  for  which  he  is  entitled 
to  compensation.  The  telephone  is  but  a  step  in  advance  of  for- 
mer methods  of  conveying  intelligence  and  information,  and  is 
a  substitute  for  the  messenger  and  carrier  of  former  times.  In 
speaking  upon  the  subject  of  street  railways.  Judge  Cooley,  in 
his  work  on  Constitutional  Limitations,  says: 

"  When  land  is  taken  or  dedicated  for  a  town  street,  it  is  unquestionably 
appropriated  for  all  ordinary  purposes  of  a  town  street;  not  merely  the  pur- 
poses to  which  such  streets  were  formerly  applied,  but  those  demanded  by 
new  improvements  and  new  wants.  Among  these  purposes  is  the  use  for 
carriages  which  run  on  a  grooved  track;  and  the  preparation  of  important 
streets  in  large  cities  for  their  use  is  not  only  a  frequent  necessity,  which 
must  be  supposed  to  have  been  contemplated,  but  it  is  almost  as  much  a 
matter  of  course  as  the  grading  and  paving."     Cooley's  Con.  Lim.  sec.  556. 

With  the  advance  of  civilization  and  new  discoveries  in  science 
and  new  inventions  a  more  varied  use  of  the  streets  of  a  city  has 
become  a  necessity,  and  the  rights  of  fee  owners  must  yield  to 
the  public  good,  and  the  new  uses  and  more  appropriate  methods 
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must  be  deemed  to  have  been  compensated  for  in  the  appropria- 
tion,  dedication,  or  condemnation  of  the  streets. 

In  Pierce  v.  Drew,  136  Mass.  75,  49  Am.  Rep.  7,  the  Supreme 
Court  of  that  State,  in  speaking  upon  the  subject,  uses  the  fol- 
lowing language: 

'*When  land  has  been  taken  or  granted  for  highways,  it  is  so  taken  or 
granted  for  the  passing  and  repassing  of  travelers  thereon,  whether  on  foot 
or  horseback,  or  with  carriages  and  teams  for  the  transportation  and  con* 
Teyance  of  passengers  and  property,  and  for  the  transmission  of  intelligence 
between  the  points  connected  thereby.  As  every  such  grant  has  for  its  ob- 
ject the  procurement  of  an  easement  for  the  public,  the  incidental  powers 
granted  must  be  so  construed  as  most  effectually  to  secure  to  the  public  the 
foil  enjoyment  of  such  easement.  Commonwealth  v.  Temple^  14  Gray,  69, 
77.  .  .  .  When  the  land  was  taken  for  a  highway,  that  which  was  taken 
was  not  merely  the  privilege  of  traveling  over  it  in  the  then  known  vehicles, 
or  of  using  it  in  the  then  known  methods,  for  either  the  conveyance  of  prop- 
erty or  transmission  of  intelligence.  Although  the  horse  railroad  was  deemed 
a  new  invention,  it  was  held  that  a  portion  of  the  road  might  be  set  aside  for 
it,  and  the  rights  of  other  travelers,  to  some  extent,  limited  by  those  privi- 
leges necessary  for  its  use.  Commonwealth  v.  T&mple,  supra;  Attorney- 
General  v.  Metropolitan  Railroad,  125  Mass.  515,  28  Am.  Rep.  264.  The  dis- 
eovery  of  the  telegraph  developed  a  new  and  valuable  mode  of  communicating 
intelligence.  Its  use  is  certainly  similar  to,  if  not  identical  with,  that  public 
use  of  transmitting  information  for  which  the  highway  was  originally  taken, 
even  if  the  means  adopted  are  quite  different  from  the  post-boy  or  the  mail 
coach.  It  is  a  newly  discovered  method  of  exercising  the  old  public  easement, 
and  all  appropriate  methods  must  have  been  deemed  to  have  been  paid  for 
when  the  road  was  laid  out." 

In  Jidia  Building  Association  v.  Bell  Telephone  Company,  1 
Am.  Electl.  Cas.  801,  88  Mo.  258,  57  Am.  Rep.  398,  the  Supreme 
Court  of  Missouri,  in  an  able  and  exhaustive  opinion,  arrives  at 
the  conclusion  that  the  erection  of  a  telephone  system  upon  the 
streets  of  a  city  is  not  an  additional  servitude  for  which  the  abut- 
ting fee  owners  are  entitled  to  damages,  and  that  such  use  is  but 
an  improved  method  of  transmitting  intclligonco,  and  a  substi- 
tute for  other  well-known  methods.     In  that  case  the  court  says : 

"  These  streets  are  required  by  the  public  to  promote  trade  and  facilitate 
oommunications  in  the  daily  transaction  of  business  between  the  citizens  of 
one  part  of  the  city  and  those  of  another,  as  well  as  to  accommodate  the 
public  at  large  in  these  respects.  If  a  citizen  living  or  doing  business  on 
one  end  of  Sixth  street  wishes  to  communicate  with  a  citizen  living  or  doing 
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business  on  the  other  end,  or  at  any  intermediate  point,  he  is  entitled  to  the 
use  of  the  street,  either  on  foot,  on  horseback,  or  in  a  carriage  or  other 
vehicle,  in  bearing  his  message.  The  defendants  in  this  case  propose  to  use 
the  street  bj  making  the  telephone  poles  and  wires  the  messenger  to  bear 
such  communications  instantaneously,  and  with  more  dispatch  than  in  any 
of  the  above  methods,  or  any  other  known  method  of  bearing  oral  communica- 
tions. Not  only  would  such  commtmications  be  borne  with  more  dispatch, 
but,  to  the  extent  of  the  number  of  communications  daily  transmitted  by  it, 
the  street  would  be  relieved  of  that  number  of  footmen,  horsemen  and  car- 
riages. If  a  thousand  messages  were  daily  transmitted  by  means  of  tele- 
phone poles,  wires  and  other  appliances  used  in  telephoning,  the  street, 
through  these  means,  would  serve  the  same  purpose,  which  would  otherwise 
require  its  use  either  by  a  thousand  footmen,  horsemen  or  carriages  to 
effectuate  the  same  purpose.  In  this  view  of  it  the  erection  of  telephone 
poles  and  wires  for  transmission  of  oral  messages,  so  far  from  imposing  a 
new  and  additional  servitude,  would,  to  the  extent  of  each  message  trans- 
mitted, relieve  the  street  of  a  servitude  or  use  by  a  footman,  horseman  or 
carriage." 

This  case  is  directly  in  point,  as  the  telephone  company  was 
proceeding  to  erect  a  telephone  pole  through  the  covering  and  into 
an  excavation  specially  made  by  the  fee  owner  in  front  of  its 
premises. 

In  Cater  v.  Northwestern,  etc.,  Co,,  5  Am.  Electl.  Gas.  Ill,  60 
Minn.  539,  63  N.  W.  Ill,  28  L.  R.  A.  310,  51  Am.  St.  Rep.  543, 
the  Supreme  Court  of  Minnesota  says : 

''The  question,  then,  is,  what  is  the  nature  and  extent  of  the  public  ease- 
ment in  a  highway?  If  there  is  any  one  fact  established  in  the  history  of 
society  and  of  the  law  itself,  it  is  that  the  mode  of  exercising  this  easement 
is  expansive,  developing  and  growing  as  civilization  advances.  In  the  most 
primitive  state  of  society  the  conception  of  a  highway  was  merely  a  footpath. 
In  a  slightly  more  advanced  state  it  included  the  idea  of  a  way  for  pack 
animals.  .  .  .  And  thus  the  methods  of  using  public  highways  expanded 
with  the  growth  of  civilization,  until  to-day  our  urban  highways  are  devoted 
to  a  variety  of  uses  not  known  in  former  times,  and  never  dreamed  of  by  the 
owners  of  the  soil  when  the  public  easement  was  acquired.  Hence  it  has 
become  settled  law  that  the  easement  is  not  limited  to  the  particular  methods 
of  use  in  vopfue  when  the  easement  was  acquired,  but  includes  all  new  and 
improved  methods,  the  utility  and  general  convenience  of  which  may  after- 
wards be  discovered  and  developed  in  aid  of  the  general  purpose  for  which 
highways  are  designed.  And  it  is  not  material  that  these  new  and  improved 
methods  of  use  were  not  contemplated  by  the  owner  of  the  land  when  the 
easement  was  acquired,  and  are  more  onerous  to  him  than  those  in  use." 
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In  People  v.  Eaton,  5  Am.  Electl.  Gas.  87,  100  Mich.  208,  59 
X.  W.  145,  24  L.  R.  A.  721,  the  Supreme  Court  of  Michigan 
says: 

**  When  these  lands  were  taken  or  granted  for  public  highways,  they  were 
not  taken  or  granted  for  such  uses  only  as  might  then  be  expected  to  be  made 
of  them  by  the  common  method  of  travel  then  known,  or  for  the  transmission 
of  intelligence  by  the  only  methods  then  in  use,  but  for  such  methods  as  the 
improvement  of  the  country  or  the  discoveries  of  future  times  might  demand. 
...  It  would  be  a  calamity  to  the  State  if,  in  the  development  of  the 
means  of  rapid  travel,  and  the  transmission  of  intelligence  by  telegraph  or 
telephone  communication,  parties  engaged  in  such  enterprises  were  compelled 
to  take  condemnation  proceedings  before  a  single  track  could  be  laid  or  a 
pole  set." 

This  view  is  also  approved  by  the  Supreme  Court  of  Montana 
in  Hershfield  v.  Rocky  Movntain,  etc.,  Co.,  4  Am.  Electl.  Cas.  73, 
12  Mont.  102,  29  Pac.  883 ;  by  Castle  v.  Bell  Tel.  Co.,  7  Am. 
Electl.  Cas.  261,  49  N.  Y.  App.  Div.  437,  63  N.  Y.  Supp.  482 ; 
by  Lockhart  v.  Railway  Co.,  3  Am.  Electl.  Cas.  314,  139  Pa.  419, 
21  Atl.  26;  by  Johnson  v.  N.  Y.  &  P.  Telephone  &  Telegraph  Co. 
(Sup.),  78  N.  Y.  Supp.  598;  by  the  Supreme  Court  of  the  Dis- 
trict of  Columbia  in  McCormdck  v.  District  of  Columbia,  54  Anu 
Rep.  284;  and  by  the  Supreme  Court  of  Indiana  in  Magee  v. 
Overshiiier,  7  Am.  Electl.  Cas.  241,  150  Ind.  127,  49  K  E.  951, 
40  L.  R.  A.  370,  65  Am.  St.  Rep.  358,  which  may  be  regarded 
as  the  leading  case  upon  this  side  of  the  question.  In  that  case 
there  is  a  full  review  of  the  opposing  decisions,  and  that  learned 
court,  as  its  conclusion,  says : 

'*  The  telephone  is  particularly  useful  in  communications  between  the  peo- 
ple within  a  city,  and  it  can  be  used  for  that  purpose  directly,  and  by  per- 
sons without  special  skill.  It  is  more  clearly  a  substitute  for  the  old  methods 
of  communication  of  messages  between  persons  within  the  city  than  the 
telegraph.  We  conclude  that  the  reasonable  use  of  the  streets  of  a  city  for 
the  equipment  of  a  telephone  system  is  not  a  new  and  additional  servitude 
for  which  the  abutting  property  owner  is  entitled  to  compensation.  Nor  do 
we  agree  that  the  ordinary  pole  and  wires  are  necessarily  a  special  injury  to 
the  enjoyment  of  the  abutting  property." 

The  decision  in  that  case,  however,  was  prior  to  the  decision 
of  the  Supreme  Court  of  North  Dakota  in  Donovan  v.  Allert,  91 
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N.  W.  441,  58  L.  E.  A.  775,  in  which  the  learned  court  arrived 
at  a  different  conclusion.  The  latter  case  is  largely  relied  on  by 
the  appellant  in  support  of  his  contention,  but  the  reasoning  of 
the  court  in  that  case  does  not  meet  with  our  approval. 

It  may  be  proper  to  state  in  conclusion  that,  while  a  telephone 
company  is  authorized  to  use  the  streets  of  a  city  for  the  purpose 
of  constructing,  maintaining,  and  operating  its  telephone  system^ 
it  must  exercise  the  right  in  such  a  manner  as  not  to  cause 
unnecessary  injury  or  inconvenience  to  property  owners. 

The  order  of  the  Circuit  Court  vacating  and  setting  aside  the 
preliminary  injunction  is  affirmed. 

FuLLEBy  J.,  taking  no  part  in  the  decision. 


Maxwell  v.  Central  Dist.  &  PiiiNTmo  Telbo.  Co. 

West  Virginia;  Court  of  Appeals. 

1.  Abuttino  ownebs  not  entitlcd  to  DAMAGES;  iNjxTifCTiON. — ^Tho  erecUoD 

of  telephone  poles  along  the  streets  of  an  incorporated  city,  town  or  vil- 
lage, with  the  consent  of  the  council  thereof,  is  not  such  a  taking  of 
private  property  for  public  use  as  will  authorize  the  abutting  lot  owners 
to  enjoin  the  prosecution  of  such  work  until  his  damages  occasioned 
thereby  are  paid  or  secured  to  be  paid.  Such  a  privilege  is  a  mere 
easemoit,  carved  out  of,  subservient,  and  appurtenant  to  the  public 
easement  in  such  street. 

2.  DBSTBUcnoN  OF  PX7BUC  IMPBOVEMENT. — Before  an  individual  or  company 

may  invade  and  destroy,  in  whole  or  part,  for  other  public  purposes,  a 

public  improvement  placed  on  the  street  by  an  abutting  lot  owner  in 

front  of  his  property,  under  agreement  with  the  council  of  the  city,  town, 

or  village,  specific  authority  for  so  doing  must  first  be  obtained  from  audi 

council. 

(Syllabus  by  the  court.) 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
March  8,  1902 ;  reported  51  W.  Va.  121,  41  S.  E.  126. 

John  Bassel,  for  appellant. 

Davis  &  Davis  and  M.  F.  Srdder,  for  appellee. 
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Opinion  by  Dent,  P. : 

W.  Brent  Maxwell,  a  citizen  and  resident  of  the  city  of  Clarks- 
burg^ and  owner  and  occupier  of  a  lot  fronting  180  feet  on  the  south 
side  of  Pike  street,  along  which,  by  agreement  with  the  common 
council,  he  had  constructed  a  sawed  stone  pavement,  on  the  5th  day 
of  July,  1901,  obtained  an  injuncticm  from  the  Circuit  Court  of 
Harrison  county  enjoining  and  restraining  the  Central  District  & 
Printing  Telegraph  Company  from  erecting  or  maintaining  any 
telephone  pole  or  poles  upon  the  sidewalk  or  stone  pavement  in 
front  of  his  property,  or  stringing  wires  thereon,  for  the  reason  that 
the  same  would  be  a  taking  of  the  fee  in  the  land  occupied  without 
just  compensation,  would  create  a  public  nuisance  or  obstruction  in 
the  thorou^fare,  specifically  mar  the  beauty  of  his  property  as  a 
residence,  render  it  less  accessible,  and  irreparably  damage  it  with- 
out legal  authority  so  to  do;  The  plaintiff  presented,  as  a  part  of 
his  bill,  an  ordinance  of  the  city  council  adopted  September  24, 
1890,  granting  to  the  defendant  "  the  privilege  of  constructing, 
equipping  and  maintaining  lines  of  poles  and  wires  upon  and  along 
the  streets  and  alleys  of  the  town  for  telegraph  and  telephone  pur- 
poses,'' and  claimed  the  same  was  void  from  the  fact  that  it  was 
adopted  prior  to  any  legislation  authorizing  the  council  to  grant 

such  privilege.    The  act  was  passed  in ,  1891.    The  plaintiff 

also  presented  an  order  of  the  County  Court  granting  such  privi- 
l^e  as  to  the  roads  and  highways  of  the  coimty ;  but,  aa  the  Couniy 
Court  has  no  control  over  the  streets  and  alleys  of  the  city  of  Clarks- 
burg, such  order  can  have  no  bearing  on  the  determination  of  this 
case,  and  must  be  regarded  as  unnecessary  surplusage  The  de- 
fendant appeared  and  answered  the  bill,  admitting  that  it  was 
about  to  erect  two  telephone  poles  in  front  of  plaintiff's  premises, 
as  claimed,  by  virtue  of  said  ordinance  of  the  council ;  that  for  up- 
ward of  10  years  it  had  telephone  lines  extending  through  the  thor- 
oughfares of  the  city,  but  that,  "in  order  to  accommodate  the  public 
and  furnish  proper  facilities  for  intercourse  by  means  of  telephone 
lines,  respondent  has  been  compelled  to  equip  and  maintain  a  more 
sufficient  line  than  that  first  erected  in  said  city ;  and,  in  order  to 
effect  this  purpose,  respondent  sent  its  engineers  to  Clarksburg, 
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and  had  a  line  laid  off  and  mapped  in  and  throng  said  town,  and 
respondent's  engineers  found  that  the  line  could  be  better  located 
and  made  more  efficient  by  changing  it  or  transferring  it  from  the 
north  to  the  south  side  of  Pike  street,  which  necessarily  compelled 
its  location  in  front  of  the  property  of  the  plaintiff/^  Defendant 
then  moved  to  dissolve  the  injunction,  as  the  bill  presented  no 
grounds  for  equitable  interference.  The  motion  was  overruled, 
and  defendant  appeals. 

The  first  question  presented  by  the  appeal  is  as  to  whether  the 
erection  of  a  telephone  line  along  a  public  thoroughfare  is  such  a 
taking,  within  the  meaning  of  the  Constitution  of  this  State,  as 
will  authorize  the  reversioner  (supposed  to  be  the  lot  owner)  to 
maintain  an  injunction  until  just  compensation  has  been  or  secured 
to  be  paid.  The  decisions  of  other  States  are  very  conflicting  and 
unsatisfactory  on  this  question.  They  may  be  found  collated  and 
commented  on  in  the  case  of  Kreuger  v.  Telephone  Co.,  7  Am. 
Electl.  Gas.  286,  106  Wis.  96,  81  N.  W.  1041,  60  L.  R  A.  298. 
Many  of  these  decisions  have  little  or  no  application  to  the  law  of 
this  State,  as  they  are  mere  judicial  fictions,  invented 
for  the  purpose  of  securing  to  an  abutting  lot  owner 
damages  to  his  property  caused  by  street  improvement  or 
use  for  other  public  utilities  than  travel.  A  resort  to  such  fictions 
is  not  necessary  in  this  State,  for  the  reason  that  the  Constitution 
secures  to  the  abutting  lot  owner  such  damages  as  may  be  sus- 
tained by  him  because  of  public  improvements  of  any  kind ;  not 
by  injunction,  however,  but  by  action  at  law,  unless  the  damages 
are  so  great  as  to  amount  to  a  virtual  taking  of  his  property.  Masoiy 
V.  Bridge  Co.,  17  W.  Va.  396 ;  Spencer  v.  Railroad  Co.,  23  W.  Va. 
406.  In  the  fourth  point  of  the  syllabus  of  the  latter  case,  it  is 
held  that  "  if  a  railroad  company,  with  the  consent  of  a  town  coun- 
cil, builds  its  road  through  a  street  of  a  town,  the  fee  of  the  ground 
on  which  the  street  is  located  being  in  the  adjoining  owners  of  lots, 
the  railroad  company  does  not  take  the  property  of  such  lot  owners, 
but  only  an  easement  from  such  town  council, — a  simple  right  of 
way,  so  long  as  the  coimcil  has  an  easement  in  such  ground  to  use 
it  as  a  street/'     In  Watson  v.  Railvmy  Co.  (W.  Va.),  39  S.  E. 
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193,  the  same  conclusion  is  readied  as  to  street  railways.  The 
same  law  is  applicable  to  telephone  lines.  The  telephone  com- 
.pany  takes  nothing  by  its  grant  from  the  town  except  a  simple  right 
of  way  so  long  as  the  council  has  an  easement  in  the  land  to  use  it 
as  a  street  While  it  may  obstruct  to  some  extent  the  public  ease- 
ment out  of  which  it  is  carved,  it  in  no  sense  takes  anything  from 
the  owner  of  the  fee  that  has  not  already  been  taken  from  him 
when  the  land  was  dedicated  to  public  use.  Telephonic  communi- 
cation, though  maintained  by  private  capital,  is  a  great  and  rapidly 
increasing  public  utility.  It  is  an  immense  saver  of  time  and 
money,  and  often  life.  It  also  relieves  the  public  thoroughfares  of 
much  of  their  burden  of  travel, — far  more  than  the  space  occupied 
compares  with  the  residue  of  the  public  highways.  As  its  facili- 
ties increase,  its  public  utility,  necessity  and  cheapness  of  opera- 
tion will  also  increase,  until  its  benefits  are  appreciated  and  en- 
joyed by  all.  It  will  prove  a  great  aid  in  the  administration  of 
justice,  the  prevention  of  crime,  and  the  spread  of  civilization,  as 
it  will  bring  all  mankind  into  easy  speaking  distance  of  each  other. 
Telephone  poles  are  not  things  of  beauty,  yet  their  utility  is  so 
great  that  their  ugliness  must  be  endured  until  human  invention 
has  discovered  some  more  tasteful  substitute  for  them.  The  pub- 
lic can  well  afford  to  surrender  a  reasonable  portion  of  the  public 
easement  in  its  highways  to  a  public  utility  of  such  vastly  increas- 
ing importance.  As  the  owner  of  the  fee  in  such  highways  loses 
nothing  thereby,  he  has  no  grounds  of  complaint.  It  puts  no  addi- 
tional burden  on  the  fee,  but  it  is  a  burden  alone  upon  the  perma- 
nent easement,  to  which  it  is  appurtenant  and  subservient.  It 
may,  however,  be  a  damage,  to  a  greater  or  less  extent,  to  the  abut- 
ting lot  owner.  For  this  he  has  his  suit  at  law,  unless  such  damage 
be  equivalent  to  the  actual  taking  of  his  lot.  Xo  such  damage  is 
pretended,  and  the  injunction  is  not  predicated  thereon. 

The  only  other  question  worthy  of  consideration  presented  by 
this  record  is  as  to  whether  the  plaintiff  is  entitled  to  enjoin  the 
erection  of  such  telephone  poles  as  a  public  nuisance  specially  dam- 
aging his  property.    If  the  defendant  was  clothed  with  proper  legal 
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authority  to  erect  such  poles,  although  they  may  be  a  specific  dam- 
age to  plaintiiBF's  property,  and  he  be  entitled  to  sue  therefor,  he 
could  not  maintain  his  injunction.  For  that  which  is  lawful  for  a 
person  to  do  cannot  be  enjoined  as  a  nuisance.  On  the  other  hand, 
if  the  defendant  has  failed  to  show  legal  authority  for  its  conduct, 
the  plaintiff  is  entitled  to  his  injunction.  Cooh  v.  Totten  (W. 
Va.),  38  S.  E.  ^91;  McEldoumey  v.  Lowiher  (W.  Va.),  38  S.  E. 
644.  For  authority  defendant  relies  solely  on  the  ordinance  passed 
by  the  council  September  24,  1890,  as  ratified  by  the  act  of  the 
Legislature  enacted  1891.  This  act  provides  "  that  when  any  com- 
pany desires  to  erect  telephone  poles  along  any  street  of  any  incor- 
porated city,  town  or  village,  the  consent  of  the  council  of  such  city, 
town  or  village  shall  be  first  obtained."  Acts  1891,  p.  297.  As 
heretofore  shown,  the  ordinance  grants  the  defendant  the  privilege 
of  "  constructing,  equipping,  and  maintaining  lines  of  poles  and 
wires  upon  and  along  the  streets  and  alleys  of  the  town  for  tele- 
graph and  telephone  purposes."  This  is  a  general  grant,  without 
designating  the  streets  or  alleys  along  which  such  lines  were  to  be 
erected.  The  defendant,  acting  thereunder,  erected  its  lines 
throughout  the  city,  and  has  maintained  them  for  10  years.  Ac- 
cording to  the  allegations  of  its  answer,  it  now  wishes  to  change  the 
location  of  its  lines  and  poles,  especially  in  front  of 
plaintiff's  property,  without  further  consent  from  the 
council.  The  council  have  the  right  to  control  the  location  of  the 
defendant's  poles  and  lines,  as  the  mutual  interest  of  the  public  and 
defendant  may  demand.  But  it  cannot  surrender  the  control  of  the 
streets  by  a  general  ordinance  to  the  defendant,  so  as  to  permit  it 
to  locate  and  relocate  its  lines  from  time  to  time,  ad  libitum,  with- 
out regard  to  the  interests  of  the  public  or  private  citizens.  If  the 
defendant  has  once  located  its  poles  and  lines  by  virtue  of  the  origi- 
nal ordinance  under  the  supervision  and  direction  of  the  council,  it 
cannot  relocate  and  change  such  lines  and  poles  without  first  having 
the  consent  of  the  council  to  do  so.  It  is  the  duty  of  the  council  to 
superintend  and  preserve  as  far  as  possible  the  rights  of  all  parties 
in  the  public  thoroughfares,  of  which  it  is  the  mere  custodian  or 
trustee ;  and  when  a  person  claims  the  right  to  invade  and  destroy, 


Rights  of  Abutting  Ownebs.  211 

Maxwell  v.  Diet.  &  Printing  Teleg.  Go. 


in  whole  or  part,  a  public  improvement  for  public  use,  erected  by 
another  at  private  expense  by  agreement  with  the  council,  such 
person  should  be  armed  with  explicit  authority  from  the  council 
for  so  doing,  and  a  general  privilege  to  erect  telephone  poles  and 
lines  along  such  streets,  granted  long  years  previous  to  such  im- 
provement, furnishes  no  such  authority.  The  council  authorized 
the  plaintiff  to  lay  an  expensive  stone  pavement  along  the  front  of 
his  property  for  the  use  of  the  public  at  his  own  expense.  While 
done  at  his  expense,  it  is  public  property,  and  the  council  has  the 
right  to  authorize  the  defendant  to  invade  such  sidewalk  and  de- 
stroy the  same  in  part  for  the  setting  of  its  poles,  and  also  to  destroy 
or  injure  the  shade  trees  along  or  over  the  same ;  yet  the  defendant 
may  not  do  so  without  the  consent  of  the  council  first  obtained. 
Having  the  prior  consent  of  the  council,  the  defendant  may  do  so, 
and,  if  the  plaintiff  is  damaged  thereby,  he  may  have  recovery 
thereof  by  action  at  law.  The  defendant  having  failed  to  show  the 
consent  of  the  council  first  obtained  to  invade  and  injure  the  plain- 
tiff's authorized  improvement,  the  court  committed  no  error  in 
continuing  the  injunction  until  such  consent  was  shown  or  ob- 
tained. 
The  decree  is  affirmed. 

Am  to  TigktM  of  abnttiiiK  owners  to  compensation  for  the  use  by  tele- 
graph and  telephone  companies  of  the  streets  and  highways  in  front  of  their 
premises,  see  note  entitled,  "  Use  of  streets  and  highways  by  telegraph  and 
telephone  companies/'  ante,  page  159.  See  also  the  following  notes  in  the  pre- 
cedmg  volumes  of  this  series:  Vol.  VII,  pp.  285,  424,  429;  vol.  VI,  p.  151;  vol. 
V,  pp.  119,  184,  206;  vol.  IV,  pp.  145,  217,  224;  vol.  II,  pp.  228,  268, 
305,  320,  348.  Upon  this  subject  see  also  Keasbey  on  Electric  Wires,  sees. 
80,  90. 

Daatmsss  for  obstruction  to  liel&t,  air  and  aooess. — Whether  or  not 
a  telegraph  or  telephone  line  is  a  new  burden  on  the  land  dedicated  to  public 
use  as  a  street  or  highway,  the  owner  has  the  right  to  compensation  for  any 
substantial  obstruction  to  his  light,  air  or  access.  Keasbey  on  Electric  Wires, 
sec.  105.  In  the  case  of  Krueger  v.  Wisconsin  Telephone  Co.,  7  Am.  Electl. 
Cas.  285,  106  Wis.  96,  81  N.  W.  1041,  it  was  held  that  where  a  telephone  pole 
is  placed  in  front  of  the  property  of  an  abutting  owner  in  such  a  manner  as  to 
interfere  with  his  proper  enjoyment  thereof,  and  without  his  consents  he  is 
entitled  to  damages  and  to  the  removal  of  said  pole.  But  in  this  case  the 
court  based  its  conclusion  upon  the  principle  that  the  erection  of  telephone 


212  American  Electrical  Cases.  [vol.  8 

Maxwell  v.  Dist.  &  Printing  Teleg.  Go. 

poles  and  wires  in  a  street  constitutes  an  additional  burden.  It  is  likely 
that  the  rule  existing  where  an  electric  railway  is  operated  and  maintained 
in  a  street,  to  the  effect  that  if  the  poles  and  wires  of  the  railway  interfere 
with  ingress  and  egress  to  the  property  of  an  abutting  owner  and  thus  dimin- 
ish its  value,  the  owner  is  entitled  to  compensation,  applies  equally  to  the 
erection  of  poles  by  telephone,  telegraph  and  electric  light  companies.  Jaynes 
V.  Ofnaha  8t.  Ry,  Co,,  7  Am.  Electl.  Gas.  328,  53  Neb.  682,  74  N.  W.  67 ;  Zeh- 
ren  v,  Milwaukee  Elect,  Ry.  d  L,  Co.,  7  Am.  Electl.  Gas.  345,  99  Wis.  83,  74 
N.  W.  538.  In  the  case  of  Clausen  d  Sons  Brev>*s  Co,  v.  B.  d  O.  Telegraph  Co,, 
2  Am.  Electl.  Gas.  210,  it  was  held  that  abutting  owners  have  a  right  to  the 
free  use  of  light,  air  and  access  to  their  land,  and  this  not  only  as  to  present 
but  as  to  possible  future  uses.  A  telegraph  pole,  five  feet  in  circumference, 
erected  in  front  of  premises  abutting  a  city  street,  was,  under  the  circum- 
stances, deemed  to  be  an  interference  with  the  right  of  access.  Whether  the 
erection  of  poles  in  a  given  case  is  a  substantial  impairment  of  the  abutting 
owner's  easement  in  light,  air  or  free  access  to  and  from  the  street,  is  a  ques- 
tion of  fact.  See  Tiffany  v,  U,  8.  lU,  Co,,  1  Am.  Electl.  Gas.  629,  67  How. 
Pr.  73. 

In  the  case  of  Russ  v.  Pa,  Telephone  Co,^  5  Am.  Electl.  Gas.  109,  the  erection 
of  a  telephcme  pole  in  a  street  in  front  of  the  door  to  a  building  of  the  abut- 
ting owner,  in  such  a  position  as  to  interfere  with  the  use  of  such  building, 
was  restrained  by  injunction.  In  the  case  of  Prentiss  v.  Cleveland  Telephone 
Co,,  5  Am.  Electl.  Gas.  125,  32  Law  Bull  (Ohio)  113,  it  was  held  that  while 
a  municipal  corporation  has  the  right  to  use  its  streets  in  every  way  needful 
for  the  proper  operation  of  its  fire  alarm  service,  such  use  must  be  reasonable, 
with  due  reference  to  modern  appliances  and  inventions  in  ordinary  use;  the 
maintenance  of  large  and  unsightly  poles  in  a  street  used  exclusively  for  resi- 
dential purposes  for  the  support  of  only  two  wires  is  an  unreasonable  use. 

In  New  Jersey  telesraph  and  telephone  oon&panles  are  granted  the 
power  to  acquire  by  condemnation  the  right  to  use  public  roads  for  poles  and 
wires  in  cases  where  the  owner  of  the  soil  refuses  to  consent  to  such  use,  by 
virtue  of  the  act  of  March  11,  1880  (P.  L.  1880,  p.  201).  This  power  is  not 
impaired  by  the  act  of  March  19,  1900  (P.  L.  1900,  p.  74),  amending  sec.  8 
ol  the  telegraph  companie9  act  of  1875.  The  act  of  1900  designates  the  pro- 
cedure to  be  followed  in  such  condemnation.  In  such  procedure  the  petition 
need  not  be  authenticated  by  the  corporate  seal,  nor  need  an  effort  be  made  to 
obtain  the  consent  of  a  mortgagee  of  the  soil  when  the  owner  refuses  to  con- 
sent.   Coles  V,  Midland  Teleph.  d  Teleg.  Co,,  67  N.  J.  Law,  490,  51  Atl.  448. 

Telephone  oon&pany  deen&ed  a  telegraph  oon&pany  within  the  mean- 
ing of  a  statute  providing  for  the  incorporation  of  a  telegraph  company  and 
authorizing  such  a  company  "to  construct  lines  of  telegraph  along  and  upon 
any  of  the  public  roads,  streets,  lands  or  highways,  or  across  any  of  the  waters 
within  the  limits  of  this  State,  by  the  erection  of  the  necessary  fixtures,  in- 
cluding posts,  piers  or  abutments  for  sustaining  the  cords  or  wires  of  such 
lines"  (Act  of  April  29,  1874,  sec.  33),  and  the  several  acts  supplementary 
thereto.  People's  Teleph,  d  Teleg.  Co,  v,  Berks  d  Dauphin  Turnpike  Road  Co,, 
199  Pa.  St.  411,  49  Atl.  284.    The  court  said: 
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*The  proyinons  of  these  several  acts  of  assembly  apply  to  telephone  com- 
panies as  well  as  to  the  telepgraph  companies.  Judge  Rice,  in  Central  Penn- 
tfioma  Telephone  d  Supply  Co,  v,  Wilkeabarre  d  W,  8.  Ry.  Co.,  4  Am.  Electl. 
Cu.  260,  11  Pa.  Col  Ct.  R.  418,  says:  'A  telephone  is  now  regarded  as  a 
ipccies  of  telegraph ;  hence  it  has  been  held  that  a  statute  applicable  to  the 
incorporation  of  telegraph  companies  may  be  deemed  to  apply  to  telephone 
eoopanies,  although  the  latter  are  not  named.'  Judge  Simonton,  in  Com,  v, 
Ptma^flvam/ia  Tel.  Co,,  42  Leg.  Int.  180,  held  that  a  telephone  company  incor- 
porated under  the  act  of  1874,  and  its  supplement  of  1876,  is  a  telegraph 
eompany,  within  the  meaning  of  the  revenue  act  of  1879.  In  25  Am.  &  Eng. 
Sue.  Law,  p.  746,  it  is  stated  that,  'as  a  rule,  a  statute  concerning  telegraphs, 
ia  the  absence  of  special  controlling  conditicms,  may  apply  to  telephones  as 
veil'  And  this  rule  is  sustained  by  a  number  of  citations  in  the  notes  on 
the  lame  page.  That  the  highways  of  the  State  are  within  the  control  of  the 
LegiBlatare  is  wdl  settled.  The  Legislature  has  full  power  and  jurisdiction 
Ofer  the  highways  of  the  State,  and  may  consent  to  their  use,  by  legislative 
CMctmoit,  for  the  purposes  of  telephone  lines,  as  a  means  to  facilitate  com- 
Huications  in  the  daily  transactions  of  business,  not  only  between  the  citi- 
Hu  of  the  same  community,  but  of  citizens  of  one  community  with  those  of 
aaother,  and  thereby  accommodating  the  public  at  large.  The  defendant  com- 
paaj'i  turnpike  road  was  located  and  constructed  by  virtue  of  legislative 
CMetment  and  for  public  purposes,  add,  as  we  said  in  'Northern  Cent,  Ry.  Co, 
9,  Com.,  90  Pa.  306 :  'It  differs  from  a  common  highway  in  the  fact  that  it  is 
lot  constructed  in  the  first  instance  at  the  public  expense,  and  the  cost  of  ton- 
itmetion  is  reimbursed  by  the  payment  of  toll  imposed  by  authority  of  law. 
Hi  use  is  common  to  all  who  ccnnply  with  the  law.  Common  understanding 
tad  public  policy  unite  in  requiring  us  to  hold  that  a  turnpike  is  a  public 
highway.'  A  turnpike  road  can  be  constructed  and  opened  under  authority 
cf  law  only.  When  used  by  the  public  it  becomes  a  public  highway.  Pitta- 
hKr§h,  M.  d  7.  R.  Co,  V,  Com,,  104  Pa.  583.  Judge  Rice,  in  McMcmus'  Appeal, 
f  PiL  Super.  (X  65,  says:  'Nothing  is  better  established  than  that  a  turnpike 
noad  is  a  public  highway,  and  every  traveler  has  the  same  right  to  use  it  upon 
pajaent  of  iM  eetabllBbed  by  law  as  he  would  have  to  use  any  other  public 
h%hway." 
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Indi<ma;  Appellate  Court,  Division  No,  1. 

1.  Tbees  in  HIGHWAYS;  BIGHTS  OF  owNEB  OF  FEE. — ^An  abutting  owner  who 

owns  the  fee  upon  which  a  highway  is  located  is  the  owner  of  the  soil 
and  the  trees  growing  tnereon;  in  respect  to  such  trees  he  has  the  rights 
and  remedies  of  the  owner  of  the  freehold,  subject  only  to  the  public 
easement. 

2.  Complaint  in  action  fob  injubt  to  tbees. — ^A  complaint  in  an  action 

against  a  telegraph  company  for  injury  to  trees,  alleging  that  the  trees 
were  wrongfully  cut  by  the  defendant's  servants,  without  stating  the 
business  engaged  in  at  the  time  the  injury  was  done,  or  which  does  not 
allege  that  the  plaintiff  had  any  rights  in  the  highway  other  than  that  of 
egress  and  ingress,  is  insufficient. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
June  24,  1902;  reported  30  Ind.  App.  28,  64  N.  E.  635. 

Lowden,  Estabrook  &  Davis,  for  appellant. 

C,  R.  &  J.  B,  Collins,  for  appellee. 

Opinion  by  Eobinson,  J. : 

Appellee  avers  in  his  complaint  that  he  is  the  owner  and  in  the 
lawful  possession  of  "lot  number  11  in  Cheney's  subdivision  of 
parts  of  sections  28  and  33,  in  township  number  38,  range  4  west, 
containing  11  and  37-100  acres;  also  a  strip  of  land  one  hundred 
and  seventy-three  feet  wide  off  of  the  east  end  of  lot  10  in  Cheney's 
subdivision  of  parts  of  said  sections  28  and  33,  township  38,  range 
4  west,  containing  4  and  4-100  acres,  all  situate  in  said  county  and 
State,  and  by  reason  thereof,  during  all  the  time  aforesaid,  was  and 
still  is  lawfully  entitled  to  the  use  and  enjoyment  of  the  public 
highway  adjoining  and  adjacent  to  said  above-described  real  estate, 
and  to  the  shade,  shelter,  protection,  and  ornament  and  use  and 
benefit  of  certain  trees,  to  wit,  twelve  trees  growing  in  and  upon 
the  said  highway ;  that  the  defendant,  through  its  agents,  servants, 
and  employees,  on  the  day  above  stated  and  on  divers  other  days 
and  times  between  that  day  and  the  commencement  of  this  action, 
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wrongfully  and  unlawfully  cut  and  destroyed  said  trees,  by  means 
whereof  the  plaintiff  has  been  deprived  of  the  shade,  shelter,  pro- 
tection, ornamentation,  use,  and  benefit  of  said  trees  so  cut,  to  his 
damage  in  the  sum  of  five  hundred  dollars."  A  demurrer  for  want 
of  suflScient  facts  was  overruled,  and  issue  was  formed  upon  the 
general  denial.  Trial  by  jury,  verdict  and  judgment  for  appellee 
for  $200. 

The  complaint  does  not  show  that  the  trees  were  cut  by  appellant 
in  the  construction  of  its  telegraph  line,  or  that  the  cutting  of  the 
trees  had  any  connection  with  the  maintenance  or  operation  of  any 
telegraph  line.   The  averment  is  that  they  were  wrongfully  cut  by 
appellant's  servants,  to  appellee's  damage.   Appellant  is  sued  as  a 
corporation,  but  it  is  not  averred  what  business,  if  any,  it  was  en- 
g«ged  in  when  it  did  the  act  complained  of.  Appellee's  rights,  so  far 
as  disclosed  by  the  pleading,  are  not  different  from  what  they  would 
be  had  a  private  person  wrongfully  and  unlawfully  cut  and  de- 
stroyed the  trees.    If  the  trees  were  cut  by  appellant  under  a  claim 
of  a  ri^t  to  do  so  in  order  to  properly  construct  or  maintain  and 
operate  a  telegraph  line,  that  would  be  matter  of  defense.    So  that 
Aether  appellant  would  have  a  right  to  cut  trees  which  it  claimed 
interfered  with,  the  operation  of  its  line  constructed  upon  plans  of 
its  own  adoption,  or  whether  it  might  be  required  to  construct  and 
maintain  its  line,  if  practicable  so  to  do,  so  as  not  to  interfere  with 
trees  belonging  to  the  abutting  owner  and  growing  upon  the  high- 
way, are  questions  not  presented  by  the  demurrer,  and  upon  these 
we  decide  nothing.    If  the  trees  were  the  property  of  appellee,  or  if 
they  were  property  to  which  he  was  entitled  to  the  possession,  a 
right  of  action  accrued  to  him,  under  the  averments  of  the  com- 
plaint, for  their  wrongful  destruction. 

An  abutting  proprietor,  who  owns  the  fee  in  land  upon  which  a 
hi^way  is  located,  is  the  owner  of  the  soil,  and  of  trees  growing 
thereon  and  of  mines  and  quarries  thereunder,  so  far  as  such  own- 
erdiip  ifl  not  inconsistent  with  the  public  use.  The  municipality 
jilone  has  the  right  to  these,  only  in  so  far  as  they  are  necessary  in 
the  construction  and  maintenance  of  the  way  for  the  public  use. 
Such  an  abutting  proprietor,  as  to  shade  trees  growing  in  front  of 
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his  property  and  upon  land  the  fee  of  which  he  owns,  has  the  rights 
and  remedies  of  the  owner  of  a  freehold,  subject  only  to  the  public 
easement.  See  Clark  v.  Dasso,  34  Mich.  86;  O'Connor  v.  Tele- 
phone Co.,  22  Can.  Sup.  Ct.  276 ;  Daily  v.  State,  5  Am.  Electl. 
Cas.  186,  51  Ohio  St.  348,  37  N.  E.  710,  24  L.  R.  A.  724,  46  Am. 
St.  Rep.  578 ;  Lyon  v.  Gormley,  53  Pa.  261 ;  Welter  v.  McCormick, 
52  N.  J.  Law,  470,  19  Atl.  1101,  8  L.  R  A.  798 ;  Baker  v.  Shep- 
hardy  24  N.  H.  208 ;  Bliss  v.  Ball,  99  Mass.  597 ;  Board  v.  Beck- 
uriih,  10  Kan.  603 ;  Overman  v.  May,  35  Iowa,  89 ;  Crismen  v. 
Deck,  84  Iowa,  344,  51  N.  W.  55 ;  Haas  v.  City  of  Evansville,  20 
Ind.  App.  482,  50  N.  K  46 ;  Cobum  v.  New  Telephone  Co.,  7  Am. 
Electl.  Cas.270,  156  Ind.  90,  59  N.  E.  324;  Magee  v.  Overshiner, 
7  Am.  Electl.  Cas.  241,  150  Ind.  127,  49  N.  E.  951,  40  L.  R.  A. 
370,  65  Am.  St.  Rep.  358 ;  Board  of  Com'rs  of  Hamilton  Co.  v. 
Indianapolis  Nat.  Gas  Co.,  134  Ind.  209,  33  N.  E.  972;  Julien  v. 
Woodsmall,  82  Ind.  568 ;  HydravUc  Co.  v.  Butler,  91  Ind.  134,  46 
Am.  Rep.  580;  Elliott,  Roads  &  8.  (2d  Ed.)  sec.  690;  Jackson  v. 
Hathanvay,  15  Johns.  447,  8  Am,  Dec.  263;  PJUfer  v.  Cox,  21 
Ohio  St.  248,  8  Am.  Rep.  58 ;  Boiling  v.  City  of  Petersburg,  3 
Rand.  563;  Town  of  West  Covington  v.  Freking,  8  Bush.  121; 
Barclay  v.  Howell,  6  Pet  498,  8  L.  Ed.  477.  But  the  complaint 
fails  to  show  that  appellee  had  any  rights  in  the  land  upon  which 
the  highway  is  located  other  than  those  belonging  to  the  general 
public,  and  a  ri^t  of  ingress  and  egress.  He  would  be  entitled  to 
the  use  and  enjoyment  of  a  highway  adjoining  and  adjacent  to  his 
land  whether  the  opposite  abutting  proprietor  owned  the  servient 
estate,  or  he  owned  it  himself,  or  if  the  municipality  held  the  fee 
in  trust  for  public  uses.  The  effect  of  the  averment  is  that  appellee 
is  entitled  to  the  use  and  benefit  of  the  trees  growing  upon  the  hi^- 
way  because  he  is  an  abutting  proprietor.  Were  we  permitted 
even,  in  aid  of  the  pleading,  to  indulge  the  presumption  that  an 
abutting  proprietor  owns  to  the  center  of  the  highway,  the  com- 
plaint would  still  fail  to  show  that  the  trees  were  located  upon  the 
part  owned  by  appellee. 

Judgment  reversed,  with  instructions  to  sustain  the  demurrer  to 
the  complaint. 
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SoUTUWJfiSTEBN  TeLEGBAPH  &  TELEPHONE  Co.  V.  BbANHAM. 

Texas;  Court  of  Civil  Appeals, 

1.  TKncicnfo  tskbs  intebfebing  with  tvlephons  wibes;  biohtb  of  ownebb. — 
A  telegraph  and  telephone  company  cannot,  by  its  agents,  enter  the  prem- 
ises along  a  street  or  highway,  in  which  its  wires  are  strung,  without 
the  consent  of  the  owner  of  such  premises,  and  trim  off  the  branches  of 
trees  growing  on  such  premises  which  interfere  with  its  wires.  In  such 
a  case  the  owner  of  the  premises  is  entitled  to  damages  for  the  injury 
done. 

Error  brought  by  defendant  from  judgment  for  plaintiff.    Re- 
ported 74  S.  W.  949 ;  decided  May  16,  1903. 

McLaurin  dc  Wozencraft  and  W.  8.  BramJUty  for  plaintiff  in 
error. 

Ed.  B.  Bumpass,  for  defendant  in  error. 

Opinion  by  Eainby,  C.  J. : 

Suit  by  defendant  in  error  to  recover  of  plaintiff  in  error  the 
value  of  two  shade  trees  destroyed  by  the  servants  of  plaintiff  in 
error.  Plaintiff  in  error,  by  virtue  of  a  grant  from  the  city  of 
Terrell,  erected  poles  and  strung  its  wires  thereon  along  the  edge 
of  the  sidewalk  in  a  public  street  in  said  city,  and  in  front  of  the 
premises  of  defendant  in  error,  which  abutted  on  said  street,  and 
on  which  defendant  in  error  resided.  Defendant  in  error  had 
growing  on  said  premises,  and  within  his  enclosure,  two  large 
shade  trees,  the  branches  of  which  extended  over  the  sidewalk 
and  came  in  contact  with  the  wires  of  plaintiff  in  error,  and  there- 
by impaired  the  usefulness  of  the  same.  During  the  years  of 
1901  and  1302  the  employes  of  plaintiff  in  error,  without  the 
consent  of  defendant  in  error,  and  over  his  protest,  entered  upon 
said  premises,  climbed  said  trees  with  spurs,  puncturing  there- 
with the  bodies  of  said  trees,  and  trimmed  off  some  of  the  branches 
thereof,  which  caused  said  trees  to  wither  and  die,  to  defendant  in 
error's  damage  the  value  thereof,  to  wit,  the  amount  of  the  judg- 
ment herein. 
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Tho  contention  of  plaintiff  in  error  is  that  "  the  defendant  com- 
pany, having  acquired  the  right  from  the  municipality  of  Terrell, 
Tex.,  to  construct,  operate,  and  maintain  its  lines  of  wires  and 
poles  along,  upon  and  over  the  streets  of  said  city,  for  the  purpose 
of  maintaining  a  telephone  system  in  the  service  of  the  public, 
would  have  the  right,  in  the  exercise  of  ordinary  care,  to  remove 
all  developing  or  growing  limbs  of  trees,  which  had  by  such 
growth  come  in  contact  with  its  wires,  so  as  to  interfere  with  or 
destroy  the  purpose  for  which  such  wires  were  constructed  and  to 
be  used/'  Without  entering  into  a  discussion  of  the  respective 
rights  of  the  abutting  property  owners  and  public  corporations 
to  the  use  of  sidewalks  along  a  street,  we  will  confine  ourselves  to 
the  mere  statement  that  plaintiff  in  error  had  no  right  to  enter 
the  premises  of  defendant  in  error,  without  his  consent,  and  in- 
jure his  trees  in  the  manner  it  was  done,  as  shown  by  the  evidence, 
and  escape  liability  for  the  damages  done.  Telegraph  &  Tele- 
phone Co.  V.  Kennedy,  80  Tex.  71,  16  S.  W.  704;  Tel.  Co.  v. 
Hunt  (Tenn.),  1  S.  W.  159,  57  Am.  Eep.  237. 

Other  assignments  of  error  are  presented;  but  the  evidence 
clearly  showing  that  defendant  in  error  was  entitled  to  recover, 
and  the  evidence  being  suflBcient  to  show  that  he  was  damaged  to 
the  extent  of  the  verdict,  we  deem  it  unnecessary  to  discuss  the 
other  contentions  raised. 

The  judgment  is  affirmed. 

TriauninK  trees  tppowimt^  on  priTate  premises. — A  telephone  company 
has  no  right,  under  a  license  from  village  authorities  permitting  it  to  erect 
its  line  in  a  street  and  cut  away  limbs  of  trees  that  might  be  in  the  way,  to 
enter  private  premises  and  cut  off  the  limbs  of  a  tree  standing  thereon,  with- 
out the  consent  of  the  owner  of  such  premises.  Memphis  Bell  Telephone  Co. 
V.  Hunt,  2  Am.  Electl.  Cas.  282,  16  Lea  (Tenn.)  282.  It  cannot  be  said  that 
the  limbs  of  trees  on  private  property  which  overhang  the  highway  are  nuis- 
ances for  the  reason  that  they  interfere  with  the  stretching  of  telegraph  or 
telephone  wires  along  the  street,  and  such  limbs  are  not  removable  as  nuisances 
by  the  company  erecting  such  wires,  especially  where  it  appears  that  the  poles 
could  have  been  located  in  another  part  of  the  street.  Tisaot  i\  Great  South- 
ern Telegraph  d  Telephone  Co.,  2  Am.  Electl.  Cas.  286,  39  La.  Ann.  996,  3  Sa 
261. 

In  the  case  of  Oilchrist  v.  Dominion  Teleg,  Co,,  3  Rugs.  &  Bar.  (Can.)  553, 
it  was  held  that  a  telegraph  company  in  defending  an  action  for  damages  be- 
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eanse  of  unlawful  injury  to  trees  located  upon  abutting  land  to  a  highway, 
■nist  allege  and  prove  that  the  injury  to  the  trees  was  absolutely  necessary 
for  the  purpose  of  constructing  its  lines  along  such  highway.  But  in  the  case 
of  Dodd  V,  Con80l,  Traction  Co.,  6  Am.  Electl.  Cas.  201,  57  N.  J.  L.  482,  31 
Atl.  980,  the  court  held  that  a  traction  company  authorized  by  the  city  to  erect 
its  poles  in  the  city  streets  has  the  right  to  top  the  branches  of  trees  over- 
hanging the  street  when  such  act  is  reasonably  necessary  for  the  passage  of  its 
wires. 

Where  an  agent  of  a  telegraph  company  acting  within  the  scope  of  his 
authority,  enters  upon  land  aajacent  to  a  highway  and  cuts  trees  which  in  his 
opinion  are  dangerous  to  the  telegraph  line,  the  company  is  liable  in  damages 
for  the  trespass,  if  he  err  in  the  exercise  of  his  discretion  and  unnecessarily 
injures  the  trees.  W.  U.  Tel.  Co,  v,  Satterfield,  2  Am.  Electl.  Cas.  90,  34  111. 
App.  386. 

A  superintendent  of  a  telephone  company  desiring  to  trim  ornamental  trees 
situated  on  adjacent  land,  was  told  by  a  man  near  the  premises  that  he  owned 
them  and  that  he  might  cut  the  trees.  Acting  upon*  this  permission  of  the  sup- 
posed owner  the  superintendent  caused  the  trees  to  be  cut.  The  man  was 
not  Che  owner.  Ihe  company  had  poles  of  sufficient  height  to  clear  the  trees 
whieh  might  have  been  used.  It  was  held  that  there  was  sufficient  evidence  of 
gross  negligence  to  warrant  the  submission*  to  the  jury  of  the  question  of 
punitive  damages.  Poaton  v.  Cumberland  Teleph,  d  TeHeg,  Co,,  5  Am.  Electl. 
Cks.  203,  94  Tenn.  696,  30  S.  W.  1040. 

A  franchise  conferring  upon  an  electric  light  company  the  right  to  erect  its 
poles  and  wires  ifa  the  highways  does  not  authorize  the  company  to  remove 
or  mutilate  trees  of  an  abutting  owner  in  the  absence  of  existing  necessity; 
and  if  its  purpose  can  otherwise  be  accomplished  without  resorting  to  extra- 
ordinary means,  though  with  inconvenience  and  greater  expense,  such  necessity 
does  not  exist.  Van  Stolen  v,  Jamaica  Elec.  Light  Co.,  7  Am.  Electl.  Cas. 
307,  45  N.  Y.  App.  Div.  1,  61  N.  Y.  Supp.  210,  aff'd  168  N.  Y.  650. 

Treoa  ia  streets  and  hiehirays. — As  to  the  trimming  of  trees  located 
within  the  highway  for  the  purpose  of  permitting  a  proper  use  of  the  highway 
by  an  electric  company,  see  note  "Use  of  Highways  by  Telegraph  and  Telephone 
Companies,*'  ante,  p.  159.  See  also  the  following  cases  reported  in  previous 
volumes  of  this  series:  Southern  Bell  T.  d  T.  Co.  v.  Cotistantine,  4  Am.  Electl. 
Cas.  219,  69  Fed.  61 ;  Dailey  v.  State  of  Ohio,  5  Am.  Electl.  Cas.  186,  51  Ohio 
St  348,  37  X.  E.  710  (holding  that  an  owner  of  land  adjoining  a  public  high- 
way, whose  title  extends  to  the  center  of  the  road,  wlio  has  cultivated  shade 
trees,  planted  partly  on  his  own  land  and  partly  in  the  line  of  the  highway, 
within  the  bounds  of  his  deed,  has  the  property  interest  in  such  trees  and  the 
right  to  their  enjoyment  subject  only  to  the  convenience  of  public  travel)  ; 
Oorham  v.  Eastcheater  Elec.  Co.,  5  Am.  Electl.  Cas.  199,  80  Hun,  290,  30  N.  Y. 
Supp.  125;  Southern  Bell  Teleph.  d  Teleg,  Co,  v,  Franoia,  0  Am.  Electl.  Cas. 
160,  109  Ala.  224,  19  So.  1. 
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USE  OF  STREETS  BY  ELECTRIC  LIGHT  COMPANIES* 


McWethy  v.  Aurora  Elect.  L.  &  P.  Oo. 

Illinois;  Supreme  Court, 

1.  Right  to  bestbain  use  of  street  bt  electric  uoht  oompant. — ^A  stat- 

ute (Kurd's  IlL  Sts.  1899,  ch.  24,  par.  491,  p.  358),  which  limits  the 
right  of  a  municipal  council  to  grant  franchises  for  the  use  of  the  streets 
to  cases  where  the  owners  of  more  than  one-half  of  the  lands  fronting  on 
said  streets  have  consented  thereto,  and  provides  that  such  owners  may 
enjoin  the  use  of  the  streets  by  a  company  which  has  not  complied  there- 
with, does  not  apply  except  in  cases  arising  thereunder,  and  does  not 
therefore  authorize  an  injunction  where  an  electric  light  company  is  exer- 
cising a  franchise  granted  prior  to  the  statute. 

2.  Use  of  streets  bt  electric  light  company  where  fee  is  in  citt. — Where 

the  fee  to  public  streets  is  in  a  municipality,  it  may  authorize  private 
corporations  or  individuals  to  erect  electric  light  poles  on  its  streets  and 
stretch  wires  thereon,  for  the  purpose  of  furnishing  light  for  the  use  of 
the  municipality  and  its  citizens,  provided  they  do  not  materially  ob- 
struct the  use  ot  the  streets  for  public  travel. 

3.  Equity  will  not  interfere  by  injunction. — Where  the  question  involved 

is  the  legality  of  an  ordinance  granting  a  franchise  for  the  use  of  the 
streets,  equity  will  not  interfere  in  behalf  of  an  abutting  owner  to  enjoin 
proceeding  under  the  ordinance  until  such  question  is  determined,  but 
will  remit  him  to  his  remedy  at  law. 

4.  Franchise  to  company  not  yet  organized. — An  abutting  owner  cannot 

raise  the  question  thpt  at  the  time  the  franchise  was  granted  the  company 
was  not  yet  organized.  Such  an  ordinance  may  be  premature  and  irregu- 
lar, but  the  defect  may  be  waived  by  the  acceptance  of  the  franchise  by 
the  company. 

Appeal  by  complainants  from  judgment  of  appellate  court 
(104  111.  App.  479)  reversing  a  decree  in  their  favor.  Decided 
April  24,  1903;  reported  202  111.  218,  67  N.  E.  9. 

Albert  J.  Hopkins,  Fred  A.  Dolph,  Robert  Bruce  Scott,  and 
David  J.  Peffers,  for  appellants. 

Murphy  &  Alschuler,  for  appellee. 
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Opinion  by  Wilkin,  J. : 

Complainants'  cause,  as  presented  by  their  counsel,  rests  upon 
the  following  propositions :  First,  "  appellants,  as  abutting  prop- 
erty owners,  have  the  ri^t  to  enjoin  a  construction  and  a  use  of 
the  street  for  purely  private  commercial  purposes^  as  distinguished 
from  a  construction  or  a  use  of  the  street  to  facilitate  public  travel, 
sudi  as  for  street  railways,  hacks,  steam  railroads,  etc,  and  espec- 
ially is  this  so  in  view  of  the  provisions  of  an  act  entitled  *An  act 
to  prescribe  the  conditions,'  etc.,  *  for  lighting  and  heating  pur- 
poses by  cities,'  etc,  *  and  providing  a  remedy  for  the  property 
owner,'  etc  ;"  second,  "  an  ordinance  purporting  to  grant  rights  to 
a  corporation  is  not  valid  where  the  corporation  was  not  in  exist- 
«ice  at  the  date  of  the  grant ;"  third,  "  an  ordinance  is  void  which 
was  both  presented  and  passed  at  the  same  meeting  of  the  city 
council,  where  there  is  in  force  a  rule  of  the  city  council  providing 
that  all  ordinances  shall  lie  over  for  one  week  after  being  presented 
and  read ;"  and,  fourth,  "  where  a  grant  to  a  corporation  provides 
that  before  beginning  work  on  any  street  it  shall  have  a  permit 
therefor  from  tibe  city  electrician  and  the  superintendent  of  streets, 
by  and  with  the  concurrence  of  the  streets  and  alleys  committee  of 
the  city,  the  corporation  cannot  lawfully  commence  such  construc- 
tion without  such  permit." 

The  maintenance  of  the  first  of  these  propositions  is  essential  to 
the  right  to  maintain  this  bill,  and  upon  which  the  correctness  of 
the  decision  below  must  turn.  The  statute  therein  referred  to  is  an 
act  in  force  July  1,  1897,  consisting  of  a  single  section.  Ilurd's 
Rev.  St  1899,  p.  358,  chap.  24,  par.  491.  That  section,  after  pro- 
viding that  the  city  council,  or  the  president  and  board  of  trustees 
of  villages  and  incorporated  towns,  shall  have  no  power  to  pass  an 
ordinance  granting  certain  privileges  except  upon  the  petition  of 
the  owner  of  the  lands  representing  more  than  one-half  of  the  front- 
age on  the  street  or  alley,  etc,  provides : 

••Any  person  being  the  owner  of  or  interested  in  any  lot  fronting  on  any 
street  or  alley,  or  part  thereof,  as  is  sought  to  be  used  for  any  or  either  of 
such  purposes,  shall  have  the  right,  by  bill  in  chancery,  in  his  or  their  own 
name,  to  enjoin  any  person  or  corporation  from  using  such  street  or  alley,  or 
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part  of  street  or  alley,  for  either  of  such  purposes,  under  any  grant  by  the  city 
council  or  board  of  trustees,  which  is  not  made  in  conformity  with  the  pro- 
Tisions  hereof,  and  the  sufficiency  of  the  petition  herein  required  shall  be 
ascertained  by  the  court  in  which  such  bill  in  chancery  may  be  filed." 

It  will  be  seen  that  this  statute  does  not  purport  to  authorize  abut- 
ting property  owners  generally  to  maintain  bills  in  chancery  to 
restrain  the  creation  of  obstructions  in  public  streets,  but  simply 
provides  a  remedy  for  a  violation  of  the  provisions  of  that  act.  This 
bill  shows  on  its  face  that  the  defendant  was  not  claiming  the  right 
to  place  the  alleged  obstruction  in  the  street  under  an  ordinance 
passed  since  that  enactment  We  are  unable  to  perceive  upon  what 
principle  the  complainants  can  invoke  that  statute  as  authorizing 
them  to  bring  the  present  bill.  The  section  must  be  considered  as 
a  whole,  and  so  construed,  the  provision  relied  upon  can  have  no 
application  to  privileges  granted  before  its  adoption. 

It  is  assumed  in  the  first  of  the  above  propositions  that  placing 
in  a  public  street  poles  upon  which  to  string  electric  wires  for  light- 
ingpurposesisfor  a  purely  private  commercial  purpose,  distinguish- 
able from  the  building  of  street  and  steam  railroads,  the  use  of 
hacks,  etc.  That  it  is  a  different  use  is  true,  but  that  it  is,  in  prin- 
ciple, distinguishable  from  the  other  obstructions  mentioned,  or 
that  it  is  for  purely  private  commercial  purposes,  is  not  true,  as 
shown  by  this  record.  The  poles  were  not  being  placed  in  the  street 
for  private  commercial  purposes  alone,  but  were  intended  to  serve 
the  same  purpose  as  lamp-posts  or  other  means  of  conducting  lig^it 
to  the  streets  and  inhabitants  of  the  city  residing  thereon,  which 
are  public  and  proper  uses.  Barrows  v.  City  of  Sycamore,  150  IlL 
588,  37  N.  E.  1096,  25  L.  K.  A.  535,  41  Am.  St.  Rep.  400.  That 
the  company  would  derive  gain  from  their  use  in  no  way  dia- 
tinguishes  them  from  street  railways  or  other  means  of  public 
travel.  In  all  such  uses  private  gain  accrues  to  the  individual  or 
corporation  operating  them.  Since  the  discovery  and  use  of  elec- 
tricity for  lighting  purposes,  it  has  generally,  if  not  universally, 
been  held  that,  the  fee  to  public  streets  being  in  a  municipality, 
with  general  power  to  regulate  the  use  of  the  same,  such  munici- 
pality may  lawfully  authorize  private  corporations  or  individuals 
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to  erect  electric  light  poles  on  its  streets,  and  stretch  wires  upon 
Aem^  in  order  to  provide  lights  for  its  own  use  and  that  of  its 
citizens,  provided  that  in  doing  so  they  do  not  materially  obstruct 
flie  ordinary  use  of  the  streets  for  public  travel.  This  right  is 
fully  recognized  in  Chicago  Tel.  Co.  v.  Northwestern  Tel.  Co.,  8 
Am.  Electl.  Cas.  81,  199  111.  324,  65  N.  E.  329.  In  State  v. 
Murphy,  134  Mo.  548,  31  S.  W.  784,  34  S.  W.  51,  35  S.  W.  1132, 
34  Lw  R  A.  369,  56  Am.  St.  Kep.  515,  the  Supreme  Court  of  that 
State  uses  the  following  clear  and  comprehensive  language : 

*The  power  to  regulate  the  use  of  streets  is  very  comprehensiye.  The  word 
Ycgulate'  is  one  of  very  broad  import.'  .  .  .  Under  the  power  thus  dele- 
gated it  cannot  now  be  questioned  that  the  municipal  authorities  can  permit 
tlie  use  of  the  surface  of  the  street  for  the  erection  of  telegraph  and  telephone 
poles  and  the  laying  of  railroad  tracks,  the  space  above  the  surface  for  string- 
ing electric  wires,  for  the  transmission  of  messages,  and  the  creation  of  light, 
and  may  also  permit  the  laying  of  water  and  gas  pipes  and  sewers  beneath 
the  surface.  .  .  .  These  uses  are  all  of  a  public  nature,  and  are  not  incon- 
sistent with  the  public  use  to  which  the  streets  were  dedicated.  Under  its 
general  power  to  regulate  the  use  of  streets  the  city  has  authority  to  authorize 
corporations  and  persons,  for  the  purpose  of  serving  the  public,  to  string 
telegraph,  telephone,  or  electric  wires  upon  poles  above  the  surface  of  the 
lUeets,  provided  such  construction  and  mechanical  appliances  do  not  mater- 
ially interfere  with  the  ordinary  uses  of  the  streets  and  public  travel  thereof." 

Where  the  fee  to  a  street  or  highway  is  in  the  abutting  owner,  a 
different  rule  obtains.    In  Board  of  Trade  Tel.  Co.  v.  Barnett,  1 
Am.  Electl.  Cas.  565,  107  111.  507,  47  Am.  Rep.  453,  we  held  that 
the  erection  of  tel^raph  poles  along  a  public  highway  in  the 
country  was  inconsistent  with  the  proper  use  of  it,  the  fee  remain- 
ing in  the  abutting  property  owner ;  but  distinguished  the  case  from 
those  in  which  the  fee  is  in  the  municipality.    See,  also,  Indianapo- 
lis, BloonUngton  £  Western  Railroad  Co.  v.  Hartley,  67  111.  439, 
16  Am.  Rep.  624.    We  have  often  held  that,  where  a  public  street, 
the  fee  to  which  is  in  the  municipality,  is  devoted  to  a  new  use  not 
inconsistent  with  the  public  travel  upon  it  as  a  street,  a  court  of 
equity  will  not  entertain  a  bill  by  abutting  property  holders  to  en- 
join such  new  use,  except  in  cases  where  the  complainant  alleges 
and  proves  that  he  has  sustained  special  and  irreparable  damages 
different  in  kind  and  character  from  those  sustained  by  other  prop- 
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erty  owners  or  the  public  generally.  This  rule,  with  the  qualifica- 
tion, is  fully  recognized  in  Smith  v.  McDowell,  148  111.  51,  35  X. 
E.  141,  22  L.  R.  A.  393 ;  Field  r.  Barling,  149  111.  556,  37  N.  K 
850,  24  L.  E.  A.  406,  41  Am.  St.  Rep.  311,  and  other  cases  cited 
and  relied  upon  by  counsel  for  appellants,  in  which  special  and 
irreparable  damages  were  shown,  Huesing  v.  City  of  Rock  Island, 
128  IlL  465,  21  N.  E.  558,  15  Am.  St.  Rep.  129,  also  cited  by 
counsel  for  appellants,  does  not  hold  a  different  doctrine.  That 
ease  seems  to  have  no  application  whatever  to  the  one  at  bar. 

Nor  does  the  ri^t  of  an  abutting  property  holder  to  maintain 
a  bill  for  injunction  in  such  cases  depend  upon  the  question  whether 
or  not  the  new  use  of  the  street  has  been  legally  authorized  by  the 
municipality.  In  Doane  v.  Lake  Street  Elevated  Railroad  Co., 
165  111.  510,  46  N.  E.  520,  36  L.  R.  A.  97,  56  Am.  St.  Rep.  265, 
we  said  (page  522,  165  111.,  and  pagq  523,  46  N.  K,  36  L  R  A. 
97,  56  Am.  St.  Rep.  265) : 

**The  principle  is  that,  the  abutting  property  owner  haying  a  oomplete 
remedy  at  law,  a  court  of  equity  will  not,  upon  his  allegation  that  the  ordi- 
nance authorizing  the  construction  is  illegal,  enjoin  the  defendant  from  pro- 
creeding  until  the  question  of  illegality  can  be  litigated  and  determined,  but 
will  remit  to  his  action  at  law;  and  this,  it  seems  to  us,  is  a  just  and  reaaon- 
able  rule,  the  enforcement  of  which  will  protect  the  rights  of  all  parties 
interested." 

And  in  the  later  case  of  General  EUctric  Railway  Co.  v.  Chicago 
£  Westerri  Indiana  Railroad  Co.,  184  111.  588,  56  N.  E.  963,  we 
again  said  (page  594, 184  111.,  and  page  965,  56  N.  E.)  : 

"The  allegations  of  an  abutting  property  owner  that  the  construction  and 
operation  of  a  street  railway  in  front  of  his  property  will  lessen  its  value  or 
injuriously  affect  it,  or  the  allegation  that  the  construction  of  a  street  rail- 
way in  the  street  is  illegal  or  unauthorized,  will  not  give  such  abutting  prop- 
erty owner  a  standing  in  a  court  of  equity  to  enjoin  the  construction  of  such 
road;"  citing  many  cases. 

And  again,  in  the  case  of  Chicago  Tel.  Co.  v.  Northwestern  TeL 
Co.,  8  Am.  Electl.  Cas.  supra,  we  used  this  language  (page  347, 
199  111.,  and  page  335,  65  N.  E.) : 
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"It  ia  also  to  be  observed  that  an  obstruction  in  the  nature  of  a  public  im- 
proFement  placed  in  the  streets  of  a  city  by  the  permission  of  the  city,  either 
pxpress  or  implied,  is  strictly  a  matter  between  the  city  and  the  private  cor- 
poration constructing  the  improvement,  so  that  any  action  to  test  the  right 
ta  80  obstruct  the  street  should  be  brought  by  the  city  or  by  some  public 
officer  on  behalf  of  the  city;"  also  citing  authorities. 

And  we  also  there  said  (page  364,  199  111.,  and  page  342,  65 
X.  E) : 

The  fee  of  the  streets  is  in  the  city.  Cities  are  given  exclusive  control  over 
the  streets  and  alleys  within  their  corporate  limits.  It  follows,  as  a  general 
rule,  that  a  court  of  equity  will  not  interfere  with  the  city's  control  over  the 
OM  of  its  streets,  unless  the  exercise  of  such  power  by  the  city  is  abused  to  the 
oppression  of  persons  or  corporations  having  rights  in  the  street,  or  unless 
the  action  of  the  city  in  such  respect  is  fraudulent,  or  grossly  wrong  and  un- 
just" 

The  reason  upon  which  this  doctrine  rests  is  so  apparent,  and 
tas  been  so  frequently  pointed  out  by  this  and  other  courts,  that  to 
repeat  it  now  is  wholly  unnecessary. 

The  first  proposition  cannot  be  sustained,  and  it  must  follow, 

without  reference  to  the  merits  of  the  others,  the  judgment  of  the 

court  below  must  be  aflBrmed.     Even  if  those  objections  could  be 

mtainedy  the  ordinance  under  which  the  appellee  was  proceeding 

would  be  but  an  illegal  or  irr^ular  grant  of  power,  which  would 

fomish  no  grounds  for  the  interposition  of  a  court  of  equity  at  the 

suit  of  private  individuals.     The  second,  third,  and  fourth  points 

made  by  counsel  for  appellants  may,  however,  be  briefly  disposed 

o£ 

Conceding  that  the  second — that  is,  that  an  ordinance  purport- 
ing to  grant  rights  to  a  corporation  not  in  existence  at  the  time  of 
the  grant  is  invalid — is  properly  presented  by  the  bill  and  answer, 
and  sustained  by  the  facts,  it  is  not  correct  as  a  matter  of  law.  The 
ordinance,  when  passed  by  the  city  council,  was  a  mere  license  or 
offer  to  grant  a  license  to  the  company,  and  only  became  a  binding 
eontract  between  the  city  and  the  company  when  the  latter  accepted 
it  People  ex  rel.  v.  Central  Union  Tel,  Co,,  8  Am.  Electl.  Cas. 
— ,  192  111.  307,  61  N.  E.  428,  86  Am.  St.  Rep.  338,  and  cases 

VOL.  VIII — 15 
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there  cited.  The  ease  is  not  different  in  principle  from  that  of 
Richelieu  Hotel  Co,  v.  Military  Encampment  Co.,  140  111.  248,  29 
N.  E.  1024,  33  Am.  St.  Eep.  234.  It  is  said  by  counsel  for  the  ap- 
pellants that  the  appellee  corporation  was  not  thought  of  at  the 
time  the  ordinance  was  adopted.  It  is  singular  that  an  ordinance 
should  have  been  adopted  granting  a  franchise  to  the  appellee  by 
its  correct  corporate  name  at  a  time  when  such  a  corporation  was 
not  even  contemplated.  The  most  that  can  be  said  as  to  the  validity 
of  the  ordinance  because  the  donee  of  the  power  was  not  in  exist- 
ence at  the  time  would  be  that  the  proceeding  by  the  city  oouncil 
was  premature  and  irregular.  But  that  irregularity  might  be 
waived  by  the  parties,  and  could  not  be  questioned  by  an  abutting 
property  holder  not  a  party  to  the  contract,  even  thoug}i  he  could 
maintain  the  action.  Chicago  TeL  Co.  v.  Northwestern  TeL  Co., 
supra. 

[Matter  omitted  relative  to  procedure  of  city  council.] 
The  judgment  of  the  appellate  court  is  ri^t,  and  will  be  affirmed. 
Judgment  affirmed. 


Qui-F  Coast  Ice  Mfg.  Co.  v.  BowsBS* 

Mississippi;  Supreme  Court, 

1.  Right  to  use  streets  fob  electric  LioHmro;  abuttinq  owincRS  not  cir- 
TITLED  TO  COMPENSATION. — A  city  may  itself  take  the  streets  for  the  erec- 
tion of  poles  and  wires  for  furnishing  light  to  make  such  streets  more 
safe  and  convenient  for  publie  travel,  and  may  authorize  some  other  per- 
son to  use  the  streets  to  furnish  such  light  without  paying  abutting  prop- 
erty owners  damages  for  the  erection  in  the  streets  of  needed  appliances 
therefor. 

Appeal  by  defendant  from  refusal  of  court  to  entirely  dissolve 
an  injunction.  Decided  June  2,  1902 ;  reported  80  Miss.  570,  32 
So.  113. 
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W.  J.  Gex  and  Harper  &  Hamper,  for  appellant 
McWiUie  &  Thompson,  for  appellee. 

Opinion  by  Teb&al^  J. : 

The  municipal  authorities  of  the  city  of  Bay  St.  Louis  was  em- 
powered by  its  charter  (section  42,  ch.  279,  Laws  1886)  to  li^t 
the  streets  of  the  city  for  the  public  benefit,  and  on  the  2l8t  day  of 
December,  1899,  they  made  a  contract  with  the  appellant  company 
for  that  purpose.  In  pursuance  of  this  authority  and  contract,  the 
appellant  erected  poles  on  and  along  the  streets  of  said  city,  and  at- 
tadied  to  them  the  wires  and  other  necessary  appliances  for  lighting 
the  streets  with  electricity,  and  inaugurated  and  pttt  in  operation 
an  electric  li^t  plant,  which  lighted  the  streets  of  the  city  in  con- 
fonnity  with  their  authorization  and  contract  The  appellee  is  the 
owner  of  four  or  more  properties  abutting  on  Front  street,  which 
is  the  principal  street  of  the  city,  and  its  crowning  glory,  and  along 
said  street  and  adjacent  to  the  lots  of  appellee,  and  without  his  con- 
sent, the  appellant  erected  its  poles  and  strung  its  wires,  to  the 
great  disfigurement,  as  is  said,  of  the  view  from  said  several  prop- 
erties of  appellee. 

The  properties  or  lots  of  appellee  upon  Front  street  extend 
to  both  sides  of  the  street,  and  a  considerable  element  of  their  value, 
it  is  alleged,  consists  of  an  open  and  unobstructed  view  of  the  Mis- 
sissippi Sound.  Appellee,  alleging  in  his  bill  of  complaint  the  in- 
auguration by  appellant  of  said  electric  plant  and  the  erection  of 
its  poles  along  the  streets  abutting  his  several  properties,  without 
his  consent,  and  to  his  great  injury  and  annoyance,  sought  and  ob- 
tained a  preliminary  mandatory  injunction  requiring  appellant 
within  24  hours  to  remove  from  his  lots,  as  a  nuisance,  its  poles, 
wires,  and  other  appliances  for  lighting  the  streets.  The  injunction 
was  subsequently  modified  so  as  to  restore  the  poles,  wires,  and  ap- 
pliances removed  thereunder;  but  from  a  refusal  of  the  court  to 
dissolve  the  injunction  entirely  the  appellant  brings  its  appeal. 

The  authorities  are  quite  uniform  that  a  city  or  town  may  light 
its  streets  as  a  means  of  making  them  more  safe  and  convenient 
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an  injunction  of  any  sort;  wherefore  the  injunction  is  dissolved, 
and  the  case  is  remanded  for  further  proceeding.  Reversed  and 
remanded. 


Point  Pleasant  Elect.  L.  &  P.  Co.  v.  Bobough  op  Bat  Heai>. 

New  Jersey;  Court  of  Chancery, 

1.  Ck>N8ENT  OF  0WNEB8  TO  ERECTION  OF  WIRES. — ElectHc  light  Companies  or- 

ganized under  the  general  corporation  act  of  this  State  have  authority 
to  erect  poles  and  to  string  and  maintain  wires  in  the  public  highways 
upon  first  obtaining  the  consent  of  the  owners  of  the  soil. 

2.  Appucation  of  statute. — The  proviso  of  the  act  of  1896  (P.  L.  1896,  p. 

322 ) ,  declaring  that  no  poles  shall  be  erected  in  any  city  or  town  without 
first  obtaining  a  designation  of  the  street  in  which  the  same  may  be 
placed,  and  the  manner  of  placing  the  same,  does  not  extend  to  boroughs. 

3.  Statute  authorizing  removal  of  obstructions. — The  borough  act    (P. 

L.  1897,  p.  296),  empowering  borough  councils  by  ordinance  to  regulate 
the  streets  of  the  borough,  to  remove  obstructions  and  nuisances  there- 
from, and  to  prescribe  the  manner  in  which  corporations  or  individuals 
shall  exercise  any  privilege  granted  to  them  in  the  use  of  the  streets, 
confers  a  power  which  can  only  be  exercised  by  the  passing  of  an  ordi- 
nance. 

4.  Use  of  streets  by  electric  light  company. — Until  the  borough  council 

does  pass  an  ordinance  regulating  the  use  of  the  borough  streets,  or  pre- 
scribing the  manner  in  which  electric  light  companies  shall  exercise  their 
street  privileges,  an  electric  light  company  which  has  obtained  the  con- 
sent of  the  owners  of  the  soil  may  string  its  wires  in  the  public  streets  of 
the  borough. 
6.  Officers  of  bobouoh  restrained  from  interference. — ^The  borough  and 
its  oflScers,  who  claim  the  right  to  cut  such  wires  because  strung  in  the 
borough  streets  without  the  previous  action  of  the  borough  council,  will 
be  restrained  by  preliminary  injunction  from  such  cutting.  The  injury 
to  the  complainant  company  is  continuous,  and  threatened  to  be  repeated, 
and  is  not  one  for  which  adequate  damages  can  be  recovered  at  law. 
(Syllabus  by  the  court.) 

Bill  for  injunction  restraining  city  officers  from  cutting  wires. 
Decided  July  29,  1901 ;  reported  62  N.  J.  Eq.  296,  49  Atl.  1108. 
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J.  B.  Humphreys  and  Peter  Backes,  for  complainant. 
David  Harvey,  Jr.,  and  /.  TT.  Carmichael,  for  defendants. 

Opinion  by  Geey,  V.  C. : 

There  is  very  little,  if  any,  dispute  between  the  aflSdavits  an- 
nexed to  the  bill  of  complaint  and  those  appended  to  the  answer  as 
to  the  facts  in  this  case.  The  argument  made  was  almost  wholly 
upon  questions  of  law.  The  complainant  company  claims  that 
under  the  statute  of  April  21,  1896  (P.  L.  1896,  p.  322),  it  has 
iiDoeived  directly  from  the  Legislature  full  power  to  use  the  high- 
ways of  the  State  for  the  purpose  of  erecting  poles  to  sustain  wires, 
etc,  upon  first  obtaining  the  consent,  in  writing,  of  the  owners  of 
the  soiL    That  statute  enacts  that: 

^Any  corporation  organized  ...  by  virtue  of  the  act  entitled  .  .  • 
'  An  act  concerning  corporations/  for  the  purpose  of  constructing,  maintaining 
and  operating  works  for  the  supply  and  distribution  of  electricity  for  electric 
lights^  .  .  .  shaU  have  full  power  to  use  the  public  .  .  .  highway^ 
...  in  this  State,  for  the  purpose  of  erecting  posts  or  poles  on  the  same 
to  snataiB  the  necessary  wires  and  fixtures,  upon  first  obtaining  the  consent 
ia  writing  of  the  owners  of  the  soil.  Provided,  however,  no  posts  or  poles 
sliall  be  erected  in  any  street  of  any  incorporated  city  or  town  without  first 
obtaining  from  the  incorporated  city  or  town  a  designation  of  the  street  in 
the  same  may  be  placed  and  the  manner  of  placing  the  same,"  etc 


In  the  case  of  Svbwrban  Electric  Light  Co.  v.  Inhabitants  of 
East  Orange  (N.  J.  Ch.)  7  Am.  Electl.  Cas.  37,  41  Atl.  865,  a  bill 
was  filed  seeking  to  enjoin  the  township  of  East  Orange  from  cut- 
ting down  the  light  company's  wires  attached  to  poles  of  a  telephone 
company  in  a  street  of  that  township.  The  above  statute  was  cited 
as  the  authority  of  the  light  company  to  string  its  wires  on  the  tele- 
phone company's  poles.  Both  in  this  court  and  in  the  Court  of 
Appeals  the  case  was  dealt  with  as  involving  the  right  of  the  electric 
li^t  company  to  string  wires  in  the  public  streets.  An  injunction 
was  allowed.  An  appeal  was  taken,  and  the  Court  of  Appeals  (44 
Atl.  628)  sustained  the  decree  for  injunction,  upon  the  single 
ground  that  upon  the  true  construction  of  the  act  of  1896  the 
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power  conferred  by  it  upon  electric  light  companies  "  was  not 
limited  by  any  requirement  that  permission  should  be  first  obtained 
from  a  township  within  which  the  power  was  exercised."  The 
opinion  declares  that  the  Legislature,  when  it  prescribed  that  in 
"  cities  and  towns  no  poles  should  be  erected  without  first  obtaining 
from  the  municipality  a  designation  of  streets,  etc,  and  the  man- 
ner of  placing,  intended  to  require  the  permission  to  be  obtained 
only  from  cities  and  towns  eo  nondne/'  and  concluded  with  this 
summation  of  the  whole  case :  "The  result  is  that  the  respondent 
(the  electric  light  company)  was  possessed  of  sufficient  authority 
to  string  and  maintain  the  wires  in  question  in  the  public  streets, 
and  whether  it  originally  acquired  or  afterwards  retained  the  per- 
mission of  the  township  autliorities  was  immaterial."  The  de- 
fendants, the  borough  of  Bay  Head  and  its  officers,  do  not  deny 
that  the  statute  of  1896  vests  in  the  complainant  company  the 
power  to  erect  poles  to  sustain  wires  in  the  public  streets,  nor  does 
it  claim  that  a  borough  is,  within  the  proviso  of  that  act,  a  city  or 
town,  in  which  permission  to  erect  poles  shall  first  be  obtained. 
Their  contention  is  that  the  borough  act  of  1897  authorizes  the 
council  of  the  borou^  to  * 'regulate  the  use"  of  the  streets  and  roads 
of  the  borough,  and  to  prescribe  the  manner  in  which  corporations 
shall  exercise  any  privilege  granted  to  them  in  the  use  of  any  street. 
They  insist  that  the  pre-existing  right  of  the  complainant  company 
to  use  the  streets  of  the  borough  can  be  exercised  only  after  the  bor- 
ough council  has  prescribed  the  manner  in  which  the  complainant 
shall  exercise  it.  There  is  no  claim  that  the  wires  of  the  complain- 
ant company,  as  they  cross  the  borough  streets,  are  obstructive  of 
passage  in  the  street,  nor  that  they  are  in  any  other  way  a  nuisance. 
The  defendants  stand  upon  their  assertion  of  a  right  to  prevent  the 
stringing  of  any  wires  across  tlie  borough  streets  until  the  borough 
council  shall  have  first  prescribed  the  manner  in  which  the  com- 
plainant company  should  exercise  such  a  privilege.  The  borou^ 
act  of  1897,  which  is  invoked  to  sustain  this  claim,  at  page  296, 
sec.  28,  P.  L.  1897,  under  the  heading  of  "  Powers  of  Council," 
declares : 
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"The  council  of  said  borough  shall  have  power:  1.  To  pass,  alter  or  repeal 
ordinances  to  take  effect  within  the  limits  of  said  borough  for  the  following 
purposes:  ...  To  establish  .  .  .  the  boundaries  of  the  streets  and  roads 
in  said  borough  and  to  regulate  the  use  thereof ;  to  prevent  and  remove  all  ob- 
structions, encroachments,  intrusion  and  nuisances  in  and  upon  any  street; 
to  prescribe  the  manner  in  which  corporation  or  individuals  shall  exercise 
any  privilege  granted  to  them  in  the  use  of  any  street." 

Whether  the  stringing  of  a  single  wire  across  a  public  highway 
at  such  a  height  as  not  in  any  way  to  interfere  with  any  use  of  the 
street  is  the  exercise  of  a  street  privil^e  (see  City  of  BrigarUuie  v. 
Holland  Trust  Co.  [N.  J.  Ch.],  35  Atl.  345),  need  not  be  here  de- 
termined. If  it  is  not  a  street  privilege,  the  defendant  borough  has 
no  control  over  the  matter.     If  it  is  a  street  privilege,  then  the  de- 
fendant borough  has,  by  the  terms  of  the  borough  act  of  1897,  a 
right  to  prescribe  the  manner  in  which  it  shall  be  exercised.     As- 
suming that  the  act  done  by  the  complainant  company  in  stringing 
its  wires  across  the  street  of  Bay  Head  was  the  exercise  of  a  street 
privilege,  must  the  complainant  company  await  the  previous  action 
of  the  borough  council  before  exercising  it  ?     The  statute  of  1896 
operated  as  a  direct  grant  of  power  to  the  complainant  company  to 
do  the  act  in  question.     The  statutory  grant  is  so  expressed  that 
the  privilege  given  may  be  completely  used  by  the  complainant 
company  without  further  definition  as  to  the  manner  or  locality  of 
its  exercise.     The  statute  conclusively  deals  with  the  obligation  of 
the  companies  to  whom  the  powers  are  given  to  obtain  from  the 
local  authorities,  before  using  them,  a  designation  of  place  and 
manner  of  use.     In  incorporated  cities  and  towns  previous  desig- 
nation of  place  and  manner  of  using  is  expressly  required.       In 
other  places,  such  as  townships  and  boroughs,  there  is  no  such  re- 
quirement.      In  the  latter  municipalities  the  powers  (given  in 
terms  which  make  them  capable  of  complete  exercise  by  the  receiv- 
ing corporations)  may  be  used  without  first  obtaining  such  designa- 
tion from  the  local  authorities.     The  court  of  appeals  seems  to 
have  finally  settled  this  when  it  declared  that  under  the  terms  of 
the  statute  of  1896  an  electric  light  company  is  "possessed  of  suffi- 
cient authority  to  string  and  maintain  the  wires  in  question  in  the 
public  streets,  and  whether  it  originally  obtained  or  afterwards 
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retained  the  permission  of  the  town  authorities  is  immaterial." 
Suhurban  Electric  Co.  v.  Inhabitants  of  East  Orange  (N.  J.  Err. 
&  App.),  7  Am.  Electl.  Cas.  37,  44  Atl.  630.  The  borough  act  of 
1897  does  not  require  that  the  exercise  of  street  privileges  by  cor- 
porations having  such  powers  shall  await  the  action  of  the  borou^ 
authorities.  Had  the  Legislature  intended  this,  it  could  readily 
have  expressed  it  in  the  statutory  grant  of  power  in  the  act  of  1896. 
The  Legislature  then  considered  and  dealt  with  the  subject,  pre- 
scribing certain  classes  of  municipalities  within  which  designations 
of  place  and  manner  for  the  use  of  the  powers  must  first  be  ob- 
tained, and  leaving  them  to  be  exercised  in  all  other  municipalities 
without  such  previous  designation.  A  contrary  purpose  should  not 
be  ascribed  to  the  Legislature  by  mere  construction  of  another  stat- 
ute, which  may  have  its  full  expressed  efFect  without  such  incon- 
gruous interpretation.  It  must  also  be  noted  that  the  borough  act 
directs  that  the  authority  there  given  shall  be  exercised  by  ordi- 
nance. Here  is  an  original  statutory  grant  of  power,  coupled  with 
the  prescription  of  a  mode  in  which  it  shall  be  exercised.  In  such 
cases  the  observance  of  the  prescribed  mode  is  necessary  to  the  ex- 
ercise of  the  power.  The  authority  given  to  boroughs  by  the  act  of 
1897  is  not  self-operating  to  prevent  the  use  of  street  privileges 
until  action  be  taken.  The  terms  used  show  that  they  are  regula- 
tive of  privileges  already  given.  Until  regulative  action  be  taken 
in  the  mode  prescribed  by  the  Borough  Act,  any  existing  street 
privilege  capable  of  complete  exercise  may  be  used  by  any  parly 
having  the  right  to  use  it  In  this  case  there  is  no  pretense  that  the 
borough  of  Bay  Head  has  at  any  time  passed  any  ordinance  touch- 
ing the  exercise  of  such  street  privileges.  The  borough  is  here, 
however,  by  answer  and  proofs,  insisting  that  its  officers  may,  by 
physical  force,  prevent  the  exercise  of  street  privileges  without  any 
ordinance  on  the  subject. 

In  American  Union  Telegraph  Co,  v.  Town  of  Harrison,  1  Aul 
Electl.  Cas.  291,  31  N.  J.  Eq.  631,  the  poles  of  a  telegraph  com- 
pany were  erected  outside  the  lines  of  the  street  on  private  prop- 
erty. The  wires  overhung  the  street  at  a  height  of  25  feet,  and  were 
not  an  obstruction  to  the  use  of  it.     The  town  authorities  threat- 
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eoed  to  cut  them  down — first,  because  the  statute  under  which  the 
defendant  company  was  organized  gave  it  the  right  to  use  public 
hi^ways  for  erecting  poles  upon  first  obtaining  consent  of  owners 
of  the  soil,  and  a  designation  of  streets  and  manner  of  placing  the 
nme,  and  no  such  designation  had  been  obtained ;  and,  secondly, 
benuse  the  statute  declared  that  the  use  of  the  streets  by  companies 
iftffanzed  under  it  should  be  subject  to  such  regulations  and  restric- 
tionfl  as  mi^t  be  imposed  by  the  municipal  authorities.  Vice 
Chanoellor  Van  Fleet  held  the  provision  as  to  first  obtaining  desig- 
Mtion  from  the  town  authorities  of  streets  and  manner  of  placing 
poles  to  be  inapplicable  to  the  case  before  him,  because  the  com- 
fhinant's  poles  were  in  fact  erected  on  private  property,  and  not 
it  the  public  hi^way ;  and  the  second  justification  to  be  of  no  force 
to  prevent  the  stringing  of  wires  in  public  streets,  because  the  town 
ndiorities  had  never  adopted  any  regulations  or  restrictions  as  to 
tbeuoe  of  the  streets.  He  declared  that  when  the  municipality  had, 
Iv  appropriate  proceedings,  prescribed  regulations,  the  complain- 
■tB  would  be  obliged  to  conform  to  them,  but  in  the  meantime  they 
(Boot  compel  the  complainants  to  desist  from  further  construction 
rftikeir  work;  that  the  complainants  had  done  nothing  but  what 
iej  had  an  unquestionable  legal  ri^t  to  do ;  and  that  the  defend- 
atB  should  be  enjoined  from  cutting  the  wires,  or  otherwise  inter- 
fcring  with  them.  In  the  case  of  Inhabitants  of  Sunumit  v.  New 
TmkJi  N.  J.  Telephone  Co.,  7  Am.  Electl.  Cas.  58,  57  N.  J.  Eq. 
Mf  41  Atl.  146,  this  case  was  declared  to  be  controlling  upon  the 
put  whether,  in  the  absence  of  a  regulation  by  the  municipality, 
Itei^aph  company  has  the  right  to  string  wires  across  a  street,  at 
i  proper  elevation,  from  poles  placed  outside  the  street.  The  de- 
iSMltnts  contend  that  the  case  of  Benton  v.  City  of  Elizabeth,  61 
f.  J.  Law,  415,  39  Atl.  683,  in  the  Supreme  Court,  must  be  ac- 
cepted as  controlling  the  matter  now  under  consideration,  and  to 
ffCicribe  that  the  admitted  pre-existing  right  of  the  electric  light 
MBipany  to  the  use  of  the  borough  streets  cannot  be  exercised  until 
Ae  borough  council  shall  first  have  designated  the  place  and  man- 
■er  of  use.  In  that  case  an  oil-piping  company  was  assumed  to 
\gfe  the  power  to  lay  pipes  for  the  transmission  of  oil.    The  char- 
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ter  of  the  city  of  Elizabeth  gave  its  council  power  by  ordinance  to 
prescribe  the  manner  in  which  the  corporation  should  exercise  any 
pi  ivilege  granted  to  them  in  using  the  city  streets.  The  city  council 
did  pass  such  an  ordinance.  An  owner  adjoining  the  proposed  pipe 
line  took  a  certiorari  removing  the  ordinance.  In  discussing  the 
questions  prescribed,  the  learned  judge  who  delivered  the  opinion 
suggested  obiter  that  the  right  of  a  party  having  a  privilege  to  use 
a  street  is  imperfect  until  the  council  indicates  in  what  manner  it 
may  be  exercised ;  that  the  pre-existing  right  is  one  to  be  exercised 
only  as  the  council  permits.  The  learned  judge  does  not,  in  terras, 
declare  that  a  legislative  grant  of  power  capable  of  complete  exer- 
cise by  the  recipient  of  the  power,  which  is  subject  to  regulation  by 
the  designation  of  place  and  manner  of  using  by  local  authorities, 
cannot  be  used  until  the  latter  shall  first  have  designated.  The 
learned  judge  probably  referred  to  such  legislative  grants  of  power 
as,  by  the  express  terms  of  the  statute,  depend  for  their  exercise 
upon  the  previous  action  of  the  local  council.  Benton  v.  City  of 
Elizabeth  was  taken  to  the  Court  of  Errors,  and  was  there  (in 
1898)  affirmed  upon  the  opinion  delivered  in  the  Supreme  Court. 
61  N.  J.  Law,  694,  40  Atl.  1132.  If  that  case  is  to  be  considered 
as  an  authoritative  declaration  of  a  general  principle  that  in  any 
municipality  having  power  to  regulate  the  use  of  streets  there  can 
be  no  exercise  of  street  privileges  received  by  direct  legislative 
grant  until  the  local  authorities  have  first  designated  the  place  and 
manner  of  their  exercise,  then  that  decision  certainly  antagonizes 
that  delivered  by  the  Court  of  Appeals  in  (in  1899)  Suburban 
Eledtic  Light  Company  v.  hOiabitants  of  East  Orange,  vJbi  supra, 
when,  construing  the  very  statute  in  question  in  this  cause  (the  act 
of  1896),  it  declared  that  under  that  act  electric  light  companies 
(outside  of  cities  and  towns)  have  sufficient  authority  to  string 
wires  in  the  streets,  and  that  the  permission  of  the  town  authorities 
is  immaterial.  The  case  of  Meyers  v,  Hudson  Co.  Electric  Co., 
63  N.  J.  Law,  573,  44  Atl.  713,  in  the  Court  of  Errors  and  Ap- 
peals, is  also  cited  as  declaring  that  the  designation  of  streets  and 
manner  of  placing  by  the  local  authorities  must  first  be  made.  That 
case  is  inapplicable  to  the  cause  sub  judice,  for  the  reason  that  the 
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matter  there  decided  was  the  validity  of  ordinance  of  the  city  of 
Bayonne.  The  court  declared  that  the  permission  of  the  city 
authorities  was  a  prerequisite  to  the  right  of  tlie  electric  light  com- 
pany to  enter  the  street  The  statute  of  1896  in  terms  so  declares 
as  to  cities  and  towns.  The  question  in  the  present  case  is  whether 
boroo^  authorities,  without  such  legislative  declaration  requiring 
their  previous  action,  may,  under  a  general  power  to  regulate 
streets,  and  to  designate  the  manner  of  using  street  privileges,  ex- 
clude the  corporation  having  defined  street  privileges  from  using 
them  until  such  designation  is  made.  The  right  of  the  complainant 
company  to  string  its  wires  in  the  manner  stated  in  its  bill  in  the 
borou^  of  Bay  Head  must  be  held  to  be  established. 

The  defendants  contend  that  the  threatened  injury  is  limited  to 
the  cutting  of  but  a  single  wire  serving  light  to  the  Greenville  Arms 
Hotel,  and  that  this  is  not  such  an  irreparable  injury  as  to  justify 
the  issuing  of  an  injunction.    But  this  is  not  a  fair  statement  of  the 
controversy.    The  pleadings  and  proofs  show  that  the  complainant 
company  had  a  right  to  string  wires  in  the  streets  of  the  borough  of 
Baj  Head,  and  was  proceeding  to  exercise  it,  when  the  individual 
defendants,  in  behalf  of  that  borough,  which  has  since  adopted 
their  actions  as  its  own,  denying  the  complainant's  right,  cut  the 
complainant's  wires  in  the  streets  of  the  borough,  and  destroyed 
its  appliances.    The  defendant  borough  asserts,  by  its  answer,  its 
ri^t  to  do  this,  and  it  is  entirely  apparent  that  it  will  do  it  unless 
restrained  by  this  court.    The  defendant's  contention  is  not  limited 
to  an  assertion  of  its  right  and  purpose  to  cut  the  Greenville  Arms 
Hotel  wire,  but  to  cut  any  wires  which  the  complainant  may  string 
in  the  streets  of  the  borough  of  Bay  Head.    That  is  its  claim  in  its 
answer ;  that  is  the  argument  of  its  counsel.     For  such  threatened 
continuing  and  repeated  injuries  no  adequate  damages  can  be  re- 
covered at  law.    An  order  for  injunction  will  be  advised  according 
to  the  views  above  expressed. 
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French  v.  Eobb. 

Vew  Jersey;  Court  of  Errors  and  Appeoda, 

1.  EjKSnCKNT  BT  ABUTTINO  OWNEB  AGAINST  PEB80I?  OCCUFTINa  8TBXET  UHOn 

UOHTINO  FBANCHiSE. — ^The  owner  of  the  soil  in  a  street  may  maintain 
ejectment  against  anj  person  wrongfully  taking  or  claiming  exclusive 
possession  of  the  same.  A  person  occupying  part  of  a  street  with  poles 
and  appliances  for  lighting  the  street,  in  pursuance  of  a  contract  made 
with  the  municipal  authorities  under  Act  May  22,  1894  (P.  L.  p.  477), 
has  such  rightful,  exclusive  possession  of  the  part  so  occupied  as  will  sup- 
port a  plea  of  not  guilty  in  an  action  of  ejectment  brought  by  the  owner 
of  the  soil.  But  the  right  of  such  a  person  to  use  the  street  in  the  im- 
mediate vicinity  of  his  poles  and  appliances  for  the  purpose  of  maintain- 
ing them  is  not  capable  of  supporting  such  a  plea. 
2.  Eftect  or  fubnishino  light  to  fbivate  febsons. — If  a  person  who  has 
rightfully  placed  poles  and  wires  in  a  street  for  the  purpose  of  lighting 
the  street  uses  them  wrongfully  for  private  lighting,  he  does  not  thereby 
lose  his  right  to  maintain  them  as  against  the  owner  of  the  soil. 
(Syllabus  by  the  court.) 

Error  by  plaintiff  from  verdict  finding  defendant  not  guilty. 
Decided  March  3, 1902 ;  reported  67  N.  J.  Law,  260,  51  AtL  509. 

Sofwuel  H.  BichardSj  for  plaintiff  in  error. 
James  M.  E.  Hildreth,  for  defendant  in  error. 

Opinion  by  Dixon,  J. : 

The  plaintiff  brought  an  action  of  ejectment  in  the  Supreme 
Court  against  the  Delaware  &  Atlantic  Telegraph  &  Telephone 
Company,  Joseph  Q.  Williams,  receiver  of  the  Franklin  Electric 
Light  Company,  and  Thomas  Robb,  executor  of  William  P.  Bobb^ 
deceased,  for  the  possession  of  a  plot  of  land  five  feet  square  within 
the  limits  of  Washington  and  Jefferson  streets,  in  the  city  of  Cape 
May.  The  receiver  did  not  plead,  but  the  telegraph  company  and 
Robb  each  pleaded  not  guilty.  At  the  trial  in  the  Cape  May  Cir- 
cuit of  the  issues  thus  raised  the  facts  appeared  as  follows:  The 
plaintiff,  as  owner  of  the  land  abutting  upon  the  streets, 
owned    also    the    locus    in    quo,    subject    to    the    public    ease- 
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ment  Under  an  ordinance  and  a  contract  between  the  city  of 
Cape  May  and  the  Franklin  Electric  Light  Company,  dated  No- 
yember  30,  1897,  and  running  to  July  23,  1902,  the  company  be- 
came bound  to  light  the  streets  of  the  city  with  electricity,  and  to 
furnish,  erect,  and  maintain  all  necessary  poles,  wires,  eta ;  the 
location  and  erection  of  the  appliances  in  the  streets  being  subject 
to  the  approval  of  the  city  council  Accordingly  a  pole  was  placed 
about  the  center  of  the  locys  in  quo,  and  wires  strung  thereon.  In 
June,  1899,  the  electric  company  had  passed  into  the  hands  of  a 
receiver,  and,  the  pole  being  then  in  poor  condition,  the  receiver 
permitted  the  tel^raph  company  to  erect  a  new  pole  in  its  stead, 
and  to  string  thereon  a  telephone  wire ;  the  pole,  however,  to  be  the 
property  of  the  electric  company.  Afterwards,  by  virtue  of  an 
order  of  the  court  of  chancery,  the  plant  of  the  electric  company 
was  turned  over  by  the  receiver  to  the  defendant  Robb,  and  when 
this  suit  was  brou^t  he  was  carrying  out  the  contract  with  the  city 
for  lifting  the  streets,  and  for  that  purpose  he  was  in  possession 
and  use  of  the  pole  and  some  of  the  wires.  Other  wires  on  the  pole 
were  used  by  him  for  private  lighting,  and  the  telegraph  company 
was  using  its  wire  for  telephone  purposes.  On  this  state  of  facts 
the  trial  court  directed  a  verdict  for  the  plainti£F  against  the  tele- 
graph company,  of  which  no  complaint  is  now  made;  and  also 
directed  a  verdict  in  favor  of  Robb  for  so  much  of  the  land  as  was 
occupied  by  the  pole,  and  instructed  the  jury  to  find  further  in  his 
favor  for  so  much  of  the  land  aroimd  the  pole  as  they  should  think 
reasonably  necessary  to  be  used  in  maintaining  and  taking  care  of 
the  pole.  To  such  direction  and  instruction  the  plaintiff  excepted, 
and,  the  jury  having  found  Robb  not  guilty,  the  plaintiff  seeks  to 
reverse  the  consequent  judgment. 

Before  considering  the  special  aspects  of  the  controversy,  it  may 
be  helpful  to  advert  to  the  real  nature  of  an  action  of  ejectment. 
Originally  it  was  designed  to  recover  only  damages  for  the  wrong- 
ful ejection  of  the  plaintiff  from  the  possession  of  land  in  which  he 
had  a  term  of  years.  Later  the  recovery  was  extended  to  the  pos- 
session of  the  land.  To  succeed,  the  plaintiff  was  required  to  prove 
a  lease  to  himself  for  a  term  of  years,  made  by  a  lessor  entitled  to 
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the  possession,  and  on  the  land  when  the  lease  was  made,  his  entry 
under  the  lease,  and  ouster  by  the  defendant.  The  action  was 
usually  instituted  against  a  person  not  interested  in  the  land,  called 
the  "  casual  ejector,"  who  gave  notice  of  the  suit  to  the  actual  pos- 
sessor, and  he,  on  application  to  the  court,  was  substituted  as  de- 
fendant. But,  as  a  condition  of  such  substitution,  the  court  re- 
quired him  to  stipulate  that  at  the  trial  he  would  confess  the  lease, 
entry,  and  ouster  alleged  by  the  plaintiff,  thus  leaving  the  only  fact 
to  be  proved  by  the  plaintiff  the  title  of  his  lessor.  If,  however, 
the  claim  of  the  applicant  was  such  as  would  not  warrant  him  in 
ousting  the  plaintiff,  and  yet  would  justify  his  own  possession,  as  if 
he  claimed  only  a  joint  tenant  with  the  lessor,  then  he  stipulated  to 
confess  ouster  of  the  plaintiff  only  in  case  the  plaintiff  should  prove 
K;tual  ouster  of  the  lessor.  If,  at  the  trial,  the  plaintiff  showed 
such  title  in  his  lessor  as  made  the  confessed  ouster  wrongful ;  or 
if,  when  ouster  was  only  conditionally  confessed,  he  showed  an 
actual  ouster  of  the  lessor,  or  a  title  against  which  any  possession 
\y  the  defendant  was  wrongful, — then  he  recovered  damages  and 
possession ;  otherwise  his  suit  failed.  Thus  the  technical  issue  in 
the  case  was  always  whether  the  defendant  had  wrongfully  ousted 
the  plaintiff.  Under  our  statute  the  technical  issue  remains  the 
same,  although  presented  by  a  different  procedure.  The  real  claim- 
ant, the  old  lessor,  is  the  plaintiff,  and  his  complaint  is  that  the  de- 
fendant wrongfully  deprives  him  of  possession.  The  defendant  is 
the  real  counter-claimant,  and  if  he  means  to  defend  absolutely  he 
pleads  not  guilty,  and  by  that  plea  admits  a  possession  or  claim  of 
title  which  should  exclude  or  oust  the  plaintiff ;  while,  if  he  means 
to  defend  only  for  a  possession  or  claim  of  title  which  does  not  ex- 
clude the  plaintiff, — e.  g.,  as  joint  tenant  with  him, —  he  must  give 
notice  with  his  plea  that  he  admits  the  right  of  the  plaintiff  to  an 
undivided  share  of  the  land  and  denies  actual  ouster.  Combs  v. 
Brovm,  29  N.  J.  Law,  36.  Then  if,  at  the  trial  on  the  simple  plea, 
the  plaintiff  shows  a  title  against  which  the  defendant's  exclusive 
possession  or  claim  would  be  wrongful,  or,  on  the  plea  and  notice, 
he  shows  an  actual  ouster,  wrongful  in  view  of  his  admitted  ri^t, 
or  a  greater  right,  which  makes  the  defendant's  possession  a  wrong- 
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fol  ouster,  the  plaintiff  will  be  entitled  to  judgment;  otherwise 
not    In  the  present  case,  the  locus  in  quo  being  within  the  limits 
of  public  streets,  a  preliminary  question  arises  whether  the  plain- 
tiff, as  owner  of  the  soil,  has  such  a  right  of  possession  as  is  capable 
of  supporting  the  action  of  ejectment.  In  President j  etc.,  of  City  of 
Cincinnati  v.  Whdte's  Lessee,  6  Pet  431,  8  L.  Ed.  452,  Mr.  Justice 
Thompson  urged  with  much  force  the  negative  of  this  query ;  but 
in  New  Jersey  the  affirmative  must  be  regarded  as  settled  by  the  de- 
cision of  this  court  reversing  the  judgment  of  the  Supreme  Court  in 
Wrighi  v.  Carter,  27  N.  J.  Law,  76.    See  State  v.  LavericJc,  34  N. 
J.  Law,  207 ;  Burnet  v.  Crane,  56  N.  J.  Law,  288.    The  plea  of  the 
defendant  Robb  is  simply  not  guilty ;  i.  e.,  that  he  has  a  possession 
or  claim  which  rightly  excludes  the  owner  of  the  soil.    It  is  estab- 
lished by  express  decision  in  this  State  that  the  public  corporation, 
which  represents  the  public  right  to  the  use  of  streets,  may  main- 
tain ejectment  against  any  person,  even  the  owner  of  the  soil,  who 
occupies  a  street  in  a  manner  inconsistent  with  the  public  use. 
Hoboken  Land  &  ImprovemerU  Co.  v.  Mayor,  etc.,  of  City  of  Ho- 
boken,  36  N.  J.  Law,  540.    From  this  it  logically  follows  that  the 
owner  of  the  soil  cannot  maintain  ejectment  against  such  public 
corporation  occupying  the  street  within  the  limits  of  the  public 
right.     This  was  so  adjudged  by  the  Federal  Supreme  Court  in 
President,  etc.,  of  City  of  Cincinnati  v.  White's  Lessee,  6  Pet,  431, 
8  L.  Ed.  452,  and  Barclay  v.  HovikIVs  Lessee,  6  Pet.  408,  8  L  Ed. 
477,  cases  which  are  cited  with  evident  approval  by  Mr.  Justice 
Depue  inHohoken  Land  &  Improvement  Co.  v.  Mayor,  etc.  of  City 
of  Hoboken,  supra.     The  same  exemption  from  successful  attack 
must  be  conceded  to  the  agencies  through  which  the  public  corpora- 
tion exercises  its  rights,  whether  those  agencies  be  designated  by 
employment  or  by  contract ;  for  its  rights  would  be  fruitless  if  they 
could  not  be  used  to  protect  the  individuals  through  whom  they 
may  be  lawfully  exercised,  and  without  whose  intervention  the  cor- 
poration could  not  enjoy  them.    One  of  the  rights  belonging  to  the 
corporation  is  to  occupy  the  streets  with  poles  and  wires  for  public 
ligiiting.    This  right  was  expressly  conferred  by  Act  May  22,  1894 
VOL.  vni — 16 
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(P.  L.  1894,  p.  477),  according  to  which  it  may  be  exercised  either 
directly  by  the  city  itself  or  indirectly  through  parties  contracting 
with  the  city,  and  is  not  conditioned  upon  consent  of  the  owner  of 
the  soil.  Meyers  v.  Electric  Co.,  63  N.  J.  Law,  573,  44  AtL  713. 
When  the  contract  under  which  Kobb  claims  was  made,  this  statute 
was  in  complete  force;  and,  although  "An  act  concerning  town- 
ships," approved  March  24,  1899  (P.  L.  1899,  pp.  372,  476),  at- 
tempts to  repeal  it,  yet,  as  the  title  of  this  act  limits  its  operation 
to  townships,  the  statute  still  remains  effective  in  cities.  So  far, 
therefore,  as  Eobb  occupied  the  streets  with  poles  and  other  ap- 
pliances for  public  lighting,  and  thereby  excluded  the  plaintiff,  the 
ouster  was  not  tortious,  and  a  verdict  of  not  guilty  was  properly 
directed. 

But  the  defendant  pleaded  not  guilty  for  the  entire  locus  in  quo, 
and  we  must  consider  whether,  outside  of  the  space  occupied  by 
these  appliances  for  public  lighting,  he  has  shown  a  ri^t  to  the 
exclusive  possession  which  his  plea  sets  up.  No  color  of  ri^t  is 
shown  for  maintaining  apparatus  for  public  lighting,  and  as  to  the 
wire  strung  for  that  purpose  the  defendant  was  clearly  guilty.  The 
plaintiff  urges  that  the  wrongful  use  of  the  pole  to  sustain  this  wire 
should  be  visited  with  the  forfeiture  of  the  entire  right;  but  we 
find  no  ground  for  such  contention.  Such  a  judgment  would  in- 
flict a  loss  upon  the  public  for  the  private  fault  of  one  of  its  instru- 
ments. Tlie  plaintiff  does  not  need  such  rigor  for  his  protection. 
So  far  as  the  appliances  are  not  used  for  public  purposes,  this  suit 
will  result  in  abating  them ;  so  far  as  those  required  for  public  pur- 
poses have  been  wrongfully  used,  the  plaintiff  can  be  compensated 
by  an  action  on  the  case  for  damages,  and  equity  will  restrain  their 
misuse  in  the  future. 

There  remains  for  consideration  the  defendant's  claim  to  the 
land  around  the  pole  and  appliances,  found  by  the  jury  to  be  nec^ 
essary  for  his  use  in  maintaining  them.  The  right  to  use  that  land 
for  such  a  purpose  did  not  justify  the  exclusive  possession  admitted 
by  the  plea.  It  was  only  the  right  enjoyed  by  every  member  of  the 
community  while  in  actual  use  of  the  street.  It  was  discontinuous^ 
and  lacked  the  permanent  and  exclusive  characteristics  which  are 
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necessary  to  support  or  defend  an  action  of  ejectment.  As  a  per- 
sonal right,  it  was,  in  essence,  like  a  private  right  of  way,  which 
cannot  constitute  a  defense  in  an  action  of  ejectment  brought  by 
the  owner  of  the  soil.  Burnet  v.  Crane,  56  N.  J.  Law,  285,  28  AtL 
5^1,  44  Am.  St  Rep.  395.  The  proper  conduct  of  the  trial  at  the 
circuit  required  a  verdict  that  the  defendant  Robb  was  not  guilty 
as  to  that  part  of  the  locus  in  quo  which  was  actually  occupied  by 
the  pole  and  other  appliances  used  for  public  lighting,  and  that  as 
to  the  residue  he  was  guilty. 

The  present  judgment  should  be  reversed,  and  a  venire  de  novo. 
awarded. 
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Ohio;  Supreme  Court. 

L  TniB  or  crtY  in  btbeets. — The  title  which  a  municipal  corporation  ac- 
quires,  under  section  2601,  Rev.  Stat.,  to  streets  dedicated  by  a  proprietor 
who  subdivides  lots  for  sale,  is  held  for  the  use  of  the  public  for  street 
purposes. 

2.  OoicPEKSATioN  TO  ABUTTING  OWNERS. — An  owner  of  a  lot  abutting  on  such 
street  has  a  property  interest  in  the  street  in  front  of  his  lot,  which  can- 
not be  taken  against  his  will,  excejj^t  upon  the  terms  provided  by  the  con- 
stitution, viz.,  that  a  compensation  shall  first  be  made  in  money,  or  by  a 
deposit  of  money.  Crawford  t?.  Village  of  Delaware,  7  Ohio  St.  469 ;  Cin- 
dnmati  d  8,  P.  Ave.  St.  Ry.  Co.  v.  Village  of  Cumminsville,  14  Ohio  St. 
523;  and  Railtoay  Co.  v.  Lawrence,  38  Ohio  St.  41,  43  Am.  Rep.  419,  ap- 
proved and  followed. 

S.  Use  bt  private  uohtino  company  is  a  dh'ersion. — ^The  placing  by  a 
private  lighting  company  of  poles  at  the  curb  in  a  street,  and  the  string- 
ing thereon  of  electric  light  cable  lines  and  wires  for  the  purpose  of  fur- 
nishing light  and  energy  to  private  takers,  is  a  diversion  of  the  street 
from  the  purposes  to  which  it  was  dedicated,  and  is  a  taking  of  the  prop- 
crtj  ci  the  abutting  owner,  within  the  meaning  of  section  19  of  the  bill 
of  rights.    And  such  placing  of  poles,  lines,  and  wires  is  none  the  less  an 
autfaorized  taking,  even  though  it  be  consented  to  by  the  city  authorities. 
4.  iNJTnfcnoN  BESTSAININO  USE. — ^And  where  it  appears  that  the  acts  of  the 
lighting  company  in  so  placing  its  poles,  lines,  and  wires  were  done 
witlumt  the  knowledge  or  consent  of  the  lot  owner,  and  that  their  main- 
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tenance  will  work  injury  to  his  property,  appreciable  in  character  and 
amount,  such  owner  has  a  right  to  an  injunction  against  such  mainten- 
ance, and  an  order  for  removal. 
(Syllabus  by  the  court.) 

Error  by  plaintiff  from  judgment  for  defendant.    Decided  April 
22,  1902 ;  reported  66  Ohio  St.  166,  64  N.  E.  141. 

0.  J.  Marriott,  for  plaintiff  in  error. 

Paul  Jones,  for  defendant  in  error. 

Opinion  by  Speab,  J. : 

The  determination  of  the  ri^ts  of  the  parties  in  this  case  in- 
volves an  inquiry  respecting  the  interest  which  the  owner  of  land 
abutting  on  the  streets  of  a  municipality  has  in  those  streets.  As 
to  country  highways,  it  seems  to  be  settled  in  this  State  that,  while 
the  public  has  the  right  of  improvement  and  uninterrupted  travel, 
the  abutting  owner  has  the  right  to  all  uses  of  the  land  not  incon- 
sistent with  this  right  of  travel  and  improvement  The  subject  Lb 
considered  anew,  as  to  such  highways,  in  the  case  of  Schaaf  v.  BaU- 
ruay Co., QGOhioSt  215y  64  N.  E.  145,  reported  contemporaneously 
with  this  case,  where  it  is  held,  in  substance,  that  an  interurban 
railroad  on  the  side  of  a  country  highway,  to  be  constructed  and 
operated  in  the  manner  therein  described,  is  an  additional  burden, 
and  an  interference  with  the  right  of  the  owner  of  abutting  lands, 
and  that  such  owner  is  entitled  to  an  injunction  to  prevent  the  con- 
struction until  such  right  has  been  legally  appropriated ;  and  it  is 
unnecessary  to  do  more  here  than  to  refer  to  that  case.  It  is,  how- 
ever, insisted  that  even  if  it  be  conceded  that,  as  to  country  high- 
ways, the  abutter  is  the  owner  of  the  fee  to  the  middle  of  the  road, 
and  therefore  has  peculiar  rights  therein,  yet  rules  applicable  to 
such  a  situation  will  not  apply  to  the  case  of  city  streets,  where, 
under  the  statute,  the  fee  is  in  the  city.  No  special  finding  appears 
in  the  record  as  to  the  dedication  of  Bryden  road  and  Irvine  street, 
but  it  is  presumed  that  Parsons'  addition  was  platted  and  recorded 
|in  accordance  with  the  statute.    The  statutory  provision  respecting 
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the  effect  of  such  dedication  is  found  in  section  2601^  Eev.  St.,  and 
is  a  substantial  reproduction  of  the  provision  of  section  6  of  the 
Act  of  March  3,  1831  (Swan  &  C.  St.  p.  1483).    It  is  as  follows: 
^And  thereupon  the  map  or  plat  so  recorded  shall  be  deemed  a 
sufficient  conveyance  to  vest  in  the  municipal  corporation  the  fee 
of  the  parcel  or  parcels  of  land  designated  or  intended  for  streets, 
alleys,  ways,  commons  or  other  public  uses,  to  be  held  in  the  cor- 
porate name  in  trust  to  and  for  the  uses  and  purposes  in  the  instru- 
ment set  forth  and  expressed,  designated,  or  intended."    It  seems 
plain  that  the  effect  of  the  provision  is  not  to  vest  in  the  municipal- 
ity a  fee  simple  absolute  in  the  streets,  but  only  a  determinable  or 
qualified  fee,  and  that  what  is  granted  to  the  city  is  to  be  held  in 
trust  for  the  uses  intended,  viz.,  for  street  uses,  and  street  uses  only. 
Such  title  would  be  adequate  to  clothe  the  municipality  with  power 
to  fully  perform  its  statutory  duty  toward  such  streets,  viz.,  to  keep 
the  same  open,  in  repair,  and  free  from  nuisance,  and  for  all  inci- 
dental street  purposes.     The  limitation  upon  the  title  necessarily 
implies  that  there  is  a  substantial  interest  not  conveyed.    Naturally 
it  would  be  presumed  that  the  right  of  reverter  would  remain  either 
in  the  original  proprietor,  or  would  pass  to  and  vest  in  the  owners 
of  the  abutting  lots.    That,  as  between  these  two  classes,  the  inter- 
est is  in  the  owner  of  the  abutting  lots,  was  held  by  this  court  in 
Stephens  v.  Taylor,  51  Ohio  St.  593,  where  a  street  had  been  va- 
cated by  the  city,  and  the  question  presented  was  whether  the  fee 
reverted  to  the  heirs  of  the  original  owner  who  dedicated  the  street, 
or  to  the  owners  at  the  time  of  the  vacation  of  the  lands  abutting. 
No  report  of  the  case  was  made  by  this  court,  but  it  will  be  found 
fully  reported  by  the  Circuit  Court,  opinion  by  Shearer,  J.,  in 
Stevens  v.  Shannon,  6  Ohio  Cir.  Ct  R.  142.     The  same  principle 
is  announced  in  Manufacturing  Co.  v.  Beatty,  65  Ohio  St.  264,  62 
N.  E.  341.    That  this  interest  is  a  private  right  of  the  nature  of  an 
incorporeal    hereditament,    legally    attached    to    the    contiguous 
grounds  and  the  erections  thereon,  has  been  so  frequently  held  by 
this  court  that  extended  repetition  would  not  bo  a  justifiable  use 
of  space.    It  suffices  to  refer  to  Crawford  v.  Village  of  Delaware, 
1 0hio  St.  459,  469 ;  Cincinnati  &  8.  P.  Ave.  St.  Ry.  Co.  v.  Village 
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of  CummingsvUle,  14  Ohio  St.  523 ;  Railway  Co.  v.  Lawrence,  38 
Ohio  St.  41,  43  Am.  Rep.  419.  It  would  seem  to  follow  from  the 
foregoing  that,  for  practical  purposes,  there  is  no  substantial  differ- 
ence in  the  right  of  the  owner  of  lands  abutting  upon  a  country 
highway  in  such  highway,  and  that  of  the  owner  of  a  lot  abutting  on 
a  city  street  in  such  street.  In  the  one  case,  where  the  fee  is  in  the 
landowner,  his  rights  in  and  over  the  streets  are  in  their  nature 
legal,  while,  if  the  fee  be  in  the  public,  the  lawful  ri^ts  of  the 
abutting  owners  are  in  their  nature  equitable  easements.  In  both 
situations  the  right  of  the  public  is  for  road  or  street  purposes,  and 
is  necessarily  limited  to  such  control  as  is  necessary  to  accomplish 
those  purposes.  As  to  country  highways,  that  object  is  accom- 
plished ordinarily  by  securing  free  passage  for  travel  and  reason- 
able maintenance  and  repair,  while  as  to  city  streets  the  necessary 
uses  and  consequent  control  is  the  same,  viz.,  for  street  purpoae& 
The  question  has  been  a  subject  of  much  contention  and  of  con- 
trary decisions,  but  the  conclusion  above  stated  is,  we  think,  sup- 
ported by  the  better  reason,  as  it  is  by  abundant  authority.  See 
Dill.  Mun.  Corp.  sees.  656a,  656b,  664a;  Story  v.  Railroad  Co., 
90  K  Y.  122,  43  Am.  Rep.  146 ;  Lahr  v.  Railway  Co.,  104  N.  Y. 
268, 10  N.  E.  528,  and  authorities  there  cited ;  also  Barney  v.  Keo- 
JcvJe,  94  U.  S.  324,  24  L.  Ed.  224 ;  and  Railway  Co.  v.  Lawrence, 
supra. 

It  would  be  idle  now  to  discuss  at  length  the  character  of  this 
right  of  the  owner  of  abutting  land  in  the  street.  By  repeated  ad- 
judications it  is  declared  to  be  a  right  which  attaches  to  his  prop- 
erty, and  as  expressed  by  Swan,  J.,  in  the  Village  of  Delaware  case, 
supra,  and  quoted  by  Ranney,  J.,  in  the  Village  of  CunrniinsviUe 
case,  supra,  and  by  White,  J.,  in  the  Lawrence  case,  supra,  is  "  as 
much  property  as  the  lot  itself."  And  if,  as  held  by  these  adjudica- 
tions, the  owner's  right  in  the  street  is  to  be  treated  as  property, 
the  only  remaining  question  is  whether  or  not  the  acts  of  the  de- 
fendant complained  of  constitute,  in  an  essential  degree,  a  taking 
of  that  property,  within  the  meaning  of  the  Constitution.  And 
here  we  inquire,  what  is  meant  by  the  word  "  property  ?"  If,  as 
was  once  understood,  and  is  still  understood  by  some,  it  means  only 
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a  corporeal  thiiig,  as  a  horse  or  a  piece  of  land,  then  a  negative 
answer  to  the  question  would  seem  to  follow.  If,  however,  the  true 
meaning  is  the  right  of  property  in,  and  dominion  over,  the  specific 
thing,  then  we  would  seem  to  he  led  to  a  different  answer.  That 
the  latter  meaning  is  the  true  one  appears  now  to  he  the  settled 
doctrine.  Under  this  definition  the  word  "  property  "  is  held  to 
denote  certain  ri^ts  in  things  which  pertain  to  persons,  and  which 
ire  created  and  sanctioned  by  law.  They  are,  as  stated  by  one 
writer: 

^'Tbe  right  of  user,  the  rigfai  of  excfasion;  and  the  right  of  ditpoaition. 
...  A  person's  right  of  property  in  things,  therefore,  consists  of  the  right 
to  possess,  use,  and  dispose  thereof  in  such  manner  as  is  not  inconsistent 
with  law."    Lewis,  Em.  Dom.  sec.  54,  and  authorities  cited. 

As  put  by  l%aw,  C.  J.,  in  Old  Colony  &  F.  R.  R.  Co.  v.  Ihhahir 
tants  of  Phfmouth  Co.,  14  Gray,  161 : 

The  word  'property,'  in  the  tenth  section  of  the  bill  of  rights,  which  pro- 
Tides  that,  whenever  the  public  exigencies  require  that  the  property  of  anj 
indiTidual  shall  be  appropriated  to  public  uses,  he  shall  receive  a  reasonable 
eompensation  therefor,  should  have  such  a  liberal  construction  as  to  include 
sfcry  valuable  interest  which  can  be  enjoyed  as  property,  and  recognized  as 
neh." 

And  that  this  is  the  meaning  intended  by  the  previous  adjudica- 
tions of  this  court  which  have  been  cited,  we  think  there  can  be  no 
reasonable  doubt. 

Coming  now  to  the  question  of  taking,  it  is  to  be  admitted  that  it 
has  been  held  necessary  to  the  idea  of  a  taking  that  there  must  be  an 
exclusive  appropriation ;  a  physical,  tangible  appropriation  of  the 
property  of  another ;  a  taking  the  property  altogether.    This  is  the 
doctrine  announced  in  Hurt  v.  City  of  Atlanta,  100  Ga.  274,  28  S. 
R  65,  and  some  other  cases.    But  the  rule  more  frequently  held, 
and  we  think  the  more  enlightened  rule,  is  that  this  limitation  of 
the  term  "  taking "  to  the  actual  physical  appropriation  of  the 
corpus  is  too  narrow  a  construction  to  meet  the  demands  of  justice, 
and  that,  from  the  very  nature  of  the  right  of  user  and  exclusion, 
it  is  evident  that  they  cannot  be  materially  abridged  without  neces- 
sarily taking  the  owner's  property ;  for,  if  the  riirht  of  user  i?  an 
essential  element  of  ownership, then  whatover  phv.^^irnl  interference 
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annuls  this  right  takes  property.  See  Lewis,  Em.  Dom.  sea  58 ; 
Pearsall  v.  Supervisors,  74  Mich.  558,  42  N.  W.  77,  4  L.  R  A. 
193 ;  Booming  Co.  v.  Jarvis,  30  Mich.  308 ;  Eaton  v.  Railroad,  51 
N.  H.  504,  12  Am.  Eep.  147 ;  Thompson  v.  Improvement  Co.,  54 
N.  H.  545 ;  Arimond  v.  Canal  Co.,  31  Wis.  316.  The  doctrine  is 
not  better  stated  than  by  the  Supreme  Court  of  the  United  States 
(opinion  by  Mr.  Justice  Miller)  in  Pwmpelly  v.  Canal  Co.,  13 
Wall.  166,  20  L.  Ed.  557,  in  discussing  the  law  of  eminent  do- 
main: 

"The  constitutional  provisions  of  the  United  States  and  of  the  several  States 
which  declare  that  private  property  shall  not  be  taken  for  public  use  with- 
out just  compensation  were  intended  to  establish  this  principle  beyond  legis- 
lative control.  It  is  not  necessary  that  property  should  be  absolutely  taken, 
in  the  narrowest  sense  of  that  word,  to  bring  the  case  within  the  protection  of 
this  constitutional  provision.  There  may  be  such  a  serious  interruption  to  the 
common  and  necessary  use  of  property  as  will  be  equivalent  to  a  taking  within 
the  meaning  of  the  Constitution." 

And  when  we  hold,  as  we  do,  that  the  property  interest  which  is 
here  defined  is  protected  by  the  Constitution  (article  1,  section  19), 
which  provides  that  private  property  shall  ever  be  held  inviolate, 
and  when  taken  for  public  use,  except  in  time  of  war  or  other  pub- 
lic exigency,  compensation  therefor  shall  first  be  made  in  money, 
or  first  secured  by  a  deposit  of  money,  as  well  as  by  section  5  of 
article  13,  which  provides  that  "  no  right  of  way  shall  be  appro- 
priated to  the  use  of  any  corporation  until  full  compensation  there- 
for be  first  made  in  money,  or  first  secured  by  a  deposit  of  money," 
etc.,  we  but  follow  the  law  as  laid  down  by  our  predecessors  in  the 
cases  cited,  and  followed  in  many  adjudications  in  more  recent 
years.  And  if  the  owner's  right  in  the  street  be  property,  as  here- 
inbefore defined,  and  as  such  is  protected  by  the  Constitution,  it 
inevitably  follows  that  the  attempt  by  a  private  corporation,  in  or- 
der to  accomplish  its  own  private  business  purposes,  to  invade 
that  right  by  placing  in  the  street  in  front  of  the  lot  permanent 
erections,  which  will  in  any  appreciable  degree  impair  the  owner's 
access  to  the  lot,  or  otherwise  interfere  with  the  full  enjoyment  of 
the  lot  for  all  purposes  to  which  it  is  adapted,  or  of  the  street  itself, 
such  an  invasion  is  an  attempted  taking.    It  is  a  diversion  of  the 
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use  of  the  street  from  the  purposes  originally  designed  for  it,  and 
if  it  can  be  taken  at  all,  as  against  the  will  of  the  owner,  it  must  be 
upon  the  terms  prescribed  by  the  Constitution.  To  the  Ohio  decis- 
ions already  cited  may  be  added  as  bearing  generally  on  the  sub- 
ject: Cincinnati  Inclined  Plane  Ry.  Co.  v.  Telegraph  Ass'n,  3  Am. 
Electl.  Cas.  443,  48  Ohio  St  390,  27  N.  E.  890,  12  L.  B.  A.  634, 
29  Am.  St  Rep.  669 ;  Railway  Co.  v.  Campbell,  51  Ohio  St.  328, 
37  N.  E.  266 ;  Daily  v.  State,  5  Am.  Electl.  Cas.  186,  51  Ohio  St 
348,  37  N.  E.  710,  24  L.  R  A.  724,  46  Am.  St  Rep.  578 ;  Kramer 
V.  Railway  Co.,  63  Ohio  St  436 ;  also  Craig  v.  Railroad  Co.,  39 
N.  Y.  404 ;  Dill.  Mim.  Corp.  sec  698a ;  Backus  v.  City  of  Detroit, 
49  Mich.  110, 13  N.  W.  380,  43  Am.  Rep.  447 ;  Pierce,  R.  R  241 ; 
Broome  v.  Telegraph  Co.,  2  Am.  Electl.  Cas.  259,  42  N.  J.  Eq. 
141,  7  AtL  851 ;  Palmer  v.  Electric  Co.,  7  Am.  Electl.  Cas.  298, 
158  N.  Y.  231,  52  N.  E.  1092,  43  L.  R  A.  672,  Carpenter  v.  Elec- 
trie  Co.,  7  Am.  Electl.  Cas.  312,  178  111.  29,  52  N.  E.  973,  43  L. 
R  A.  645,  69  Am.  St  Rep.  286 ;  Light  Co.  v.  Hart,  1  Pa.  Dist.  R 
571 ;  Tiffany  v.  lUxjuminating  Co.,  1  Am.  Electl.  Cas.  629,  51  N.  Y. 
Super.  Ct  280;  Crosw.  Electricity,  sec.  126;  and  Lewis,  Em. 
Dom.  sec.  131. 

Nor  can  it  avail  defendant  that  the  city  of  Columbus  has  given 
consent  to  its  use  of  these  streets, — and  we  do  not  undertake  to  de- 
termine here  whether  such  consent  has  or  not  been  legally  given ; 
for  the  city  has  and  can  have  no  power  to  legalize  or  sanction  such 
taking.  The  electric  lighting  by  defendant  is  not  of  the  streets  and 
for  the  city.  It  is  wholly  for  private  use.  Hence  it  is  a  private 
purpose,  and  is  not  a  street  purpose  in  any  aspect  of  it  Its  use  of 
these  streets  is  not  such  as  was  contemplated  by  the  original  dedica- 
tion. On  the  contrary,  the  maintenance  of  its  structures  devolves 
new  burdens  upon  the  land, — ^burdens  calculated  to  materially  im- 
pair the  rights  of  the  owner  in  the  street.  The  plaintiff's  evidence 
tends  to  show  that  the  impairment  of  the  value  of  plaintiff's  lot 
would  be  serious,  and  no  evidence  was  offered  by  defendant  to  the 
oantrary.  If  the  company  has  the  right  to  plant  two  poles,  with 
nine  electric  lines  or  wires,  it  has  by  the  same  authority  the  right 
to  plant  twenty  poles  with  ninety  wires.  It  is  a  question  of  right, 
and  ri^t  only.    We  are  not  required  to  determine  whether  the  im- 
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pairment  will  be  much  or  little.  If  it  is  appreciable  in  character 
and  amount,  the  plaintiff  is  entitled  to  relief. 

Nor  is  the  defendant's  contention  aided  by  its  contract  with  the 
city  for  the  placing  of  the  fire-alarnr  box  upon  its  iron  pole.  The 
finding  shows  that  such  pole  is  not  necessary  for  the  city's  use,  and 
that  a  post  much  less  objectionable  in  character,  or  a  pole  main- 
tained at  a  point  where  it  would  be  likely  to  cause  less  obstruction, 
to  access,  would  serve  the  city  just  as  well.  It  is  to  be  borne  in. 
mind  that  the  city's  control  of  the  streets  is  confined*  to  street  pur- 
poses, and  is  not  for  general  municipal  purposes.  The  distinction 
is  obvious.  The  primary  object  of  highways  is  for  public  traveL 
As  expressed  by  Dickman,  J.,  in  Cincinnati  Inclined  Plane  By. 
Co,  V.  Telegraph  Ass'n,  supra,  "  the  primary  and  dominant  pur- 
pose of  their  establishment  was  to  facilitate  travel  and  transporta- 
tion.'^  Whatever  is  a  necessary  incident  to  that  use,  the  city  may 
provide.  Sewers,  for  instance,  drain  the  surface  water,  and  thus 
relieve  the  streets  from  impairment  and  destruction,  and  in  this 
respect  sewers  are  for  a  street  purpose,  while  in  addition  they  may 
drain  abutting  property,  thus  tending  to  promote  the  public  healthy 
and  in  this  respect  they  serve  a  municipal  purpose.  The  same  may 
be  said  as  to  water  supply  for  cleansing  and  sprinkling  the  streets, 
and  by  owners  of  property  abutting  for  cleaning  and  domestic  uses, 
and  for  the  extinguishment  of  fires.  Light,  also,  is  necessary  for 
street  purposes,  and  is  convenient  for  the  use  of  citizens,  thus  serv- 
ing two  uses, — one  a  street  purpose,  and  the  other  a  municipal  pur- 
pose. But  a  fire-alarm*  apparatus  is  strictly  a  municipal  conven- 
ience. It  does  not  enter  necessarily  into  the  control  of  streets.  So 
is  would  seem  that  the  city's  right  to  maintain  a  pole  for  fire-alarm 
purposes  may  not  be  entirely  clear,  although  we  are  not  called  upon 
in  this  case  to  pass  upon  that  question,  and  do  not  undertake  to 
do  so. 

The  right  of  the  abutting  owner  to  the  unimpaired  use  of  the 
street,  and  to  be  compensated  for  new  and  additional  burdens  im- 
posed by  diversion  of  the  street  to  new  uses,  is  recognized  and  en- 
forced by  a  number  of  sections  of  our  Revised  Statutes,  which, 
without  quoting  their  provisions,  are  here  cited  for  reference,  viz., 
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aections  3456,  3457,  and  6448.  They  are  cited  only  as  showing  a 
legislative  purpose  to  conserve  the  rights  of  abutting  owners. 

From  the  foregoing  it  results  that  the  concliision  of  law  found 
by  the  Circuit  Court  is  an  erroneous  one ;  that  the  holding  of  the 
Common  Pleas  is,  under  the  admitted  facts,  the  true  rule ;  and  that 
the  plaintiff  is  entitled  to  the  remedy  accorded  by  the  latter  court 
A  judgment  for  plaintiff  will  therefore  be  entered  here,  perpetu- 
ally enjoining  the  maintenance  of  the  poles  and  wires  complained 
of,  and  a  mandatory  injunction  ordered,  requiring  their  removaL 

Judgment  accordingly. 

WiLxiAMS,  C.  J.,  and  Bubket,  Davis,  and  Pmce,  JJ.,  concur. 


Bii^ts  9t  abmttlac  ownvrm  to  oompea(iavi<»m  tor  «••  of  tftroots  by 

•lootrio  lisht  eoatpaaieB. — The  weight  of  authority  is  in  favor  of  the  prop^- 
siiUoB  thmt  the  maintenance  of  poles  and  wires  of  an  electric  light  system  for 
the  purpoee  of  lighting  the  streets  of  a  city  is  a  public  use,  and  not  incon- 
nstant  with  the  terms  of  the  trust  under  which  the  municipality  holds  the  fee 
«f  the  streets.  The  erection  and  maintenance  of  such  poles  and  wirea  is  not, 
therefore,  an  additional  servitude  upon  the  street,  and  an  abutting  owner  is 
Bot  entitled  to  compensation.  Tuttle  v.  Brush  Elect.  III.  Co.,  1  Am.  Electl. 
Cas.  608,  60  N.  Y.  Super.  Ct  464 ;  People  ex  rel.  McManus  v.  Thompson,  1  Am. 
SleeCl.  Caa.  654,  65  How.  Pr.  (N.  Y.)  407;  Johnson  v.  Thomson-Houston 
Elect.  Co.,  3  Am.  Electl.  Cas.  203,  54  Hun  (X.  Y.),  469,  7  N.  Y.  Supp.  716; 
Elect.  Construction  ^9.  v.  Heffeman,  3  Am  Electl  Cas.  207,  68  Hun  (N.  Y.), 
C06,  12  N.  Y.  Supp.  336;  Consumers*  Gas  d  Elect.  L.  Co.  v.  Congress  Spring 
Co.,  3  Am.  Electl.  Cas.  211,  61  Hun  (N.  Y.),  133,  15  N.  Y.  Supp.  624;  Loeber 
9.  Butt  Cen.  hieci.  Co.,  5  Am  Electl.  Cas.  130,  16  Mont.  1,  30  Pac.  912; 
Palmer  v.  Larchmant  Elect.  Co.,  7  Am.  Electl.  Cas.  298,  158  N.  Y.  231,  52  N. 
£.  1002.  Contm,  McLean  v.  Brush  Elect.  L.  Co.,  1  Am.  Electl.  Cas.  483,  0  Cin. 
Law  Bull.  65;  Baverford  Elect  L.  Co.  v.  Hart,  4  Am.  Electl.  Cas.  148,  13  Pa. 
Co.  a.  R.  369. 

But  if  the  electrict  light  company  has  no  contract  with  the  municipality  for 
the  lighting  of  its  streets  and  only  uses  the  streets  for  the  purpose  of  fur- 
nishing light  to  private  individuals,  an  additional  burden   is  imposed  upon 
the  streets  by  the  occupancy  thereof  with  poles  and  wires,  and  the  abutting 
owners  are  entitled  to  compensation,  and  may  maintain  actions  in  equity  to 
compel  the  removal  of  the  polea  and  wires.     Carpenter  v.  Capital  Elect.  Co., 
7  Am.  Electl.  Cas.  312,  178  111.  29,  52  N.  E.  973;  Andreas  v.  Oaa  d  Elec.  Co,, 
7  Am.  Electl.  Cas.  319,  61  N.  J.  Eq.  69,  47  Atl.  555;  Tuttle  v.  Brush  Electl. 
lU.  Co.,  1  Am.  Electl.  Cas.  508,  50  N.  Y.  Super.  Ct.  464. 

The  Legislature  has  no  power  to  grant  permission  to  erect  electric  light 
poles  so  as  to  substantially  impair  the  easement  of  an  abutting  owner  in  light, 
air  and  access  to  and  from  the  street,  without  providing  for  compensation. 
Tifdfiy  V.  V.  8.  III.  Co.,  1  Am.  Electl.  Cas.  629,  67  How.  Pr.  (N.  Y.)  73. 
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Ohio;  Supreme  Court. 

!•  CONimCNATION  OF  BAILBOAO  BIGHT  OP  WAY  BT  TELBOBAPH  COICPAHT. — ^Ib  ft 

proceeding  instituted  in  the  probate  court  by  a  magnetic  telegraph  com* 
pany,  under  the  provisions  of  sections  3456  to  3459,  inclusive.  Rev.  Si. 
1802,  for  the  purpose  of  appropriating  to  its  use  a  part  of  the  right  of 
way  of  a  railroad  company  organized  under  the  laws  of  Ohio,  it  is  neces- 
sary and  jurisdictional  for  that  court  to  hear  and  determine,  and  so  enter 
of  record,  that  the  easement  sought  to  be  appropriated  by  such  telegraph 
company  will  not  in  any  material  degree  interfere  with  the  practical 
uses  to  which  the  railroad  company  is  authorized  to  put  such  right  of 
way.  The  burden  of  proof  to  establish  that  fact  is  upon  the  telegraph 
company,  and,  until  the  court  has  s<v  determined,  it  is  without  juria- 
diction  to  order  an  appropriation,  and  impanel  a  jury  for  the  assessmeiit 
of  compensation  to  the  railroad  company. 
2.  Measubb  of  compensation. — When  the  necessary  preliminary  facts  are 
found  as  prescribed  by  the  statute,  and  the  case  proceeds  to  an  inquiry 
as  to  the  compensation  due  the  railroad  company,  the  measure  of  com* 
pensation  is  the  amount  of  decrease  in  the  value  of  the  use  of  the  right 
of  way  for  railroad  purposes  which  will  result  from  the  easement  appro- 
priated and  used  by  the  telegraph  company. 
(Syllabus  by  the  court.) 

Error  by  defendant  from  judgment  for  plaintiff.     Reported  67 
Ohio  St.  306,  67  N.  E.  890 ;  decided  May  19,  1903. 
Statement  of  facts : 

On  August  30,  1899,  the  defendant  in  error,  the  Ohio  Postal  Telegraph 
Cable  Company,  filed  in  the  Probate  Court  of  Crawford  county  its  petition 
against  the  plaintiff  in  error  and  the  holders  of  certain  trust  deeds,  securing 
certain  bonded  indebtedness  owing  by  the  railway  company,  the  purpose  and 
prayer  of  which  petition  were  to  obtain  by  appropriation  the  right  of  the 
Ohio  Postal  Telegraph  Cable  Company  to  enter  upon  and  occupy,  for  the 
erection  and  operation  of  its  telegraph  line,  five  feet  of  the  right  of  way  of 
the  plaintiff  in  error,  from  the  city  of  Cleveland,  Ohio,  to  the  State  line  at 
Union  City;  the  five  feet  to  be  of  the  outer  and  southerly  part  of  said  right 
of  way.    The  right  to  make  the  appropriation  is  asserted  under  the  provisiona 
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of  KctioiiB  3456  to  3459,  inclusive,  Rev.  St.  1892.  The  plaintiff  in  that  pro- 
ceeding in  the  Probate  Court  alleged  its  corporate  capacity  under  the  laws  of 
Ohio,  and  that  the  railway  company  owns  a  right  of  way  for  railroad  pur- 
poses, about  100  feet  in  width  from  Cleveland  to  Union  City,  and  that  the 
petitioner  needed  a  line  of  telegraphic  communication  between  these  cities 
tad  beyond,  and  that  the  most  direct,  safe  and  practicable  route  for  the  con- 
itnieti<m  of  its  line  is  on  and  along  the  right  of  way  of  said  railway  com- 
psoy,  and  that  the  board  of  directors  of  the  Telegraph  Cable  Company  had 
duly  adopted  a  resolution  declaring  it  to  be  necessary  to  appropriate  the  right 
to  use  five  feet  of  the  southerly  side  of  the  right  of  way,  and  that  it  had  been 
nnable  to  agree  with  the  railway  company  as  to  the  compensation  to  be  paid. 
The  petition  further  details  the  character  of  poles  to  be  erected,  the  wires 
to  be  stning,  and  other  fixtures  which  the  Telegraph  Cable  Company  would 
fUce  on  the  strip  so  to  be  appropriated ;  also  "  that  the  erection  of  the  line 
of  telegraph  upon  the  right  of  way  will  not  in  any  material  degree  interfere 
with  the  practical  or  usual  and  ordinary  uses  to  which  said  railway  com- 
pany is  authorized  to  put  such  right  of  way."  The  petition  was  afterwards 
amended  to  claim  the  right  of  appropriation  from  a  point  one-half  mile  west 
if  Bereft  Station,  in  Cuyahoga  county,  on  the  southerly  side  of  the  right  of 
way,  to  Shelby  Station,  in  Richland  county,  thence  across  the  right  of  way 
to  ^e  northerly  side  thereof,  and  to  continue  on  the  northerly  five  feet  of 
the  right  of  way  to  Union  City,  on  the  State  line.  After  service  had  been 
dnly  made,  the  Railway  Company  filed  an  answer,  upon  which  the  preliminary 
hearing  was  had  in  the  Probate  Court.  The  answer  is  a  general  denial  of 
oaeh  and  every  allegation  in  the  petition  and  the  amendments  made  thereto. 
It  is  stated  in  briefs  of  counsel  that  on  the  hearing  the  Ohio  Postal  Tele- 
graph Cable  Company  introduced  as  part  of  its  evidence  the  charter  issued 
to  it  by  the  State  of  Ohio,  the  organization  of  the  company  thereunder,  elec- 
tion of  oflScers,  and  certain  proceedings  of  its  board  of  directors  declaring  the 
necessity  for  appropriating  the  portion  of  the  right  of  way,  and  that  there- 
npon  the  railway  company  sought  to  defeat  the  right  of  the  Telegraph  Cable 
Company  to  institute  the  proceedings  by  showing  that  there  had  been  no 
payments  made  upon  any  of  its  capital  stock,  without  which  it  could  transact 
no  business.  This  latter  point  seems  to  have  failed,  no  doubt  because  it  is 
immaterial ;  and,  after  hearing  the  evidence  ofTered,  the  Probate  Court  made 
the  following  findings  and  order:     "Tuesday,  January  16,  1900.     This  cause 

having  been  continued  from  the day  of  November,  A.  D.  1899,  being  the 

day  theretofore  fixed  by  the  court  for  the  hearing  of  this  cause,  until  the 
27th  day  of  November,  A.  D.  1899,  upon  said  last-nauicd  date  came  the  plain- 
tiff by  its  attorneys,  and  also  the  defendant,  the  Cleveland,  Cincinnati,  Chicago 
k  St.  Louis  Railway  Company,  by  its  attorneys,  and  this  cause  came  on  for 
hearing  upon  the  petition  of  the  plaintifT  filed  herein,  and  the  answer  of  said 
defendant  railway  company,  all  of  the  defendants  having  been  duly  and  legally 
lerred  with  process  or  by  publication  herein,  and  upon  the  questions  of  the 
existence  of  the  corporation,   its  right  to  make  the  appropriation,   its   in- 
ability to  agree  with  the  owners  of  the  property,  and  the  necessity  for  the 


254  Amebican  Electbical  Gases.  [vol.  8 

Cleveland,  C.  C.  &  St.  L.  Ry.  Co.  v.  Ohio  Postal  Tel.  Cable  Co.  et  al. 

appropriation,  and  the  same  was  heard  upon  the  evidence  offered  by  the  par- 
ties, and  was  argued  by  counsel,  and  the  court,  not  being  fully  adyised  in  the 
premises,  took  the  same  under  advisement;  and  now,  on  this  16th  day  of 
January,  A.  D.  1900,  the  court,  being  fully  advised  in  the  premises,  do  find 
that  the  plaintiff  is  a  corporation,  and  has  a  legal  right  to  make  the  appro- 
priation of  the  property  described  in  the  petition,  as  prayed  for;  that  tho 
plaintiff  is  unable  to  agree  with  the  owners  of  the  property  as  to  the  amount 
of  compensation  to  be  paid  therefor;  and  that  theie  is  a  necessity  for  such 
appropriation  as  prayed  for  in  the  petition;  and  the  court,  proceeding  as 
directed  by  statute,  orders  and  directs  that  a  jury  be  drawn  as  required  l^ 
law,  returnable  at  a  time  to  be  hereafter  fixed  by  the  court.  To  all  of  which 
findings  of  the  court  the  defendants  at  the  time  excepted.  Chablbs  Kiiiii- 
INGEB,  Probate  Judge."  The  railway  company  filed  a  motion  for  a  new 
trial  March  3,  1900.  This  motion  was  overruled  on  March  22,  1900,  and 
a  bill  of  exceptions  as  to  the  proceedings  on  preliminary  hearing  was  allowad 
for  the  Railway  Company  April  23,  1900.  After  making  the  findings  and 
order  of  January  16,  1900,  the  Probate  Court  ordered  a  jury  to  assess  to  the 
railway  company  compensation  on  account  of  the  appropriation.  A  jury  was 
drawn  and  impaneled,  and  the  case  heard.  A  verdict  of  $6,750  was  returned 
by  the  jury  and  confirmed  by  the  court.  The  motion  for  new  trial  filed  l^ 
the  Telegraph  Cable  Company  was  overruled.  One  of  the  grounds  of  the 
motion  was  that  the  verdict  was  excessive.  Error  was  prosecuted  in  the 
Court  of  Common  Pleas  by  the  Postal  Telegraph  Cable  Company  to  reverse 
the  Probate  Court  and  obtain  a  new  trial.  The  Court  of  Common  Pleas 
found  error  and  reversed  the  judgment  of  the  Probate  Court,  and  set  aside 
said  verdict,  but  retained  the  case  ior  trial  in  the  Court  of  Common  Pleas  as 
to  the  question  of  compensation.  Trial  was  had  to  a  jury  in  that  court,  and 
a  verdict  for  $500  compensation  returned  March  2*,  1901,  which  verdict  was 
confirmed  on  March  30,  1901.  During  the  trial,  exceptions  were  taken  to  the 
exclusion  of  evidence  offered  by  the  Railway  Company,  and  also  exceptions 
to  the  charge  of  the  court,  and  for  refusing  to  charge  as  requested.  Error  is 
prosecuted  in  this  court  by  the  Railway  Company  to  reverse  the  judgments 
of  the  lower  courts. 

E.  A.  Foote,  John  T.  Dye  and  H.  D.  EstabrooJc,  for  plaintifif  in 
error. 

Henry  &  Robert  Newbegin  and  Frank  L.  Loesch,  for  defendants 
in  error. 

Opinion  by  Pbice,  J. : 

The  controversy  between  the  parties  to  this  case  opened  in  the 
Probate  Court  of  Crawford  county  in  August,  1899,  and  it  has 
been  carried  on  with  unremitting  vigor  through  that  and  the  inter* 
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Tening  courts,  and  its  various  phases  have  been  elaborately  pre- 
sented to  this  court  in  briefs.  Some  of  the  arguments  and  a  large 
amount  of  statistical  and  historical  matter  found  in  the  almost  un- 
limited brief  for  plaintiff  in  error  are  wholly  superflous,  and  we 
•re  asked  to  pass  upon  numerous  questions  which  counsel  discuss 
therein,  many  of  which  are  no  longer  material,  and  tend  only  to 
obscure,  if  not  to  lose  sight  of,  the  necessary  vital  points  found  in 
the  record.  Sifting  the  wheat  from  the  chaff  of  the  case,  the  sub- 
ject of  our  labor  may  be  divided  into  two  branches :  (1)  The  pro- 
ceedings had  on  the  petition  of  the  Ohio  Postal  Telegraph  Cable 
Company  against  the  railway  company  in  the  Probate  Court  for 
the  purpose  of  appropriation  to  its  use  of  part  of  its  right  of  way, 
and  which  is  called  the  ^^  preliminary  hearing;  "  (2)  the  questions 
arising  on  the  trial  before  the  jury  for  the  assessment  of  com- 
pensation to  the  railway  company. 

1.  It  is  forcibly  pressed  upon  our  attention  by  counsel  for  de- 
fendant in  error  that,  by  reason  of  the  neglect  of  plaintiff  in  error, 
the  proceedings  at  the  preliminary  hearing  are  not  before  us,  be- 
eause  its  motion  for  a  new  trial  was  not  filed  within  the  statutory 
time  in  such  cases,  and  that  the  bill  of  exceptions  purporting  to 
contain  the  preliminary  proceedings  was  not  prepared  and  allowed 
within  the  time  prescribed  by  statute.      And  we  are  cited  to  the 
record  of  the  Court  of  Common  Pleas,  where  we  find  that,  for  the 
above  reasons,  that  court  struck  from  the  files  the  bill  of  excep- 
tions and  dismissed  the  petition  in  error  filed  therewith  by  the 
railway  company.      And  we  further  find  that  the  Circuit  Court 
affirmed  the  Court  of  Common  Pleas  in  so  doing.     This  is  com- 
plained  of  in  this  court  as  erroneous,  in  case  No.  7,778,  between 
the  same  parties,  and  which  is  a  close  companion  of  this  case,  and, 
as  such,  will  be  decided  presently.     67  N.  E.  — .     However,  we 
do  not  regard  that  controversy  as  very  important  now,  and  we 
may  and  do  ignore  the  bill  of  exceptions,  as  being  properly 
stricken  from  the  case ;  and  yet  we  have  remaining  in  the  record 
a  vital  question  as  to  the  jurisdiction  acquired  by  the  Probate 
Court)  and  this  la  exhibited  in  the  certified  transcript  of  that  court, 
which  was  a  neoessaiy  part  of  the  record  in  each  of  the  reviewing 
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courts,  and  also  of  the  record  in  this  court.  This  is  properly  so, 
in  order  that  we  may  have  a  continuous  chain  of  the  controversy 
from  its  inception  in  August,  1899,  down  to  the  last  verdict  and 
judgment  of  the  trial  court  in  March,  1901. 

An  issue  was  made  up  between  the  defendant  in  error  and  the 
railway  company,  when  the  latter  denied  each  and  every  allega- 
tion of  the  petition  asking  the  appropriation.  The  petition  was 
more  than  the  ordinary  petition  to  appropriate  the  properly  of 
another,  and  it  was  so  necessarily,  because  the  statute  imder  which 
the  petitioner  was  proceeding  required  averments  of  fact  not  usual 
or  required  in  other  cases  of  appropriation.  After  fully  describ- 
ing what  ground  it  desired  to  use,  and  what  it  expected  to  place 
and  erect  on  the  premises  desired,  and  other  facts  to  give  the  court 
jurisdiction  to  hear  the  case,  it  is  alleged;  "  Plaintiff  says  that  the 
erection  of  said  telegraph  line  upon  said  right  of  way  of  said  rail- 
way company  will  not  in  any  material  degree  interfere  with  the 
practical  or  usual  and  ordinary  uses  to  which  said  railway  com- 
pany is  authorized  to  put  such  right  of  way,  but  that  if  this  honor- 
able court,  nevertheless,  shall  be  satisfied  that  the  construction  of 
said  line  in  any  place  will  interfere  in  any  material  degree  with 
such  use  of  the  right  of  way  by  the  defendant  railway  company, 
this  plaintiff  hereby  offers  and  stands  ready  at  all  times  to  con- 
struct and  erect  the  line  at  such  other  places  and  in  such  manner 
as  this  honorable  court  shall  direct  and  require." 

This  language,  as  a  part  of  the  petition,  would  naturally  occur 
to  the  pleader  on  the  reading  of  the  statute  under  which  the  tele- 
graph cable  company  was  proceeding.  The  act  authorizing  the 
steps  taken  by  defendant  in  error  was  passed  March  31,  1865  (62 
Ohio  Laws,  p.  72),  and,  so  far  as  we  know  judicially,  has  had  a 
silent  and  harmless  existence  until  it  was  invoked  in  this  case. 
By  section  3456,  Rev.  St.  1892,  a  magnetic  telegraph  company 
may  enter  upon  any  land,  whether  owned  by  an  individual  or  cor- 
poration, for  the  purpose  of  a  preliminary  survey  and  examina- 
tion, vnth  a  view  to  locating  and  erecting  its  lines,  and  that  it 
"  may  appropriate  so  much  thereof  as  may  be  deemed  necessary 
for  the  erection  and  maintenance  of  its  telegraph  poles,  piers^ 
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abutments^  wires  and  other  necessary  fixtures,  and  for  stations, 
and  the  right  of  way  over  such  lands  and  adjacent  lands  sufficient 
to  enable  it  to  construct  and  repair  its  lines."  The  next  section 
(3457)  limits  the  right  of  occupation  by  the  telegraph  company, 
so  that  it  may  not  interfere  with  buildings  and  inclosures  belong- 
ing to  the  landowner.  It  is  provided  in  section  3458 :  "  When 
lands  sought  to  be  appropriated  for  lines  of  magnetic  telegraph, 
are  held  by  a  corporation  incorporated  ujider  any  law  of  this 
State,  whether  held  by  purchase,  or  in  virtue  of  any  appropriation 
authorized  by  its  charter  or  by  any  law  of  this  State,  the  right  of 
the  company  to  appropriate  such  lands  shall  be  limited  to  such 
use  of  the  same  as  shall  not  in  any  material  degree  interfere  with 
the  practical  uses  to  which  the  company  is  authorized  to  put  such 
lands  under  its  charter.     .     .     ." 

Because  of  this  express  limitation  on  the  right  to  appropriate 
the  lands  of  an  Ohio  corporation,  it  was  incumbent  upon  the  tele- 
graph cable  company  to  plead  in  its  petition  a  proposed  condition 
which  would  be  within  the  statutory  limitation,  and  it  so  pleads, 
as  we  have  quoted  from  that  petition.  Therefore,  when  the  rail- 
way company  denied,  as  it  did,  each  and  every  allegation  in  the 
petition,  the  averment  quoted  was  put  in  issue,  and  the  burden  of 
proof  was  upon  the  petitioner  to  satisfy  the  Probate  Court  of  the 
truth  of  that,  as  well  as  other  jurisdictional  averments.  It  is  not 
difficult  to  see  how  important  the  inquiry  would  be  on  this  subject 
of  probable  conflicting  uses.  In  this  case  the  property  to  be  used 
is  the  right  of  way  of  a  railroad  company  holding  an  Ohio  charter, 
as  the  petition  avers,  and  it  devolved  upon  the  petitioner  to  satisfy 
the  Probate  Court  that  the  use  and  occupancy  it  desired  would 
not  "  in  any  material  degree  interfere  with  the  practical  uses  to 
which  the  company  is  authorized  to  put  such  lands  under  its  char- 
ter." This  recognizes  the  well-settled  rule  that  property  devoted 
to  one  use  cannot  be  subjected  to  another  use  unless  it  be  con- 
sistent with  the  first.  The  briefs  of  counsel  are  silent  on  this 
subject,  and  we  cannot  find  in  them  any  statement  tending  to  show 
whether  or  not  any  evidence  was  introduced  on  the  preliminary 
VOL.  viii — 17 
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hearing  touching  this  question ;  and,  unless  we  look  into  the  for- 
bidden bill  of  exceptions,  we  cannot  know  with  absolute  certainty. 
But  we  have  a  right  to  assume  that  no  such  testimony  was 
offered  or  received,  because  the  record  of  the  Probate  Court  is 
entirely  silent  and  contains  no  finding  upon  the  subject,  and  in 
this  we  think  that  record  is  fatally  defective. 

Section  3459,  Kev.  St.  1892,  provides  that  "  the  right  of  such 
company  to  use  lands  held  by  a  railroad  company,  for  the  perma- 
nent structures  of  said  telegraph,  shall  be  limited  to  the  land 
which  lies  within  five  feet  of  the  outer  limits  of  the  right  of  way 
of  the  railroad  company,  where  it  is  practicable  to  erect  the  line 
within  those  limits ;  when  the  company  seeks  to  appropriate  lands 
that  lie  beyond  those  limits,  its  petition  must  set  forth  the  facts, 
showing  that  it  is  impracticable  to  erect  such  line  within  said 
limits.  .  .  .  The  Probate  Court  shall  in  all  instances  deter- 
mine, if  it  be  controverted  by  the  railroad  company,  whether  the 
erection  of  the  line  at  the  place  or  places  designated,  will  in  any 
material  degree,  interfere  with  the  practical  uses  to  which  such 
railroad  company  is  authorized  to  put  such  lands,  and  if  the  court 
is  satisfied  that  it  will  so  interfere,  it  shall  reject  the  petition,  or 
require  the  structure  to  be  erected  at  such  other  place  or  places, 
as  the  court  shall  direct     .     .     ." 

In  the  case  at  bar  the  telegraph  company  desired  to  appropriate 
to  its  use  the  outer  five  feet  of  the  right  of  way  of  the  railroad 
company,  and  it  alleged  that  such  use  would  not  interfere  in  any 
material  degree  with  the  practical  uses  of  the  right  of  way  by  the 
railroad  company.  This  was  controverted  by  the  latter  company 
by  answer  in  the  Probate  Court.  On  the  controversy,  the  above 
statutes  make  it  the  duty  of  that  court  to  determine,  as  a  juris- 
dictional fact,  whether  or  not  the  desired  use  and  occupancy  will 
interfere  in  any  material  degree  with  the  practical  uses  the  rail- 
road company  has  a  right  to  make  of  its  right  of  way.  The  court 
had  no  discretion  on  the  subject,  because  the  statute  is  mandatory. 
It  is  a  wise  provision,  and  is  intended  to  ascertain,  to  some  extent, 
at  least,  in  advance  of  calling  of  a  jury  to  assess  compensation, 
whether  the  desired  use  will  be  compatible  with  the  rights  of  the 
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rtilroad  company.     How  does  the  record  stand  on  this  point  ?    As 
seen  from  the  entry  copied  in  the  statement  of  this  case^  the 
Probate  Court  made  no  finding  on  the  issue  joined  as  to  the  con- 
flicting use.     The  findings  are  such  only  as  are  made  in  the  ordi- 
nary case  for  the  appropriation  of  property,  as  follows :    "  Now, 
on  this  16th  day  of  January,  A.  D.  1900,  the  court,  being  fully 
advised  in  the  premises,  do  find  that  the  plaintifP  is  a  corporation, 
and  has  a  legal  right  to  make  the  appropriation  of  the  property 
described  in  the  petition  as  prayed  for ;  that  the  plaintiff  is  unable 
to  agree  with  the  owners  of  the  property  as  to  the  amount  of  com- 
pensation to  be  paid  therefor;  and  that  there  is  a  necessity  for 
inch  appropriation,  as  prayed  for  in  the  petition ;  and  the  court, 
proceeding  as  directed  by  statute,  orders  and  directs  that  a  jury 
be  drawn,"  etc.     These  findings  are  such  as  are  contemplated  by 
section  6420,  Rev.  St.  1892,  which  is  a  part  of  the  general  act  for 
appropriation  of  property.     But  the  telegraph  company,  in  order 
to  avail  itself  of  that  act,  to  enter  upon  and  appropriate  the  use 
of  a  part  of  a  right  of  way  from  another  corporation,  must  bring 
itself  within  the  provisions  of  the  law  which  authorize  such  a  pro- 
ceeding, and  plead  and  prove  the  additional  jurisdictional  fact 
upon  which  the  court  can  authorize  the  appropriation.     The  facts 
were  pleaded,  but  no  hearing  was  had  upon  them,  as  we  assume, 
for  the  court  did  not  pass  upon  them.     We  regard  the  finding  re- 
quired in  section  3459,  supra,  as  essentially  jurisdictional,  and 
that  it  would  be  the  chief  stone  in  the  foundation  upon  which  the 
telegraph  company  must  base  its  right  to  institute  and  conduct  the 
inquiry  as  to  compensation  to  the  owner;  and  where  this  chief 
stone,  prescribed  by  statute  to  be  laid  at  the  preliminary  hearing 
is  absent,  the  superstructure  will  not  withstand  attack,  especially 
when  made  in  a  direct  proceeding.      Adopting  the  above  course 
of  reasoning,  we  are  of  opinion  that  the  Probate  Court  did  not 
obtain  jurisdiction  to  order  the  appropriation  and  make  the  order 
of  an  inquiry  of  compensation  before  a  jury.      If  the  petitioner 
made  no  proof  under  section  3458,  Kev.  St.  1892,  the  petition 
should  have  been  rejected. 
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2.  What  we  have  said  under  the  first  branch  of  the  case  might 
well  terminate  our  labor;  but,  as  the  reversal  will  take  the  case 
back  to  the  Probate  Court  for  a  new  preliminary  hearing  on  the 
petition  and  answer,  it  is  best  to  dispose  of  the  grave  contention 
concerning  the  true  measure  of  damages  to  be  adopted  for  the  guid- 
ance of  the  jury,  if  the  case  should  reach  that  stage,  and  require,  as 
it  would,  an  inquiry  and  assessment  of  compensation.  •  The  record 
of  the  trial  on  this  subject  in  the  lower  court  discloses  many  vain 
efforts  on  the  part  of  the  railroad  company  to  introduce  some  evi- 
dence of  the  threatened  invasion  of  its  rights,  and  its  injurious 
consequences.  It  succeeded  in  qualifying  some  of  its  witneasea 
to  give  testimony  as  to  the  value  of  its  right  of  way  with  and  with- 
out the  incumbrance  of  the  telegraph  company,  but  they  were  not 
allowed  to  state  what  the  difference  in  value  would  be.  Various 
other  forms  of  inquiry  were  resorted  to  in  order  to  reach  the 
measure  of  compensation,  but  none  were  satisfactory  to  the  court, 
and  in  the  end  there  was  no  evidence  admitted  upon  which  the 
jury  could  pass.  Therefore  the  verdict  of  the  jury  was  rendered 
practically  without  any  evidence,  except  it  be  the  charge  of  the 
court.  Some  of  the  evidence  offered  was  properly  excluded,  but, 
in  all  the  rulings  of  the  court  upon  the  constant  controversies  over 
the  introduction  of  testimony,  the  court  was  content  with  sustain- 
ing objections,  and  at  no  time  did  it  undertake  to  lay  down  any. 
rule  by  which  counsel  might  be  guided.  And  after  the  close  of 
all  vain  efforts,  the  court,  after  reading  the  petition  and  answer, 
gave  the  following  and  only  charge :  "  The  court  charges  you 
that  the  damages  sustained  by  the  railroad  company  by  such  use 
of  said  5-foot  strip  by  the  plaintiff,  the  telegraph  company,  can 
only  be  nominal  damages.  Nominal  damages  in  this  case  may  be 
anywhere  from  $100  to  $500.  Your  verdict  will  be  for  the  de^ 
fendant  for  such  damages  as  you  find  it  has  sustained,  within  the 
above  limits."  The  jury  took  the  suggestion  of  the  court  and  re- 
turned a  verdict  for  $500.  In  our  judgment  the  instruction  is 
not  the  law  of  the  case,  nor  is  it  even  a  faithful  remembrance  of 
the  meaning  of  "  nominal  damages."  It  is  said  that  the  trial 
court  obtained  the  above  standard  of  compensation  from  the  fol- 
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lowing  and  similar  cases  cited  in  brief  of  defendant  in  error: 
Mobile  &  Ohio  R.  Co.  v.  Postal  Tel.  Cable  Co.  (Tenn.),  46  S.  W. 
571y  41  L.  R.  A.  403  ^  case  between  same  parties,  before  Supreme 
Court  of  Alabama,  24  South.  408 ;  Postal  Tel.  Cable  Co.  of  Idaho 
9.  Oregon  Short  Line  R.  Co.  (C.  O.),  104  Fed.  623 ;  case  between 
same  parties  (C.  C.  A.),  Ill  Fed.  842;  Postal  Tel.  Cable  Co.  of 
Otahv.  Oregon  Short  Line  R.  Co.  (Utah),  7  Am.  Electl.  Cas.  417, 
65  Pac  735 ;  St.  L.  &  C.  R.  Co.  v.  Postal  Tel.  Co.,  7  Am.  Electl. 
Cas.  423n,  173  111.  508,  51  K  E.  382 ;  C,  B.  &  Q.  R.  Co.  v. 
Chicago,  166  U.  S.  226,  17  Sup.  Ct.  581,  41  L.  Ed.  979.  We 
have  examined  those  cases,  and  the  facts  upon  which  they  stand, 
and  the  rule  held  in  most  of  them  is  entirely  different  from  the' 
instmetion  given  by  the  trial  court  in  this  case.  True,  in  two  of 
Ae  caaes  the  judges  deciding  them  use  the  term  "  nominal  dam- 
ages ^  as  the  standard  of  recovery,  but  it  was  a  conclusion  from 
the  facts  of  the  case  in  hand,  and  not  as  a  rule  of  law  to  govern 
in  other  cases.  The  two  cases  referred  to  are  Mobile  &  Ohio  R. 
Co.  V.  Postal  Tel.  Cable  Co.  (Tenn.),  46  S.  W.  571,  41  L.  R  A. 
403 ;  same  parties,  24  South.  408.  But  they  quote  and  approve 
Ae  rule  adopted  in  the  other  cases,  which  we  will  briefly  notice. 
In  Postal  Tel.  Cable  Co,  of  Idaho  v.  Oregon  Short  Line  R.  Co. 
(C.  C),  104  Fed.  623,  supra,  Beatty,  District  Judge,  held: 

**The  compensation  which  a  telegraph  company  is  required  to  pay  for  the 
riglit  to  constmct  and  maintain  its  line  upon  the  right  of  way  of  a  railroad 
eompany  is  the  amount  of  decrease  in  the  value  of  the  use  of  such  right  of 
way  for  railroad  purposes  which  will  result." 

That  case  went  to  the  Circuit  Court  of  Appeals,  where  it  was 
aflBrmed,  and' is  found  in  111  Fed.  842,  supra.  Other  questions 
than  compensation  were  involved,  on  which  the  District  Court  was 
affirmed,  and  the  Court  of  Appeals  would  not  reverse  alone  be- 
cause it  was  claimed  the  amount  of  compensation  was  inadequate ; 
that  question  .being  peculiarly  one  for  the  trial  court  rather  than 
a  court  of  error.  In  Postal  Tel.  Cable  Co.  of  Utah  v.  Oregon 
Short  Line  R.  Co.  (Utah),  7  Am.  Electl.  Cas.  417,  65  Pac.  735, 
supra,  the  court  found  as  a  fact  that  the  part  of  right  of  way 
sought  to  be  condemned  by  the  telegraph  company  was  idle  prop- 
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erty,  and  not  then  used  for  any  purpose  by  the  railroad  company, 
and  hence  the  opinion  as  to  nominal  damages.  In  St,  Louis  dk 
Cairo  R.  Co.  v.  The  Postal  Tel.  Co.,  173  111.  508,  61  N.  K  382, 
supra,  the  court  favored  the  rule  as  stated  in  Syl.  13 : 

"The  measure  of  damages  where  a  telegraph  company  condemna  a  riglit 
of  way  for  its  use  along  and  upon  a  railroad  right  of  way  is  the  yalue  of  ihm 
land  actually  taken  for  placing  the  poles,  and  the  extent  to  which  the  valoe 
of  the  use  of  the  portions  between  the  poles  and  under  the  wires,  for  railroad 
purposes,  is  diminished  by  their  use  by  the  telegraph  company." 

In  C.j  B.  it  Q.  R.  Co.  v.  Chicago,  supra,  the  city  of  Chicago 
instituted  proceedings  to  open  and  extend  one  of  its  public  streets 
over  the  tracks  of  the  railroad,  and  one  of  the  controversies  was 
over  the  measure  of  compensation  and  damages.  The  case 
reached  the  Supreme  Court  of  the  United  States,  as  foimd  in  166- 
TJ.  S.  266,  17  Sup.  Ct.  581,  41  L.  Ed.  979.  In  the  consideration 
of  the  amount  of  compensation  allowed  to  the  railroad  company 
in  the  State  courts,  the  Supreme  Court  of  the  United  States  de- 
cided that  it  could  not  examine  the  evidence  to  determine  whether 
the  verdict  was  inadequate  or  not,  inasmuch  as  its  review  was 
confined  to  fundamental  questions  of  law.  As  to  the  lawful 
measure  of  compensation  on  the  facts  of  that  case,  the  court  held 
the  following  proposition : 

**  In  a  proceeding  in  a  State  court  in  Illinois  to  ascertain  the  compaisatloii 
due  a  railroad  company,  arising  from  the  opening  of  a  street  across  its  tradoi 
— ^the  land,  as  such,  not  being  taken,  and  the  railroad  not  being  interfered 
with  only  so  far  as  the  right  to  its  exclusive  enjoyment  for  purposes  of  rail- 
road tracks  was  diminished  in  value  by  subjecting  the  land  within  the  cross- 
ing to  public  use  as  a  street — the  measure  of  compensation  is  the  amount  of 
decrease  in  the  value  of  its  use  for  railroad  purposes  caused  by  its  use  for 
purposes  of  a  street;  the  use  for  the  purposes  of  a  street  being  exercised 
jointly  with  the  company  for  railroad  purposes." 

Other  cases  cited  for  defendant  in  error  are  not  materially 
different,  and  we  will  not  review  them.  Enough  is  seen  in  all 
of  them  to  determine  that  the  competent  evidence  of  the  injury 
and  inconvenience  to  be  incurred  bv  creating  the  second  easement 
are  to  be  the  basis  of  just  compensation,  and,  unless  the  facts  show 
that  no  substantial  damage  will  l)e  sustained  by  the  railroad  com- 
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panjy  the  court  is  not  warranted  in  charging  the  jury  that  merely 
nominal  damages  can  be  recovered. 

The  petition  for  the  appropriation  in  this  case  detailed  the  size, 
height  and  character  of  poles  to  be  erected  on  the  right  of  way,  or 
the  five-foot  strip  thereof ,  and  the  other  fixtures  to  be  placed  along 
the  line.     Full  inquiry  was  competent  at  the  trial  for  compensa- 
tion to  develop  what  the  real  situation  would  be  when  the  tele- 
graph company  would  have  its  line  completed  and  in  operation. 
The  width  and  character  of  the  right  of  way  of  the  railroad  along 
the  entire  line  to  be  so  incumbered  is  also  competent,  so  that  the 
jury  might  have  as  fully  as  possible  what  the  new  use  by  the  tele- 
graph company  will  be.     Of  course,  it  will  not  and  cannot  appro- 
priate in  fee  simple  any  part  of  such  right  of  way,  nor  abridge 
the  ri^t  of  the  railroad  company  to  the  use  of  its  entire  right  of 
way,  except  so  far  as  it  may  be  necessary  for  the  new  easement 
to  be  created  and  used  for  a  line  of  telegraph ;  that  is,  to  plant  and 
erect  poles,  string  the  wires,  and'  make  a  complete  line  of  tele- 
graphic communication,  as  detailed  in  the  petition  for  appropria- 
tion, and  the  right  to  enter  and  go  along  the  line  to  make  needed 
improvements  and  repairs  inside  the  foregoing  limits.      Another 
observation  in  this  connection  should  not  be  overlooked,  and  in 
this  respect  the  statutes  of  this  State  may  be  unlike  tliose  of  States 
from  which  above  cases  have  been  taken.     Our  General  Assembly 
has  imposed  on  railroad  companies  certain  duties  in  caring  for 
and  maintaining  their  rights  of  way,  so  that  the  public,  and  especi- 
•lly  adjoining  landowners,  may  not  suffer  from  fires  which  start 
on  railroad  premises.     Other  restrictions  are  placed  upon  the  use 
and  condition  of  the  right  of  way.      Whatever  these  imposed 
obligations  may  be,  we  think  they  may  be  properly  taken  into  ac- 
connt,  inasmuch  as  the  telegraph  company  does  not  assume  them, 
nor  are  they  imposed  upon  it  by  reason  of  its  joint  occupancy  of 
a  part  of  the  right  of  way.      It  seems  quite  reasonable  that  when 
a  telegraph  company,  by  virtue  of  the  statute,  condemns  to  its 
use  a  part  of  the  premises  of  one  of  the  trunk-line  railroads  of  the 
country  for  the  distance  appearing  in  this  case,  more  than  mere 
nominal  damages  or  compensation  may  be  involved.      From  the 
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best  light  we  have  upon  the  law  applicable  to  this  case,  we  believe 
the  measure  of  compensation  should  be  the  amount  which  the  right 
of  way  of  the  railroad  company  for  railroad  purposes  is  dimin- 
ished in  value  by  the  proposed  easement  of  the  telegraph  company, 
or,  in  other  words,  the  amount  of  the  decrease  in  the  value  of  the 
use  of  such  right  of  way  for  railroad  purposes  which  will  be  caused 
by  the  appropriation  of  an  easement  on  the  saiie  for  the  purpose 
of  erecting  and  maintaining  a  telegraph  line  thereon.  It  may  be 
said  that  this  rule  should  be  modified  or  limited  in  its  application, 
because  of  the  provision  in  the  statute  authorizing  the  appropria- 
tion, whereby  the  railroad  company  at  any  future  time  may  notify 
the  tel^raph  company  that  it  needs  for  railroad  purposes  a  part 
or  all  of  the  ground  occupied  by  it,  in  which  event  the  telegraph 
company  is  required  to  yield  possession  and  locate  elsewhere.  We 
think  there  should  be  no  such  modification  for  that  reason.  The 
appropriating  company,  desiring  to  avail  itself  of  a  statute  eonr 
taining  such  a  provision,  assumes  all  the  risks  of  being  ousted  in 
whole  or  in  part,  and  ventures  upon  gaining  possession  and  hold- 
ing it  against  the  will  of  the  railroad  company.  The  latter  does 
not  welcome  the  new  companion,  and  it  may,  in  course  of  time,  be 
asked  to  give  way  to  the  needs  of  the  railroad.  But  it  may  not 
comply,  and  litigation  will  follow  to  secure  full  possession  to  the 
owner  of  the  right  of  way.  Of  the  probability  of  these  sequences, 
the  telegraph  company  has  full  knowledge,  and  it  cannot  insist 
that  such  probable  results  should  mitigate  the  compensation  to  be 
paid  for  the  right  of  appropriation. 

In  conclusion,  we  find  that  the  trial  court  erred  in  the  charge  to 
the  jury,  and  the  Circuit  Court  erred  in  affirming  the  judgment 
of  the  former.  The  judgments  of  the  Circuit  Court,  the  Court 
of  Common  Pleas  and  the  Probate  Court  are  reversed,  and  the  cause 
is  remanded  to  the  Probate  Court  for  a  new  preliminary  hearing 
on  the  petition,  and  answer  tliereto,  and  for  further  proceedings 
according  to  law.    Judgments  reversed. 

BuRKET,  C.  J.,  and  Spear,  Davis,  Shauoe:  and  Chew,  J  J., 
concur. 
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Pennsylvania  R.  R.  v.  Lilly  Bobouoh. 

Pennsylvania;  Supreme  Court, 

1.  Ebection  of  telegraph  une  along  bailboao. — ^A  railroad  oompany  har- 
ing  a  right  to  construct  a  line  of  railroad  over  certain  land,  with  all  the 
iiwidenta  iiBOtssary  for  its  operation  and  maintainanee,  haa  the  right  to 
erect  upon  such  lands  and  along  its  railroad  a  telegraph  line  without 
interference  by  the  municipality  through  which  it  runs;  and  the  purpose 
which  the  railroad  company  has  in  contemplation  in  erecting  sucti  tele- 
graph line  is  immaterial.       * 

Appeal  by  plaintiff  from  decree  refusing  a  preliminary  injuno- 
tion.  Decided  Nov.  9, 1903 ;  reported  207  Pa.  St  180,  56  Atii.  412. 

The  following  is  the  finding  of  facts  by  the  court  below:    ^ 

"(1)  That  the  Pennsylvania  Railroad  Company,  complainant,  acqidred 
from  the  commonwealth  of  Pennsylvania,  by  deed  poll  dated  the  3l0t  day  of 
July,  1857,  all  of  the  rights  which  the  conunonwealth  of  Pennsylvania  au- 
thorixed  to  be  granted  to  a  railroad  corporation  in  the  New  Portage  Railroad, 
etc,  by  virtue  of  an  act  of  assembly,  entitled  *  An  act  for  the  sale  of  the 
main  line  of  the  public  works,'  approved  the  16th  day  of  May,  1857. 

*'(2)  That  the  line  of  the  New  Portage  Railroad  passes  through  the  bor- 
cmgh  of  Lilly,  in  Cambria  county. 

*^(3)  That  the  poles  in  controversy,  and  which  form  the  subject  of  conten- 
tion in  this  proceeding,  were  being  erected  upon  the  line  of  the  New  Portage 
road,  which  is  owned  by  the  complainant  company. 

"(4)  That  the  New  Portage  Railroad,  or  part  thereof,  is  used  as  a  public 
thoroughfare  of  the  borough  of  Lilly,  and  has  been  so  used  for  forty  years 
and  upwards,  in  pursuance  of  an  order  of  court  declaring  the  same  a  public 

highway. 

•*(6)  That  a  line  of  telegraph  poles  was  located  on  and  along  said  New 
Portage  Railroad  for  about  forty  years,  and  was  removed  therefrom  by  the 
servants  of  the  Pennsylvania  Railroad  Company,  with  leave  of  the  author- 
ities of  Lilly  borough,  within  the  past  three  months. 

•*(6)  That  Lilly  borough  is  opposing  the  erection  of  a  new  line  of  tele- 
graph poles,  instead  of  the  ones  removed,  except  under  certain  conditions  and 
restrictions  to  be  imposed  by  the  borough  ordinance. 

"(7)  That  the  Pennsylvania  Railroad  Company  is  admittedly  an  existing 
Pennsylvania  corporation,  and  that  Lilly  borough  is  a  borough  located  in 
Cambria  county,  duly  organized  and  existing  under  the  laws  of  this  com- 
monwealth at  the  present  time. 

"(8)  That  the  complainant  company,  since  the  purchase  of  the  New  Port- 
age Railroad,  has  not  ceased  to  make  such  uses  of  it  where  the  same  lies  in 
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and  through  Lilly  borough,  as  from  time  to  time  became  necessary  for  comr 
plainant  company." 

The  material  conclusions  of  law  are  quoted  in  the  opinion  of 
the  Supreme  Court 

Argued  before  Mitchell^  C.  J.^  and  Dean^  Fell^  Brown, 
Mestrezat,  and  Potter^  J  J. 

H.  W.  Storey,  for  appellant 

J.  F.  McKenrich,  W.  Horace  22o^6>and  Forest  &  Percy  AUen 
Rose,  for  appellee. 

Opinion  per  Curiam  : 

The  learned  judge  below  found  as  a  fact  that  ^^  the  poles  in  con- 
troversy, and  which  form  the  subject  of  contention,  were  being 
erected  upon  the  line  of  the  New  Portage  Road,  which  is  owned 
by  the  complainant  company."  He  further  found  among  his  ccm- 
clusions  of  law:  "First,  That  the  Pennsylvania  Railroad  Com- 
pany has  a  full  and  complete  right  to  construct  a  line  of  railroad 
over  and  upon  the  land  known  as  the  New  Portage  Railroad, 
with  all  of  the  incidents  necessary  for  the  operation  and  main- 
tenance of  such  railroad  when  constructed  at  any  point  where 
the  line  of  said  New  Portage  Railroad  lies  within  the  limits  of 
the  State  of  Pennsylvania.  .  .  ."  But  "  inasmuch  as  we  have 
failed  to  find  as  a  fact  that  the  complainant  company  is  desirous 
of  erecting  a  line  of  telegraph  poles  and  wires  for  the  exclusive 
use  of  its  railroad  line  on  and  along  the  New  Portage  Railroad, 
in  the  borough  of  Lilly,  the  answer  having  raised  the  question, 
and  no  evidence  whatever  offered  to  prove  that  said  line  of  tele- 
graph poles  was  being  erected  for  the  use  of  the  railroad  company, 
complainant,  in  the  operation  of  its  line  of  railway,  we  are  con- 
strained to  refuse  the  prayer  of  the  petitioner  for  an  injunction.'* 
On  these  findings,  it  appears  that  the  complainant  was  in  the 
exercise  of  its  legal  rights  on  its  own  premises,  and  was  illegally 
interfered  with  by  the  respondent.  The  jurisdiction  of  equity  in 
such  cases  is  too  well  established  to  need  discussion.     The  reason 
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assigned  for  refusing  the  injunction  is  not  sufficient.  The  com- 
plainant having  the  right  to  build  the  telegraph  line,  the  pur- 
pose which  it  has  in  contemplation,  and  the  use  it  intends  to  make 
of  the  line  when  built,  are  not  within  the  province  of  the  court 
to  consider  in  this  proceeding. 

The  objection  that  no  injunction  bond  was  filed  by  the  com- 
plainant, made  on  the  argument  here,  is  one  that  can  be  obviated 
by  the  filing  of  the  bond  at  any  time  before  the  injunction  issues. 

Decree  reversed,  and  injunction  directed  to  be  awarded  as 
prayed. 


Obsgon  Short  Link  R.  Co.  v.  Postai,  Tel.  Oablb  Oo. 

United  Biaies;  Circuit  Court  of  Appeals,  Ninth  Circuit, 

1.  Condemnation  bt  domestio  teubgbaph  company  subobdinatb  to  vobeiqn 

COMPANY. — ^The  fact  that  a  domestic  telegraph  company,  duly  incorpor- 
ated under  the  laws  of  Idaho,  was  organized  as  an  auxiliary  of,  and  subor- 
dinate to,  a  corporation  of  another  State,  which  owned  a  majority  of  its 
•todc,  does  not  affect  its  de  facto  corporate  existence  or  deprive  it  of 
its  right  to  maintain  proceedings  for  the  condemnation  of  the  right  of 
way  of  a  railroad  company  under  the  laws  of  Idaho. 

2.  Condemnation  of  right  of  way  under  general  power. — Under  Idaho 

Rev.  Stats,  sec  5210,  a  telegraph  company  may  exercise  the  right  of  emi- 
nent domain.  This  statute  authorizes  such  a  company  to  acquire  the 
right  to  erect  and  maintain  its  lines  along  the  right  of  way  of  a  railroad 
company,  provided  it  does  not  interfere  with  the  use  to  which  the  right  of 
way  was  already  dedicated. 

3.  StATUTK  AUTHORIZING  CONDEMNATION  OF  RIGHT  OF  WAY  ALREADY  ACQUIRED. 

— Under  Idaho  Rev.  Stats,  sec.  6213,  providing  that  if  property  is 
already  taken  for  a  public  use  it  must  be  shown  that  the  public  use  to 
which  it  is  to  be  applied  "ii)  a  more  necessary  public  use,"  a  telegraph 
company  may  acquire  by  condemnation  the  right  to  use  a  railroad  right 
of  way  where  the  court  finds  that  it  is  necessary,  that  its  use  will  not  in- 
terfere with  the  prior  use,  and  that  it  is  more  necessary  than  such  prior 
use. 
4.  Sufficiency  of  judgment. — A  judgment  awarding  a  right  of  way  to  a 
telegraph  company  is  sufficient  which  locates  the  telegraph  line  with 
reference  to  the  road-bed  of  the  railroad;  declares  that  the  poles  should 
be  erected  upon  the  right  of  way ;  designates  the  manner  of  erecting  such 
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poles  and  the  distance  from  the  outer  edge  of  the  railroad  track;  and 
requires  the  telegraph  company  to  remove  such  poles  if  the  railroad  com- 
pany shall  at  any  time  require  the  use  of  the  right  of  way  where  th^  are 
placed,  to  such  other  places  as  shall  be  designated. 

Error  to  the  Circuit  Court  of  the  United  States  for  the  Southern 
Division  of  the  District  of  Idaho.  Decided  October  7,  1901 ;  rep- 
ported  111  Fed.  842. 

Parley  L.  WilUams  and  Snow  £  McCamani,  for  plaintiff  in 
error. 

J.  R.  Mcintosh  and  0.  W.  Powers,  for  defendant  in  error. 

Before  Gilbert  and  Ross,  Cicuit  Judges,  and  Hawlby,  District 
Judge. 

GiLBEET,  Circuit  Judge,  delivered  the  opinion  of  the  court : 
It  is  urged  that  the  court  erred  as  to  fact  and  law  in  finding  that 
the  defendant  in  error  was  a  corporation  duly  and  regularly  incor- 
porated under  the  laws  of  Idaho,  and  in  ruling  that  the  contention 
that  it  was  organized  to  enable  a  foreign  corporation  to  condemn 
a  right  of  way  "  cannot  be  considered  in  this  case."  In  the  answer 
it  was  denied  that  the  defendant  in  error  was  a  corporation  incor- 
porated under  the  laws  of  Idaho,  or  tliat  it  had  the  power  to  exer- 
cise the  right  of  eminent  domain,  and  it  was  alleged  that  the  Postal 
Telegraph  Cable  Company,  a  corporation  of  New  York,  in  order  to 
circumvent  the  policy  of  the  State  of  Idaho  which  denied  the  rig^t 
of  foreign  corporations  to  condemn  such  right  of  way,  caused  cer- 
tain of  its  employees  to  organize  a  nominal  and  pretended  corpora- 
tion under  the  laws  of  Idaho,  and  that  thereupon  the  defendant  in 
error  was  incorporated ;  that  it  has  no  separate  existence  from  said 
New  York  corporation ;  that  all  its  expenses  are  paid  and  its  busi- 
ness policy  dictated  by  the  latter ;  and  that  the  sole  purpose  of  its 
organization  is  to  enable  the  New  York  corporation  to  exercise  in 
the  State  of  Idaho  the  right  of  eminent  domain.  The  evidence  is 
that  the  defendant  in  error  was  incorporated,  and  a  meeting  of  its 
incorporators  was  held,  on  July  22, 1899,  and  that  on  the  same  day 
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its  inoorporators  became  directors  and  held  a  meeting ;  that  the  di- 
rectors consisted  of  four  citizens  of  Idaho,  and  E.  J.  Nally,  who 
was  a  resident  of  Illinois  and  an  employee  of  the  New  York  cor- 
poration ;  that  a  resolution  was  duly  adopted  authorizing  the  con- 
struction of  a  telegraph  line  substantially  as  described  in  the  com- 
plaint, and  authorizing  the  institution  of  the  present  suit ;  that  the 
capital  stock  of  said  corporation  is  $250,000,  divided  into  100 
shares,  of  which  £.  J.  Nally  subscribed  96  shares,  and  the  other 
directors  one  share  each.     It  was  shown  that  no  money  on  account 
of  any  of  these  subscriptions  had  been  paid  to  the  treasurer  of  the 
defendant  in  error,  and  that  the  business  of  the  corporation  had 
been  conducted  under  the  direction  of  the  New  York  company. 
There  is  nothing  in  these  facts  to  indicate  that  the  defendant  in 
error  was  not  a  corporation  de  facto.      It  was  duly  incorporated 
according  to  the  laws  of  Idaho.    Four  of  its  five  incorporators  and 
directors  were  citizens  and  residents  of  that  State.     Its  ri^t  to 
maintain  the  present  suit  is  not  abridged  by  the  fact  that  the  stock 
subscribed  had  not  been  paid  for,  and  that  the  majority  of  the  stock 
was  owned  by  another  corporation,  which  conducted  its  business 
and  controlled  its  movements.     Day  v.  Telegraph  Co,,  66  Md.  354, 
7  AtL  608;  Lower  v.  Railroad  Co.,  59  Iowa,  563,  13  N.  W.  718; 
Kansas  £  T.  Coal  Ry.  Co.  v.  Northmestem  Coal  &  Mining  Co. 
(Mo.),  61  S.  W.  684,  51  K  R  A.  936;  Exchange  Bank  of  Macon 
V.  Maean  Const.  Co.,  97  Ga.  1,  25  S.  E.  326,  33  L.  R.  A.  800.     In 
the  case  last  cited  it  was  held  that  the  fact  that  "  one  corporation 
owns  the  entire  capital  stock  of  another  does  not  vest  in  the  former 
the  legal  title  to  the  property  of  the  latter,  nor  render  the  two  cor- 
porations identical ;  on  the  contrary,  they  are  separate  and  distinct 
legal  entities."     The  plaintiff  corporation,  in  a  suit  to  condemn 
land  to  public  use,  must  show  its  authority  to  exercise  the  right  of 
eminent  domain,  and  prove  that  it  has  strictly  complied  with  the 
law.     The  defendant  in  such  a  suit  may  deny  tliat  the  plaintiff  is 
duly  incorporated,  and  may  cast  upon  it  the  burden  of  proving  its 
corporate  existence,  but,  if  the  latter  show  that  it  is  a  corporation 
de  facto,  it  is  sufficient.    The  right  to  further  contest  its  authority 
to  condemn  land  or  to  prosecute  the  objects  of  its  organization  be- 
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longs  only  to  the  State.  McAvJLey  v.  Railway  Co.,  83  HI.  348 ;  Nor 
tional  Docks  Ry.  Co.  v.  Central  R.  Co.  of  New  Jersey,  32  N.  J. 
Eq.  755 ;  Railroad  Co.  v.  Miller,  56  Ind.  88 ;  Wellington  &  P.  B. 
Co.  V.  CasUe  &  C.  R.  Lumber  Co.,  114  N.  C.  690,  19  S.  E.  646; 
Kansas  &  T.  Coal  Ry.  Co.  v.  Northwestern  Coal  £  Mining  Co., 
(Mo.)  61  S.  W.  684,  51  L.  R  A.  936 ;  Peoria  &  P.  Union  Ry.  Co. 
V.  Peoria  &  F.  Ry.  Co.,  105  111.  110 ;  Chicago  &  N.  W.  Ry.  Co.  v. 
Chicago  &  E.  R.  Co.,  112  IlL  589 ;  Reisner  v.  Strong,  24  Kan.  410 ; 
Turnpike  Co.  v.  Bohh,  88  Ky.  226,  10  S.  W.  794;  Day  v.  Tele- 
graph Co.,  66  Md.  354,  7  Atl.  608.  In  the  case  last  cited  it  was 
held  that  foreign  corporations,  and  especially  telegraph  companies, 
may  do  business  within  the  State,  and  acquire  and  hold  necessary 
property  therein,  to  enable  them  to  prosecute  and  conduct  their  bus- 
iness, and  to  hold  such  property  in  their  own  names,  or  in  the  name 
of  an  auxiliary  local  corporation  organized  for  that  purpose.  In 
the  case  at  bar  no  question  is  made  that  the  defendant  in  error  holds 
the  title  to  whatever  right  has  been  acquired  in  the  condenmation 
suit.  Although  it  may  be  a  corporation  auxiliary  to  the  New  York 
company,  formed  for  the  purpose  of  acquiring  and  holding  a  right 
of  way  in  Idaho  under  the  laws  of  that  State,  to  be  used  as  ^art  of 
a  telegraph  line  which  traverses  many  States,  it  is  nevertheless  a 
distinct  corporation.  It  may  at  any  time  assert  its  right  to  conduct 
and  manage  its  own  business  affairs,  and  the  payment  of  the  sub- 
scriptions to  its  capital  stock  may  be  enforced  whenever  it  shall  be- 
come necessary  for  the  protection  of  its  creditors  or  for  other  pur- 
poses. The  plaintiff  in  error  cites  certain  cases  which  it  is  said  lead 
to  a  conclusion  the  reverse  of  that  which  we  have  reached.  A  case 
much  relied  on  is  Koenig  v.  Railroad  Co.,  27  Neb.  699,  43  N.  W. 
423.  The  Constitution  of  Nebraska  having  provided  that  no  for- 
eign corporation  shall  be  entitled  to  exercise  the  right  of  eminent 
domain,  or  "to  acquire  the  right  of  way,"  etc.,  unless  certain  condi- 
tions be  complied  with,  it  was  held  in  that  case  that  the  prohibition 
to  acquire  a  right  of  way  prevented  such  a  corporation  from  doing 
indirectly  what  it  was  prevented  from  doing  directly,  or,  in  other 
words,  prevented  it  from  availing  itself  of  the  services  of  another 
corporation  to  accomplish  the  desired  result    The  suit  was  brou^t 


Condemnation  of  Batlboad  Right  of  Way.  271 

Oregon  Short  Line  R.  Go.  v.  Postal  Tel.  Cable  Co. 

^ • 

to  obtain  an  injunction  against  the  foreign  corporation.  The  latter 
in  its  anawer  pleaded  and  relied  upon  a  right  of  way  acquired  in 
oandemnation  proceedings  ^'  in  its  behalf/'  instituted  by  a  certain 
other  railway  corporation  of  the  State  of  Nebraska^  and  a  transfer 
of  such  ri^t  from  the  domestic  corporation.  It  was  with  reference 
to  these  facts  and  to  the  constitutional  prohibition  that  the  language 
of  the  opinion  was  adopted.  There  is  no  prohibition  in  the  laws  of 
Idaho  against  a  foreign  telegraph  company  acquiring  a  right  of 
way  in  that  State,  nor  has  the  New  York  corporation  acquired  the 
ri^t  of  way  in  the  present  case.  There  has  been  no  transfer  of  the 
ri^t  of  way  from  the  defendant  in  error.  The  title  remains  in  that 
corporation.  Other  cases  are  cited  which  sustain  the  general  prop- 
ositions which  are  not  here  disputed,  that  in  a  condemnation  pro- 
ceeding corporate  organization  is  an  issuable  fact,  that  the  con- 
demnor must  show  that  the  condemnation  sou^t  is  for  public  pur- 
poses,  and  that  the  court  may  go  behind  the  allegations  of  the  com- 
plaint>  and  try  the  question  whether  the  real  purpose  of  the  con- 
demnation is  private  or  public 

It  is  said  that  the  court  erred  in  ruling  that  property  already  con- 
demned to  a  public  use  under  the  right  of  eminent  domain  cannot, 
in  the  absence  of  express  legislative  authority,  be  condemned  to  a 
second  public  use;  that  the  judgment  in  the  first  condemnation 
proceeding  is  an  adjudication  of  the  question  of  the  necessity  of 
that  use,  and  that  no  second  judgment  can  be  had  subversive  of  the 
judgment  so  rendered.  Attention  is  directed  to  the  fact  that,  while 
in  some  States  special  provision  is  made  by  statute  for  the  condem- 
nation of  a  right  of  way  for  a  telegraph  line  over  and  along  the  line 
of  the  ri^t  of  way  of  a  railway  company,  no  such  special  provision 
has  been  enacted  in  Idaho,  and  it  is  urged  that  there  is  no  provision 
of  law  by  which  the  present  proceedings  may  be  sustained.  So  far 
as  the  question  of  special  statutory  authority  is  involved,  the  conten- 
tion is  well  founded.  The  only  special  statute  conferring  upon  tele- 
graph and  telephone  companies  the  right  to  occupy  property  al- 
ready devoted  to  public  use  is  found  in  section  2700  of  the  Revised 
Statutes  of  Idaho,  which  gives  permission  to  construct  telegraph 
and  telephone  lines  along  and  upon  public  roads  and  highways 
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which  cross  the  lands  and  waters  of  the  State.  But,  by  section 
5210,  telegraph  companies  are  given  authority  to  exercise  the  right 
of  eminent  domain.  This  provision,  standing  alone,  unaflFected  by 
other  statutory  enactments,  would  confer  upon  a  telegraph  com- 
pany the  authority  to  condenm  a  right  of  way  along  and  upon  the 
right  of  way  of  a  railway  company,  provided  that  it  did  not  in  any 
way  interfere  with  the  use  to  which  the  right  of  way  was  already 
dedicated.  The  rule  is  supported  by  abundant  authority,  and  may 
be  thus  expressed:  Property  dedicated  to  a  public  use  cannot  be 
taken  for  another  public  use  under  the  general  laws  conferring  the 
right  of  eminent  domain,  where  the  second  use  will  destroy  or  in- 
jure the  use  to  which  the  property  is  already  devoted.  To  authorise 
a  second  condemnation  of  such  properties  to  a  second  use  which  is 
subversive  of  the  first,  there  must  be  express  l^islative  authority. 
Mills,  Em.  Dom.  sees.  45-47 ;  Baltimore  &  0.  72.  Co.  v.  Pittsburg, 
W.  &  K,  B.  Co.,  17  W.  Va.  812-852;  Lewis  Em.  Dom.  sec.  269; 
Steele  v.  Empsom,  142  Ind.  397-406,  41  N.  E.  822 ;  Winona  d  St. 
P.B.  Co.  V.  City  of  WateHown  (S.  D.),  56  N.  W.  1077;  Baltimore 
&  0.  S.  W.  B.  Co.  V.  Board  of  Comers  of  Jackson  Co.  (Ind.  Sup.), 
58  N.  E.  837;  Sabine  &  E.  T.  B.  Co.  v.  Gvlf  &  I.  B.  Co.  (Tex. 
Sup.),  46  S.  W.  784;  Northwestern  Tel.  Exch.  Co.  v.  Chicago, 
M.  &  St.  P.  B.  Co.  (Minn.),  79  N.  W.  315-317.  In  the  case  last 
cited,  the  court  said : 

"The  general  rule  is  that  express  legislative  authority  is  generally  requisite 
except  where  the  proposed  appropriation  would  not  destroy  or  greatly  injure 
the  franchise,  or  render  it  difficult  to  prosecute  the  object  of  the  franchise, 
when  a  general  grant  would  be  sufficient  Land  already  devoted  to  another 
public  use  cannot  be  taken  under  general  laws,  when  the  effect  would  be  to 
extinguish  a  franchise.  If,  however,  the  taking  would  not  materially  injure 
the  prior  holder,  the  condemnation  may  be  sustained." 

The  question  in  the  present  case  is  complicated,  however,  by  the 
provisions  of  section  5213  of  the  Revised  Statutes  of  Idaho,  which 
declares  that  before  property  can  be  taken  for  a  public  use  it  must 
be  sho^vn  (1)  that  the  taking  is  necessary  to  such  use;  (2)  if  al- 
ready appropriated  to  some  public  use,  that  the  public  use  to  which 
it  is  so  applied  *^  is  a  more  necessary  public  use."     Do  these  pro- 
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fifiions  import  into  the  law  of  the  case  couditions  precedent  to  the 
aecond  taking,  in  addition  to  those  which  are  imposed  by  the  gen- 
eral rule  of  law  which  has  been  above  quoted  ?  We  think  they  do 
not  Taking  the  language  of  the  statute^  we  think  it  may  be  fairly 
construed  as  a  statutory  declaration  of  the  general  rule  of  law 
which  would  have  obtained  in  the  absence  of  such  an  enactment. 
Considering  the  words  used^  and  the  general  tenor  of  the  law  con- 
trolling the  devotion  of  private  property  to  public  use,  we  think 
the  statute  was  intended  to  provide  that  property  already  devoted 
to  a  public  use  might,  whenever  deemed  necessary  for  the  use  of  a 
corporation  having  the  authority  to  exercise  the  right  of  eminent 
domain,  be  devoted  to  a  second  use,  which  would  not  interfere  with 
the  first.  It  was  not  intended  to  require  that  absolute  necessity 
should  exist  for  the  devotion  of  the  property  to  the  second  use.  It 
was  only  required  that  the  second  use  be  more  necessary  than  the 
first  use.  A  corporation,  in  instituting  condemnation  proceedings, 
has  the  general  right  to  select  such  property  as  it  shall  find  neces- 
sary for  its  public  use.  This  right  is  recognized  by  the  courts.  No 
one  can  defend  against  such  an  appropriation  by  showing  that 
some  other  property  would  serve  the  use  of  the  corporation  equally 
well.  Such  property  is  "  necessary  "  when  the  corporation  asserts 
that  it  has  placed  its  line  over  it  and  needs  it.  Property  already 
dedicated  to  a  public  use  stands  upon  the  same  footing  as  other 
property,  and  is  subject  to  condemnation  as  is  other  property,  pro- 
vided that  the  second  use  shall  not  interfere  with  the  first.  The 
defendant  in  error  in  this  case  has  alleged  that  this  pmperty  is  nec- 
essary for  its  use,  and  that  it  is  not  necessary  for  the  use  of  the 
plaintiff  in  error.  The  court  has  found  that  these  allegations  are 
true,  and  has  found  that  the  second  use  is  more  necessary  than  the 
first.  As  we  construe  the  statutes  of  Idaho,  we  find  no  error  in  that 
conclusion.  • 

It  is  contended  that  the  judgment  is  too  indefinite,  both  as  to  the 
right  condemned  and  the  property  to  be  taken,  to  authorize  the  de- 
fendant in  error  to  proceed  with  the  construction  of  its  lino.  There 
is  no  assignment  of  error  which  brings  this  precise  point  before  us 
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for  our  consideration.  The  assignment  is  that  the  court  erred  in 
rendering  the  judgment  for  the  reason  that  it  is  erroneous  and  con- 
trary to  law.  This  is  not  suflScient  to  direct  attention  to  a  defect  in 
the  judgment  consisting  in  its  indefiniteness.  Nor  do  we  find  that 
the  judgment  is  so  indefinite  that  to  render  it  was  plain  error  which 
we  should  notice  in  the  absence  of  a  specific  assignment.  The  judg- 
ment, in  general  terms,  locates  the  telegraph  line  with  reference  to 
the  roadbed  of  the  road,  which  may  be  considered  a  fixed  monu- 
ment It  declares  that  the  poles  for  the  telegraph  line  shall  be 
erected  upon  the  nght  of  way ;  that  they  shall  be  30  feet  in  length, 
planted  firmly  in  the  ground  at  a  depth  of  not  less  than  5  feet,  and 
not  nearer  the  roadbed  than  30  feet  from  the  outer  edge  of  the  rail- 
road track,  or  at  such  points  as  may  be  agreed  upon,  and  that 
where  it  becomes  necessary  to  cross  the  track  of  the  railroad  the 
poles  shall  be  of  such  height  as  to  prevent  interference  with  the 
operation  of  the  road ;  and  that,  if  at  any  time  the  plaintiff  in  error 
shall  need  any  portion  of  its  right  of  way  where  the  poles  are 
placed,  the  defendant  in  error  shall,  upon  reasonable  notice,  at  its 
own  expense,  remove  the  same  to  such  other  points  as  shall  be 
designated  by  the  plaintiff  in  error.  If  there  were  in  the  record  an 
assignment  of  error  directly  challenging  the  sufficiency  of  this 
judgment,  we  are  not  prepared  to  say  that  it  is  so  indefinite  as  to 
require  revision  at  our  hands.  In  the  nature  of  the  case,  it  was  im- 
practicable to  designate  the  precise  spot  where  eacli  telegraph  pole 
should  be  placed.  The  judgment  advises  the  railroad  company,  in 
a  general  way,  of  the  position  of  the  proposed  telegraph  line,  and 
conserves  its  remedy  against  invasion  of  any  portion  thereof  which 
it  may  need  for  the  operation  of  its  road. 

It  is  further  contended  that  the  court  erred  in  assessing  damages. 
The  damages  awarded  were  $500.  When  we  consider  the  cost  and 
trouble  to  the  railroad  company  in  obtaining  its  right  of  way  in  the 
first  instance,  and  the  advantage  to  the  telegraph  company  of  locat- 
ing its  line  on  that  right  of  way  rather  than  on  adjacent  lands  paral- 
lel thereto,  where  it  would  be  required  to  deal  with  numerous  land- 
owners, and  perhaps  to  prosecute  numerous  condemnation  suits, 
the  amount  awarded  may  appear  inndoquate ;  but  when  it  is  con- 
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sidered  that  the  property  taken  for  the  telegraph  line  is  of  no 
actual  value  to  the  railroad  company^  and,  as  the  court  has  found, 
is  not  needed  by  it  for  the  operation  of  its  road,  the  damages  found 
by  the  court  may  not  be  said  to  be  inappropriate.  The  principal 
dement  of  damage  to  the  railroad  company  consists,  perhaps,  in  the 
trouble  and  expense  to  be  hereafter  incurred  by  it  in  causing 
dianges  of  the  position  of  the  telegraph  line  in  case  the  company 
dudl  require  more  of  its  roadbed  or  make  changes  in  the  location 
of  portions  of  its  road.  We  cannot  say  that  the  trial  court  over- 
looked any  of  these  considerations  in  awarding  damages,  or  was 
guided  by  any  erroneous  view  of  the  law  in  arriving  at  his  conclu- 
non.  Such  being  the  case,  the  finding  of  the  court  upon  the  amount 
of  damages  cannot  be  disturbed  upon  the  writ  of  error.  We  find 
BO  error  for  which  the  judgment  should  be  reversed. 
The  judgment  is  affirmed. 

Odier  Cases  Rdative  to  Condemnation  of  Railroad  Right  of  Way 

by  Telegraph  Companies. 

1*  Colorado  stAtvta;  tightm  of  telesraph  oompany;  pvblio  imo  and 
^WMitty;  potitloB« — In  the  case  of  Umon  Pac.  R.  Co.  v.  Colorado  Postal 
Ttkg.  Cable  Co,,  30  Colo.  133,  69  Pac.  564,  the  court  said: 

**The  several  assignments  of  error  argued  by  counsel  for  respondent,  includ- 
^  those  based  upon  the  instructions  refused  and  given  with  respect  to  what 
fOBBtitntes  a  taking  for  a  public  use,  the  necessity  for  such  taking,  and  the 
rigbt  of  petitioner  to  determine  the  route  and  location  of  its  line,  except  those 
ipceially  noticed  later,  may  be  ccmsidered  under  this  proposition:   Did  the 
evidence  offered  on  behalf  of  the  respondent  and  refused,  as  above  noticed, 
tod  to  prove  that  petitioner  was  not  seeking  to  condemn  a  right  of  way  for 
i  poUie  use,  or  tend  to  establish  facts  which  would  defeat  the  proceeding? 
Gimnsel  for  respondent  contends  that  it  does,  for  the  reasons:    (1)  That  this 
testimony  would  have  established  that  the  right  of  way  was  to  be  subjected  to 
•  private  use;  and (2) there  was  no  necessity  for  taking  a  right  of  way  through 
the  lands  of  respondent.    In  support  of  the  first  proposition  it  is  urged  that  the 
trticles  of  incorporation  of  petitioner  disclose  that  it  was  organized  to  sell 
or  otherwise  dispose  of  the  lines  of  telegraph  which  it  might  construct  or  ac- 
quire in  this  State,  and  that  this  fact,  in  connection  with  the  testimony  offered 
to  the  effect  that  it  was  the  creature  of  a  foreign  corporation,  and  not  its  honest 
intention  to  operate  the  line  in  question  except  in  the  interest  of  and  in  connection 
irith  that  corporation,  established  in  law  an  intent  to  take  the  property  of  re- 
respoodent  for  a  private  use.    There  is  nothing  in  the  spirit  or  policy  of  the  law 
which  prohibits  the  same  persons  from  organizing  two  or  more  corporations  with 
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the  intention  that  they  shall  be  operated  in  conjunction  with  each  other.  Neither 
does  the  law  prohibit  a  corporation  from  accepting  financial  assistance  from 
another.  It  should  be  the  policy  of  this  State  to  encourage  the  constniction 
and  operation  of  competing  lines  of  communication  between  points  within  its 
own  borders  and  those  located  within  other  States.  In  many  instances  this 
can  only  be  effected  by  corporations  organized  under  our  laws  acting  in  eon- 
junction  with  those  created  under  the  laws  of  a  sister  State.  One  of  the 
essential  attributes  of  property  is  the  right  to  sell,  and,  unless  this  right  is 
limited  by  law,  it  necessarily  exists.  Further,  it  appears  from  the  artidet 
of  incorporation  of  petitioner  that  it  is  duly  organized  and  existing  under  the 
laws  of  this  State,  and  its  charter  cannot  be  attacked  in  a  collateral  pro- 
ceeding. Kansas  d  T.  Coal  Ry,  Co,  v.  Northwestern  Coal  d  Mining  Co^  161 
Mo.  288,  61  S.  W.  684;  In  re  New  York,  L.  d  W,  Ry.  Co.,  35  Hun,  220,  af- 
firmed 99  N.  Y.  12,  1  N.  E.  27;  FYost  v.  Coal  Co.,  24  How.  278,  16  L.  £d.  637; 
Postal  Tel.  Cable  Co.  of  Utah  v.  Oregon  Short  Line  R.  Co.  (Utah),  7  Am, 
Electl.  Cas.  417,  65  Pac.  735;  Postal  Tel,  Cable  Co.  of  Idaho  v.  Oregon  Short 
Line  R.  Co.  (C.  C),  104  Fed.  623;  Oregon  Short  Line  R.  Co,  v.  Postal  Tel. 
Cable  Co  of  Idaho,  8  Am.  Electl.  Cas.  267,  49  C.  C.  A.  663,  111  Fed.  842.  In 
the  last  three  cases  cited  the  identical  question  presented  by  the  answer  of 
respondent  and  the  testimony  offered  relative  to  the  good  faith  and  power  of 
petitioner  was  raised  in  the  same  manner  as  in  the  case  at  bar,  and  in  endi 
instance  it  was  held  that  the  matters  thus  presented  were  wholly  immateriaL 
It  is  urged  that,  if  respondent  had  been  permitted  to  prove  the  existence  of 
a  highway  adjacent  to  the  route  upon  which  petitioner  proposes  to  erect  its 
telegraph  line,  and  also  prove  that  leave  to  erect  such  line  through  certain 
incorporated  towns  through  which  the  proposed  right  of  way  extends  had  not 
been  secured  from  the  municipal  authorities  of  such  towns,  then  no  neoeaaity 
for  taking  the  lands  of  respondent  would  have  been  established.  In  support 
of  this  proposition  we  are  referred  to  section  587,  1  Mills'  Ann.  St.,  which 
provides  that  telegraph  companies  organized  under  the  laws  of  this  State 
may  construct  their  line  along  and  upon  the  public  roads;  and  section  6889 
which  inhibits  such  companies  from  constructing  their  lines  upon  the  streets 
or  alleys  of  an  incorporated  town  without  the  consent  of  the  corporate  authori- 
ties. The  Legislature  has  vested  corporations  of  the  character  of  petitioner 
with  discretion  in  locating  their  telegraph  lines.  Ordinarily,  the  courts  cannot 
exercise  supervision  with  respect  to  such  matters.  The  discretion  which  the 
corporation  may  exercise  in  determining  the  route  of  its  lines  cannot  be  inter- 
fered with  in  the  absence  of  a  showing  of  bad  faith,  a  malicious  motive,  or 
that  the  taking  of  a  particular  tract  sought  to  be  condemned  would  entail  a 
great  loss,  which  might  readily  be  avoided.  Railroad  Co,  v.  Kip,  46  N.  Y. 
546,  7  Am.  Rep.  385;  Railxcay  Co,  v.  Hooper,  76  Cal.  404,  18  Pac.  599;  Rail- 
road Co.  V,  Wiltse,  116  111.  449,  6  N.  E.  49;  RaiWoad  Co.  v.  Dunbar,  100  IlL 
110.  There  was  no  showing  of  this  character  on  the  part  of  the  respondent. 
True,  it  did  introduce  evidence  to  the  effect  that  the  erection  of  a  telegraph 
line  along  its  right  of  way  would  cause  some  inconvenience,  and  might  possi- 
bly increase  the  hazard  of  railroading,  but  in  no  greater  degree  in  this  par- 
ticular instance  than  other  railroads  must  suffer  from  the  erection  of  tele- 
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gnph  lines  adjacent  to  their  railroad  tracks, — a  condition  which  exists  almost 
litkout  exception  along  every  line  of  railroad  in  the  United  States.  On  be- 
klf  of  the  respondent  it  is  contended  that,  in  the  absence  of  leave  from  the 
wmidpal  authorities  of  the  town  situate  along  the  proposed  right  of  way  to 
net  and  maintain  its  line  through  such  towns,  and  through  which  the  lands 
■qgiit  to  be  condenmed  extend,  petitioner  could  not  take  such  lands,  because 
tk  proceedings  must  be  regarded  as  an  entirety.  This  question  does  not 
raweni  respondent.  If  petitioner  cannot  erect  its  line  of  telegraph  through 
tte  towns  in  question,  except  it  obtain  leave  to  do  so  from  the  corporate 
ntkorities,  and  fails  to  obtain  such  leave,  respondent  is  not  injured.  Peti- 
tioner  cannot  use  the  right  of  way  situate  within  the  corporate  limits  of  towns 
oeept  for  the  purposes  for  which  it  is  taken.  If  it  never  utilizes  the  right 
if  wiy  within  such  limits,  respondent  cannot  complain.  Petitioner  might  be 
able  to  build  its  line  around  such  towns,  but  that  certainly  can  make  no  dif- 
IvoHe  to  respondent  Railroad  Co,  v.  Kimball,  61  Cal.  00;  Railroad  Co.  v, 
Dwtar,  8Hpra, 

The  motion  to  dismiss  heretofore  noticed  was  also  based  upon  the  ground 

ikat  the  petition  was  insufficient.     In  support  of  this   claim  it  is  urged: 

{I)  It  does  not  appear  from  the  statements  of  the  petition  that  the  tele- 

gnph  line  of  petitioner  is  to  be  public;  and  (2)  property  held  by  one  corpora- 

tm  for  a  public  use  cannot  be  taken  by  anotlier  for  the  same  purpose  and 

IM.   The  object  for  which  land  is  taken  determines  whether  or  not  the  use 

bwhicb  it  if  to  be  subjected,  when  condemned,  is  public.    Denver  R.  L.  d  C. 

(h.v,  Umtm  Pae,  R.  Co,   (C.  C),  34  Fed.  386.     In  the  petition  it  is  alleg«d 

ttit  petitioner  is  a  corporation  organized  for  the  purpose  of  erecting  and 

■aintaining  lines  of  magnetic  telegraph  m  this  State.     The  law  of  the  State 

pntides  that  companies  may  be  orf^anizpd  for  the  purpose  of  maintaining  tele- 

gnpli  lines.     Section  587,  1  Mills*  Ann.  St,     The  business  which  such  com- 

ptnies  are  authorized  to  transact  is  public  in  its  nature.    They  must  receive 

ttd  transmit  messages  from  other  companies  engaged  in  the  same  business, 

tid  transmit  messages  tendered  by  any  person.    Sections  589,  500.      Counsel 

fcr  retpoodent  recognize  that  property  held  for  a  public  use  is  subject  to  the 

CBinciit  domain  power  of  the  State,  but  contend  that  such  property  cannot  be 

tikcn  by  another  to  be  used  for  the  same  purpose  for  which  it  is  already  held. 

Tbe  case  made  does  not  fall  within  the  exception  claimed.     Proceedings  in 

eoidemnation  may  be  maintained  by  a  telegraph  company  against  a  railroad 

eorporation.     Laws  1885,  p.  358.     It  appears  there  is  already  a  line  of  tele- 

fraph  along  the  rer^poudent's  right  of  way.     The  evidence  discloses,  however, 

tktt  the  proposed  line  of  petitioner  will  neither  interfere  with  this  line  nor 

with  the  operation  of  respondent's  railroad.     Tliere  is  ample  room  for  all. 

No  property  of  respondent  will  be  taken  which  is  already  devoted  to  or  needed 

ibr  a  public  use,  and  it  is,  therefore,  not  in  a  position  to  insist  that  property 

held  by  it  for  a  public  use  will  be  taken  by  another  for  the  same  or  a  difTerent 

Me.     The  mere  fact,  therefore,  that  petitioner  seeks  to  condemn  a  right  of  way 

ihnnigh  lands  belonging  to  a  railroad  company  does  not  render  the  petition 

iBratbcient.     Tbe  respondent  cannot  successfully  resist  the  condemnation  of 

mch  right  of  way  unless  it  appears  that  its  use  was  necessary  to  the  mainten- 
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ance  and  operation  of  its  railroad  and  the  lines  of  telegraph  already  erected 
thereon,  or  is  needed  for  such  purpose.  That  property  held  for  a  public  use 
may  be  taken  under  the  exercise  of  the  right  of  eminent  domain  for  the  same 
or  a  dinerent  public  use,  when  such  taking  does  not  materially  interfere  with 
the  uses  for  which  it  is  already  held,  has  been  recognized  in  a  great  number  of 
cases  in  which  this  subject  has  been  considered.  Mobile  d  O.  R,  Co.  v.  Postal 
Tel.  Cable  Co.,  120  Ala.  21,  24  South.  408;  Southern  Poo.  R.  Co.  v.  Southern 
California  R.  Co.  (Cal),  43  Pac.  G02;  Southwestern  Telegraph  d  Telephone 
Co.  V.  Chilf,  C.  d  S.  F.  R.  Co.  (Tex.  Civ.  App.)  52  S.  W.  106;  Postal  Tel.  Cable 
Co.  of  Utah  V.  Oregon  Short  Line  R.  Co.  (Utah),  7  Am.  Electl.  Cas.  417,  6fi 
Pac.  735;  Salt  Lake  City  v.  Salt  Lake  City  Water  d  Eleotrioal  Power  Co. 
(Utah),  67  Pac.  072;  Colorado  E.  R.  Co.  v.  Union  Pac.  R.  Co.  (C.  C.)  41  Fed. 
293." 

2.  Georsiii  stAtvta  oonf erring  poorer  of  condemaatlom  amtkorlsM 
aogniaittoB  of  railroad  rigjkt  of  ^ray  by  telesraph  oompaay;  eom- 
stmotioa  of  lines. — The  official  syllabus  of  the  case  of  SoMuvnah,  Florida 
d  W.  Ry.  Co.  V,  Postal  Teleg.  Cable  Co.,  115  Ga.  554,  42  S.  £.  1,  is  as  followB: 

"1.  The  act  approved  December  18,  1894  (Acts  1894,  p.  96),  "to  provide  a 
luiform  method  of  exercising  the  right  of  condemning,  taking,  or  damaging 
private  property"  (Civ.  Code,  sees.  4657-4686),  is  general  in  its  nature,  and 
applies  to  all  persons,  natural  and  artificial,  who  come  within  its  purview. 
The  act  approved  December  20,  1898  (Acts  1898,  p.  54),  amended  the  existing 
law,  which  provided  a  uniform  method  for  exercising  such  right  of  con- 
demnation, only  as  to  telegraph  companies  which  seek  to  condemn  rights  of 
way  of  railroad  companies  for  the  purpose  of  erecting  thereon  lines  of  tele- 
graph. As  amended,  the  law  is  general,  and  by  its  provisions  due  process  of 
law  is  afforded  to  the  railroad  companies  whose  property  is  sought  to  be  oon- 
denmed. 

"2.  The  necessity  for  taking  private  property  for  public  use  is  a  question  for 
legislative  determination,  and  the  provisions  of  the  Code  relating  to  such 
taking  are  not,  because  they  fail  to  provide  for  a  special  tribunal  to  pass  upon 
such  necessity,  violative  of  the  constitutional  inhibition  against  taking  the 
property  of  the  citizen  without  due  process  of  law. 

"3.  Thb  description  of  the  property  sought  to  be  condemned,  as  made  in 
the  original  notice,  was  not  open  to  the  objection  that  it  was  vague  and  in- 
definite. The  amendment  to  the  original  notice  was  properly  allowed,  and 
inured  to  the  benefit  of  the  railway  company. 

"4.  Construing  section  4679  of  the  Civil  Code,  as  amended  by  the  act  of  1898, 
a  telegraph  company  which  has  proceeded  to  condemn  a  sufficiency  of  the  right 
of  way  of  a  railway  company  for  the  purpose  of  erecting  a  line  of  telegraph 
may,  pending  an  appeal  from  the  award  of  the  assessors,  lawfully  proceed  to 
construct  its  lino  on  such  right  of  way  after  it  has  deposited  the  amount  of  the 
award  in  the  office  of  the  clerk  of  the  Superior  Court  of  the  county  where  such 
proceedings  were  had.  The  record  does  not  show  any  error  committed  by  the 
trial  judge  in  granting  the  injunction." 
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3.  Effect  of  P<Mt  Roads  Aot  {U.  8.  Rev.  8t,  1878,  sec,  5263  /f.  [U,  8. 
C<mp.  8t.  1901,  p.  3579] ) ;  right  to  ooadenm  right  of  way  lutder  sea- 
«al  statato^ — We  quote  the  following  from  the  opinion  of  the  court  in  the 
ctie  of  PoMtal  Teleg,  Cable  Co.  v.  Chicago,  I.  d  L.  Ry.  Co.,  30  Ind.  App.  654, 
MN.  £.  919: 

The  act  of  Congress  referred  to  in  appellant's  petition  is  as  follows  (Rev. 
8t  U.  8.  [2d  ed.]  1878) : 

ISec  5263.  Any  telegraph  company  now  organized,  or  which  may  hereafter 
be  organized  under  the  laws  of  any  State,  shall  have  the  right  to  construct, 
maintain  and  operate  lines  of  telegraph  through  and  over  any  portion  of  the 
public  domain  of  the  United  States,  over  and  along  any  of  the  military  or  post 
roads  of  the  United  States  which  have  been  or  may  hereafter  be  declared  such 
by  law,  and  over,  under  and  across  navigable  streams  or  waters  of  the  United 
States;  but  such  lines  of  telegraph  shall  be  so  constructed  and  maintained  as 
Bot  to  obstruct  the  navigation  of  such  streams  and  waters,  or  interfere  with 
the  ordinary  travel  on  such  military  or  post  roads."  (U.  S.  Comp.  St.  1901, 
pi  3579.) 

**8ec  5268.  Before  any  telegraph  company  shall  exercise  any  of  the  powers 
or  privileges  conferred  by  law  such  company  shall  file  their  written  acceptance 
with  the  postmaster-general  of  the  restrictions  and  obligations  required  by 
bw."     (U.  S.  Comp.  St.  1901,  p.  3581.) 

It  is  also  provided  by  an  act  of  Congress  ( section  3964,  Rev.  St.  U.  S.  1878 
[U.  8.  Comp.  St.  1901,  p.  2707])  that  "the  following  are  established  as  post 
roads:  All  the  waters  of  the  United  States,  during  the  time  the  mail  is  car- 
ried thereon.  All  railroads  or  parts  of  railroads,  which  are  now  or  hereafter 
may  be  in  operation.    .    .    ." 

In  the  law  of  this  State,  under  which  the  appellant  was  incorporated,  it  is 
provided  that  telegraph  companies  "shall  have  power  to  acquire,  by  purchase 
or  otherwise,  hold,  and  convey  such  real  and  personal  estate  as  may  be  neces- 
sary and  proper  for  the  purpose  of  erecting  and  keeping  in  repair  its  lines  of 
td^graph  and  the  buildings  requisite  for  their  operation/'  and  that  "such  cor- 
poration shall  have  power  to  acquire  such  real  estate  and  right  of  way  as 
may  be  necessary  for  the  uses  and  purposes  herein  contemplated,  under  the 
writ  of  assessment  of  damages,  as  fully  as  if  the  act  in  relation  to  said  writ 
were  incorporated  and  made  part  hereof." 

We  tdink  the  law  of  this  State  gives  to  a  telegraph  company  the  right  and 
power  to  condemn  land  for  its  right  of  way  upon  the  assessment  and  pa^inent 
of  damages,  and  that  the  reference  in  the  law  above  quoted  to  the  act  for  the 
assessment  of  damages  adopts  so  much  of  that  act  as  is  necessary  to  enable 
the  telegraph  company  to  exercise  such  power. 

We  do  not  need  to  consider  the  question  as  to  what  rights  telegraph  com- 
panies have,  under  the  acts  of  Congress  heretofore  set  out,  in  States  where  the 
right  of  eminent  domain  had  not  been  granted  to  them;  but,  in  some  of  the 
States  where  the  general  right  to  condemn  has  been  given  to  telegraph  com- 
panies, it  has  been  held  that  the  right  to  construct  thoir  lines  upon  the  right 
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of  way  of  railway  companies  was  given  by  the  act  of  Congress,  and  the  meana 
of  enforcing  the  right  was  provided  by  the  State  laws.  Postal  Tel.  etc,  Co. 
V.  Morgan  d  Co.,  49  La.  Ann.  58,  21  South.  183;  Croswell  on  Electricity,  see. 
47;  Postal  Tel.  Co.  v.  Southern  R.  Co.  (C.  C),  89  Fed.  190;  United  States  v. 
Jones,  109  U.  S.  513,  3  Sup.  Ct.  346,  27  L.  Ed.  1015.  In  the  case  of  Postal 
Tel.  etc.  Co.  v.  Southern  R.  Co.,  supra,  the  court  said  upon  this  subject: 
*  The  same  right  to  construct  its  lines  along  the  right  of  way  of  post  roads  of 
the  United  States  is  given,  under  the  act  of  Congress  of  1866,  to  all  telegraph 
companies  accepting  the  provisions  of  that  act  (Rev.  St.  U.  S.  sees.  5263, 
5269  [U.  S.  Comp.  St  1901,  pp.  3579,  3581]);  and  the  petitioner  is  one  of 
the  companies  which  has  complied  with  all  the  requirements  of  this  act,  and 
has  secured  its  privileges.  But  notwithstanding  this,  before  the  privilege  can 
be  exercised  upon  lands,  the  property  of  private  persons  or  corporations,  the 
consent  of  such  persons  must  be  obtained,  or  such  proceedings  must  be  had  as 
will  insure  them  just  compensation.  No  act  of  Congpress  can  give  the  right 
of  taking  private  property  for  public  purposes  without  first  paying  just 
compensation.  Const.  U.  S.  Amend.  5.  And  although  section  8  of  article  1 
gives  Congress  power  to  establish  post  roads,  and  to  make  all  laws  which 
may  be  necessary  to  carry  this  power  into  effect,  *  like  other  powers  gpranted 
to  Congress  by  the  Constitution,  the  power  to  regulate  commerce  is  sub- 
ject to  all  the  limitations  imposed  by  this  instrument — among  them,  that  of 
the  fifth  amendment.'  Monogahela  N<w.  Co.  v.  U.  S.,  148  U.  S.  325,  13  Sup. 
Ct.  622,  37  L.  £d.  463.  The  mode  or  method  of  exercising  the  right  of 
eminent  domain  is  fixed  by  the  laws  of  the  several  States.  Such  mode  or 
method  is  exclusive  in  its  character,  in  ascertaining  the  amount  of  the  just 
compensation  to  be  allowed.  See  Roberta  v.  Railroad  Co.,  158  U.  S.  1,  15  Sup. 
Ct.  756,  39  L.  Ed.  873;  Svoeet  v.  Rechel,  159  U.  S.  380,  16  Supu  Ct  43,  40 
L.  Ed.  188.  The  Federal  courts  do  not  interfere  with  it,  provided  due  process 
otf  law  be  furnished.  Chicago,  B.  dQ.  R.  Co.  v.  City  of  Chicago,  166  U.  S. 
226,  17  Sup.  Ct.  581,  41  L.  Ed.  978.  This  being  the  case,  we  must  look  to 
the  statute  law  of  North  Carolina  alone  for  the  mode  of  proceeding  in  the 
condemnation  of  lands  of  right  of  way,  for  the  conduct  of  the  procedure,  and 
for  the  steps  by  which  the  just  compensation  is  reached.' 

We  think  the  law  as  stated  in  the  case  quoted  from  is  correct,  and  founded 
in  reason  and  supported  by  the  weight  of  authority.  So  we  must  conclude 
that  the  law  of  our  own  State  furnishes  appellant  with  ample  power  to  secure 
the  rights  asked  for  in  the  complaint,  and  that  the  right  given  under  the 
Federal  statute,  when  aided  by  a  State  law  conferring  the  right  of  eminent 
domain,  is  ample  for  the  purpose  of  securing  the  right  herein  petitioned  for/ 

4.  South  Carolina  statvte  autl&orlzii&s  «oi&dem]iatioi&  of  railroad 
right  of  way  by  telephone  company;  constitntionality. — In  the  case 
of  South  Carolina  d  Georgia  R.  Co.  v.  American  Teleph.  d  Telcg.  Co.,  65  S.  C. 
459,  43  S.  E.  970,  it  was  held  that  under  the  act  of  February  23,  1890  (23 
Stats,  at  Large,  p.  61 ) ,  providing  for  the  construction  of  telephone  lines  over 
or  under  lands  of  any  person,  company  or  corporation,  and  making  special 
provision  for  the  construction  of  lines  on  the  rights  of  way  of  railroad  com- 
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fum,  a  telephone  company  can  acquire  by  condemnation  the  right  to  erect 
tsd  maintain  its  lines  over  the  right  of  way  of  a  railroad  company,  held  by  it 
nder  a  title  in  lee  or  acquired  by  condemnation.  Such  statute  is  not  a  viola- 
tkn  of  the  fourteenth  amendment  of  the  United  States  Constitution,  as  not 
affording  equal  protection  of  the  laws,  in  that  it  allows  only  one  proceeding  in 
ooe  county  to  condemn  a  way  in  many  counties,  and  because  there  is  no  pro- 
TiooQ  for  the  inspection  by  the  jury  of  the  right  of  way.  Nor  is  the  act  un- 
NBftitutional  as  not  furnishing  due  process  of  law,  in  that  it  does  not  pro- 
fide  for  making  all  persons  having  an  interest  in  the  land  parties,  nor  does  it 
proride  that  the  telephone  company  shall,  after  construction,  help  to  maintain 
the  right  of  way. 

8.  CoBdeauuitiom  of  railroad  rlsht  of  iray  independejit  of  atatvta; 
MbetJom  of  looatiom;  appraisal  of  daiaag— . — In  the  case  of  Postal 
reky.  Cable  Co,  v.  Oregon  State  Line  R.  Co^  23  Utah,  474,  65  Pac.  735,  the 
fcUowing  principles  were  declared : 

M  Land  which  is  a  part  of  a  railroad's  right  of  way,  but  not  used  for 
•17  purpose  and  not  essential  to  the  enjoyment  of  such  railroad's  franchise 
u4  property,  may  be  appropriated  to  the  use  of  a  duly  incorporated  telegraph 
eoaptny  for  the  purpose  of  constructing  and  maintaining  its  lines,  since  such 
•impropriation  is  for  a  more  necessary  public  use. 

{h)  Where  a  telegraph  company  makes  a  bona  fide  effort  to  agree  with  a 
nOrotd  company  on  terms  for  the  use  of  land  in  its  right  of  way  for  the  con- 
■tmction  of  the  former's  lines,  and  the  latter  refuses  to  negotiate,  a  necessity 
hihown  to  exist  for  the  taking  of  a  right  of  way  for  the  lines,  though  there 
^y  be  other  land  equally  available. 

(c)  Where  such  company  exercises  the  power  of  eminent  domain  in  good 
^tli,  and  is  not  guilty  of  oppression,  its  discretion  in  the  selection  of  land 
vill  not  be  interfered  with  by  the  courts. 

{d)  Such  a  company  has  the  power  to  construct  a  telegraph  line  longitu- 
^iaally  on  a  railroad's  right  of  way,  in  the  absence  of  legislative  authority, 
*kere  such  construction  will  not  materially  interfere  with  the  use  of  such 
had  for  railroad  purposes. 

ie)  A  telegraph  company,  seeking  to  condemn  a  railroad's  ri^^ht  of  way 
ki  its  lines,  cannot  be  authorized  to  enter  into  possession  and  construct  the 
iiaes  lutU  it  haa  paid  a  just  compensation  therefor,  to  be  ascertained  by  re- 
torting to  the  State  statutes. 

(/)  Where  a  railroad  company's  right  of  way  has  been  ccmdemned  for  the 
■se  of  a  telegraph   company  in  constructing  and  maintaining  its  lines,  the 
of  damages  is  the  decrease  in  the  value  of  such  way  for  railroad 


ig)  In  an  action  to  condemn  a  railroad's  right  of  way  for  the  use  of  a  tele- 
graph company,  evidence  to  show  damages  from  the  added  expense  of  burning 
grass  from  such  way  by  reason  of  the  erection  of  telegraph  poles  is  not  ad- 
■iaaible,  since  such  damages  are  too  remote. 

(h)  Where  a  telegraph  company  has  a  right  to  condemn  a  right  of  way  on 
tlie  right  of  way  of  a  railroad,  the  damages  to  oe  paid  the  railroad  company 


282  American  Electeical  Cases.  [vol.  8 

Oregon  Short  Line  R.  Co,,  v.  Postal  Tel.  Cable  Co. 

are  nominal,  since  the  telegraph  company  does  not  interfere  with  the  railroad'i 
right  of  way. 

6.  Oondemaatloji  lutder  Arkansas  statvta;  aeeessitj  fme  takiasi 
eoiuititvtionality;  description  of  rovtes. — In  the  case  of  8t.  Louis  d  8on 
Francisco  R.  Co,  v.  Souihweatern  Teleph.  d  Teleg,  Co,,  121  Fed.  276  (C.  C.  A., 
8th  Circ),  the  following  propositions  were  sustained: 

(a)  The  act  of  March  31,  1885,  Act  No.  107,  p.  176,  Acts  Ark.  1885  (aee- 
tiona  2757,  2758,  2770,  Sandels  &  H.  Dig. ) ,  which  grants  to  telephone  and  tele- 
graph companies  the  right  to  condemn  the  right  of  way  along  railroads,  hig^- 
ways,  and  post  roads,  and  provides  that  the  proceedings  thereunder  shall  be 
conducted  as  prescribed  in  sections  2770-2781,  inclusive,  Sandels  &  H.  Dig.,  is 
constitutional  and  valid. 

(h)  The  necessity  for  the  taking  by  a  corporation  of  the  easement  or  prop- 
erty sought  in  condenmation  proceedings  is  a  judicial  question,  to  be  deter- 
mined by  the  court  upon  a  consideration  of  the  power  of  eminent  domain 
granted  to  the  corporation,  and  the  facts  and  circumstances  of  the  case. 

( 0 )  Where  the  Legislature  has  granted  to  r,  telephone  company  the  ri^t  to 
condemn  an  easement  on  the  right  of  way  of  a  railroad  company  for  the  con- 
struction and  operation  of  a  telegraph  and  telephone  line,  with  a  proviso  that 
the  ordinary  use  of  the  right  of  way  by  the  railroad  company  for  its  pur- 
poses shall  not  be  thereby  obstructed,  the  issue  regarding  the  necessity  of 
the  taking  of  the  easement  sought  by  the  telephone  company  is  limited  to  two 
questions,  namely: 

( 1 )  Will  the  use  of  the  right  of  way  by  the  railroad  company  be  substan- 
tially obstructed  by  the  use  of  the  easement  sought? 

(2)  If  the  telephone  company  is  to  acquire  an  easement  for  its  purposes  on 
the  railroad  right  of  way,  is  the  location  and  character  of  the  easement 
which  it  describes  and  seeks  to  acquire  such  that  this  easement  is  necessary 
for  its  useT 

The  question  whether  the  telephone  company  could  construct  and  operate 
its  lines  on  other  property,  so  that  there  is  no  real  necessity  for  it  to  acquire 
any  easement  on  the  railroad  right  of  way,  is  not  open  to  determination  under 
such  a  law,  because  the  Legislature  has  granted  the  right  to  acquire  the  ease- 
ment notwithstanding  the  fact,  which  must  have  been  patent  to  it,  that  tele- 
graph and  telephone  lines  might  in  every  case  be  constructed  elsewhere  than 
upon  the  railroads  and  highways  mentioned  i^  the  statute. 

(d)  A  description  of  the  routes  of  lines  of  telegraph  or  telephone  to  be 
constructed,  in  the  articles  of  incorporation  of  a  telephone  company,  is  not 
indispensable  to  the  acquisition  of  the  power  to  condemn  the  right  of  way  for 
such  lines,  under  sections  1326,  1328,  Sandels  &  H.  Dig.,  if  the  general  purpose 
of  conducting  a  telegraph  or  telephone  business  throughout  the  State  is  plainly 
stated  therein. 

7.  Post  Roads  Aot;  Montana  statnte  anthorisins  condemnation; 
compensation. — In  the  case  of  Postal  Teleg,  Cable  Co,  of  Montana  v.  Oregon 
Short  Line  R,  Co.,  114  Fed.  787  (Circ.  Ct.,  Dist.  of  Mont.),  it  was  held: 

(a)  A  telegraph  company  which  has  accepted  the  conditions  imposed  l^ 
U.  S.  Rev.  St.  sees.  5263-5260  is  entitled  to  construct  its  line  over  the  right  of 
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wij  of  a  railroad  ^Hiich,  by  section  3964,  is  declared  to  be  a  post  road  of  the 
United  States  and  to  have  the  damages  assessed  in  any  court  of  competent 
jurndiction,  where  such  line  may  be  constructed  as  not  to  interfere  with  the 
operation  of  the  railroad. 

(i)  Under  the  statute  of  Montana  (Code  Civ.  Proc.  p.  3,  title  7)  which 
mfen  on  certain  corporations,  among  which  are  telegraph  companies,  power 
toanrcise  the  right  of  eminent  domain,  subject  to  the  limitation  that  the 
covt  must  find  that  the  use  sought  to  be  made  of  the  property  condemned  is  a 
paUie  nse,  and,  if  the  property  has  already  been  appropriated  to  a  public  use, 
tint  the  seeond  is  a  more  necessary  public  use,  it  must  be  held  that  the  use 
of  hud  for  a  telegraph  line  is  a  public  use,  and  that  the  appropriation  for  tele- 
(nph  purposes  of  a  portion  of  th3  right  of  way  of  a  railroad  not  occupied  for 
railroad  purposes  is  for  a  more  necessary  public  use  than  that  of  the  railroad 
eomptny. 

(e)  Where  the  oonstruction  of  a  telegraph  line  over  the  right  of  way  of  a 
nOratd  will  mot  appreciably  diminish  the  value  of  the  use  of  such  right  of 
^  for  railroad  purposes,  the  telegraph  company  is  required  to  pay  only 
Minal  damages  on  condemnation  of  a  right  of  way  for  its  line. 
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RIGHTS  OP  OWNER  OF  FEE  OP  RAILROAD  RIGHT 

OF  WAY. 


Chioaoo,  Milwaukee  &  St.  Paul  Ry.  Co.  v.  Snydbr. 

Iowa;  Supreme  Court, 

1.  Right  of  owners  of  fee  of  right  of  way  of  railroad  to  rents  and 
PROFITS  RECEIVED  FROM  TELEGRAPH  COMPANY. — Where  a  railroad  company 
has  an  easement  in  lands  granted  for  the  use  of  its  railroad  and  has 
leased  to  a  telegraph  company  the  right  to  use  such  easement  for  its 
poles  and  wires,  the  owner  of  the  fee  is  not  entitled  to  an  accounting  of 
the  rents  and  profits  received  by  the  railroad  company  from  the  tele- 
graph company,  although  an  additional  servitude  was  created  upon  the 
land  by  such  lease. 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
May  21,  1903 ;  reported  120  Iowa,  532,  95  N.  W.  183. 

In  1881  the  plaintiff  instituted  condemnation  proceedings  for  a  right  of  way 
100  feet  wide  across  the  land  now  owned  by  the  defendants,  but  then  owned 
by  the  grantor,  one  Jones.  Jones  appealed  from  the  award  of  damages  made 
by  the  sheriff's  jury,  and  the  case  appealed  was  afterwards  transferred  to  the 
United  States  Circuit  Court  for  the  Northern  District  of  Iowa,  where  it  was 
finally  settled  by  stipulation,  and  a  decree  entered  confirming  the  proceedings 
and  establishing  a  right  of  way  to  a  strip  100  feet  wide  across  said  land,  de- 
scribed more  particularly  as  *'  being  a  strip  of  land  fifty  feet  on  each  side 
from  the  center  line  of  said  railway,  as  now  located  thereon,  in  Linn  county, 
Iowa."  The  right  of  way  established  by  the  decree  passed  in  front  of  the 
dwelling  house  on  the  premises  then  occupied  by  Jones,  and  so  near  thereto  as 
to  take  a  part  of  the  front  yard,  in  which  shade  and  other  ornamental  trees 
were  growing.  When  the  road  was  built,  however,  no  part  of  the  yard  was 
disturbed.  It  was  fenced  at  the  time  the  proceedings  were  begun,  and  when 
the  decree  was  rendered.  Afterwards,  when  the  plaintiff  fenced  its  right  of 
way,  it  built  up  to  the  yard  fence  on  each  side  and  connected  therewith. 
This  was  the  condition  of  the  fence  and  the  yard  when  the  defendants  bought 
the  land,  and  so  it  remained  until  thi»  action  was  brought.  The  defendants' 
deed  made  no  reservation  of  any  of  the  right  of  way,  and  they  claim  that 
when  they  bought  they  were  told  by  Jones  that  the  right  of  way  did  not  in- 
clude any  part  of  the  dooryard,  because  of  an  agreement  with  the  plaintiff 
that  it  should  remain  undisturbed.  In  1805  the  plaintiff  imdcrtook  to  extend 
its  right  of  way  fence  across  the  yard  on  the  soutli  line  of  the  condemned 
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itrip,  and,  being  prevented  from  so  doing  by  the  defendants,  brought  this 
actioB  to  quiet  its  title  to  the  disputed  piece  of  land  inclosed  within  the  door- 
jird  fence.  The  defendants  pleaded  adverse  possession,  and  averred  that 
tk  plaintiff  had  leased  the  same,  with  other  lands,  to  a  telegraph  company, 
for  the  use  of  ita  poles  and  wires,  and  had  received  a  large  revenue  there- 
from; that  such  use  of  the  right  of  way  created  an  additional  servitude  on 
the  land;  and  that  they  were  entitled  to  an  accounting,  and  a  portion  of  the 
rati  and  profits  so  received.  A  demurrer  to  the  cross-petition  was  filed, 
hit  does  not  seem  to  have  been  ruled  upon. 

» 

Predon  £  Moffit,  for  appellants. 

/.  C.  Cook  and  H.  Loomis,  for  appellee. 

Opinion  bj  Shebwin,  J. : 

There  is  nothing  in  the  defendants'  counterclaim.     If  an  addi- 
tional servitude  has  been  imposed  on  the  defendants'  land,  it  is 
<^ar  that  they  have  no  right  to  an  accounting  of  the  rents  and 
profits  received  by  the  plaintiff  from  the  telegraph  company.     The 
appellants  claimed,  and  introduced  testimony  tending  to  support 
^  claim,  that  when  the  damages  were  originally  assessed,  and 
^ken  the  stipulated  decree  was  rendered  in  the  Federal  court,  the 
bjury  to  the  dooryard  was  expressly  excluded  from  consideration 
because  of  the  promise  made  by  the  plaintiff's  agent  and  attorney 
that  it  would  never  molest  or  disturb  the  owners'  use  thereof ;  and 
it  is  contended  that,  because  of  the  alleged  agreement  and  under- 
itanding,  the  defendants  and  their  grantors  held  adversely  to  the 
plaintiff  under  a  claim  of  right,  and  acquired  title  thereby  to  the 
land  in  question.     The  defendants  and  their  grantors  have  always 
owned  the  fee  title  of  the  entire  right  of  way,  and  the  plaintiff's 
interest  therein  has  been  an  easement  only.      If  the  defendants' 
grantors  had  conveyed  this  easement  by  deed,  describing  and  defin- 
ing it  as  was  done  in  the  decree,  their  continued  possession  of  the 
doorward  for  yard  purposes,  the  same  as  it  had  theretofore  been 
vaedy  would  not  set  the  statute  of  limitations  in  motion,  for,  if  the 
grantor  continues  in  possession  after  conveyance,  he  will  be  re- 
garded as  holding  in  subserviency  to  the  grantee,  either  as  his 
tenant  or  trustee,  "  and  nothing  short  of  an  explicit  disclaimer  of 
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the  relation,  and  a  notorious  assertion  of  right  in  himself^  will  be 
sufficient  to  change  the  character  of  his  possession,  and  render  it 
adverse  to  the  grantee."  1  Cyc.  1039.  The  stipulated  decree 
had  all  of  the  force  and  effect  that  a  direct  conveyance  could  have 
had,  and  the  owner's  continued  possession  of  the  land  thereafter 
could  by  no  possibility  place  him  in  a  better  position  than  he  would 
have  been  in,  had  he  executed  and  delivered  a  deed  to  the  plaintiff. 
While  the  plaintiff  was  entitled  to  the  possession  and  control  of  its 
right  of  way  whenever  it  should  deem  it  necessary  to  use  it  in  the 
conduct  of  its  business,  it  cannot  be  said,  as  a  matter  of  law,  that 
it  might  not  consent  to  any  use  thereof  which  would  not  interfere 
with  its  duties  to  the  public,  and  we  find  nothing  in  the  record 
indicating  that  the  possession  or  use  of  the  yard  by  the  defendants' 
grantors  was  in  any  way  inconsistent  with  the  plaintiff's  right  of 
possession  or  its  necessities  during  the  time  in  question.  Slocumb 
V.  The  C,  B.  &  Q.  R.  Co.,  57  Iowa,  676,  11  N.  W.  641. 

Nor  can  the  fact  that  before  the  final  decree  there  was  a  promise 
not  to  disturb  the  owners'  use  of  the  yard  change  the  rule  above 
annoimced.  The  decree  settled  the  parties'  rights  thereto,  and 
clearly  defined  what  they  were,  and  all  prior  agreements  were 
merged  therein.  The  plaintiff  had  the  right  to  rely  fully  thereon, 
and  to  presume  that  the  owners'  continued  possession  of  the  land 
was  subservient  to  the  easement  created  thereby.  When  the  de- 
fendants bought,  they  were  told  that  the  yard  was  reserved  from 
the  right  of  way  grant,  and  they  continued  in  the  possession  and 
use  thereof  just  as  had  their  grantor.  There  was  no  change 
in  the  physical  conditions,  and  no  outward  sign  that  they  were 
making  a  greater  claim  thereto  than  he  had  made.  Nor  did  the 
plaintiff  have  knowledge  of  the  representations  made  to  the  appel- 
lants by  their  grantor.  It  then  had  the  right  to  presume  that  the 
defendants'  possession  was  subservient  to  its  estate,  as  had  been 
their  grantor's ;  and  unless  there  was  some  unequivocal  act  on  the 
part  of  the  defendants,  brought  home  to  the  knowledge  of  the 
plaintiff,  indicating  a  hostile  intent,  their  possession  was  not  ad- 
verse. We  find  nothing  of  this  kind  in  the  record.  Slocumb  v. 
The  C,  B.  &  Q.  R.  Co.,  supra.     True,  there  was  no  reservation  of 
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ie  rig^t  of  way  in  the  defendants'  deed,  as  was  the  case  in  Sla- 
cmb  V.  R.  Co.,  but  we  are  unable  to  see  how  this  can  affect  the 
nsolt^  for,  conceding  that  the  defendants  were  holding  under  a 
good  faith  daim  of  right  or  title,  they  have  failed  to  prove  that 
their  possession  was  adverse  to  or  inconsistent  with  the  plaintiff's 
right  to  the  land  whenever  it  became  necessary  for  the  proper  con- 

muenoe  and  use  of  its  business. 
This  is  so  largely  a  fact  case  that  we  do  not  deem  it  necessary  to 

feriew  the  cases  cited  in  support  of  the  contention  of  counsel. 

Hie  judgment  is  affirmed. 


I 


Biglkts  mt  ownmr  of  fee  of  railroad  right  of  way;  oompeiuiatioa  to 
of  foo  wlioro  rlsht  of  vraj  is  taken  by  telograph  company. — 

1m  the  case  of  PhiUipa  v.  Postal  Teleg,  Cable  Co.,  130  N.  C.  513,  41  S.  E.  1022, 

tte  plaintiir  sought  to  recover  compenjsation  of  the  defendant  for  its  use  of  the 

right  of  way  of  a  railroad,  the  fee  of  which  was  in  the  plaintiff.    The  defend- 

•at  contended  that  it  had  the  right  to  use  the  right  of  way  under  the  pro- 

^viaoQi  of  the  Foet  Roads  Act  (U.  S.  Rev.  St.  sees.  52G3-5268),  and  that  it 

kad  aeqoired  such  right  by  the  consent  and  upon  payment  of  compensation  to 

the  railroad  company.    The  railroad  company  had  abandoned  such  right  of 

^nj,  aad  was  no  longer  in  possession  thereof.    The  court  held  that  the  Post 

Botds  Aet  did  not  authorize  the  telegraph  company  to  acquire  such  right  of 

^J  without  compensation  to  the  owner  of  the  fee.    It  was  also  held  that  the 

IN  bj  the  telegrauh  company  was  an  additional  burden,  and  that  the  owner  of 

IhelM  was  entitled  to  compensation.    In  this  connection  the  court  said: 

Tbe  defendant  again  contends  that  as  its  poies  are  located  on  the  right  of 

v^d  the  railroad  company  (that  is,  its  potential  right  of  way),  and  as  it 

^  asfiiired  its  easement  from  the  railroad  company  by  condemnation  pro- 

MdiigB  under  the  Code,  it  owes  no  further  duty  to  the  owner  of  the  land. 

WeeanDot  concur  in  this  view.    The  land  on  which  the  poles  are  situated  is 

■H  in  the  actual  possession  of  the  railroad  company,  and  apparently  never 

hM  been.    On  the  contrary,  it  has  been  in  constant  cultivation  by  the  plaintiff 

Qi  those  under  whom  he  holds.    The  nature  of  the  easement  acquired  by  rail- 

md  eompanies  under  condemnation  proceedings  has  been  too  recently  consid- 

crad  by  this  court  to  require  further  discussion.     Shields  v.  Railroad  Co., 

It9  N.  C.  1,  39  8.  £.  582.     In  that  case  the  court  says,  on  page  4,  129  N.  C. 

ad  page  583,  30  S.  E.:    'It  therefore  seems  to  be  the  settled  law  in  this  State, 

i»  Ikr  as  judicial  construction  can  settle  a  question,  that  a  railroad  company 

Ijf  eondemnation  proceedings  only  acquires  an  easement  upon  the  land  con- 

with  the  right  to  actual  possession  of  so  much  only  thereof  as  is 

for  the  operation  of  its  road,  and  to  protect  it  against  contingent 

It  is  not  contended  that  the  lines  of  the  defendant  are  in  any 

itial  to  the  operation  of  the  railroad.    On  the  contrary,  it  is  stated 
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in  the  opinion  of  the  court  in  the  proceedings  under  which  the  defendant 
claims  to  haye  acquired  its  easement  that  'the  railroad  company  denies  alto- 
gether that  any  benefit  or  advantage  can  arise  to  it  in  the  erection  of  the  tele- 
graph lines,  and,  on  the  contrary,  avers  that  it  is  detrimental  to  it  in  the 
last  degree.'  Postal  Tel,  Cable  Co,  v.  Southern  R,  Co,  (C.  C.)  89  Fed.  190. 
196.  Under  the  circumstances,  it  is  clear  that  the  additional  eaaement  claimed 
by  the  defendant  is  an  additional  burden  upon  the  land,  for  which  the  owner 
is  entitled  to  just  compensation.  Atlantic  d  P.  Tel.  Co.  v.  Chioago,  R.  I,  d  P. 
R.  Co,,  supra;  Daily  v.  State,  5  Am.  £lectl.  Cas.  186,  51  Ohio  St.  348,  37  N.  E. 
710,  24  L.  R.  A.  724,  46  Am.  St.  Rep.  578;  Telegraph  Co.  v.  Pearoe,  3  Am. 
Electl.  Cas.  169,  71  Md.  535,  18  Atl.  910,  7  L.  R.  A.  200;  Keasbey,  Electric 
Wires,  sec.  185.  The  Maryland  case  is  an  able  and  elaborate  discussion  of 
the  entire  question.  The  kindred  question  involving  the  same  principle,  of 
railroads  upon  streets,  is  fully  considered  in  the  well-known  cases  of  Story  v. 
Railroad  Co.,  90  N.  Y.  122,  43  Am.  Rep.  146,  and  Lahr  v.  Railway  Co.,  104 
N.  Y.  268,  10  N.  E.  528,  in  which  it  was  held  that  the  abutting  owners  were 
entitled  to  compensation  for  the  additional  burden  imposed  upon  the  streets 
by  the  elevated  roads.  White  v.  Railroad  Co.,  113  N.  C.  610,  18  S.  E.  330,  22 
L.  R.  A.  627,  37  Am.  St.  Rep.  639,  is  also  a  well-considered  case  in  our  own 
Reports." 

'*The  plaintiff  was  not  a  party  to  the  condemnation  proceedings,  nor  have  any 
proceedings  been  instituted  against  him  by  the  defendant  to  acquire  an  ease- 
ment or  any  other  right.  The  defendant  relies  upon  that  part  of  section 
2010  of  the  Code,  which  says:  *And  if  the  use  or  right  sought  be  over  or 
upon  an  easement  or  right  thereby,  it  shall  be  sufficient  to  give  jurisdiction 
if  the  person  or  corporation  owning  the  easement  or  right  of  way  be  made 
a  party  defendant.'  Here  the  defendant  stops,  but  the  Code  immediately  pro- 
ceeds to  say:  *  Provided  that  only  the  interest  of  such  parties  as  are  brought 
before  the  court  shall  be  condemned  in  any  such  proceedings.'  By  the  very 
terms  of  the  statute,  the  plaintiff  now  stands  as  if  no  condemnation  pro- 
ceedings had  ever  been  brought." 


CONTRA.CTS  WITH  MUNICIPALITIES  FOR  ELECTEIC 

LIGHT. 


VOL.  vm — 19 


VALIDITY  OP  ELECTRIC  LIGHT  CONTRACTS. 


I>BirvBB^  City  of,  v.  Hubbasd. 

Colorado;  Court  of  Appeals. 

L  Contract  to  furnish  light;  constitutionality;  debt  limit. — ^A  contract 
whereby  an  electric  light  company  agrees  to  furnish  light  to  a  city  for 
a  term  of  ten  years  at  a  specified  annual  price,  does  not  constitute  a 
violation  of  the  Constitution  (Colo.  Const,  art.  11,  sec.  8)  limiting  the 
extent  and  amount  of  mimicipal  indebtedness,  where  the  annual  sum  pay- 
able does  not  increase  the  indebtedness  beyond  the  limit,  although  the  ag- 
gregate sum  called  for  by  such  contract  would  produce  such  effect. 

2APPB0PBIATI0N  OF  MONET  TO  MEET  PAYMENTS. — ^The  contract  IS  not  in- 
valid under  art.  6,  sec.  10  of  the  Driver  charter  (L.  1893,  p.  200),  pro- 
hibiting the  city  council  from  ordering  the  payment  of  any  money  in 
excess  of  the  amount  appropriated  for  the  current  year,  and  also  prohibit- 
ing the  execution  of  a  city  contract  providing  for  the  payment  of  city 
money  until  a  definite  amo\mt  of  money  shall  have  been  appropriated 
therefor;  under  such  statute  the  council  is  not  required  to  appropriate 
sufficient  money  to  meet  the  aggregate  amount  to  be  paid  under  the 
contract,  but  the  statute  is  fully  complied  with  by  providing  annually 
for  the  amount  payable  under  such  contract. 

3.  Unreasonable  length  of  time. — ^Ten  years  is  not  an  unreasonable  length 

of  time  for  the  running  of  a  contract  to  furnish  electric  light  to  a  city. 

4.  Monopoly. — Such  a  contract  does  not  create  or  tend  to  create  a  monopoly, 

and  is  not  for  that  reason  invalid. 

6.  Surrender  of  i^oislaitve  power. — ^The  execution  of  such  a  contract  is  in 
the  exercise  by  the  municipality  of  its  contractual,  private  proprietary 
or  business  powers,  so  to  speak,  and  not  of  its  governmental  or  delegated 
legislative  powers;  hence  it  is  not  liable  to  the  charge  that  the  execution 
of  the  contract  would,  for  the  term  thereof,  operate  as  a  surrender  of  the 
legislative  powers  of  the  city  council. 

6  litXCEssiYE  price;  validity  not  affected  by  subsequent  offer  to  fur- 
nish LIGHT  AT  A  LESS  PRICE. — An  offer  made  by  another  company  to 
furnish  light  at  a  less  price  than  that  stipulated  in  the  contract  will  not 
affect  the  validity  of  t^e  contract,  where  it  appears  that  such  company 
has  formerly  furnished  light  under  a  contract  with  the  city,  and  had 
refused  to  lower  its  price  until  convinced  that  the  contracting  company 
was  a  competitor. 

(291) 
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Appeal  by  defendants  from  decree  in  favor  of  complainant. 
Decided  April  14,  1902 ;  reported  68  Pac.  993. 

E.  M.  Orahood  and  H.  L.  Ritter,  for  appellant  City  of  Denver. 

Henry  J.  0' Bryan  and  H.  Biddell,  for  appellant  Laoombe. 

Yeaman  &  Oove,  for  appellee. 

Opinion  by  Wilson,  P.  J. : 

On  and  prior  to  February  14, 1901,  there  was  in  the  city  of  Den- 
ver only  one  electric  light  and  power  plant  capable  of  supplying  an 
electric  current  for  the  lighting  of  the  streets  of  the  city,  the  homeB 
of  its  inhabitants,  and  for  commercial  purposes  generally.  Up  to 
January,  1900,  this  company,  under  contract  with  the  city,  had 
lighted  the  streets,  receiving  therefor  the  sum  of  $100  per  annum 
for  each  arc  light.  Subsequent  to  this  time,  and  up  to  the  com- 
pletion of  the  new  plant  hereinafter  mentioned,  the  company  had 
furnished  such  street  lighting,  but  not  under  contract  with  the 
city,  and  had  been  receiving  therefor  the  sum  of  $90  per  annum  for 
each  arc  light.  On  February  14th,  before  mentioned,  the  council 
of  the  defendant  city  passed  an  ordinance  whereby  Charles  F. 
Lacombe,  one  of  appellants,  and  his  assigns,  were  granted  the  right 
and  privilege  to  construct,  maintain,  and  operate  in  the  city  a 
street  arc  electric  light  and  power  plant,  and  also  a  commeicial 
electric  light  and  power  plant,  for  the  purpose  of  producing  and 
transmitting  an  electric  current  for  lighting,  heating,  and  power 
purposes,  for  use  of  the  said  city  of  Denver,  and  residents  and 
citizens  thereof,  and  to  erect  poles,  string  wires,  etc,  alcmg  the 
streets  and  alleys  of  the  said  city  for  this  purpose.  Specifications 
and  conditions  were  inserted  as  to  where  and  how  the  plant  should 
be  constructed,  its  kind,  capacity,  etc.  The  ordinance  further  pro- 
vided for,  and  upon  its  acceptance  by  Lacombe  and  his  assigns  was, 
a  contract  between  the  city  and  Lacombe  for  lighting  the  streets, 
and  a  similar  contract,  other  than  the  one  arising  from  the  accept- 
ance of  the  ordinance,  was  executed  between  the  city  and  Lacombe. 
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The  oonstruction  of  the  arc  lighting  plant  was  to  be  completed 
within  90  days,  and  of  the  commercial  plant  within  four  months, 
from  the  passage  of  the  ordinance.  The  contract  was  for  the  light- 
ing of  the  streets  of  the  city  for  a  period  of  10  years,  at  the  price  of 
$7.50  per  month,  or  $90  per  annum,  for  each  arc  light,  and  for  such 
additional  arc  lights  in  excess  of  1,000  as  might  be  required  by  the 
city  during  the  continuance  of  the  contract  the  sum  of  $70  per  year 
per  arc  light.  The  city  covenanted  that  it  would  use  not  less  than 
1,000  arc  lights.  The  ordinance  and  contract  reserved  the  right  to 
thiB  city  to  purchase  the  arc  lighting  plant  at  the  end  of  any  year  at 
a  constantly  reducing  price,  which  was  fixed  for  each  year  in  the 
eontract,  and  it  was  also  provided  that  the  plant  should  not  be  sold 
to  or  combine  with  any  other  electric  lighting  plant  in  the  city. 
With  reference  to  the  commercial  plant,  a  maximum  rate  to  be 
charged  private  consumers,  residences,  business  houses,  etc.,  was 
fixed,  and  it  was  provided  that  the  city  might  purchase  this  plant 
at  the  end  of  five-year  periods,  at  a  price  to  be  fixed  in  a  manner 
pravided  in  the  ordinance.  It  was  further  agreed  that  Lacombe 
and  his  assigns  should  pay  into  the  city  treasury  3  per  cent,  per 
annum  of  the  gross  revenues  that  might  be  received  from  the  com- 
mercial plant  In  an  agreed  statement  of  facts,  it  was  stipulated 
that  the  city  had  not  at  any  time  appropriated  a  definite  sum  of 
money,  or  any  amount  of  money  whatever,  for  the  liquidation  of 
any  liability  which  it  might  incur  by  reason  of  such  ordinance  or 
oontract,  unless  the  ordinance  itself  operated  as  an  appropriation, 
except  by  the  passage  of  the  annual  appropriation  ordinance  of  the 
city  on  January  17,  1901,  which  contained  the  following  pro- 
vision :  ''  Electric  Light  and  Gras.  There  is  hereby  appropriated  to 
the  electric  light  and  gas  department,  the  sum  of  ninety  thousand 
dollars  ($90,000)  for  the  public  lighting  of  the  streets  of  the  city 
of  Denver  by  arc  electric  lights  of  two  thousand  standard  candle 
power,  running  all  night,  every  night  in  the  year,  and  also  for  the 
payment  of  gas  and  electric  light  bills  in  the  different  city  build- 
ings, outside  of  the  fire  and  police  departments ;  provided,  that  not 
more  than  one-quarter  of  said  amount  shall  be  expended  in  any  one 
quarter  of  the  year,  unless  authorized  expressly  by  the  city  council ; 
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provided^  further,  that  not  more  than  ninety  dollars  each  per  an- 
num shall  be  paid  for  arc  electric  lights  of  two  thousand  standard 
candle  power  each.  And  the  city  council  hereby  reserves  the  right  to 
direct  the  expenditure  of  the  amount  hereby  appropriated  as  said 
council  from  time  to  time  determine."  It  was  further  stipulated 
that  neither  the  contract  with  Lacombe  and  his  assigns,  nor  the 
expense  to  the  city  resulting  therefrom,  was  rendered  necessary  by 
any  casualty,  accident,  or  unforeseen  contingency  happening  after 
the  passage  of  the  last  annual  appropriation  ordinance  by  the  city 
council  of  the  city  of  Denver,  and  that  neither  the  ordinance  nor 
the  contract  had  ever  been  recommended  or  approved  by  the  board 
of  public  works,  nor  had  the  said  board  of  public  works,  nor  the 
city,  nor  any  officer  nor  department  thereof,  in  any  manner  adver- 
tised for  bids  for  lighting  the  streets  and  public  grounds  of  the  city. 
It  was  further  stipulated  that  the  ordinance  was  passed  and  the 
contract  entered  into  by  the  city  in  order  to  afford  the  city  and  its 
inhabitants  the  benefit  of  competition  in  the  price  of  electric  light 
and  power  between  the  old  company  and  the  proposed  new  com- 
pany, and  that  it  was  impossible  to  secure  the  benefits  of  such  com- 
petition and  the  erection  of  a  competing  plant  without  entering 
into  the  contract  set  forth  in  the  ordinance  with  Lacombe  and  his 
assigns,  or  some  other  company,  corporation,  or  person.  Also  that 
since  the  commencement  of  this  action  the'old  company  had,  for 
the  purpose  of  meeting  the  competition  afforded  by  defendant  La- 
combe and  his  assigns,  materially  reduced  the  rates  charged  by  it 
for  commercial  lighting.  It  was  also  agreed  that  at  the  time  of  the 
commencement  of  this  action  the  amount  of  the  appropriation  for 
the  lighting  of  the  streets  and  buildings  of  the  city  in  the  annual 
appropriation  ordinance  of  January  17,  1901,  remained  unex- 
pended, with  the  exception  of  about  $11,000  paid  out  for  lighting 
subsequent  to  January  1,  1901.  The  plaintiff,  a  taxpayer  of  the 
city,  commenced  this  suit  February  16,  1901,  assailing  the  validity 
of  the  ordinance  and  contract,  and  praying  an  injunction  restrain- 
ing the  defendants  from  carrying  it  into  effect  The  decree  of  the 
court  granted  the  relief  substantially  as  prayed  for,  the  contract 
being  held  null  and  void,  and  from  this  defendants  appeal. 
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To  establish  the  invalidity  of  this  ordinance  and  contract,  the 
grounds  chiefly  relied  upon  are:  (1)  That  it  was  in  violation  of 
and  prohibited  by  the  Constitution  of  the  State;  (2)  that  it  was 
and  is  prohibited  by  the  charter  of  the  city  of  Denver.  There  are 
some  other  objections  which  possibly  may  not  in  terms  come  strictly 
within  these  two  grounds,  but  they  will  be  adverted  to  and  consid- 
ered during  the  course  of  this  opinion. 

1.  The  constitutional  objection  is  based  upon  the  provision  of 
the  State  Constitution  limiting  the  extent  and  amount  of  municipal 
indebtedness,  it  being  claimed  that  this  contract  would  operate  to 
create  a  municipal  indebtedness  in  excess  of  the  constitutional 
limit  Const,  art.  11,  sec.  8.  It  was  stipulated  that  at  the  time 
when  the  contract  was  entered  into  the  indebtedness  of  the  city  had 
not  reached  the  constitutional  limit  by  the  sum  of  $225,000.  If, 
dierefore,  the  contract  created  an  indebtedness  such  as  was  em- 
braced within  the  constitutional  inhibition,  and  such  indebtedness 
was  for  the  aggregate  amount  of  the  total  minimum  payments  to 
be  made  during  the  10-year  life  of  the  contract,  to  wit,  the  sum  of 
$900,000,  it  is  apparent  that  the  constitutional  limitation  would, 
of  course,  be  exceeded.  If,  however,  even  though  it  be  conceded 
that  the  contract  did  create  a  debt  within  the  meaning  of  the  Con- 
stitution, but  the  debt  was  only  in  the  amount  to  be  paid  in  any 
one  year,  to  wit,  $90,(J00,  then  the  indebtedness  so  created  would 
not  exceed  the  constitutional  limitation.  There  is  much  force  in 
the  contention  that  a  contract  like  this  does  not  create  a  debt  within 
the  meaning  of  the  Constitution,  and  that  no  debt  exists  or  comes 
into  being  until  after  the  expiration  of  a  period  fixed  in  the  con- 
tract for  payment,  and  this  is  the  view  taken  by  many  highly  re- 
spectable authorities.  It  is  not  necessary,  however,  for  the  determi- 
nation of  this  appeal,  that  this  question  should  be  considered  and 
definitely  passed  upon.  It  is  immaterial,  for  the  purposes  of  this 
case,  how  that  question  may  be  settled,  because,  if  the  mere  execu- 
tion of  the  contract  created  a  debt  at  all  within  the  purview  of  this 
constitutional  provision,  the  extent  of  the  debt  was  only  the  amount 
of  the  annual  payment  provided  for,  which  is  $90,000,  and  hence 
it  was  clearly  and  safely  within  the  prescribed  constitutional  limi- 
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tation.  This  doctrine,  which  has  been  much  discussed  and  fre- 
quently passed  upon,  is,  as  applied  to  this  class  of  cases,  founded 
upon  sound  reason  and  principle,  and  is  supported  by  an  over- 
whelming weight  of  authority.  We  cite  in  support  of  it  a  number 
of  the  leading  and  best-considered  authorities,  but  by  no  means  all. 
City  of  Walla  Walla  v.  Walla  Walla  Water  Co.,  172  U.  S.  19,  19 
Sup.  Ct.  77,  43  L.  Ed.  341 ;  Saleno  p.  City  of  Neosho,  127  Mo. 
639,  30  S.  W.  190,  27  L.  R.  A.  769,  48  Am.  St.  Rep.  653 ;  Lamar 
Water  £  Electric  Light  Co.  v.  CUy  of  Lamar,  140  Mo.  156,  39  S. 
W.  768 ;  Carlyle  Water,  Light  &  Power  Co.  v.  City  of  Carlyle,  31 
111.  App.  339 ;  Crowder  v.  Town  of  Sullivan,  128  Ind.  487,  28  N. 
E.  94,  13  L.  R.  A.  647 ;  Seward  v.  LibeHy,  142  Ind.  554,  42  N. 
R  39 ;  CUy  of  Helena  v.  Mills,  36  C.  C.  A.  1,  94  Fed.  919 ;  Dwyer 
V.  City  of  Brenham,  65  Tex.  526 ;  Stednum,  v.  City  of  Berlin,  97 
Wis.  512,  73  N.  W.  57 ;  McBean  v.  Fresno,  112  Cal.  167,  44  Pac 
358,  31  L.  R  A.  794,  53  Am.  St.  Rep.  191 ;  City  of  Chicago  v. 
Oaipin,  183  111.  407,  55  N.  K  731 ;  Cunningham  v.  CUy  of  Cleve- 
land, 39  C.  C.  A.  218,  98  Fed.  357;  Utica  Water  Works  Co.  v. 
City  of  Utica,  31  Hun,  426 ;  Ludington  Water  Supply  Co.  v.  City 
of  Ludington,  119  Mich.  491,  78  N.  W.  558 ;  Appeal  of  City  of 
Erie,  91  Pa.  398 ;  Smith  v.  Dedham,  144  Mass.  177,  10  N.  E.  782 ; 
New  Orleans  Gaslight  Co.  v.  City  of  New  Orleans,  42  La.  Ann. 
188,  7  South.  559;  Orant  v.  City  of  Davenport,  36  Iowa,  396; 
Earles  v.  Wells,  94  Wis.  285,  68  N.  W.  964,  59  Am.  St  Rep.  886; 
1  Dill.  Mun.  Corp.  (4th  ed.),  sec.  136a. 

In  the  WaUa  Walla  case,  in  which  all  of  the  justices  concurred  in 
the  opinion,  it  was  said,  after  referring  to  a  few  cases  which  hold 
the  contrary  doctrine : 

"  But  we  think  the  weight  of  authority,  as  well  as  of  reason,  favors  the  more 
liberal  construction  that  a  municipal  corporation  may  contract  for  a  supply 
of  water  or  gas  or  like  necessary,  and  may  stipulate  for  the  payment  of  an 
annual  rental  for  the  gas  or  water  furnished  each  year,  notwithstanding  the 
^^ggregate  of  its  rentals  during  the  life  of  the  contract  may  exceed  the  amount 
of  the  indebtedness  limited  by  the  charter.  There  is  a  distinction  between  a 
debt  and  a  contract  for  a  future  indebtedness  to  be  incurred,  provided  the 
contracting  party  perform  the  agreement  out  of  which  the  debt  may  arise. 
There  is  also  a  distinction  between  the  latter  case  and  one  where  an  absolute 
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debt  ia  created  at  once,  as  by  the  issue  of  railway  bonds>  or  for  the  erection  of 
a  public  improvement,  though  such  debt  be  payable  in  the  future  by  install- 
ments. In  the  one  case,  the  indebtedness  is  not  created  until  the  consideration 
lias  been  furnished;  in  the  other,  the  debt  is  created  at  once,  the  time  of  pay- 
ment being  only  postponed.  In  the  case  under  consideration  the  annual  rental 
did  not  become  an  indebtedness,  within  the  meaning  of  the  charter,  \mtil  the 
water  appropriate  to  that  year  had  been  furnished." 

In  an  elaborate  note  to  Beard  v.  CUy  of  HopkinsvUle,  44  Am.  St. 
Eep.  223  (s.  c  24  S.  W.  872,  23  L.  R  A.  402),  by  Judge  Feee- 
UAJSf,  the  distinguished  legal  author,  on  this  subject  of  what  is 
within  the  meaning  of  prohibitions  against  municipal  indebted- 
ness, it  was  said,  on  page  240: 

**But  where  the  contract  or  ordinance  is  one  intended  to  provide  for  the 
furnishing  of  the  municipality  with  water  to  be  used  for  public  purposes,  or 
▼ith  lights  for  the  streets  or  other  public  places,  and  payment  is  to  be  made 
for  such  water  or  lights  from  year  to  year,  this  is  but  a  mode  of  providing 
for  the  necessary  current  expenses  of  the  municipal  government;  and  while 
it  is  true  the  municipality  has  no  discretion  not  to  become  liable  from  year  to 
year  for  the  amount  which  it  has  agreed  to  pay,  yet  the  almost  overwhelming 
wel^t  of  authority  is  that  it  is  not  to  be  regarded  as  indebtedness  within  the 
meaning  of  these  constitutional  or  statutory  limitations,  except  for  the  amount 
which  has  actually  fallen  due  under  the  contract  or  ordinance,  and  that  it 
must  therefore  be  sustained,  although  the  amount  which  will  ultimately  be- 
eome  due  under  it  may  greatly  exceed  the  limit  of  indebtedness  which  the 
municipality  is  authorized  to  incur." 


In  Saleno  v.  City  of  Neosho,  supra,  cited  approvingly  in  the 
WaUa  Walla  case,  supra^  the  court  said : 

"A  debt  is  understood  to  be  an  unconditional  promise  to  pay  a  fixed  sum  at 
lome  specified  time,  and  is  quite  different  from  a  contract  to  be  performed  in 
the  future  depending  upon  a  conditioh  precedent,  which  may  never  be  per- 
formed, and  which  cannot  ripen  into  a  debt  until  performed.  Here  the 
hydrant  rental  depended  upon  the  water  supply  to  be  furnished  to  defendant, 
and,  if  not  furnished,  no  payment  could  be  required  of  it." 

There  are  some  cases  to  the  contrary,  but  upon  close  examination 
it  will  be  found  that  in  the  great  majority  of  them  the  decision 
turned  upon  the  fact  that  the  municipality  at  the  time  of  making 
the  contract  had  already  reached  the  limit  of  its  indebtedness,  or 
so  nearly  so,  that  the  making  of  the  first  annual  payment  would 
have  carried  it  beyond  such  limit,  or  that  in  the  Constitution  other 


298  Amebican  Electbioax  Cases.  [vol.  8 

Denver,  City  of,  v.  Hubbard. 

language  or  words  beside  the  mere  word  "  debt "  or  "  indebted- 
ness "  was  used,  showing  an  intent  to  give  to  the  word  "  debt "  a 
more  extended  meaning  and  broader  significance  than  that  usually 
accorded  to  it.  Nearly  all  are  susceptible  of  some  explanation, 
which  shows  them  to  be  not  in  conflict  with  this  doctrine.  Such  are 
the  Montana  cases,  cited  by  the  appellee:  Davenport  v.  Klein- 
Schmidt,  6  Mont.  502,  13  Pac.  249 ;  State  v.  City  of  Helena,  24 
Mont.  521,  63  Pac.  99,  55  L.  R.  A.  336,  81  Am.  St.  Rep.  453. 
fioth  of  these  cases  were  considered  by  the  Federal  Circuit  Court 
of  Appeals  in  a  late  Montana  case.  City  of  Helena  v.  Mills,  36 
C.  C.  A.  1,  94  Fed.  917.    It  was  there  said,  referring  to  them: 

"Both  cases  are  in  harmony  with  the  general  doctrine,  established  by  the 
decided  weight  of  authority,  that  the  contract  of  a  municipal  corporation  for 
a  useful  and  necessary  thing,  such  as  water  or  light,  which  is  to  be  paid  for 
annually  as  furnished,  does  not  create  an  indebtedness  for  the  aggregate  sum 
of  all  the  yearly  payments,  since  the  debt  of  each  year  comes  into  existence 
only  when  the  annual  compensation  has  been  earned,  but  that,  if  the  amount 
agreed  to  be  paid  in  any  installment  in  compliance  with  such  contract  trans- 
cends the  amount  of  permitted  indebtedness,  the  city  is  not  liable  therefor." 

Lake  County  v.  Rollins,  130  U.  S.  662,  9  Supp.  Ct.  651,  32  L. 
Ed.  1060,  is  explained  in  the  Walla  Walla  case,  supra,  and  held  not 
to  be  in  conflict  with  the  doctrine  announced  in  the  latter  case. 
NUes  Waterworks  v.  City  of  Niles,  59  Mich.  313,  26  N.  W.  525, 
is  cited  as  maintaining  the  contrary  doctrine.  The  question  there 
presented,  though  somewhat  similar,  was  not  exactly  like  the  one 
now  under  discussion.  The  case  seemed  to  turn  upon  the  exceed- 
ingly broad  and  comprehensive  lapguage  used  in  a  provision  of  the 
charter  of  the  defendant  city  under  consideration.  However  this 
may  be,  the  Michigan  Supreme  Court,  in  a  much  later  and  very 
recent  case  (Ludington  Water  Supply  Co,  v.  City  of  Ludington, 
supra) y  passed  directly  upon  the  question  here  presented.    It  said: 

**nie  charter  itself  limited  the  authority  of  the  council  with  respect  to  in- 
curring indebtedness,  but  the  rule  that  a  contract  for  future  services,  to  be 
paid  for  as  rendered,  is  not  an  incurring  of  indebtedness,  is  supported  by 
binding  authority." 
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In  support  of  this,  the  court  cited  a  number  of  authorities,  which 
are  cited  in  the  Walla  Walla  case,  and  which  we  have  cited  in  this. 
In  Salem  Water  Co.  v.  City  of  Salevfiy  6  Or.  29,  the  charter  inhibi- 
tion involved  was  as  broad  and  comprehensive  as  language  could 
make  it.  The  city  was  prohibited  from  creating  "  any  debt  or  lia- 
bilities which  shall  singly  or  in  the  aggregate  exceed  the  sum  of  one 
thousand  dollars."  The  case  arose  upon  a  contract  for  water 
whereby  the  city  bound  itself  to  pay  in  quarterly  installments 
$1,800  per  annum  for  a  period  of  17  years.  The  main  and  only 
question  to  be  determined  was  whether  any  debt  or  liability  was 
created  by  the  contract.  Upon  that  question  only  the  case  is  author- 
ity ;  but  that  is  not  the  question  before  us.  Manifestly,  if  that  con- 
tract created  a  debt  or  liability  for  one  year  only,  it  would  have 
been  void,  because  the  debt  or  liability  would  have  been  in  excess  of 
the  amount  allowed  by  the  city  charter.  Whether  the  debt  or  lia- 
bility, if  created,  would  have  been  only  the  amount  to  be  paid  dur- 
ing one  year,  or  the  sum  of  the  payments  provided  to  be  made  dur- 
ing the  entire  17  years,  was  not  in  the  case. 

There  are  a  few  cases  of  very  respectable  authority  squarely  to 
the  contrary,  notably  one  from  Georgia.  CUy  Council  of  Dawson 
V.  Dau8(m  Water  Works  Co.,  106  Ga.  697,  32  S.  E.  907.  This  in- 
volved a  contract  by  the  city  for  water,  annual  payments  for  which, 
in  specified  amounts,  were  to  continue  for  a  period  of  20  years.  It 
was  held  that,  within  the  meaning  of  the  State  Constitution  and  in- 
tent of  its  f ramers,  the  contract  created  a  debt  the  aggregate  amount 
of  which  was  the  sum  of  the  annual  rentals  stipulated  to  be  paid 
during  the  entire  term,  and  therefore  that  it  was  illegal,  and  not 
binding,  except  for  the  first  year.  It  plainly  appears  that  in  reach- 
ing this  conclusion  the  court  was  influenced  to  a  large  extent  by  a 
consideration  of  the  history  of  the  peculiar  state  of  public  affairs 
existing  in  Georgia  antecedent  to  and  concurrent  with  the  adoption 
of  the  constitutional  inhibition.  This  it  was  held  clearly  evidenced 
&e  intent  of  the  convention  to  have  been  in  accord  witli  the  con- 
clusions of  the  court.  It  was  frankly  stated  in  the  opinion,  however, 
(page  714,  106  Ga.,  and  page  914,  32  S.  K),  that  the  ruling  of 
the  court  was  "  in  direct  conflict  with  a  decision  of  the  highest 
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court  in  the  land  as  well  as  with  the  current  of  American  authority 
on  the  subject."  It  does  not  appear  to  us,  from  current  history 
or  otherwise,  that  the  condition  of  public  affairs  in  Colorado  at  the 
time  when  its  Constitution  was  adopted  was  such  as  to  justify  us 
in  following  the  Georgia  precedent,  and  in  thereby  ignoring  the 
current  of  American  authority,  including  a  unanimous  decision  of 
the  highest  court  in  the  land. 

Finally,  it  may  be  said,  as  showing  that  the  doctrine  announced 
by  the  weight  of  authority  is  supported  by  reason  and  principle, 
that  a  contrary  holding  would,  it  is  a  matter  of  common  knowledge, 
in  numerous  instances  work  disaster  to  municipalities  and  their 
inhabitants.  Water  and  light  are  absolute  necessities  in  towns  and 
cities,  as  essential  almost  as  air,  and  the  construction  and  operation 
of  plants  for  these  necessities,  it  is  univarsally  known,  require  the 
expenditure  of  very  large  sums  of  money.  As  a  business  propo- 
tion,  susceptible  of  being  understood  by  those  of  ordinary  intelli- 
gence only,  it  is  also  universally  known  and  recognized  that  a  town 
or  city  is  imable  to  secure  the  erection  of  the  necessary  plant  unless 
it  is  able  to  contract  in  advance  with  such  person  or  company  to  use 
light  to  be  furnished  for  some  period  of  time.  As  said  by  this  court 
in  Leadville  Illumin(Uin<f  Gas  Co.  v.  City  of  Leadville^  9  Colo. 
App.  403,  49  Pac.  268 : 

"  If  a  city  were  not  allowed  in  such  case  to  contract  for  light  for  some 
reasonable  period  of  time,  and  the  individual  or  company  furnishing  light 
was  compelled  to  trust  for  his  compensation  from  year  to  year  to  the  vary- 
ing moods  of  city  councils,  it  is  safe  to  say  that  no  one  would  engage  in  such 
a  hazardous  enterprise." 

For  these  reasons,  we  believe  that  neitlier  the  ordinance  nor  the 
contract  was  obnoxious  to  the  State  Constitution. 

2.  Was  the  contract  invalid  and  void  ab  initio  because  of  the 
failure  on  the  part  of  the  city  council  to  make  the  necessary  prior 
appropriation  of  money  to  cover  the  debt  or  liability  created  there- 
by, as  required  by  section  10,  art.  6,  of  the  city  charter  then  in 
force,  which  reads  as  follows : 

"The  city  council  shall  not  order  the  payment  of  any  money  for  any  purpose 
whatever,  in  excess  of  the  amount  appropriated  for  the  current  year,  and  at 
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the  time  of  said  order  remaining  unexpended  in  the  appropriation  of  the  par- 
ticular class  or  department  to  which  such  expenditures  belong.     Neither  the 
city  council  nor  any  officer  of  the  city  shall  have  authority  to  make  any  con- 
tract, or  do  anything  binding  on  the  city,  or  imposing  upon  the  city  any 
liability  to  pay  money,  until  a  definite  amount  of  money  shall  have  been  ap- 
propriated for  the  liquidation  of  all  pecuniary  liability  of  the  city  under  any 
such  contract,  or  in  consequence  thereof;  said  contract  to  be  ab  initio  null  and 
void  as  to  the  city  for  any  other  or  further  liability:   provided,  first,  that 
nothing  herein  contained  shall  prevent  the  city  council  from  paying  any  ex- 
pense, the  necessity  of  which  is  caused  by  any  casualty,  accident  or  unfore- 
seen contingency,  happening  after  the  passage  of  the  annual  appropriation 
ordinance;  and,  second,  that  the  provisions  of  this  section  shall  not  apply  to 
or  limit  the  authority  conferred  by  sections  7,  8  and  9  of  this  article,  nor  to 
moneys  to  be  collected  by  special  assessments  for  local  improvements."     Sess. 
Laws  1893,  p.  200. 

Sections  7,  8  and  9,  which  are  excepted  from  the  provisions  of 
this  section^  are  sections  empowering  the  city  to  contract  indebted- 
ness for  any  one  or  more  of  various  purposes  specifically  mentioned 
therein,  but  public  lighting  is  not  one  of  them.  It  is  admitted 
that  in  January,  immediately  preceding  the  time  when  this  con- 
tract was  entered  into,  the  city  council,  in  its  annual  appropriation 
bill,  included  an  item  of  $90,000  for  the  public  lighting  of  the 
streets  of  the  city  by  electric  lights,  and  also  for  the  payment  of  gas 
and  electric  light  bills  in  the  different  city  buildings  during  the 
current  year.  It  is  true  that  it  was  not  recited  in  the  bill  that  this 
appropriation  was  for  the  express  purpose  of  paying  the  bills  which 
might  be  incurred  under  this  contract,  designating  the  company  or 
contractor  by  name,  but  we  think  this  was  not  necessary.  It  cov- 
ered the  subject  of  lighting,  and  that  was  entirely  sufficient  to  meet 
the  requirements  of  the  section  which  we  have  quoted,  so  far  as 
the  expense  incurred  under  this  contract  for  lighting  during  the 
first  year  was  concerned.  It  is  contended,  however,  by  counsel,  and 
it  was  upon  this  ground  that  the  trial  court  based  its  judgment, 
that,  as  the  contract  was  to  run  for  10  years,  in  order  to  have  val- 
idated it  the  appropriation  should  have  been  for  the  total  amount 
that  the  city  would  have  to  pay  to  the  company  during  the  entire 
10  years  if  it  complied  with  its  contract,  to  wit,  the  sum  of  $900,- 
000.    Even  though  we  should  hold,  as  we  have  done,  that  the  con- 
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tract  was  not  obnoxious  to  the  constitutional  provision  fixing  a 
limit  of  indebtedness^  because  the  indebtedness^  within  the  mean- 
ing of  that  provision,  was  only  from  year  to  year,  counsel  urge  that 
the  section  of  the  charter  which  we  have  quoted  covers  the  aggre- 
gate amount  of  the  indebtedness  to  be  incurred  for  the  entire  term 
of  years,  because  the  word  "  liability  ''  is  used  in  the  section,  and 
not  "  debt  "  or  "  indebtedness."  It  is  insisted  that  the  word  "  lia- 
bility "  has  a  much  broader  and  more  extended  significance  than 
the  term  "  debt."  This  is  true,  and  we  have  no  dispute  with  or 
criticism  of  the  argument  of  counsel  to  that  effect,  or  the  authorities 
cited  by  them  in  support  of  it.  It  is  equally  true,  however,  that 
the  words  are  sometimes  used  interchangeably,  as  synonymous, 
and  in  the  construction  of  a  statute  whether  this  is  the  case  may  be 
judicially  determined  from  the  context, — from  the  sense  and  con- 
nection in  which  it  is  used.  The  very  authorities  which  counsel 
have  cited  in  support  of  their  position  are  authorities  to  this  effect. 
In  Cochran  v.  U,  S.,  157  U.  S.  296,  15  Sup.  Ct.  628,  39  L.  Ed. 
704,  the  meaning  of  the  word  was  determined  by  a  consideration 
of  the  plain  object  of  the  statute.  In  Salem  Water  Co.  v.  City  of 
Salem,  supra,  the  inhibition  of  the  statute  extended  both  to  '*  debt 
and  liability."  Both  words  were  used,  and  the  court  because  of 
this  concluded  that  it  was  the  evident  intent  of  the  Legislature  in 
thus  using  both  of  the  words  to  give  to  the  language  the  broadest 
and  most  comprehensive  significance  possible,  and  include  within 
the  inhibition  every  character  of  liability,  absolute  or  contingent, 
express  or  implied. 

Applying  these  rules  of  construction,  we  fool  a  clear  conviction 
that  this  section,  as  applied  to  contracts  of  this  and  similar  charac- 
ter, in  any  event  does  not  bear  the  interpretation  placed  upon  it 
by  either  the  trial  court  or  counsel.  The  charter  expressly  em- 
powered the  city  to  provide  for  lighting  the  streets  and  public 
groimds.  Article  2,  sec.  20,  subd.  8  (Sess.  Laws  1893,  p.  146). 
That  it  would  have  had  such  power,  even  without  this  express  grant, 
is  probable,  but  needs  no  discussion.  The  Legislature  made  the  ex- 
press grant  of  power,  however,  and  in  a  matter  of  such  absolute 
necessity,  essential  to  the  comfort  and  convenience  of  the  citizens, 
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IS  well  as  required  for  the  protection  of  their  lives  and  property, 
it  is  not  to  be  supposed  that,  in  a  subsequent  section  of  the  same  act, 
it  would  insert  a  provision  which  would,  in  effect,  defeat  the  exer- 
cise of  the  power.  As  was  said  bj  the  court  in  LeadvUle  Illuminat' 
ing  Gas  Co.  v.  City  of  LeadviUe,  9  Colo.  App.  403,  49  Pac.  268,  in 
passing  upon  a  similar  provision  of  the  general  law,  regulating  all 
municipal  corporations  excepting  those  organized  under  special 
charter: 

"If  a  prior  appropriation  was  essential  to  the  validity  of  the  contract,  then 
it  could  not  have  been  executed  at  all,  for  the  reason  that  it  wae  impossible 
to  compute  the  amount  which  would  be  due  during  the  twenty-five  years,  even 
if  it  had  the  power  to  make  such  an  appropriation  for  such  a  length  of  time, 
or  during  any  part  of  said  time.  It  is  unreasonable  to  presume  that  the 
Legislature  required  the  performance  of  impossibilities,  or  that,  having  once 
expressly  granted  to  a  city  the  power  of  making  such  contracts  as  that  in 
^eetion,  as  it  did  in  section  2655  (Gren.  Law  1877),  it  then,  in  a  succeeding 
■eetion  of  the  same  act,  imposed  such  restrictions  as  to  practically  nuUify 
such  grant  of  power." 

In  this  case,  as  in  that,  if  the  theory  of  appellee  be  correct,  it 
would  have  been  impossible  for  the  city  to  have  entered  into  the 
contract  at  all,  because  it  was  powerless  to  have  made  the  required 
appropriation.  Under  its  charter,  its  appropriations  must  be  made 
annually,  and  then  only  for  expenses  to  be  incurred  during  the 
current  year.  It  could  not  make  appropriations  for  such  expenses 
to  be  incurred  during  succeeding  years.  Besides,  it  would  have 
been  impossible  to  have  estimated  the  exact  amount  of  money  to  be 
due  in  succeeding  years.  It  could  not  then  have  been  told  how 
many  arc  lights  would  be  needed  for  the  proper  lighting  of  the  city 
during  any  of  the  succeeding  years.  The  result  would  be  that  the 
city  could  not  provide  for  the  lighting  of  its  streets,  public  grounds 
and  buildings  at  all,  unless  it  should  go  to  the  heavy  expense  of 
constructing  and  maintaining  a  plant  of  its  own,  which  the  finances 
of  the  city  might  not  be  in  a  condition  to  permit,  or  unless  it  sub- 
mitted to  the  terms  of  the  one  company  then  in  existence.  Even 
if  able  to  have  built  its  own  arc  lighting  plant  for  street  lighting 
purposes,  it  would  not  have  secured  thereby  for  its  citizens  the  ad- 
vantages of  a  commercial  electric  light  plant  or  of  competition. 
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While  it  may  not  be  authorized  specifically  to  make  any  contracts 
for  the  lighting  of  the  residences  and  business  houses  of  the  people, 
we  believe  that  no  one  would  have  the  temerity  to  deny  that  a  city, 
in  providing  for  public  lighting  within  the  limits  and  scope  of  its 
powers,  would  be  grossly  derelict  in  its  duly  if  it  did  not  use  those 
powers,  so  far  as  possible,  to  advance  and  subserve  the  interest, 
not  only  of  the  corporation  itself  in  its  corporate  capacity,  but  also 
of  the  people  of  the  community  in  a  matter  of  such  paramount 
necessity  as  light.  It  is,  as  we  have  said,  a  matter  of  universal 
knowledge,  and  a  fact  of  which  all  courts  take  judicial  notice  in 
passing  upon  the  contracts  of  municipalities  for  light  and  water, 
that  the  erection  of  a  plant  for  the  supply  of  either  involves  large 
expenditure  of  money,  and  especially  for  cities  of  the  size  and  pop- 
ulation of  Denver,  and  that  no  individual  or  company  would  un- 
dertake such  an  enterprise  without  first  having  a  contract  with  the 
city  for  some  term  of  years,  so  as  to  have  some  reasonable  business 
guaranty  that  there  would  be  received  back  from  the  earnings  some 
proportion  of  the  amount  to  be  expended,  thereby  reducing  the  risk 
of  the  business  venture.  The  result  would  therefore  be,  if  the 
contention  of  appellee  is  maintained,  that  the  grant  of  power  to  the 
city  for  this  necessary  and  beneficial  purpose  would  be  practically 
nullified.  It  would,  in  effect,  be  saying  to  the  municipal  authori- 
ties :  You  may  contract  for  the  lighting  of  the  streets,  but  you  may 
not  do  that  which  is  absolutely  necessary  to  secure  such  a  contract. 
Besides,  it  is  not  necessary,  in  order  to  carry  out  the  evident  pur- 
pose, intent,  and  object  of  section  10,  to  give  to  it  the  construction 
contended  for.  This  purpose  was  to  prevent  the  squandering  of  the 
public  money;  and  to  compel  municipalities  to  live  within  their 
means, — within  the  limits  of  a  sum  fixed  beforehand ;  upon,  as  it  is 
called,  the  **  pay  as  you  go  "  plan.  Because  of  this  section,  they 
could  not,  after  services  were  rendered,  under  improper  or  corrupt 
influences,  allow  extravagant  and  unreasonable  sums  for  services 
rendered  or  supplies  furnished,  and  they  could  not  thereby  exceed 
the  revenues  of  the  city,  and  create  an  indebtedness  which  exper- 
ience had  shown  rarely  diminished,  but  usually  increased.  The 
same  object  will  be  accomplished  if  it  should  be  held,  as  we  do, 
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that  the  city  was  not  required  to  make  an  appropriation  in  this  in- 
stance for  any  indebtedness  which  might  be  incurred  during  the 
term  of  years  provided  for  in  the  contract,  unless  it  be  for  the  first 
jrear.  In  other  words,  if  the  city,  during  the  existence  of  this  con- 
tract, in  each  of  its  annual  appropriation  bills,  appropriates  a  suf- 
ficient amount  of  money  to  cover  its  obligations  to  the  light  com- 
pany which  may  accrue  during  the  year,  the  object  of  the  statute, 
and,  we  believe,  its  letter,  would  be  complied  with.  ^^  The  action  of 
municipal  corporations  is  to  be  held  within  the  limits  prescribed  by 
fltatute.  Within  these  limits  they  are  to  be  favored  by  the  courts. 
Powers  expressly  granted  or  necessarily  implied  are  not  to  be 
defeated  or  impaired  by  a  stringent  construction."  Kyle 
V.  Malin,  8  Ind.  37,  cited  with  approval  in  City 
of  Pueblo  V.  Robi/nsan,  12  Colo.  598,  21  Pac.  899,  and  also  in 
LeadcUle  lUumvnatvng  Gas  Co.  v.  City  of  Leadville,  supra.  In 
McBean  v.  City  of  Fresno,  112  Cal.  160,  44  Pac.  358,  31  L.  R.  A- 
794,  62  Am.  St.  Rep.  191,  the  court  had  under  consideration  a  con- 
tract by  the  city  with  an  individual  to  take  care  and  dispose  of  the 
sewage  of  the  city  for  a  period  of  five  years  in  consideration  of  a 
certain  sum  per  annum,  to  be  paid  quarterly.  It  was  claimed  that 
the  contract  was  obnoxious  to  a  provision  of  the  State  Constitution 
to  the  effect  that  no  city  should  incur  indebtedness  or  liability  in 
any  manner  or  for  any  purpose  exceeding  certain  limitations.  The 
charter  of  the  city  also  provided  that  the  trustees  should  not  create, 
order,  or  permit  to  accrue  any  debt  or  liability  in  excess  of  the 
money  in  the  treasury  that  might  be  legally  apportioned 
and  appropriated  for  the  purpose.  Here  both  in  the  Con- 
stitution and  the  city  charter  the  words  "  debt "  and 
"  liability "  were  both  used.  The  contract  was  held  to 
be  valid  and  effective,  the  court  basing  its  views  "  upon  the 
conviction  that  at  the  time  of  entering  into  the  contract  no  debt  or 
liability  is  created  for  the  aggregate  amount  of  the  installments  to 
be  paid  under  the  contract,  but  that  the  sole  debt  or  liability  created 
is  that  which  arises  from  year  to  year,  in  separate  amounts,  as  the 
work  is  performed."  See,  also,  Dallas  Electric  Co.  v.  City  of 
vol*,  vni — 20 
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Dallas,  23  Tex.  Civ.  App.  323,  58  S.  W.  153.  We  think  the  same 
reasoning  which  supports  the  conclusion  by  the  courts  and  the 
weight  of  authority  which  we  have  discussed  in  the  first  part  of 
this  opinion,  that  in  contracts  of  this  character  the  word  "  debt " 
as  used  in  the  constitutional  inhibition  does  not  cover  the  aggregate 
amount  to  be  paid  for  the  entire  term  of  years  during  which  the 
contract  runs,  but  only  the  amount  for  each  annual  period,  applies 
with  equal  force  and  effect  to  the  construction  of  this  section  of 
the  city  charter,  and  supports  our  conclusion  that  the  word  "lia- 
bility "  in  the  section  does  not,  within  the  intent  and  meaning  of 
the  Legislature  with  reference  to  contracts  of  this  character  and 
nature,  cover  the  aggregate  amount  to  be  paid  under  this  contract 
for  the  entire  term  of  years,  but  only,  if  the  section  applies  at  all, 
the  amount  of  indebtedness  or  liability  to  be  incurred  during  each 
annual  period.  The  only  reasonable  conclusion  is  that,  as  applica- 
ble to  contracts  of  this  character,  the  word  "  liability  "  in  this  sec- 
tion has  no  broader  significance  than  the  word  "  debt."  This  con- 
struction allows  the  section  to  stand,  and  at  the  same  time  gives 
full  force  and  effect  to  the  intent  and  purpose  of  the  enactment. 

3.  It  is  claimed  that  the  city  had  no  authority  to  contract  for 
any  term  of  years  beyond  one,  and  that  ten  years  is  an  unreasonable 
length  of  time.  It  is  true  that  the  city  was  not  given  by  the  charter 
power  to  contract  for  lighting  for  any  term  of  years,  nor  was  it  re- 
stricted or  limited  to  any  particular  term.  In  fact,  the  charter 
did  not  specifically  give  it  power  to  contract  at  all, — ^to  enter  into 
any  contract  for  lighting.  The  specific  grant  of  power  was  to  pro- 
vide for  lighting.  This  was  the  power  expressly  granted,  but, 
under  all  authorities,  the  city  was  authorized  to  exercise  those  pow- 
ers necessarily  or  fairly  implied  in  or  incident  to  it  As  a  business 
proposition,  any  city,  in  entering  into  a  contract  of  this  kind,  is  in 
the  exercise  of  its  business  powers.  It  needs  no  argument  to  demon- 
strate that  to  carry  out  such  a  power  it  is  absolutely  necessary  that 
the  city  should  have  the  power  to  contract, — provide  terms  and 
specifications, — and  this  whether  it  undertakes  to  provide  for  light- 
ing by  building  a  plant  of  its  own  or  by  entering  into  a  contract  or 
agreement  with  a  company  or  individual  to  supply  the  light.  There 
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are  no  specific  restrictions  upon  the  right  of  the  municipality  to 
contract  in  the  exercise  of  this  power,  and  there  is  no  reason  in  such 
case  why  the  city,  in  the  exercise  of  its  business  powers,  should  not 
have  the  same  right  to  contract  as  a  natural  person.  Any  other  con- 
clusion would  be  disastrous  to  the  carrying  on  of  the  multifarious 
business  affairs  of  the  city,  and  as  we  have  before  said,  it  is  a  prac- 
tical business  impossibility  for  a  city  to  carry  out  this  power  unless 
it  does  contract  for  some  term  of  years.  It  has  so  far  escaped  our 
attention  if  there  is  a  single  case  in  the  books  among  the  vast  mul- 
titude treating  of  contracts  for  lighting  cities  wherein  the  contract 
does  not  run  for  some  term  of  years.  As  to  the  reasonableness  of 
the  term  fixed,  there  being  no  express  limit  upon  the  power  of  a 
dty  as  to  time,  the  court  should  not  undertake  to  interfere  with  the 
judgment  of  the  city  council,  which  is  conversant  with  the  needs 
and  necessities  of  the  city  as  well  as  existing  conditions  and  cir- 
comstances  to  be  considered  in  fixing  the  term  of  a  contract,  unless 
it  is  clearly  made  to  appear  that  there  has  been  an  abuse  of  dis- 
cretion. There  is  no  showing  here  to  support  such  a  finding.  Prac- 
tically the  only  contention  is  that  a  10-year  term  is  too  long  because 
it  is  for  10  years.  In  the  general  statutes  governing  all  towns  and 
cities  of  the  State  except  Denver,  and  possibly  one  town,  the 
municipalities  are  authorized  to  contract  for  lighting  for  a  term  of 
25  years.  If  this  be  a  permissible  term,  we  certainly  see  no  reason 
why  10  years  would  be  an  unreasonable  term  for  the  city  of  Den- 
ver, a  nmnicipality  existing  in  the  same  State,  and  created  by  the 
same  legislative  power.  Our  conclusions  upon  this  branch  of  the 
subject  are  amply  supported  by  authority.  Los  Angeles  Water  Co. 
V.  fUy  of  Los  Angeles  (C.  C),  88  Fed.  733,  affirmed  in  177  U.  S. 
59,  20  Sup.  Ct  736,  44  L.  Ed.  886;  Comry  v.  Waterworks  Co,, 
A  La.  Ann.  920,  7  South.  8 ;  Seward  v.  Liberty,  supra;  Smith  v. 
Dedham, supra ;Ludington  Water  Supply  Co,  v.  City  of  Ludington, 
supra;  State  v.  CUy  of  Great  Falls,  19  Mont.  518,  49  Pac.  15 ; 
Light,  Heat  &  Water  Co.  v.  City  of  Jackson,  73  Miss.  598,  19 
South.  771. 

Irrespective  of  the  question  as  to  the  duration  of  the  contract, 
that  it  was  not  only  reasonable  and  highly  beneficial  in  its  terms  to 
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the  city  and  its  inhabitants  is  indisputable,  and  dearly  appetn 
from  the  stipulated  facts.  By  it  the  city  secured  the  public  lift- 
ing at  the  same  rate  it  was  then  paying,  being  a  much  less  rate  than 
it  had  paid  under  contract  for  years  previous,  with  a  still  further 
reduction  upon  all  arc  lights  in  excess  of  1,000  which  the  future 
necessities  of  the  city  might  require,  and  also  a  reduction  in  rates 
for  light  to  be  used  by  its  inhabitants ;  also  the  benefits  of  compe- 
tition between  two  companies;  and  also  a  stipulation  by  the  de- 
fendant Laoombe  to  pay  into  the  city  treasury  annually,  in  consid- 
eration of  the  privileges  granted,  3  per  cent,  of  its  gross  receipts 
from  commercial  lighting,  heat  and  power. 

4.  We  see  no  support  whatever  for  the  contention  that  the  con- 
tract created,  or  tended  to  create,  a  monopoly.  Nowhere  in  the  con- 
tract is  any  exclusive  right  granted.  Manifestly  its  natural  tend- 
ency and  immediate  eflFect  was  to  prevent  a  monopoly.  In  conse- 
quence of  it  a  new  lighting  plant  was  constructed,  and  thereby  both 
city  and  citizens  were  given  the  advantages  of  competition. 

5.  The  execution  of  this  and  similar  contracts  is  in  the  exercise  by 
a  municipality  of  its  contractual,  its  private,  proprietary,  or  busi- 
ness powers,  so  to  speak,  and  not  of  its  governmental  or  delegated 
legislative  powers;  hence  itf  is,  in  our  opinion,  not  liable  to  the  charge 
that  the  execution  of  the  contract  would  for  the  term  thereof  oper- 
ate as  a  surrender  of  the  legislative  power  of  the  city  council.  1 
Dill.  Mun.  Corp.  sees.  27,  66,  68 ;  Cunningham  v.  Cily  of  Clever 
land,  supra;  Illinois  Trust  &  Savings  Bank  v.  City  of  Arkansas 
City,  22  C.  C.  A.  171,  76  Fed.  282,  34  L.  R  A.  618 ;  Los  Angeles 
Water  Ca.  v.  City  of  Los  Angeles,  supra;  Seitzinger  v.  Illumifnat- 
ing  Co.,  187  Pa.  642,  41  Atl.  454.  In  the  City  of  Arkansas  Ciiy 
case,  supra,  it  was  said  by  the  court : 

"A  city  has  two  classes  of  powers, — the  one  legislative,  public,  governmental, 
in  the  exercise  of  which  it  is  a  sovereignty  and  governs  its  people;  the  other, 
proprietary,  quasi  private,  conferred  upon  it  not  for  the  purpose  of  governing 
its  people,  but  for  the  private  advantage  of  the  inhabitants  of  the  city,  and  of 
the  city  itself  as  a  legal  personality.  In  the  exercise  of  the  powers  of  the 
former  class,  it  is  governed  by  the  rule  here  invoked  (that  the  city  council 
can  make  no  grant  and  conclude  no  contract  which  will  bind  the  city  beyond 
the  terms  of  their  offices,  because  such  action  would  circumscribe  the  legisla- 
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tire  powers  of  their  successors,  and  deprive  them  of  the  unrestricted  exercise 
of  their  powers,  as  the  exigencies  of  the  time  might  demand).  In  their  exer- 
cise it  is  ruling  its  people,  and  is  bound  to  transmit  its  powers  of  government 
to  its  successive  sets  of  officers  unimpaired.  But  in  the  exercise  of  the  powers 
of  the  latter  class  it  is  controlled  by  no  such  rule,  because  it  is  acting  and  con- 
tracting for  the  private  benefit  of  itself  and  its  inhabitants,  and  it  may  exer- 
cise the  business  powers  conferred  upon  it  in  the  same  way,  and  in  their  exer- 
cise it  is  to  be  governed  by  the  same  rules  that  govern  a  private  individual  or 
eorporati<Mi/' — citing  a  large  number  of  cases. 

We  think  this  concisely  and  properly  states  the  true  rule. 

6.  It  is  claimed  that  the  city  council  had  no  power  to  enter  into 
the  contract  in  question,  the  power  to  contract  for  public  lighting 
being  by  the  charter  conferred  upon  or  committed  to  that  branch 
of  the  executive  department  of  the  city  government  designated  as 
die  department  of  public  works.  The  duties  and  powers  of  the 
board  of  public  works  are  set  forth  in  section  35,  art.  3,  of  the 
charter.  Sess.  Laws  1893,  p.  167.  They  may  be  said  to  compre- 
hend, generally,  the  exclusive  management  and  control  of  the  con- 
struction, reconstruction,  and  maintenance  of  all  public  and  local 
improvements,  including  the  grading,  paving,  etc.,  of  streets  and 
alleys,  of  sewers,  sidewalks,  and,  among  other  things,  the  "  erection 
of  poles,  stringing  of  wires,  laying  of  tracks,  pipes,  and  conduits 
for  wires,  whether  done  by  the  city,  corporation  or  individuals." 
It  is  upon  these  last  words  that  coimsel  base  their  contention.  We 
fail  to  see  any  support  for  it.  To  the  board  is  simply  committed 
the  power  to  regulate  the  erection  of  poles  and  the  stringing  of 
wires,  because  they  are  necessarily  located  in  the  public  streets  or 
alleys  over  which  the  board  has  exclusive  control.  We  do  not  see 
how  the  most  strained  and  forced  construction  could  conclude  from 
the  language  in  the  charter  that  the  board  has  anything  to  do  with 
providing  for  the  lighting.  It  is  true  poles  must  be  erected  and 
wires  strung  before  the  electric  fluid  can  be  transmitted  and  the 
light  secured,  but  this  is  simply  an  incident  to  the  business, — one 
of  the  artificial  instruments  necessary  to  be  used  in  common  with 
other  instruments,  like  the  erection  of  the  building  for  supplying 
the  necessary  machinery,  etc.  The  power  to  provide  for  lighting 
the  streets  and  public  grounds  is  expressly  granted  to  the  city  coun- 
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cil.  In  order  to  accomplish  this,  the  party  who  contracts  for  tho 
lighting  must  make  certain  excavations  in  the  street,  and  erect 
therein  poles  and  string  wires,  and  before  he  can  do  this  the  board 
of  public  works,  because  it  has  exclusive  control  over  the  streets, 
must  designate  the  places  where  and  the  manner  in  which  this  work 
can  be  done,  so  as  to  restrict  the  character  of  the  obstruction  and  the 
danger  to  life  anil  property  within  as  small  limits  as  possible ;  but 
how  this  alone  can  be  construed  to  give  the  board  of  public  works 
power  to  control,  manage  and  contract  for  the  public  lighting — a 
power  specially  granted  to  the  city  council — ^we  utterly  fail  to  con- 
ceive. We  see  nothing  in  the  entire  section  defining  the  powers  and 
duties  of  the  board  of  public  works  which  could,  in  our  opinion, 
by  any  possibility,  embrace  the  public  lighting.  Electric  Light  d 
Power  Co.  v.  City  of  San  Bemardiru),  100  Cal.  350,  34  Pac.  819; 
City  of  Trenton  v.  Shaw,  49  N.  J.  Law,  638,  10  Atl.  273.  How- 
ever desirable  and  beneficial  may  be  the  lighting  of  the  streets,  it 
does  not  constitute  a  public  improvement,  confided  to  the  care  and 
control  of  the  board  of  public  works. 

7.  It  is  suggested,  but  not  very  strenuously  urged,  that  the  con- 
tract was  unnecessary  and  excessive,  hence  unreasonable,  because 
at  the  time  when  it  was  entered  into  another  company,  the  Denver 
Gas  &;  Electric  Company,  had  then  in  existence,  in  full  operation 
in  the  city,  an  electric  lighting  plant  of  sufficient  capacity  to  supply 
the  necessities  of  the  city  and  the  needs  of  its  inhabitants ;  that  it 
was  ready  and  willing  to  furnish  the  lighting,  and,  in  fact,  before 
the  final  passage  of  the  ordinance  providing  for  the  contract  in 
question,  this  company  made  an  offer  in  writing  to  supply  the  pub- 
lic lighting,  provided  for  in  the  Lacombc  contract,  for  a  period  of 
one,  three,  five  or  ten  years,  as  the  council  might  elect,  for  the  price 
of  $60  per  year  per  lamp,  being  $30  per  annum  less  than  that  pro- 
vided for  in  the  contract,  and  also  to  so  amend  its  rates  for  commer- 
cial lighting  that  the  average  of  its  charges  to  private  consumers 
should  1)0  less  than  a  certain  specified  maximum  amount,  which  we 
will  presume  was  less,  although  the  fact  does  not  clearly  appear, 
than  the  rate  it  had  charged  for  commercial  lighting  theretofore. 
Ihis  offer  came  too  late  to  be  effective  for  any  purpose,  either  in 
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ugament  or  otherwise.  It  appears  liiat  in  March,  1900,  nearly  a 
jear  before  the  entering  into  of  the  specified  contract  which  is  here 
under  consideration,  the  city  council  and  Lacombe  had  entered 
into  a  contract  precisely  similar  to,  and  identical  in  all  its  terms 
and  provisions  with,  the  one  in  question  in  this  suit.  In  pursuance 
of  this,  Lacombe  commenced  work  and  had  expended,  as  appears 
from  the  agreed  statement  of  facts,  a  large  sum  of  money  to  carry 
out  his  contract,  to  wit,  the  sum  of  $300,000,  and  had  incurred 
obligations  for  $150,000  additional.  This  contract  was  attacked 
by  a  suit  in  court  at  the  instance  of  some  taxpayer,  and  claimed  to 
be  invalid  because  of  some  irregularity  in  the  publication  of  the 
ordinance  which  authorized  it.  To  avoid  any  question  as  to  this 
alleged  irregularity,  the  city  council  thought  best  that  the  ordinance 
should  be  reintroduced  and  re-enacted,  and  thereby  avoid  any  ques- 
tion as  to  its  validity.  This  was  done  in  1901,  and  it  was  while  this 
proceeding  was  pending,  and  but  a  few  days  before  the  final  pas- 
sage of  this  second  ordinance,  that  the  Denver  company  made  its 
offer.  We  think  the  mere  statement  of  these  facts  carries  with  it 
the  conviction  that  neither  in  law  nor  morals  was  the  offer  of  the 
Denver  company  at  that  late  date  suflScient  to  justify  the  city  coun- 
cil in  rescinding,  even  if  it  had  the  power  to  do  so.  Waiving  the 
question  as  to  whether  at  the  time  of  this  offer  the  city  was  legally 
bound  by  the  contract  with  Lacombe,  it  was  unquestionably  morally 
bound  and  under  the  highest  obligations  to  carry  its  negotiations 
to  a  final  and  complete  conclusion.  Upon  the  faith  of  its  agree- 
ments, Lacombe  had  incurred  an  expenditure  of  nearly  half  a  mil- 
lion of  dollars.  We  know  of  no  law,  and  there  is  certainly  no  usage, 
which  would  approve,  justify  or  require  members  of  a  city  council 
acting  in  their  representative  capacity,  unless  in  cases  unlike  this, 
where  they  have  no  discretion,  in  ignoring  and  violating  the  rules 
of  business  morality  and  probity  which  prevail  among  individuals, 
and  which  the  law  in  every  instance  seeks  to  encourage  and  uphold. 
It  appears  in  the  stipulation  of  facts  that  prior  to  the  passage  of 
the  ordinance  of  1900  the  mayor  and  members  of  the  city  council 
conferred  with  the  manager  of  the  Denver  company  with  reference 
to  a  reduction  in  rates  charged  the  city  for  electric  lighting,  and 
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were  given  to  understand  that  the  company  was  not  prepared  at 
that  time  to  make  any  reduction.  It  further  appears  as  an  admit- 
ted fact  that  since  the  commencement  of  this  action,  which  was  be- 
gun immediately  upon  the  passage  of  the  ordinance,  the  Denver 
company,  because  of  and  for  the  purpose  of  meeting  the  competi- 
tion afforded  by  the  defendant  Lacombe,  materially  reduced  its 
rates  for  commercial  lighting,  thereby  certainly  securing  to  the 
inhabitants  of  the  city  very  material  and  substantial  benefits. 
This,  of  itself,  is,  in  our  opinion,  a  sufficient  answer  to  the  argu- 
ment that  the  contract  in  question  was  unnecessary. 

Counsel  on  both  sides  have  presented  unusually  able  and  ex- 
haustive arguments,  and  to  the  proper  solution  of  the  questions 
raised  we  have  given  the  most  careful  and  thorough  investigation. 
In  our  opinion,  the  doctrines  affirmed  by  us  in  LeadvUle  Illuminat' 
ing  Qus  Co.  v.  City  of  LeadvUle,  supra,  are,  on  principle  and  in 
effect,  directly  applicable  to  and  decisive  of  the  controlling  ques- 
tions in  this  case,  but  we  have  thought  proper,  by  reason  of  the  im- 
portance of  this  case,  to  give  them  further  and  fuller  consideration. 
We  have  not  considered  the  objections  of  appellee  seriatim,  but  in 
the  course  of  this  opinion  we  believe  that  we  have  touched  and 
passed  upon  all.  Our  conclusion  is  that,  although  they  are  pressed 
with  much  ingenuity  and  ability,  they  are  without  substantial 
merit.  The  contract  was,  in  our  opinion,  a  valid  one,  and  the  court 
erred  in  its  judgment.  This  conclusion  finally  disposes  of  every- 
thing in  the  case,  so  that  there  will  be  nothing  to  be  done  by  the 
trial  court  in  the  case  should  it  be  remanded.  There  is  no  necessity 
therefore,  for  this  useless  procedure,  and  judgment  will  be  entered 
here  in  accordance  with  the  views  which  we  have  expressed.  It 
will  be  that  the  injunction  be  dissolved,  that  the  defendants  go 
hence  without  day,  and  that  all  costs  be  taxed  against  the  appellee. 

Reversed,  and  judgment  rendered  for  appellants. 

Limitations  as  to  mnnicipal  indebtedness. — ^As  to  constitutional  lim- 
itation on  indebtedness,  see  1  Dillon  on  Mun.  Corp.  (4th  Ed.)  sec.  130;  Joyce 
on  Electric  I-aw,  sees.  264-271.  The  constitutions  of  nearly  all  the  States 
prescribe  a  limitation  upon  the  amount  of  indebtedness  to  be  incurred  by 
municipalities,  based  for  the  most  part  upon  the  taxable  value  of  property 
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tiiereiiL     A  valuable  note  upon  the  question  of  what  constitutes  municipal 
indebtedness  within  the  meaning  of  constitutional  limitations  is  foimd  ap- 
pended to  the  case  of  Beard  v.  City  of  Hopkinsville,  44  Am.  St.  Rep.  229-243. 
We  qnote  the  following  (p.  239),  from  this  note:  "It  is  not  unusual  for  a  city 
to  enter  into  a  contract  for  the  furnishing  of  light  or  water  for  a  designated 
Bombcr  of  years,  to  pay  therefor  either  a  specified  sum  each  year,  or  a  sum  to 
be  ascertained  by  a  computation  based  upon  the  number  of  hydrants  used,  or 
lights  furnished  in  each  succeeding  year.    In  these  cases  the  question  is,  shall 
the  aggregate  sum  which  will  become  due  on  the  contract  be  treated  as  exist- 
ing indebtedness,  or  only  the  sum  which  falls  due  each  year?     If,  when  the 
contract  is  entered  into,  the  municipality  is  indebted  up  to  the  constitutional 
liflut»  so  that  there  can  be  no  lawful  addition  to  the  existing  indebtedness, 
the  whole  contract  is  void,  and  no  recovery  whatever  can  be  had  thereunder. 
(Citing  QmU  v.  Indianapolis,  124  Ind.  292,  23  N.  E.  788;  Prinoe  v.  Quincy, 
106  ni.  138,  44  Am.  Rep.  785;  State  v.  Atlantic  City,  49  N.  J.  L.  658,  24  Atl. 
f9i;BurUngtan  Water  Co.  v.  Woodward,  49  Iowa,  58;  Spillman  v,  Parkera- 
hmrghf  35  W.  Ya.  605,  14  S.  £.  279.)     But  suppose  the  constitutional  limit  of 
indebtedness  not  to  have  been  reached  when  the  liability  was  assumed,  and  that 
the  sum  to  be  paid  each  year  may  be  added  to  the  pre-existing  indebtedness 
witboat  piMsing  beyond  the  limit,  but  that  the  aggregate  sum  added  to  such 
indebtedness  will  carry  it  beyond  that  limit,  and  furthermore,  that  the  munici- 
palitj  hns  no  discretion  but  to  go  on  from  year  to  year,  and  to  incur  liability 
lor  the  payment  of  sums  falling  due  in  that  year,  shall  the  amount  of  such 
aggregate  be  regarded,  or  only  the  amount  falling  due  within  any  one  year? 
Where  there  are  no  means  provided  by  the  statute  or  ordinance  for  the  pay- 
sort  of  the  several  sums  as  they  shall  fall  due,  and  resort  must  be  had  to 
the  general  fimds  of  the  corporation,  there  are  many  decisions  to  the  effect 
that  as  the  city  is  absolutely  liable  for  the  full  amount  which  can  become  due 
wider  the  contract  or  ordinance,  according  to  the  terms  thereof,  such  amount 
eonatitutes  from  the  beginning  an  existing  indebtedness.   (Citing,  NUes  Water 
WarkM  V.  Niles,  59  Mich.  311,  26  N.  W.  525;  Davenport  v.  Kleinachmidt,  6 
Mont.  502,  13  Pac.  249;  State  v.  Medbery^  7  Ohio  St.  522;  Spillman  v.  Parker 8- 
U^rgh,  36  W.  Va.  605,  14  8.  £  279.)     If  a  contract  is  made  for  the  erection  of 
water  works,  or  for  any  other  improvement,  and  the  time  of  payment  is  post- 
poned to  some  date  or  dates  in  the  future,  we  apprehend  that  there  is  no 
eonflict  of  decision  upon  the  subject,  and  that  the  sums  to  become  due  in  the 
future  must  all  be  taken  into  consideration  in  estimating  the  amount  of  the 
existing  indebtedness  of  the  municipality   (citing  Culbertson  v.  City  of  Ful- 
ton, 127  111.  30,  18  N.  E.  781);  but  where  the  contract  or  ordinance  is  one 
intended  to  provide  for  the  furnishing  of  a  municipality  with  water  to  be 
used  for  public  purposes,  or  with  lights  for  the  streets  or  other  public  places, 
and  payment  is  to  be  made  for  such  water  or  lights  from  year  to  year,  this  is 
bat  a  mode  of  providing  for  the  necessary  current  expenses  of  the  municipal 
government,  and  while  it  is  true  the  municipality  has  no  discretion  not  to  be- 
come liable  from  year  to  year  for  the  amount  which  it  has  agreed  to  pay, 
yet  the  almost  overwhelming  weight  of  authority  is  that  it  is  not  to  be  re- 
garded as  indebtedness  within  the  meaning  of  these  constitutional  or  statu- 
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tory  limitations,  except  for  the  amount  which  has  actually  fallen  due  under  the 
contract  or  ordinance,  and  that  it  must  therefore  be  sustained,  although  the 
amount  which  will  ultimately  become  due  under  it  may  greatly  exceed  tho 
limit  of  indebtedness  which  the  mimicipality  is  authorized  to  incur.  (Citing 
East  8t.  Louis  v.  East  8t,  Louis,  etc.,  Co.,  98  111.  415,  38  Am.  Rep.  97 ;  Crowder 
V.  Sullivan,  128  Ind.  486,  28  N.  E.  94;  Valparaiso  v.  Gardner,  97  Ind.  I,  49  Am. 
Rep.  417;  Smith  v.  Dedham,  144  Mass.  177,  10  N.  E.  782;  Grant  v.  City  of 
Davenport,  36  Iowa,  396;  Walla  Walla  Water  Co.  v.  Walla  Walla,  60  Fed.  967; 
Lott  V.  City  of  Wayoross,  84  Ga.  681,  11  S.  £.  558;  MerriU  RaUway  d  Lighi 
Co.  V.  Merrill,  80  Wis.  358,  49  N.  W.  965.)" 

What  oonstitntes  a  oity  purpose. — ^The  lighting  of  the  streets  and  publie 
places  is  one  of  the  duties  devolving  upon  municipal  government,  and  is  a 
city  purpose  within  the  provisions  of  the  constitution  prohibiting  the  oon- 
tractmg  of  indebtedness  ''except  for  county,  city,  town  or  village  purposes^ 
(N.  Y.  Const.,  art.  VIII,  sec.  11),  and  since  light  in  dwellings  is  as  important 
aSad  essential  as  upon  the  streets,  and  promotes  the  general  comf<»t»  safety 
and  welfare  of  the  inhabitants,  it  may,  when  supplied  in  connection  with  that 
which  is  furnished  by  the  municipality,  under  its  duty  to  the  public,  be  re- 
garded as  an  incident  thereto  and  one  of  the  purposes  for  which  the  munici- 
pality may  properly  contract.  Hequembourg  v.  City  of  Dunkirk,  49  Hun, 
560,  2  N.  Y.  Supp.  447. 

Indebtedness  ezceediac  ovrrent  roTeanes. — In  the  case  of  KiiMd  v, 
Minnesota  Brush  Elect.  Co.,  58  Minn.  418,  59  N.  W.  1088,  49  Am.  St.  Rep. 
523,  it  was  held  that  if  a  city  is  prohibited  from  making  any  contract  wherefaj 
liability  is  incurred  exceeding  the  revenues  of  any  fiscal  year,  a  contract  made 
by  it  for  the  lighting  of  its  streets  for  a  term  of  five  years  is  void,  unless 
the  revenue  on  hand  at  the  time  the  contract  is  made  is  sufficient  to  cover 
all  the  liability  incurred  under  the  contract  and  payable  during  the  five  years, 
together  with  the  current  expenses  and  existing  liabilities  for  the  year  ia 
which  the  contract  is  made.  The  statute  in  this  case  prohibited  the  munici- 
pality, without  special  authority  of  law,  "to  create  any  debt  or  any  liabilities 
against  said  city  in  excess  of  the  amount  of  revenue  actually  levied  and  appli- 
cable to  the  payment  of  such  liabilities."  The  statute  under  consideratioa 
in  the  principal  case  prohibited  the  payment  of  any  money  for  any  purpose 
whatever  in  excess  of  the  amount  appropriated  for  the  current  year.  The  pur- 
pose and  intent  of  both  these  statutes  is  the  same,  but  the  court  in  the  prin- 
cipal case  arrives  at  a  different  conclusion  upon  the  theory  that  a  contract 
cfiJling  for  an  expenditure  of  a  sum  of  money  based  upon  the  number  of  lights 
furnished  in  the  municipality,  renders  it  impossible  to  appropriate  in  any 
one  year  an  amount  sufficient  to  meet  the  necessities  of  the  contract  for  suc- 
ceeding years.  The  obligations  incurred  by  the  city  under  the  contract  neces- 
sarily vary  as  the  number  of  lights  is  increased  or  diminished.  The  court  in 
construing  the  statute  has  assumed  that  the  Legislature  by  its  prohibition  as 
to  the  payment  of  money  beyond  the  amount  appropriated  each  year,  did  not 
intend  to  compel  the  city  to  contract  for  its  light  from  year  to  year.  As  stated 
by  the  court,  such  a  method  of  furnishing  light  could  not  be  made  economical 
or  to  the  best  interests  of  the  taxpayers.    If  a  city  by  its  charter  is  authorised 
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to  contract  for  the  furnishing  of  light  and  water,  a  prohibition  contained  in 
tJie  eharter  against  the  incurring  of  indebtedness  beyond  the  amount  appro- 
priated each  year  for  the  public  purpose  should  not  be  construed  to  prohibit 
«  readonable  contract  for  light  and  water  for  a  term  of  years.  If,  in  the 
exercise  of  a  discretionary  powe**  vested  in  municipal  authorities,  it  is  de- 
cided that  the  interests  of  the  municipality  will  be  best  promoted  by  con- 
tracting with  private  individuals  or  corporations  for  the  furnishing  of  light 
and  water,  it  is  certainly  reasonable  to  place  such  a  construction  upon  the 
statutory  authority  thus  vested  in  municipalities  as  to  permit  the  making 
of  suoh  ccmtracts  to  extend  for  a  reasonable  length  of  time.  It  would,  there- 
fore, seem  that  the  principal  case  has  declared  the  correct  principle  ccmtroUing 
this  question. 

Xmowledco  of  eonatitntioximl  limitatioi&a. — Whoever  deals  with  munici- 
palities is  bound  to  know  all  constitutional  limitations  placed  upon  their 
power  to  incur  indebtedness  in  particular  years  (Smith  v.  Broderick,  107  Cal. 
644,  40  Pac.  1033,  48  Am.  St.  Rep.  167 ) ;  and  is  charged  with  notice  of  the 
iaet  that  the  mimicipality  is  indebted  to  the  constitutional  limit.  La  Porte  v, 
(HwtetoeU  Fire  Alarm  d  Telegraph  Co,,  146  Ind.  466,  45  N.  E.  588,  35  L.  R.  A. 
686;  OameweU  Fire  Alarm  d  Telegraph  Co,  v.  La  Porter,  96  Fed.  644.  But 
aw  Af^vtekle'Ryan  Co.  v.  City  of  Grand  Lodge,  122  Mich.  491,  81  N.  W.  358. 
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North  CaroUna;  Supreme  Court, 

L  CONTBACT  FOB  PUBUC  UGHTINQ  OF  STREETS  OF  MUNICIPALITY. — The  charter 

of  the  town  of  Concord  was  amended  by  chapter  85,  Laws  1903,  author- 
izing the  board  of  aldermen  of  the  city  to  provide  for  lighting  the  streets 
and  public  buildings  of  such  city,  and  to  contract  and  pay  for  the  same. 
At  the  same  session  another  act  was  passed,  providing  that  whenever 
twenty  citizens  of  such  city  shall  apply  to  the  board  of  aldermen  by 
written  petition  it  shall  be  the  duty  of  the  board  to  provide  for  an 
Section  to  vote  upon  the  question  as  to  whether  a  contract  for  furnish- 
ing lights  to  the  city  should  be  executed;  under  such  act  the  period  of 
the  contract  could  not  exceed  twenty  years.  The  municipality  entered 
into  a  contract  for  the  lighting  of  the  streets  without  an  election  as  so 
authorized.  Such  contract  was  held  invalid,  since  the  two  acts  referred 
to  should  be  construed  together,  and  without  submission  of  a  proposi- 
tion to  the  voters  of  the  city,  no  such  contract  could  be  executed. 
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2.  Validity  of  act  authorizing  city  to  contract  for  stbebt  uoHTmow— 
An  act  authorizing  the  municipal  authorities  of  the  city  of  Ccmoord 
(Private  Laws  1903,  ch.  86,  p.  146),  upon  a  submission  of  a  question  to 
the  voters  of  a  city,  to  contract  for  public  lighting,  is  within  the  powers 
and  duties  of  the  Legislature,  as  prescribed  by  article  8,  section  4,  of  tha 
Constitution. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
December  8,  1903 ;  reported  133  S.  C.  587,  45  S.  E.  948. 

Montgomery  &  Crowell,  Burwell  &  Cansler,  and  W.  M.  Smith, 
for  appellants. 

L.  T.  Hartsell,  for  appellee. 

Opinion  by  Connob,  J. : 

The  General  Assembly  of  1903  (chapter  85,  p.  140,  Priv.  Laws) 
amended  the  charter  of  the  town  of  Concord.  By  section  5  of  said 
act  it  is  provided  ^^  that  liie  commissioners  or  board  of  aldermen 
of  said  city  shall  have  the  power,  and  it  shall  be  their  duty,  to  pro- 
vide for  lighting  the  streets  and  public  buildings  of  said  city  and 
to  contract  for  and  pay  for  the  same."  At  the  same  session  (Priv. 
Laws,  p.  146,  ch.  86)  we  find  an  act  entitled  "  An  act  to  authorize 
the  commissioners  for  the  town  of  Concord  to  contract  for  li^ts 
for  said  town."  It  is  provided  that  whenever  20  citizens  of  said 
town  shall  apply  to  the  commissioners  by  a  written  petition,  asking 
the  commissioners  to  light  the  streets  and  public  buildings,  it  shall 
be  the  duty  of  the  said  commissioners  to  order  an  election  to  be 
held  in  said  town,  at  which  election  those  in  favor  of  lights  diall 
vote  a  ticket  on  which  shall  be  written  or  printed  the  word  "  Li^t," 
and  those  opposed  shall  vote  a  ticket  on  which  shall  be  written  or 
printed  the  word  "  Darkness."  If  a  majority  shall  vote  "  Light," 
then  said  commissioners  shall  have  full  power  and  authority  to 
contract  for  such  lights  in  such  quantities  and  upon  such  terms  as 
said  commissioners  may  deem  for  the  best  interest  of  said  town 
for  a  period  not  exceeding  20  years,  or  said  commissioners  shall 
have  the  right  to  erect  or  purchase  a  plant  for  lighting  said  town, 
and  operate  the  same.    It  is  further  provided  that,  if  a  majority  of 
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sud  citizens  shall  vote  for  lightSy  the  commissioners  may  levy  a 
tax  to  pay  for  the  same.  "So  limit  is  fixed  to  the  rate  or  amount 
of  aadi  tax,  except  that  it  shall  be  sufficient  to  pay  ^^  regularly  and 
promptly  for  said  lights."  These  statutes  were  ratified  on  the  16th 
of  February,  1903.  On  November  — y  1902,  the  defendant  entered 
into  a  contract  with  Thomas  A.  Scott  and  his  associates  for  ihe  pur- 
pose of  lighting  the  said  streets,  the  terms  of  which  are  fully  set  out 
in  the  record,  which  was  to  run  for  the  term  of  18  years,  and  which 
oonferred  upon  the  said  Scott  and  his  associates  a  franchise  for  25 
years  for  comihercial  and  domestic  lighting.  No  petition  was  ever 
filed  and  no  election  ever  held  pursuant  to  chapter  86  of  said  Acts. 
We  do  not  deem  it  necessary  to  set  forth  more  fully  the  terms  of 
the  contract. 

The  sixth  allegation  of  the  answer,  filed  the  25th  of  March,  1903, 
recites  a  resolution  referring  to  the  act  of  1903,  p.  140,  ch.  85,  and 
reciting:  '^Whereas,  the  town  of  Concord  has  a  population  of 
about  ten  thousand  people,  many  hundreds  of  whom  work  in  the 
mills  between  sundown  and  sunrise,  and  has  about  thirty  miles  of 
public  streets,  and  a  lot  of  public  buildings;  and,  whereas,  it  is 
not  only  the  sense  of  the  board  of  commissioners  for  the  town  of 
Concord  that  it  is  a  necessary  expense  of  said  town  to  light  the 
streets  and  its  public  buildings,  but  the  Legislature  now  in  session 
has  given  the  city  power  to  provide  for  lighting  the  streets  and  pub- 
lic buildings  of  said  city,  and  to  contract  for  and  pay  for  the  same : 
Now,  whereas,  the  contract  heretofore  entered  into  with  Thomas  A. 
Scott  and  Reuben  Burton  is  fair,  just  and  equitable,  and  to  the 
best  interest  of  said  town :  Therefore,  be  it  resolved  by  the  com- 
missioners for  the  town  of  Concord  that  said  contract  with  Thomas 
A.  Scott  and  Reuben  Burton  be,  and  the  same  is  hereby,  in  ail  re- 
spects, confirmed." 

In  view  of  the  answer  and  the  legislation  in  respect  to  the  town 
of  Concord  prior  to  February  16,  1903,  it  would  seem  that  what- 
ever validity  this  contract  has  is  by  virtue  of  the  two  acts  hereinbe- 
fore referred  to.  This  is  evidently  the  view  of  the  defendant.  Cer- 
tainly, if  the  contract  was  incomplete  prior  to  February  1,  1903, 
the  attempt  to  confirm  it  without  complying  with  chapter  86,  p. 
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146,  Priv.  Laws  1903,  could  have  no  other  or  further  effect  than 
if  it  had  been  originally  made  at  that  time.  No  explanation  is 
given  in  the  answer  why  this  contract  was  not  submitted  to  a  vote 
of  the  people  pursuant  to  chapter  86,  p.  146,  of  the  Private  Laws 
of  1903.  As  we  have  seen,  the  act  authorized  and  directed  this 
course  to  be  pursued  upon  the  petition  of  20  citizens,  and  it  would 
have  required  but  a  short  time  to  have  submitted  it  to  the  voters, 
and  thereby  removed  all  questions  in  regard  to  its  validity. 

This  action  is  brought  by  the  plaintiff,  a  citizen  and  taxpayer, 
for  the  purpose  of  enjoining  the  town  from  entering  into  said 
contract  A  number  of  interesting  questions  were  discussed  before 
us  upon  the  argument  and  in  the  briefs  respecting  the  right  of  a 
town  to  enter  into  a  contract  of  this  character  for  the  purpose  of 
furnishing  lights  as  a  "  necessary  expense."  Whatever  views  we 
may  entertain  upon  that  question,  we  are  of  the  opinion  that  the 
power  of  the  commissioners  to  enter  into  a  contract  for  lighting 
the  said  streets  is  prescribed  by,  and  restricted  to  the  provisions 
of  chapter  86,  p.  146,  Priv.  Laws  1903.  The  two  statutes  should 
be  read  together;  and,  thus  read,  they  make  it  the  duty  of  the 
commissioners,  and  empower  them,  to  provide  for  lighting  the 
streets,  and  to  contract  and  pay  for  the  same,  when  empowered 
so  to  do  in  the  manner  pointed  out  in  the  statute.  It  may  be  that 
by  a  proper  construction  of  the  charter  the  power  is  conferred  to 
provide  lights  and  pay  for  the  same  out  of  the  ordinary  revenues 
of  the  town,  but,  if  the  citizens  wish  a  more  extended  or  permanent 
system  for  lighting  the  town,  requiring  the  levy  of  a  special  tax, 
they  may  confer  upon  the  commissioners  the  power  to  make  the 
contract,  not  exceeding  20  years.  It  would  seem  clear  that  it  was 
the  purpose  of  the  Legislature  to  restrict  the  power  to  make  such 
contract  by  the  terms  of  chapter  86 ;  otherwise  this  act,  which  was 
evidently  passed  as  a  companion  to  the  act  amending  the  charter 
(cliapter  85),  would  be  of  no  effect.  "Respecting  the  mode  in 
which  contracts  by  corporations  should  be  made,  it  is  important  to 
observe  that  when,  as  is  sometimes  the  case,  the  mode  of  contract- 
ing is  specially  and  plainly  prescribed  and  limited,  that  mode  is 
exclusive,  and  must  be  pursued,  or  the  contract  will  not  bind  the 
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oorporation."  Dillon,  Mun.  Corp.  sec.  449.  In  Zottman  v.  San 
Francisco,  20  Cal.  102,  81  Am.  Dec  96,  Field,  C.  J.,  says:  "  The 
mode  in  such  cases  constitutes  the  power.  .  •  .  Aside  from 
die  mode  designated  there  is  want  of  all  power."  The  court  in 
Des  Moines  v.  Gilchrist,  67  Iowa,  210,  25  N.  W.  136,  says:  "  It 
18  a  general  principle  of  the  law  that  the  specific  designation  of 
the  manner  of  exercising  a  power  operates  as  a  limitation  upon 
the  general  power  conferred."  The  Code  of  Iowa  conferred  upon 
dties  the  general  power  to  make  regulations  against  danger  from 
accident  by  fire,  and  to  establish  fire  districts,  and,  on  petition  of 
Ae  owners  of  two-thirds  of  the  grounds  included  in  any  square,  to 
prohibit  the  construction  of  wooden  buildings,  etc  It  was  held 
that  an  ordinance  prohibiting  wooden  buildings  within  such 
iqaaresy  passed  without  the  petition  of  the  requisite  number  of 
property  owners,  was  void.  "  Where  a  thing  is  directed  to  be  done 
throu^  certain  means  or  in  a  particular  manner,  there  is  implied 
an  inhibition  upon  doing  it  through  any  other  means  or  in  a  differ- 
ent manner."  KeokvJe  v.  Scroggs,  39  Iowa,  447.  A  statute 
antfaorized  the  council  of  Pittsburg  to  grade,  on  the  application 
of  a  majority  of  the  lot  holders  of  the  street,  and  to  assess  the  cost, 
etc  It  was  held  by  the  Supreme  Court  of  Pennsylvania  (Shaes- 
wooD,  J,)  that  "  without  such  application  the  city  had  no  power 
or  jurisdiction  in  the  premises."  Pittsburg  v.  Walter,  69  Pa.  365, 
In  Swift  V.  Williamsburg,  24  Barb.  427,  the  plaintiff  having  per- 
formed services  for  the  city  upon  a  contract  made  in  the  absence 
of  a  compliance  with  the  statute  requiring  a  petition  by  the  requi- 
site number  of  citizens,  the  court  says : 

"If  plaintiff  can  recover  on  the  state  of  facts  he  has  stated  in  his  com- 
plaint, the  restrictions  and  limitations  which  the  Legislature  sought  to  im- 
pose upon  the  powers  of  the  common  council  go  for  nothing.  And  yet  these 
provisions  are  matters  of  substance,  and  were  designed  to  be  of  some  service 
to  the  constituents  of  the  common  council."  **  It  is  an  elementarj  principle 
of  construction  that  charters  of  corporations  conferring  powers  are  to  be 
construed  strictly."     Cooley,  Const.  Lim.  232. 

It  does  not  appear  why,  with  this  act  in  full  force  and  effect, 
the  commissioners  entered  into  the  contract  in  controversy  without 
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consulting,  or  having  the  approval  of,  the  citizens  of  the  town. 
With  this,  of  course,  we  have  nothing  to  do.  It  is  ours  to  oonstme 
and  declare  the  law.  The  passage  of  chapter  86  is  strictly  within 
the  power  and  duty  of  the  Legislature,  as  prescribed  by  article  8, 
section  4,  of  the  Constitution : 

"  It  shall  be  the  duty  of  the  Legislature  to  provide  for  the  organisation  of 
cities,  towns  and  incorporated  villages,  and  to  restrict  their  power  of  taxa- 
tion, assessment,  borrowing  money,  contracting  debts  and  loaning  their  credit, 
80  as  to  prevent  abuaea  in  assessment  and  in  contracting  debts  by  such  muni- 
cipal corporations." 

Whether  providing  lights  for  the  city  is  a  necessary  ex])en8e  is 
an  interesting  question.  It  has  been  discussed  and  considered  fay 
this  court  in  Thrift  v.  Elizabeth  City,  122  N.  C.  31,  30  S.  E.  349, 
44  L.  R.  A.  427.  We  are  of  the  opinion  that,  when  it  is  made  the 
duty  of  the  commissioners  to  provide  lights,  it  is  at  least  a  legisla- 
tive construction  of  the  Constitution  that  it  is  a  necessary  expense. 
To  what  extent  they  may  incur  debts  or  make  contracts  for  a  long 
term  is  a  delicate  and  important  question,  not  necessary  to  be 
decided  in  this  case.  It  is  within  the  province  of  the  Legislature 
to  prescribe  the  terms  and  conditions  upon  which  municipal 
corporations  may  enter  into  such  contracts.  It  is  held  by  many 
respectable  courts  that  the  power  to  make  such  contracts  is  un- 
limited as  to  time.  There  are  other  authorities  to  the  contrary. 
The  question  is  of  much  importance  to  the  citizens  of  this  State, 
and  deserves  the  careful  consideration  of  the  legislative  depart- 
ment of  the  government. 

We  think  that,  for  the  reasons  hereinbefore  set  out,  the  judg- 
ment of  his  honor  should  be  affirmed. 

Clabk^  C.  J.  (concurring  in  result) : 

The  mayor  and  commissioners  of  the  town  of  Concord  in  No- 
vember, 1902,  entered  into  a  contract  with  Scott  &  Burton  for 
lighting  the  public  buildings  and  streets  of  said  town  with  elec- 
tricity for  the  term  of  18  years  from  June  1,  1903.  The  town 
has  been  lighted  by  electricity  for  the  last  13  years,  the  current 
contract  not  expiring  till  June  1,  1903.    This  is  an  action  brought 
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by  a  citizen  and  taxpayer  to  restrain  the  town  authorities  from 
paying  out  any  money  under  said  new  contract,  on  the  ground 
that  the  town  had  no  power  to  make  such  contract  without  having 
first  obtained  the  consent  and  approval  of  a  majority  of  the  quali- 
fied voters  of  said  town,  which  had  not  been  done.  The  judge, 
being  of  opinion  with  the  plaintiff,  granted  an  injunction  till  the 
hearing,  and  the  defendant  appealed. 

A  taxpayer  can  bring  such  action.  Flynn  v.  Electric  Co.,  74 
I.  180,  77  N.  W.  38,  78  N.  W.  106 ;  2  Dillon,  Mun.  Corp. 
914-922 ;  Crampton  v.  Zahriskie,  101  TJ.  S.  601,  25  L.  Ed. 
1070;  Prince  v.  Crocker,  166  Mass.  347,  44  N.  E.  446,  32 
L  R.   A.   610. 

Famishing  light  and  water  for  public  purposes  is  in  this  day 
and  time  ^'  a  necessary  purpose,"  and  has  been  so  recognized.  Oas 
Co.  V.  Raleigh,  75  N.  C.  274 ;  Smith  v.  Ooldsboro,  121  N.  C.  350, 
88  S-  E.  479;  Croswell,  Electricity,  sec.  190;  Crawfordsville  v. 
Braden  (Ind.),  30  Am.  St  Rep.  214,  and  notes ;  Heilbron  v.  Cuth- 
bert,  96  Ga.  312,  23  S.  E.  206 ;  EUinwood  v.  Beedsbvrg,  91  Wis. 
131,  64  K  W.  885 ;  Opinion  of  Justices,  150  Mass.  592,  23  N.  E. 
850,  6  L.  R  A.  842;  Rtt^hville  v.  RitshviUe  (Ind.),  23  N.  E.  72, 
6  Lu  R  A.  315,  16  Am.  St.  Rep.  388;  Mavldvn  v.  OreenviUe,  33 
&  C.  1,  11  S.  E.  434,  8  L.  R.  A.  291 ;  Lett  v.  Waycross,  84  Ga. 
681,  11  S.  E.  558;  1  Dillon,  Mun.  Corp.  (4th  Ed.)  sec.  3a,  and 
other  cases  cited ;  Matfo  v.  Commissioners,  122  N.  C,  at  page  25, 
29  S.  E.  348,  40  L.  R.  A.  163.  Mayo  v.  Commissioners,  122  N.  C. 
5,  29  S.  E.  343,  40  L.  R  A.  163,  is  only  a  precedent  that  the 
erection  by  a  city  of  an  electric  light  plant  is  not  a  public  neces- 
sity, but  that  point  is  not  presented  in  this  case,  and  it  is  not 
necessary  that  we  shall  pass  upon  it.  Edgerton  v.  Water  Co.,  126 
N.  C.  93,  35  S.  E.  243,  48  L.  R.  A.  44,  is  the  only  case  in  which 
it  has  been  held  (and  there  by  a  divided  court)  that  furnishing  a 
town  or  city  with  a  supply  of  water  is  not  a  necessary  expense,  and 
upon  fuller  consideration  we  must  overrule  it.  All  the  towns  in 
the  State,  of  suflScient  size,  have,  notwithstanding  that  decision, 
continuously  down  to  the  present,  continued  to  furnish  light  and 
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water  for  public  purposes;  and  the  validity  of  such  contracts, 
even  to  the  extent  of  conferring  a  right  of  action  for  breach 
thereof  upon  beneficiaries,  though  not  parties  to  the  contract,  was 
upheld  in  GorroU  v.  Water  Co.,  124  N.  C.  328,  32  S.  E.  720,  46 
L.  R  A.  513,  70  Am.  St  Eep.  598.  In  that  case  there  was  an 
act  of  the  Legislature  authorizing  the  contract,  but  it  does  not 
appear  that  the  matter  was  submitted  to  a  vote  of  the  people, 
which  would  have  been  indispensable  if  furnishing  water  had  not 
been  "  a  necessary  expense."    Const,  art.  7,  sec.  7. 

Furnishing  light  and  water,  for  public  purposes,  at  least,  being 
a  necessary  expense,  the  only  question  remaining  is,  for  what 
period  are  the  municipal  authorities  authorized  to  so  contract! 
Can  they  contract  for  any  period,  however  long?  Can  they  con- 
tract for  100  years,  or  18  years,  as  here,  or  for  10  years,  and  thus 
tie  the  town  down  for  long  years  to  a  system  which  in  the  rapid 
march  of  improvement  may  become  antiquated,  or  be  superseded 
by  the  invention  of  a  far  better  or  a  far  cheaper  system,  or  which 
may  become  unfitted  to  the  proportions  which  a  growing  town 
may  soon  attain  ?  The  courts,  in  the  latter  cases,  oppressed  with 
the  force  of  this  objection,  have  laid  down  the  principle  that  the 
length  of  time  must  be  "  reasonable."  This  is  objectionable  unless 
there  is  a  rule  to  determine  what  is  reasonable ;  otherwise,  it  will 
leave  the  decision  of  reasonable  time  in  eadi  instance  to  the  views 
of  the  particular  judge  or  court  which  tries  the  case — ^the  rule  of 
"  the  chancellor's  thumb." 

Besides,  if  the  town  authorities  have  power  to  make  the 
contract  at  all,  they,  and  not  the  court,  are  to  judge  of  the  extent 
of  the  exercise  of  power  confided  to  them  {Broadnax  v, 
Oroom,  64  N.  C.  644),  in  the  absence,  always,  of  course,  of  fraud, 
which  is  not  charged  here.  Yet  there  must  be  some  restriction, 
ex  necessitate,  in  the  duration  of  such  contracts.  Certainly  the 
most  logical  one  is  this :  That  inasmuch  as  the  town  authorities 
are  elected  for  a  specified,  fixed  term,  to  furnish,  among  their 
other  duties,  those  things  whicli  are  necessary  expenses  for  the 
town,  the  authority  of  the  commissioners  to  contract  for  such 
necessities  is  restricted  to  the  time  for  whidi  they  have  been  chosen 
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fcy  the  people  to  discharge  that  duty,  i.  e.,  for  their  term  of  oflSce, 
and  they  cannot  make  a  valid  contract  for  such  purpose  beyond 
the  term  for  which  they  have  been  authorized  to  act  in  supplying 
8Qch  necessary  thin^  Certainly  this  is  a  safe  rule,  free  from 
die  fluctuations  and  arbitrariness  incident  to  the  doctrine  of  ''  rea- 
scmable  duration,"  unless  the  term  of  office  is  reasonable  time; 
tad  this  court  is  as  fully  empowered  to  establish  this  rule  by 
way  of  precedent  as  the  courts  which  have  created  the  rule  which 
subjects  the  length  of  every  contract  to  be  "  validated  "  by  a  law- 
suit Under  that  system,  no  contract  is  certainly  valid  unless 
passed  upon  by  litigation  instituted  for  that  purpose. 

It  is  true,  it  is  argued  in  this  case  that  no  contractor  will  go  to 
die  expense  of  establishing  a  light  plant  for  a  short-term  contract. 
This  is  merely  the  argument  ah  inconvenienti,  and  would  make  it 
a  matter  of  consideration  not  between  the  town  authorities  (elected 
hy  the  people  thereof)  and  the  contractor,  but  between  a  court 
(not  acquainted  with  the  needs  of  the  town  and  attendant  circum- 
stances) and  the  contractor,  how  short  a  term  the  latter  can  be 
induced  to  take.  Furthermore,  if  the  contractor  is  not  willing 
to  take  a  contract  for  two  years  (the  term  of  office),  with  the 
importunity  to  furnish  private  consumers,  and  trust  to  the  reason- 
ableneas  of  his  prices,  and  the  advantages  of  already  having  a 
plant,  to  procure  a  renewal  from  the  board  successively  elected 
each  two  years,  then  it  is  open  to  the  town  either  to  establish  its 
own  li^t  and  water  plant,  as  most  progressive  towns  are  doing, 
or  the  desired  contract  can  be  submitted  to  the  qualified  voters 
upon  legislative  authority,  to  make  a  contract  for  such  period 
as  the  popular  voice  may  ratify  at  the  ballot  box.  It  is  always  a 
sound  policy  to  consult  the  will  of  the  taxpayers  upon  an  expendi- 
ture of  this  importance,  especially  when  the  engagement  is  to 
extend  some  years  into  the  future. 

"  It  may  now  be  taken  as  well  settled  by  this  court  that  water 
and  light  are  not  in  themselves  such  necessary  expenses  of  the 
town  as  to  authorize  an  unusual  levy  of  tax,  or  the  incurring  of 
a  debt  without  proper  legislative  authority  and  the  approval  of  a 
popular  vote."    Ttirift  v.  Elizabeth  City,  122  N.  C.  31,  30  S.  E. 
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349,  44  L.  R.  A.  427.  That  authority  is  exactly  in  point,  and  we 
have  none  to  the  contrary.  In  that  case  a  contract  to  supply  the 
town  with  water  for  30  years  was  held  invalid ;  the  court  saying, 
through  Douglas,  J.,  that  "  there  is  no  difference  between  making 
a  contract  binding  a  municipality  for  a  long  period  of  years,  re- 
quiring the  payment  of  a  large  yearly  sum,  and  the  issuance  of 
bonds  of  the  municipality  to  run  a  like  period."  The  view  herein 
expressed,  that  furnishing  water  and  light  for  public  purposes  is 
a  necessary  expense,  but  restricting  the  power  of  the  town  com- 
missioners to  contract  to  the  term  of  their  office,  in  the  absence  of 
special  authorization'  by  a  vote  of  the  people  to  contract  for  a 
longer  period,  reconciles  and  puts  in  perfect  accord  the  proposi- 
tion laid  down  in  Thrift  v.  Elizabeth  City,  supra,  with  the  ruling 
of  the  court,  stated  by  the  same  learned  judge,  in  Smith  v.  Oold9- 
horo,  121  N.  C,  at  page  352,  28  S.  E.  479,  as  follows:  "  The 
city  provides  for  its  citizens  electric  lights  and  water,  as  it  is  its 
duty  to  do.  .  .  .  The  defendant  has  taken  possession  of  said 
street  in  order  that  it  may  perform  its  duty  to  its  citizens,  and 
furnish  water  tod  lights  to  the  owners  of  said  lots."  It  is  not 
the  duty  of  the  town  commissioners  to  furnish  water  and  lights 
longer  than  the  period  for  which  they  have  been  elected  to  do  that 
duty.  And  in  the  absence  of  a  special  authorization  by  popular 
vote,  they  have  no  power  to  go  beyond  their  term  of  office,  and,  by 
a  contract  extending  beyond  their  term,  provide  for  future  years, 
and  thus  tie  the  hands  of  their  successors,  who  may  be  able,  by 
their  better  judgment,  or  by  reason  of  the  progress  of  invention, 
to  furnish  the  public  with  necessaries  by  a  better,  or  more  economi- 
cal method. 

In  this  state  of  the  law,  those  desiring  profitable  contracts  will 
not  be  tempted  (as  in  some  cities)  to  spend  money  to  elect  a  tem- 
porary board  to  make  contracts  pillaging  the  taxpayers  for  a  long 
period  of  years.  They  can  only  get  long  contracts  from  the  people 
at  the  ballot  box,  with  full  discussion  and  publicity.  Already,  in 
these  last  few  months,  a  well-known  discovery  promises,  with  good 
reason,  to  reduce  electric  lighting  to  one-eighth  of  its  present  cost 
If  it  were  a  question,  therefore,  for  the  courts  to  pass  upon — ^ihe 
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"  reasonableness  "  of  time  and  prices  of  a  contract  by  a  municipal- 
ity— could  this  contract  for  18  years,  and  $85  per  year  for  1,200 
candle  power  light,  be  held  reasonable? 

We  come  to  the  same  conclusion  as  his  honor — though  for  a 
somewhat  different  reason — ^that  the  contract  to  furnish  the  town 
with  electric  lights  for  18.  years  is  invalid.  Section  5,  p.  141,  eh. 
85,  Priv.  Laws  1903,  authorizing  the  town  commissioners  of  Con- 
cord "  to  provide  for  lighting  the  streets  and  public  buildings  of 
the  city,  and  to  contract  and  pay  for  the  same,"  does  not  affect 
i^at  is  said  above,  for  such  power  was  already  in  them,  but  not 
to  be  exercised  beyond  their  term  of  office,  imless  submitted  to  a 
vote  of  the  people,  since  it  cannot  be  ^^  a  necessary  expense  "  to 
bind  the  town  now  to  the  rates  and  terms  of  the  proposed  contract 
"  for  a  long  period  of  years."  Thrift  v.  Elizabeth  City,  supra. 
Indeed,  the  act  of  1903  does  not  contain  any  words  attempting  to 
confer  upon  the  conm[iissioner8  such  authority.  It  merely  gives 
them  the  ordinary  right  to  provide  for  lights,  which,  as  we  have 
seen^  means  the  right  to  contract  for  lighting  for  such  a  period 
as  it  is  their  duty  to  furnish  lights.  But  whether  this  act  may 
not  authorize  the  establishment  of  a  municipal  plant  as  a  present 
"  necessary  expense,"  and  not  a  continuing  expense,  like  the  power 
to  build  a  town  jail  or  guardhouse  {McLin  v.  Newbem,  70  N.  C. 
12),  or  to  erect  a  city  hospital  (Smith  v.  Newhern;  70  N.  C.  14, 
16  Am.  Rep.  766),  or  like  a  county  building  a  courthouse  {Vaughn 
V.  Comrs,  117  N.  C.  429,  23  S.  E.  354),  and  as  is  held  as  to  an 
electric  light  plant  in  Light  Co.  v.  Jacksonville  (Fla.),  18  South. 
677,  30  L.  E.  A.  540,  51  Am.  St.  Rep.  24,  and  in  Mitchell  v. 
Negaunee  (Mich.),  71  N.  W.  646,  38  L.  R  A.  157,  67  Am.  St. 
Rep.  468,  is,  as  we  have  already  stated,  a  matter  which  is  not 
before  us. 

He  views  above  expressed  will  not  invalidate  any  contract  for 
necessary  expenditures  during  the  term  of  office  of  any  board  of 
commissioners  who  have  made  such  contract,  nor  during  the  term 
of  any  board  which  has  ratified  or  recognized  and  acted  upon  such 
contract;  but  at  the  end  of  the  current  term  of  such  board  the 
contract  will  not  be  binding  on  their  successors,  unless  ratified  or 
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recognized  by  them,  except,  of  course,  in  those  cases  in  which  a 
contract  for  a  longer  term  has  been  authorized  by  popular  vote. 

Where  a  contract  for  lighting,  water,  and  the  like,  is  to  be  made, 
it  is  for  the  public  protection  that  it  shall  not  be  binding  for  a 
longer  time  than  the  duration  of  the  powers  of  the  temporary 
agents,  the  town  commissioners.  To  be  binding  beyond  that  term, 
the  people  can  and  should  be  consulted  at  the  ballot  box,  as  in  the 
recent  struggle  for  good  government  in  Chicago  over  the  granting 
of  franchises  for  street  cars.  The  assumption  of  authority  by  the 
board  of  aldermen  to  contract,  without  a  vote  of  the  people,  beyond 
their  term,  has  elsewhere  led  to  untold  corruption ;  and  we  should 
be  warned  against  opening  the  door  here  by  precedent,  thou^ 
there  is  no  intimation  of  fraud  in  this  case.  All  the  courts  now 
hold  that  the  power  of  the  town  authorities  to  contract  must  be 
restricted  to  "  a  reasonable  time."  Instead  of  a  contest  in  the 
courts  in  each  case  as  to  what  is  a  reasonable  time,  to  the  detri- 
ment of  contractors  as  well  as  the  town,  a  reasonable  time  is  the 
term  of  oflSce  of  the  town  authorities,  since  within  that  time,  if  a 
longer  contract  is  desirable,  the  matter  can  be  submitted  to  the 
people  at  the  ballot  box.  They,  and  not  the  courts,  are  the  tribunal 
to  determine  what  is  such  reasonable  time  for  which  they  are  to 
be  bound.  When,  however,  a  contract  has  already  been  made  be- 
yond such  "  reasonable  time,"  the  contract  is  not  void,  but  void- 
able. The  courts  have  held  in  such  cases  that  for  the  time  the 
contract  has  been  executed  the  town  must  pay  for  what  it  has  re- 
ceived thereunder.  CarlyU  Water  Co,  v,  Carlyle,  31  111.  App. 
325 ;  E.  St.  Louis  v.  OasligU  Co.,  98  111.  415,  38  Am.  St  Rep.  97. 
As  to  the  executory  part,  the  authorities  then  in  office  can  ratify 
it  for  their  term ;  but,  as  to  the  part  beyond  their  term,  the  people 
not  having  elected  the  commissioners  to  represent  them  beyond 
such  term  of  office,  such  contract  can  only  be  made  subject  to  ap- 
proval at  the  ballot  box.  One  Legislature  cannot  bind  a  succeed- 
ing one  by  a  legislative  contract  enforceable  at  law;  nor  can  one 
board  of  town  representatives  bind  its  successors.  1  Dill.  Mun. 
Corp.  (4th  Ed.),  sec.  97.  There  were  authorities,  before  the 
abuses  of  contracting  by  town  authorities  were  so  well  known  or 
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had  beoome  so  unpleasantly  notorious,  that  they  could  make  con- 
tracts extending  beyond  their  terms  of  office.  "  The  evil  that  men 
do  lives  after  them."  The  more  recent  authorities  are  that  such 
contracts  are  only  valid  if  of  "  reasonable  duration,"  though,  of 
course,  compensation  even  in  such  case  is  recoverable  for  the  exe- 
cuted part  of  the  contract.  The  better  reason,  and  the  evident  in- 
tent of  constitutional  provisions  in  several  recent  constitutions,  is 
that  8uch  ^'  reasonable  time  "  is  the  term  of  office  of  the  officials 
acting  on  the  contract;  and,  if  a  longer  time  is  desirable,  the 
matter  should  be  referred  to  popular  vote,  as  can  be  so  readily 
dcme.  Our  towns  and  cities  should  have  this  protection,  especially 
in  view  of  the  present  and  prospective  growth  of  municipal  in- 
debtedness, which  bids  fair  to  outstrip  even  their  growth  in  popu- 
lation. This  view  conflicts  with  none  of  our  precedents,  will  safe- 
guard our  towns  and  cities  from  improper  debts,  often  fraudu- 
lently made  according  to  experience  elsewhere,  and  will  in  no  wise 
hamper  municipal  administration,  seeing  that  ordinary  supplies 
and  requirements  need  not  be  contracted  for  longer  than  two  years, 
the  term  of  office.  Of  course,  the  Oeneral  Assembly  can,  by  gen- 
eral statute  applicable  to  all  municipal  corporations,  or  by  special 
statutes  applicable  only  to  the  town  or  towns  named,  authorize 
die  boards  of  town  commissioners  to  contract  for  a  specified  length 
of  time  beyond  their  terms  of  office ;  and  they  will  then  be  elected 
by  their  respective  constituencies  with  knowledge  on  the  part  of 
the  electorate  that  such  officials  can  bind  the  municipality  for 
fluch  length  of  time  for  necessaries  to  be  furnished,  even  after 
they  shall  go  out  of  office.  But  as  the  law  now  stands  there  is  no 
such  statute,  and  the  power  of  the  municipal  boards  to  bind  the 
mnnicipality  by  their  contracts  expires  with  their  power  of  attor- 
ney— ^their  term  of  office — leaving  the  town  to  be  bound  there- 
after only  by  the  ratification,  express  or  implied,  of  such  contract 
by  the  newly  elected  board.  If  this  were  not  so,  it  would  follow 
that  a  town  board  could  bind  the  town  for  contracts  far  into  the 
future,  to  furnish  water,  lights,  and  other  necessaries,  at  high 
figures,  perhaps,  while,  under  Mayo  v.  Commissioners,  122  N.  C. 
5,  29  S.  E.  343,  40  L.  R.  A.  163,  they  are  disabled  to  contract 


328  Amebican  Electrical  Cases.  [vol.  S 

Wadsworth  v.  City  of  Concord. 


for  a  water  or  light  plant  for  which  the  municipality  would  receive 
at  once  property  in  hand  in  return  for  its  cash  or  bonds.  Such 
practical  result  would  afford  opportunity  to  prevent  for  a  long 
time  the  acquisition  of  water  and  light  plants  by  any  town  boardsi 
forestalling  public  opinion  where  it  might  be  in  favor  of  munici* 
pal  ownership,  and  would  offer  opportunity  for  palpable  abuses. 
I  do  not  think  such  is  now  the  law,  but  that,  in  the  absence  of  a 
statute  giving  them  such  power,  the  town  boards  of  commissionen 
cannot  bind  the  municipalities  beyond  the  terms  for  which  thej 
are  elected  and  empowered  to  act  as  municipal  agents. 

In  the  present  case  the  judgment  should,  in  any  view,  be  modi- 
fied so  as  to  dissolve  the  injunction  during  the  current  term  of  the 
commissioners,  but  for  the  fact  that  the  contract,  by  its  terms, 
was  not  even  to  begin  till  June  1,  1903,  after  their  term  of  office 
ended,  and  has  never  had  any  validity.  Water  and  lights  are  neoesr- 
sary  expenses  during  the  term  of  the  town  commissioners  or  alder* 
men  whose  duty  it  is  to  furnish  them,  but  they  are  not  neoessary 
expenses  which  such  authorities  must  or  can  incur  for  their  suc- 
cessors in  office,  unless  authorized  thereto  by  a  vote  of  the  people. 

Douglas,  J.  (concurring) : 

I  fully  agree  with  the  opinion  of  Clabk,  C.  J.,  that  while  water 
and  light  are  not  in  themselves  such  necessary  expenses  of  the 
town  as  to  authorize  an  unusual  levy  of  tax  or  the  incurring  of  a 
debt  without  proper  legislative  authority,  and  the  approval  of  a 
popular  vote,  they  are  proper  subjects  of  expense  to  be  provided 
by  the  municipal  authorities  out  of  the  current  revenues  of  the 
town.  In  fact,  I  think  it  is  the  duty  of  the  board  of  aldermen  to 
provide  them  to  the  fullest  practicable  extent  without  overstepping 
the  constitutional  provision.  As  this  duty  is  incidental  to  their 
tenure  of  office,  it  is  logically  coterminous  therewith.  In  common 
with  all  other  duties,  it  begins  with  their  induction  into  office,  and 
ends  with  the  expiration  of  their  term.  This  seems  to  me  the 
only  solution  of  the  matter  that  is  capable  of  practical  application 
My  views  are  so  fully  expressed  in  Smith  v,  OoldsbarOj  121  N.  C. 
850,  28  S.  E.  479,  and  Thnft  v.  Elizabeth  CUy,  122  N.  0.  31,  30 
S.  E.  349,  44  L.  R.  A.  427 — in  both  cases  speaking  for  a  unani- 
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inous  court — ^that  but  little  remains  for  me  to  say.  I  now  realize 
more  fully  than  ever  before  the  absolute  necessity  of  standing  by 
the  doctrines  laid  down  in  those  opinions,  and  of  throwing  around 
the  honest  taxpayer  the  fullest  protection  of  the  law.  Even  under 
the  strict  construction  placed  by  this  court  upon  municipal  powers, 
many  of  our  cities  and  towns,  especially  those  of  most  rapid 
growth,  are  assuming  pecuniary  burdens  that  must  prove  most 
onerous  in  less  prosperous  times.  With  many  of  its  richest  citi- 
zens having  legal  residence  on  their  farms  or  some  other  out  of  the 
way  place,  and  its  largest  corporations  operating  under  foreign 
charters,  the  average  city  taxpayer  already  bears  a  burden  out  of 
proportion  of  his  share  of  the  common  benefit.  Let  us  not  add  to 
it  by  letting  down  the  bars  that  the  Constitution  has  erected  for 
his  protection.  Let  us  give  at  least  some  voice  in  incurring  the 
debt  to  him  who  will  be  called  upon  to  pay  the  debt.  I  am  aware 
of  the  vexed  problems  that  confront  us,  and  the  difficulty  of  their 
solution ;  but  they  must  be  met  by  giving  the  fullest  protection  to 
the  citizen,  without  unnecessarily  hampering  municipal  officers 
in  the  legitimate  discharge  of  their  duties.  In  Thrift  v.  Elizabeth 
City,  supra,  this  court  says  on  page  34,  122  N.  C,  and  page  350, 
30  S.  E.,  44  Lu  R.  A.  427 :  "  We  see  no  substantial  difference 
between  issuing  bonds  to  run  for  30  years,  and  the  making  of  a 
binding  contract  for  the  same  period,  requiring  the  town  to  pay  a 
large  yearly  sum,  which  cannot  be  reduced,  but  which  may  be 
greatly  enlarged."  In  the  light  of  a  larger  experience  and  maturer 
judgment,  I  'think  there  is  a  difference,  and  that  decidedly  in  favor 
of  the  bonds.  If  a  city  issues  its  bonds,  and  buys  its  water  works 
or  light  plant,  it  has  something  of  value  that  will  become  more 
valuable  with  its  increase  in  population ;  while,  on  the  other  hand, 
if  the  city  pays  rent,  its  rental  will  necessarily  increase  with  its 
increased  consumption.  The  entire  trend  of  modern  authority  is 
to  restrict  all  municipal  contracts  to  a  reasonable  duration,  and, 
realizing  the  shifting  scale  of  judicial  discretion,  I  am  in  favor 
of  some  definite  rule,  not  only  for  our  own  guidance,  but  for  that 
of  the  general  public.  That  which  seems  most  logical  in  its  nature 
and  practical  in  its  application  is  to  restrict  such  contracts  to  the 
official  terms  of  those  by  whom  they  are  made. 
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REASONABLENESS  OF  CONTRACT. 


Le  Fever  v.  Noetiiwestern  Heat,  Light  &  Power  Co. 

Wisconsin;  Supreme  Court. 

1.  Rkasonableness  of  contract  of  municipautt  fob  electric  light.— 
The  rule  is  that  courts  will  inquire  into  the  purpose  and  policy  of  muni- 
cipal conduct,  and  will  hold  unauthorized  and  invalid  acts  which  are 
wholly  unreasonable.  So,  where  a  municipality  granted  a  franchise  to 
a  corporation  authorizing  it  to  construct  and  maintain  its  plant  and 
system,  and  all  necessary  equipment  and  appliances  for  manufacturing 
gas  and  electricity,  and  selling  and  distributing  the  same  to  the  munici- 
pality and  its  citizens,  and  to  that  end  to  enter  upon  all  streets  and 
public  grounds  for  an  absolute  term  of  thirty  years;  and  in  consideration 
of  certain  obligations  incurred  by  the  corporation  contracted  and  agreed 
to  pay  an  amount  from  30  to  50  per  cent,  in  excess  of  that  paid  for 
similar  services  in  other  places;  which  contract  was  to  continue  for  a 
period  of  thirty  years,  to  be  extended  for  a  further  period  of  twenty 
years  in  case  the  municipality  failed  to  negotiate  for  the  purchase  of  tho 
system  within  a  period  of  four  months  prior  to  the  expiration  of  the 
period  of  thirty  years;  it  was  held  that  the  contract  entered  into  bj 
the  municipality  with  the  corporation  was  unreasonable,  and,  therefon^ 
void.  The  unreasonable  character  of  such  contract  was  emphasized  bj 
the  fact  that  the  municipality  was  in  fact  a  part  of  the  urban  develop- 
ment of  the  city  of  Milwaukee,  although  outside  its  limits,  and  that  its 
proximity  to  such  city  was  such  that  speedy  extension  to  it  of  the  gas 
and  electrical  facilities  existing  in  the  city  was  beyond  reasonable  doubt. 
The  fact  that  the  ordinance  under  which  the  contract  was  executed 
was  approved  by  a  certain  number  of  the  electors  of  the  municipalitj 
does  not  affect  its  validity,  if  such  ordinance  is  unreasonable. 

Appeal  by  plaintiff  from  a  judgment  for  defendants.  Decided 
November  17,  1903;  reported  97  N.  W.  203. 

Statement  of  facts  by  Dodge^  J. : 

The  village  of  West  AUis  was  incorporated  June  30,  1902,  out  of  what  was 
formerly  agricultural  territory  taken  from  the  towns  of  Greenfield  and  Wau- 
watosa,  and  from  one  to  two  miles  west  of  the  limits  of  the  city  of  Milwaukee, 
where  had  just  been  located  several  large  manufacturing  plants,  which  had 
drawn  to  themselves  a  considerable  settlement,  so  that  by  February,  1903  the 


Reasonableness  of  Contbact.  331 

Le  Fever  y.  Northwestern  Heat,  Light  &  Power  Co. 

popnlAtion  amounted  to  about  1,800.  After  certain  preliminary  steps,  includ- 
Tag  an  attempted  advertisement  for  proposals  and  a  special  election,  the 
fillage  board  enacted  an  ordinance  conferring  certain  franchises  upon,  and 
entering  into  contract  with,  the  Northwestern  Heat,  Light  &  Power  Company, 
a  eorporation.  That  ordinance  first  conferred  upon  the  company,  for  the  ab- 
solute term  of  thirty  years,  permission  to  construct  and  maintain  plant, 
system,  and  all  necessary  equipment  and  appliances  for  manufacturing  gas 
and  electricity,  and  selling,  furnishing  and  distributing  to  the  village  and 
its  dtisens  beat,  light  and  power  by  means  of  electricity,  gas,  oil,  naphtha, 
gasoline  and  acetylene,  from  plants  either  within  or  without  the  village,  and 
to  that  end  to  enter  upon  all  streets  and  public  grounds  and  use  the  same  for 
the  purpose  of  conducting,  constructing,  maintaining,  repairing,  enlarging, 
extending  and  operating  its  plants,  systems  and  business,  and  generally  for 
the  distribution  of  the  authorized  light  and  power;  to  use  any  conductors, 
conduits,  etc.,  of  the  village,  or  of  any  other  person  or  corporation  then  or 
thereafter  placed  in  the  village,  by  paying  reasonable  compensation  therefor. 
The  ordinance  further  provided  that,  as  the  village  was  not  at  present  lighted 
with  gas,  the  company  was  given  the  exclusive  right  to  manufacture  and  sell 
gas  for  light,  and  lay  gas  pipes  within  said  village,  for  a  period  of  fifteen 
years  from  the  date  of  the  ordinance.  It  was  further  declared  "  that  all  of 
the  rights,  permission  and  authority  giveik  and  granted  in  this  ordinance  shall 
be  limited  in  every  respect  to  the  right  of  said  village  board  so  to  give  and 
grant  in  each  case."  The  only  provisions  in  the  ordinance  regulating  the 
of  conducting  the  grantee's  business  was  the  following:  "All  of  the 
pai^s  posts,  poles,  wires  and  othen  appliances  and  equipments  shall  be 
reasonably  strong  and  shall  be  placed,  and  excavations  shall  be  made  in  such 
t  manner  as  not  to  unreasonably  impede  public  travel  in  public  places,  and 
til  public  places  shall  be  left  in  otherwise  as  good  condition  as  at  the  time  of 
the  oonunencement  of  the  work  done  at  the  places  in  question ;  and  subject  to 
meh  rights  of  such  village,  as  it  cannot  waive,  to  make  reasonable  ordinances, 
rules  and  regulations  in  connection  with  the  exercise  and  enjoyment  of  such 
lights,  permission  and  authority."  The  company  bound  itself  to  sell  and 
furnish  and  keep  supplied  said  village,  citizens,  persons  and  institutions  with 
light  **  by  said  six  mentioned  means,  and  any,  either  or  all  of  them,  as  here- 
inafter provided,  but  with  gas  and  electric  light  only  upon  and  along  those 
parts  of  the  highways  where  gas  mains  are  laid  at  the  time  or  poles  erected 
and  wires  strung  for  the  conveyance  of  electricity,  respectively,  and  to  the 
premises  adjoining  the  highways  at  such  places."  No  provision  was  made 
requiring  the  company  to  lay  mains  or  erect  poles  and  wires,  except  that  **  the 
construction  of  said  plant  or  system  or  active  work  in  furnishing  such  heat, 
light  and  power  as  provided  herein,  shall  be  begun  within  five  months  from 
the  date  of  the  acceptance  of  this  ordinance  by  such  company;  and  if  such 
construction  or  active  work  is  not  begun  within  such  five  months,  then  this 
ordinance  shall  be  null  and  void." 

The  village,   in   consideration  of   such   obligations   by   the   company,   con- 
tracted and  agreed  to  pay  it  for  light,  and  also  permitted  the  charge  for 
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private  lights  at  rates  specified,  to  wit:  $120  a  year  for  each  1,600  candle 
power  arc  light,  up  to  50,  and  up<m  a  sliding  scale  in  case  of  larger  number, 
extending  to  $05  per  year  if  more  than  500  such  lights  were  used;  for  gas 
street  lamps,  nominally  17  candle  power,  at  works,  $30  a  year  for  eaeh  light; 
for  oil,  naphtha  and  gasoline  street  lights,  "  of  usual  strength  in  such  caaee," 
$45  a  year  for  each  light;  and  for  incandescent  electric  lights,  nominally  li 
or  32  candle  power,  20  cents  per  1,000  watts,  meter  measurement.  A  die- 
duction  of  10  per  cent,  for  said  various  prices  to  be  made  in  case  ligfate 
burned  only  till  12  o'clock,  and  none  but  pro  rata  deductions  to  be  made  lor 
outage  of  any  street  lights.  The  charge  for  gas,  other  than  street  lights,  to 
be  at  $1.50  per  1,000  cubic  feet,  with  a  discount  of  20  cents  for  prompt  pay- 
ment. The  company  was  given  power  to  make  regulations  as  to  the  method 
of  application  by  private  consumers,  the  installation  and  reading  of  meters^ 
collections,  deposits  of  security  by  consumers,  and  "  such  other  and  further 
usual  and  customary  rules  and  regulations  as  to  its  laying  pipes,  gaa-fittingy 
wiring,  inspection  by  the  company,  and  the  like,  as  may  be  necessary  or  con- 
venient  in  conducting  its  said  business  and  protecting  itself  against  loss,  as 
long  as  the  same  shall  be  reasonable,  not  contrary  to  law  and  not  beyond  the 
power  of  said  village  to  permit.  Said  village  shall  pass  all  needful  lawfnl 
ordinances  for  the  protection  of  said  lighting  system."  The  village  bound 
itself  to  all  these  requirements  for  the  term  of  thirty  years,  and  that  during 
that  period  it  would  use  continuously  not  less  than  twenty-five  all-night 
electric  arc  lights,  five  naphtha  lights,  five  incandescent  lights,  and  ''all  other 
lights  used  by  said  village  for  public  purposes  during  said  thirty  years  shall 
be  purchased  by  said  village  from  said  company."  It  was  further  provided 
that,  at  any  time  during  the  four  months  immediately  preceding  the  expira- 
tion of  the  thirty  years,  the  village  should  have  the  option  to  purchase  from 
the  company  the  said  lighting  plant  and  system,  upon  giving  written  notiee 
within  such  four  months  of  the  intention  so  to  do,  at  a  price  to  be  agreed 
upon,  and,  if  a  price  cannot  be  agreed  upon,  then  one  to  be  fixed  by  arbitra- 
tors, one  to  be  selected  by  the  village,  one  by  the  company,  and  the  third  1^ 
the  two  thus  selected.  "  If  said  village  or  municipality  shall  fail  during  said 
four  months  to  purchase  as  aforesaid,  then  the  rights,  permission  and  au- 
thority and  the  contract  features  of  this  ordinance  .  .  .  shall  be  deemed 
extended  and  shall  continue  to  remain  in  full  force  and  effect  for  a  further 
term  of  twenty  years,  under  the  same  terms  and  conditions,  except  in  this: 
That  the  said  company  shall,  as  a  further  consideration  for  such  extensions, 
make  a  general  10  per  cent,  reduction  of  the  rate  to  said  village  from  said 
company,  in  force  during  the  first  fifteen  years  from  the  date  hereof,  for  gas, 
electricity,  oil,  naphtha,  gasoline  and  acetylene,  as  sold  to  said  village."  The 
company  was  to  give  a  penal  bond  of  $5,000  for  faithful  complianoe  on  its 
part  with  the  terms  of  the  ordinance.  Such  ordinance,  upon  signature  by 
the  president  and  clerk  of  the  village  and  by  the  company,  was  to  become  a 
contract.     It  was  so  signed  on  or  about  February  16,  1903. 

The  plaintiffs  and  appellants,  describing  themselves  as  residents  and  tax* 
payers  of  the  village,  brought  this  action  on  the  24th  day  of  Februaiy,  1908^ 
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prmying  that  the  contract  embodied  in  said  ordinance  be  adjudged  void,  and 
that  the  village,  its  officers,  and  the  company  be  enjoined  from  carrying  out 
the  same,  or  creating  any  liability  against  the  village,  or  making  any  pay- 
■KDt  under  it.  The  case  was  tried  to  the  court  without  a  jury,  and  a  so-called 
"finding"  filed,  declaring,  first,  that  the  allegations  of  the  complaint,  except 
•0  far  ma  admitted  by  the  answers  of  the  defendants,  are  not  sustain^  by  the 
evidence;  and,  second,  that  the  allegations  of  the  answers  of  said  defendants 
are  substantially  correct  and  true;  whereupon  judgment  was  rendered  dis- 
Missing  the  complaint,  from  which  the  plaintiffs  bring  this  appeal. 

Edgar  L.  Wood  {QiMrles,  Speruce  &  Qvarles,  of  counsel ),  for 
appellant& 

Winkler,  Flanders,  Smith,  Bottum  £  Viias,  for  reepondents. 

Opinion  of  Dodge,  J. : 

It  is  perfectly  well  settled  in  this  State,  as  in  most  others,  that 
municipal  corporations  are  not  completely  beyond  judicial  review 
uid  control,  even  in  the  exercise  of  the  jurisdiction  and  discretion 
delegated  to  them  by  the  Legislature.  True,  that  discretion  must 
uid  will  be  accorded  broad  scope  and  great  deference.  The  honest 
judgment  of  the  municipal  authorities  as  to  what  is  promotive  of 
the  public  welfare  must  ordinarily  control,  although  not  in  accord 
with  the  views  of  courts.  Nevertheless  the  delegation  of  legis- 
lative power  to  subordinate  political  divisions  of  the  State  is  solely 
for  public  purposes,  and  must  be  exercised  with  reference  to  them. 
H  an  act  be  so  remote  from  every  such  purpose  that  no  relation 
thereto  can,  within  human  reason,  be  discovered,  such  act  must 
be  deemed  excluded  from  the  delegation.  To  that  extent,  then, 
courts  will  inquire  into  the  purpose  and  policy  of  municipal  pon- 
duct,  and  will  hold  unauthorized,  and  invalid,  acts  which  are 
wholly  unreasonable.  Hayes  v.  Appleton,  24  Wis.  542 ;  Barling 
V.  West,  29  Wis.  307,  315,  9  Am.  Rep.  576 ;  Clason  v.  Milvmukee, 
30  Wis.  316;  Cooh  v.  Racine,  49  Wis.  243,  5  N.  W.  352;  Atkin- 
son V.  Transportation  Co.,  60  Wis.  141,  160,  18  K  W.  764,  50 
Am.  St.  Rep.  352;  Stafford  v.  Railway,  110  Wis.  331,  351,  85 
N.  W.  1036;  State  ex  rel  v.  Sheboygan,  111  Wis.  23,  37,  86  K 
W.  657 ;  Hurley  W.  Co.  v.  Vaughn,  115  Wis.  470,  476,  91  K  W. 
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971;  State  Cenier  v.  Barenstein,  66  Iowa,  249,  23  N.  W.  652; 
Hall  V.  Cedar  Rapids,  115  Iowa,  199,  88  N.  W.  448;  Flynn  v. 
Water  Co.,  74  Minn.  180,  77  N.  W.  38,  78  N.  W.  106 ;  StaU  ex 
rel  V.  Cincifmati  Gas,  etc.,  Co.,  18  Ohio  St.  262,  301;  Chicago 
V.  Rumpff,  45  111.  90,  96,  92  Am.  Dec.  196;  Davenport  v.  KUin- 
sch/midt,  6  Mont.  502,  533,  13  Pac.  249 ;  Lamar  v.  Weidman,  57 
Mo.  App.  507,  510 ;  Dillon,  Mun.  Corp.  sees.  97,  311,  443. 

The  ordinance  before  us  is  assailed  as  thus  unreasonable.  Moot 
prominent  among  the  elements  claimed  to  render  it  so  is  the  ex- 
traordinary term,  of  thirty  years  certainly  and  fifty  years  contin- 
gently, through  which  the  village  and  its  municipal  successors  are 
bound  under  its  terms  to  take  all  its  lights  from  this  company  and 
pay  for  them  at  rates  now  definitely  fixed.  That  a  term  of  thirty 
years  in  a  contract  for  water  supply  is  not  under  all  circumstances 
sufficient  alone  to  invalidate  the  contract  as  unreasonable  is  a 
proposition  now  settled.  Oconto  W.  Co.  v.  Oconto,  105  Wis.  76, 
80  N.  W.  1113;  Fwfey  W.  Co.  v.  Vaughn,  115  Wis.  470,  91  N. 
W.  971.  This  is  the  extent,  however,  to  which  this  cpurt  has- 
gone,  and  thirty-one  years  seems  to  be  the  longest  period  sustained 
in  any  cited  case.  Reed  v.  Anoka,  85  Minn.  294,  88  K".  W.  981. 
On  the  other  hand,  much  shorter  terms  of  contract,  either  for 
other  service  than  water  supply  or  complicated  by  other  elements, 
have  been  held  unreasonable.  The  considerations  which  in  the 
Oconto  case,  supra,  were  deemed  sufficient  to  warrant  a  30-year 
contract  for  water,  namely,  magnitude  of  investment  and  time 
required  to  develop  private  consumption  to  the  profit-producing 
point,  apply,  though  in  less  degree,  to  a  gas  lighting  contract^  in 
greatly  diminished  degree  to  the  supply  of  electric  lights,  but 
hardly  at  all  to  supply  of  naphtha  or  oil  street  lights,  where  no 
outlay  for  plant  is  required.  Hence  a  term  of  contract  for  any  of 
these  forms  of  lighting  might  well  be  unreasonable,  though  sus- 
tainable in  a  water-supply  contract.  Further,  we  cannot  deem 
the  contract  period  in  the  present  ordinance  other  than  fifty  years. 
The  contingency  upon  which  the  village  may  limit  it  to  thirty 
years  is  so  restricted  as  to  be  hardly  worthy  of  mention.  The 
prpotical  possibility  of  securing  municipal  action  or  eflFecting  fiscal 
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irrangements  during  a  four  months  period,  not  to  occur  till  thirty 
years  hence,  is  slight.      The  opportunity  for  the  company  to  re- 
fuse to  agree  on  price,  and  to  render  practically  ineffectual  the 
provisions  for  arbitration  by  selecting  as  its  member  of  the  board 
one  who  may  refuse  assent  to  any  impartial  third  member,  is  ob- 
lions.     A  further  very  obvious  and  cogent^  consideration  consists. 
in  the  difference  between  the  situation  of  West  Allis  and  that  of 
either  Oconto  or  Hurley.     Both  the  latter  were,  and  were  likely 
to  remain,  individual  and  independent  conmiunities,  with  no  op- 
portunity to  obtain  water  or  light  from  plants  established  else- 
where, and  with  prospects  of  but  normal  mimicipal  growth  and 
deyelojHnent.      West  Allis  was  in  practical  effect  a  part  gf  the 
urban  development  of  Milwaukee,  though  outside  its  limits.     Its 
oastence  was  due  to  the  already  accomplished  fact  of  the  location 
of  vast  factories  as  part  of  the  business  and  manufacturing  aggre- 
gition  pertaining  to  the  metropolis.     Its  streets  were  laid  out  in 
continuation  and  extension  of  the  system  already  existing  in  Mil- 
vankee.      The  electric  street  car  lines  of  that  city  already  tra- 
versed the  new  village.     Its  proximity  was  such  that  speedy  ex- 
tension to  it  of  the  gas  and  electrical  facilities  existing  in  the  city 
WIS  beyond  reasonable  doubt.     Yet  further,  the  Legislature  has 
established,  as  to  cities,  ten  years  as  the  limit  permissible  for  light- 
ing contracts.     Sections  925-52,  subd.  34,  Kev.  St.  1898.     The 
evidence  made  apparent  that  West  Allis,  at  the  time  of  this  con- 
tract^ had  already  attained  population  more  than  sufficient  to  make 
it  a  city  ipso  facto,  though  that  fact  could  not  be  effectively  estab- 
liahed  until  a  State  census  should  be  taken.      Section  925g,  Rev. 
St  1898.     While  legally  a  village,  so  that  the  absolute  legislative 
limitation  on  cities  did  not  apply,  yet  obviously  all  the  reasons 
which  induced  such  legislative  limit  are  cogent  as*  reasons  why  it 
on^t  not  to  be  exceeded  by  this  village.      All  these  distinctions 
render  it  obvious  that  the  two  Wisconsin  cases  above  cited  can 
have  no  controlling  effect  as  to  the  reasonableness  of  the  time 
limit  in  this  contract,  even  if  that  were  the  only  extraordinary  ele- 
ment therein.      That  a  50-year  term,  even  for  gas  lighting,  is  ex- 
traordinary and  far  in  excess  of  any  sustained  by  authority,  we 
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have  already  said;  also  that  the  situation  was  such  as  to  make 
specially  unnecessary  any  extraordinary  and  special  provision  for 
lighting  plant;  but  whether  any  mere  length  of  time  alone  must 
force  conclusion  of  unreason  we  need  not  decide ;  that  element  is 
certainly  one  which,  with  others,  must  have  effect,  though  insuffi- 
cient alone.  One  such  additional  element  was  the  price  agreed 
to  be  paid  throughout  the  term.  Without  going  into  detail  of  the 
evidence,  it  is  apparent  that  such  prices  considerably  exceeded 
those  elsewhere  paid  imder  substantially  similar  circumstances; 
electric  arc  lights  by  30  per  cent,  to  50  per  cent,  gas  lights  by  25 
per  cent.,  and  gasoline  lights  by  75  per  cent.  These  excessive 
prices  for  so  long  a  term  were  rendered  the  more  unreasonable  by 
the  probability,  already  mentioned,  that  the  gas  and  electric  light- 
ing facilities  of  Milwaukee  would  speedily  be  extended  to  this 
village,  with  prices  lower  than  those  with  which  the  above  com- 
parisons are  made.  Also,  it  is  striking  that  the  greatest  excess 
in  price  was  upon  the  gasoline  lights,  with  which  the  village 
might  in  the  main  be  forced  to  content  itself  at  the  will  of  the 
company,  as  we  shall  presently  demonstrate.  These,  of  course, 
might  be  supplied  by  any  one  without  large  preliminary  invest- 
ment, and  present  none  of  the  reasons  for  long-term  contract  or 
large  price  which  might  be  urged  in  favor  of  gas  or  electric  light- 
ing, for  which  expensive  plant  must  be  provided.  Not  the  least 
striking  characteristic  of  this  ordinance  is  its  omission  of  all  the 
ordinary  reservations  to  the  village  of  power  to  control  the  man- 
ner of  its  performance  in  those  respects  in  which  time  and  cir- 
cumstances must  make  wise  provision  in  advance  impossible ;  also 
the  absence  of  any  binding  contract  on  the  part  of  the  company  to 
furnish  lights  of  the  kinds  and  at  places  which  public  welfare  may 
demand.  The  only  reservation  of  any  power  of  control  in  the 
village  is  of  "  such  rights  as  it  cannot  waive  "  to  make  ordinances 
and  regulations.  This  is,  of  course,  a  most  extraordinary  provi- 
sion, utterly  needless  and  meaningless  in  a  contract,  and  no  ade- 
quate substitute  for  those  reservations  usually  so  industriously 
made  in  franchises  and  contracts  of  this  sort.  Further,  the  com- 
pany is  given  power  to  make  all  regulations  in  its  discretion,  some 
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of  which  may  be  very  burdensome  alike  to  the  village  and  to  the 
private  consumers^  with  only  the  limitation  that  they  shall  be  rea- 
sonable and  not  contrary  to  law  and  not  beyond  the  power  of  said 
village  to  permit.  A  more  complete  surrender  by  a  village  of  its 
power  to  protect  the  public  welfare  in  the  important  matter  of 
street  lighting  can  hardly  be  imagined.  As  to  the  agreement  of 
the  company  to  supply  lights^  it  is  substantially  without  force  ex- 
cept as  to  gasoline  or  oil  lamps.  The  agreement  is  in  terms  to 
keep  the  village  and  its  citizens  supplied  with  light  by  the  six 
mentioned  means  and  any  or  all  of  them.  This,  perhaps,  would 
give  option  to  the  city,  and  might  enable  it,  to  compel  the  supply 
of  gas  and  electric  light  at  places  where  necessary ;  but  it  is  at  once 
qnalified  by  the  limitation  that  such  supply  shall  be  with  gas  and 
electric  light  only  upon  and  along  those  parts  of  the  highways 
where  gas  mains  are  laid  at  the  time,  or  poles  erected  and  wires 
strung.  We  search  the  contract  in  vain  for  any  power  in  the  city 
to  compel  the  company  to  lay  its  pipe  or  stretch  its  wires  at  any 
q^ecific  place  or  to  any  specified  extent.  The  only  burden  in  the 
htter  respect  assumed  by  the  company  is  that  it  shall  commence 
the  construction  of  its  plant  and  active  work  in  furnishing  light 
within  five  months  from  the  day  of  acceptance  of  the  ordinance. 
As  to  when  such  construction  shall  be  completed,  the  ordinance 
is  silent,  as  also  as  to  what  shall  constitute  such  completion.  Even 
if  this  may  require  that  either  an  electric  or  a  gas  plant  be  estab- 
lished, there  is  nothing  here  to  require  the  laying  of  even  a  single 
block  of  gas  pipe  or  the  stretching  of  a  single  block  of  wire.  Cer- 
tainly, when  the  company  shall  have  gone  to  even  that  extent,  it 
will  have  satisfied  every  term  of  the  contract.  The  rest  of  the 
village,  if  lighted  at  all,  must  be  lighted  with  oil  or  gasoline,  at 
prices,  as  we  have  said,  75  per  cent,  above  those  charged  else- 
where, and  with  an  absolute  restriction  upon  the  village  against 
purchasing  from  any  one  else  even  this  temporary  form  of  light. 
The  result  is  that  this  village  has  bound  itself  for  fifty  years  to 
buy  oil  or  naphtha  lights  from  this  company  at  a  grossly  exces- 
sive price,  presumably  so  profitable  as  to  remove  the  motive  of 
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seK-interest  which  perhaps  might  otherwise  be  relied  on  to  in- 
duce extension  of  gas  mains  and  electric  wires  sufficiently  to  meet 
the  most  pressing  public  needs.  Thus  the  village  may  never 
within  that  term  be  able  to  obtain,  except  to  the  most  trifling  ex* 
tent,  any  of  the  modern  forms  of  street  lights,  for  it  can  buy  them 
of  no  one  else. 

We  have  perhaps  carried  the  detailed  analysis  of  this  ordinance 
further  than  was  necessary,  and  may  end  it  here,  although  there 
are  various  other  phrases,  clauses  and  provisions  of  the  contract 
most  significant  of  a  result  or  purpose  to  merely  benefit  the  com- 
pany, without  thought  or  consideration  for  the  public  welfare. 
We  cannot  avoid  the  conviction  that  the  terms  of  this  ordinance 
and  contract  bring  it  within  that  degree  of  unreasonableness 
which,  after  yielding  all  due  deference  to  the  discretion  vested  in 
the  municipality,  compels  us  to  say  that  that  body  has  transcended 
the  powers  delegated  to  it  by  the  Legislature,  and  that  its  act  in 
passing  this  ordinance  and  entering  into  this  alleged  contract  is 
void  for  that  reason. 

Some  contention  is  made  that  because  the  Legislature  requires 
the  village  board  to  grant  a  franchise  when,  upon  submission  to 
popular  vote,  the  majority  of  the  votes  have  been  in  the  affirma- 
tive (section  969-52),  the  doing  of  such  act  is  no  longer  discre- 
tionary with  the  village  board,  but  is  in  effect  the  act  of  the  Legis- 
lature, and  therefore  cannot  be  reviewed  by  the  courts  as  to  its 
reasonableness.  This  argument  confuses  the  municipal  corpora- 
tion with  the  village  board.  It  is  not  alone  the  acts  of  one  or 
another  of  the  several  village  officers  which  are  subject  to  review 
for  unreason  by  the  judiciary,  but  the  act  of  the  corporation  itself, 
which  is  also  a  mere  delegate  of  certain  powers,  which  it  must 
exercise  within  such  delegation.  Now,  the  electorate  of  this  vil- 
lage, in  special  election  assembled,  is  none  the  less  an  agency  of 
the  municipality  than  is  the  village  board  or  any  of  the  village 
officers,  within  their  respective  jurisdictions.  True,  the  electorate 
comes  nearer  to  the  whole  people  of  the  village,  who  are  the  cor- 
poration, but  it  does  not  constitute  the  whole.  It  may  speak  for 
and  bind  the  whole  only  within  the  limits  of  the  authority  con- 
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ferred  upon  it,  just  as  can  the  village  board  or  any  other  oflScer. 
Xo  authority  is  cited  for  the  proposition  that,  because  the  village 
acts  in  some  other  way  than  through  its  village  board,  its  acts, 
however  unreasonable,  are  beyond  revision  and  correction  by  the 
judiciary,  and  no  reason  presents  itself  to  our  minds  in  favor  of 
sach  view.  This  ordinance,  if  unreasonable,  is  as  much  void 
when  approved  by  a  certain  niunber  of  the  electors  as  if  the  village 
had  acted  through  any  other  of  its  authorized  agencies,  though 
doubtless  the  assent  of  so  large  a  part  of  the  commimity  would  be 
rooognized  by  the  courts  as  a  cogent  circiunstance  in  support  of 
Ae  reasonableness  of  an  ordinance. 

It  is  further  urged  that  although  we  might  find  this  ordinance 
unreasonable  and  therefore  illegal  in  certain  respects — as,  for  ex- 
ample, in  its  length  of  time — ^we  should  restrict  the  invalidity  to 
those  elements,  leaving  valid  the  other  portions.  It  is  hardly 
necessary,  after  the  discussion  of  the  grounds  of  the  invalidity  of 
this  ordinance,  to  say  that  they  so  permeate  the  whole  and  are  so 
obviously  interdependent,  and  the  consideration,  either  to  the  vil- 
lage or  to  the  company,  for  all  the  provisions  thereof,  that  no 
such  severance  is  possible.  We  cannot,  for  example,  eliminate 
one-half  of  the  price  for  gasoline  lamps  and  say  that  the  ordinance 
and  contract  shall  stand  valid  as  against  the  company  at  such  di- 
minished price ;  nor  can  we  supply  in  the  contract  an  agreement 
by  the  company  to  supply  lights  of  different  kinds,  as  the  village 
government  may  deem  public  welfare  to  demand  in  the  future. 
Hence  we  can  find  no  escape  in  this  contention  from  the  conclu- 
sion of  complete  invalidity. 

Many  other  grounds  for  invalidating  the  ordinance  in  question 
are  asserted  and  have  been  vigorously  argued,  but,  as  complete 
invalidity  results  from  the  considerations  already  stated,  discus- 
rion  and  decision  of  the  others  would  be  needless  expenditure  of 
labor.      We,  therefore,  do  not  pass  upon  them. 

Judgment  reversed,   and  cause  remanded   with   directions  to 

lender  judgment  in  favor  of  the  plaintiffs  according  to  the  prayer 

of  the  complaint. 
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Power  of  mmaioipalitj  to  oontraot  for  eleotrie  ligl&t. — ^The  power  of 
municipalities  to  provide  by  contract  for  the  lighting  by  electricity  of  its 
streets  is  usually  conferred  by  statute  and  must  be  exercised  in  conformity 
therewith.  The  supplying  of  the  inhabitants  of  a  city  with  electricity  for 
use  in  their  private  residences  and  houses,  is  such  a  municipal  purpose  as  to 
authorize  its  delegation  by  the  Legislature  to  municipal  bodies.  JacksomriUf 
Elect,  L.  Co,  V,  Jaekaorwille,  6  Am.  Electl.  Cas.  668,  36  FU.  229,  18  So.  677, 
51  Am.  St.  Rep.  24,  30  L.  R.  A.  540.  Where  a  power  Ls  thus  conferred  upon  a 
municipal  body  it  cannot  be  delegated  to  a  committee.  Foster  v.  Cape  Moijf, 
60  N.  J.  L.  78,  38  Atl.  1089.  In  Joyce  on  Electric  Law,  sec.  286,  it  is  aaid: 
"A  city  empowered  to  act  by  ordinance  upon  a  certain  matter,  by  its  commoft 
council,  the  mode  and  manner  being  left  to  its  judgment  as  a  deliberate  body, 
cannot  delegate  its  authority.  In  such  cases  it  is  the  deliberate  body  in 
whom  the  power  is  vested,  and  discretion  is  confided  that  is  required  to  be 
exercised,  and  not  the  judgment  of  another  body  or  person  acting  under  a 
delegated  power.  This  rule  doee  not,  however,  exclude  conunittees  appointed 
to  ascertain  and  report  facts,  nor  conunittees,  persons  or  agents  appointed 
to  perform  administrative  or  ministerial  functions,  or,  as  appears  in  eome  of 
the  decisions,  the  appointment  of  committees  and  the  empowering  th^n  to  aet 
in  certain  matters  not  purely  administrative  or  ministerial,  their  acts  being 
made  subject  to  the  approval  of  the  appointing  municipal  body." 

Reaaonablenese  of  coatraot. — Where  a  statute  prescribes  the  tenn  for 
which  a  street  lighting  contract  may  be  made,  such  limitation  is  abM^ute 
and  cannot  be  exceeded.  Wellston  v,  Morgan,  59  Ohio  St.  147,  52  N.  E.  127; 
Black  17.  Chester,  175  Pa.  St.  101,  34  Atl.  354.  A  city  contract  is  not  unreason- 
able as  to  length  of  time  wnich  provides  that  gas  shall  be  furnished  by  the 
electric  light  company  to  the  municipality  for  five  years  at  a  specified  rate, 
with  the  right  on  the  part  of  the  city  to  terminate  the  contract  on  three 
months'  notice.    Hwrtford  v.  Hartford  Elect,  L.  Co,,  65  Conn.  324,  32  Atl.  926. 

As  to  the  reasonable  length  of  time  which  a  contract  for  electric  lighting 
may  be  made  to  run,  see  City  of  Denver  v.  HuhJxird,  ante,  p.  291 ;  Light,  H,  4 
W.  Co.  V.  City  of  Jackson,  73  Miss.  698,  19  So.  771. 
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Ifarth  CaroUna;  Supreme  Court. 

L  FDWBB  <yr  MDHICtfAIJTT  TO  ERECT  AND  MAINTAIN  ELECTRIC  LIGHT  FLANT.— 

Am  €Kpane  iacaired  by  a  municipality  in  building  and  operating  a  plant 
to  famish  lights  is  a  necessary  expense,  and  is  not  such  a  debt  as  must 
be  submitted  to  a  popular  vote  before  it  can  be  incurred  under  section  7 
of  article  7  of  the  Constitution  of  North  Carolina.  The  power  to  light 
the  streets  and  public  buildings  and  places  of  a  city  is  implied,  because 
the  use  of  such  power  is  necessary  to  fully  protect  the  lives  and  comfort 
and  property  of  its  inhabitants.  Possessing  authority  to  do  the  lighting, 
the  power  carries  with  it  incidentally  the  further  power  to  provide  the 
try  plant  to  generate  and  supply  the  electricity  required. 


Appeal  by  defendant  from  decree  for  plaintiff.     Decided  De- 
cember 19, 1903 ;  reported  45  S.  E.  1029. 

8.  P.  Chraves,  for  appellant 

Carter  &  LeweWyn,  for  appellees* 

Opinion  by  Montgombby,  J.: 

Whether  a  city  or  town  has  the  right  to  incur  an  indebtedness 

for  the  erection  and  operation  of  plants  for  the  supply  of  water 

and  electric  light  for  municipal  use,  and  to  sell  to  its  inhabitants, 

as  a  necessary  municipal  expense,  is  the  question  again  presented 

to  us  for  decision.     Indebtedness  incurred  by  a  city  or  town  for  a 

ropply  of  water  stands  on  the  same  footing  as  indebtedness  incurred 

for  lighting  purposes,  and,  if  such  indebtedness  be  a  necessary 

expense,  then  whether  or  not  a  municipality  may  incur  it  does  not 

depend  upon  the  approval  of  the  proposition  by  a  majority  of  the 

qualified  voters  of  the  municipality.     It  is  only  in  cases  where 

counties,  cities,  or  towns  undertake  to  contract  debts  or  pledge 

their  faith,  or  loan  their  credit  or  levy  taxes,  except  for  the  neces- 
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sary  expenses  thereof,  that  the  submission  of  the  proposition  must 
be  made  to  a  vote  of  the  qualified  voters  of  such  county,  city,  or 
town.  Wilson  v.  Commissioners ^  74  N.  C.  748 ;  Tucker  v.  Camr 
missioners,  75  N.  C.  274.  It  is  almost  impossible  to  define,  in 
legal  phraseology,  the  meaning  of  the  words  "  necessary  expense,'* 
as  applied  to  the  wants  of  a  city  or  town  government.  A  predse 
line  cannot  be  drawn  between  what  are  and  what  are  not  sudi  ex- 
penses. The  consequence  is  that  as  municipalities  grow  in  wealth 
and  population,  as  civilization  advances  with  the  habits  and  cus- 
toms of  necessary  changes,  the  aid  of  the  courts  is  constantly  in- 
voked to  make  decisions  on  this  subject.  In  the  nature  of  things 
it  could  not  be  otherwise;  and  it  is  not  to  be  expected,  in  the 
changed  conditions  which  occur  in  the  lives  of  progressive  people, 
that  things  deemed  unnecessary  in  the  government  of  municipal 
corporations  in  one  age  should  be  so  considered  for  all  future  time. 
In  the  efforts  of  the  courts  to  check  extravagance  and  to  prevent 
corruption  in  the  government  of  towns  and  cities,  the  judicial 
branch  of  the  government  has  probably  stood  by  former  decisions 
from  too  conservative  a  standpoint,  and  thereby  obstructed  the 
advance  of  business  ideas  which  would  be  most  beneficial  if  put 
into  operation;  and  this  conservatism  of  the  courts,  outgrown  by 
the  march  of  progress,  sometimes  appears  at  a  serious  disadvantage. 
On  this  subject  this  court,  in  Wilson  v.  Commissioners,  supra,  uses 
the  following  instructive  and  suggestive  language :  "  The  analogy 
of  the  law  of  necessaries  for  infants  is  the  only  one  that  occurs  to 
us.  It  is  held  that  if,  considering  the  means  and  station  of  life  of 
the  infant,  the  articles  sold  to  him  may  be  necessaries  under  any 
circumstances,  they  come  within  a  class  for  which  the  infant  may 
be  liable,  and,  upon  his  refusal  to  pay,  it  is  for  a  jury  to  determine 
whether,  under  the  actual  circumstances,  they  were  necessary.  If, 
however,  the  articles  are  merely  ornamental,  and  such  as  cannot 
under  any  circumstances  be  necessary  to  one  of  the  means  and  ' 
station  of  the  infant,  the  court  may,  as  a  matter  of  law,  declare 
that  the  infant  is  not  liable.  We  do  not  undertake  to  say  that  this 
analogy  will  furnish  a  rule  which  will  admit  of  a  close  application. 
But  if  treated  merely  as  an  analogy  in  the  absence  of  other  guides. 
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it  may  be  of  some  general  use."  It  seems  strange  that  it  should  be 
declared  by  some  of  our  courts  of  highest  reputation  that  the  pur- 
chase of  a  town  clock  or  hay  scales  or  a  pump  is  a  necessary  expense, 
when  the  supply  of  light  to  enable  its  citizens  to  walk  its  streets  in 
eecarity,  or  a  supply  of  wholesome  water  to  prevent  disease  and 
fuffering,  should  be  held  as  not  a  necessary  expense.  It  is  pretty 
generally  held  by  the  courts  that  the  expense  incurred  for  the 
widening  of  streets  is  a  necessary  expense;  that  a  market  house 
is  a  necessary  expense ;  and,  surely,  if  that  be  sound  law,  the  courts 
OD^t  to  hesitate  before  they  would  pronounce  a  debt  incurred  for 
die  famishing  of  light  and  water  not  to  be  a  necessary  expense. 
And  it  seems  to  us  that  it  may  be  reasonably  considered  as  certain 
tliat  the  words  ^'  necessary  expense  "  do  not  mean  expenses  in- 
curred or  to  be  incurred  for  purposes  or  objects  that  are  only  for 
the  procurement  or  maintenance  of  things  absolutely  essential  to 
the  existence  of  the  municipality.  The  expenditure  of  money  for 
the  widening  of  streets,  the  erection  of  market  houses,  town  clocks, 
and  hay  scales  are  all  considered  as  necessary  expenses,  and  those 
things  are  not  essential  to  the  life  of  the  municipality.  A  city  or 
town  might  be  fairly  well  governed,  and  be  prosperous,  without 
having  appointed  and  fixed  particular  places  for  the  sale  of  market 
produce,  or  without  keeping  the  time  of  day  or  weighing  grain 
and  fodder;  and  certainly  expenses  incurred  for  water  and  light 
are  more  necessary  than  those  for  a  market  house,  clocks,  and  scales. 
The  words  "  necessary  expense,''  then,  must  mean  such  expenses 
as  are  or  may  be  incurred  in  the  establishing  and  procuring  of 
those  things  without  which  the  peace  and  order  of  the  community, 
its  moral  interests,  and  the  protection  of  its  property  and  that  of 
the  property  and  persons  of  its  inhabitants,  would  seriously  suffer 
considerable  damage ;  leaving  out  of  view  the  matter  of  the  great 
inconvenience  that  would  be  attendant  upon  our  present  social 
life  for  want  of  such  expenditures.  The  use  of  water  from  wells 
dug  in  populous  communities  is  proscribed  by  the  recent  progress 
made  in  the  science  of  bacteriology,  the  practical  lessons  of  that 
science  having  been  learned  by  the  people  generally.    It  is  of  com- 
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mon  knowledge  that  the  most  fearful  scourges  of  certain  most  dan- 
gerous forms  of  fever  arise  from  the  use  of  water  from  wells  in 
towns  and  cities,  and  it  is  out  of  the  power  of  individuals  in  towns 
and  cities  to  erect  and  operate  appliances  for  supply  of  water.  As 
to  the  question  of  lighting  the  streets  and  public  places,  the  ex- 
perience of  all  who  live  in  towns  and  cities  of  any  considerable 
population  is  that  without  lights  upon  the  streets  and  in  the  public 
buildings,  both  life  and  property  would  be  insecure,  to  say  nothing 
of  the  almost  complete  destruction  of  the  conveniences  of  life  and 
the  marring  of  its  social  features.  The  fire  department,  probably 
the  most  important  of  the  municipal  departments,  would  be  ren- 
dered ineffective,  and  a  considerable  part  of  the  commerce — trade 
of  the  country — ^would  be  destroyed,  for,  under  our  changed  condi- 
tions, a  good  deal  of  the  traffic  between  different  communities  and  & 
respectable  part  of  our  mail  service  are  conducted  at  night.  It  will 
not  do  to  say  that  a  city  or  town  may  expend  money  or  incur  a 
debt  for  the  purchase  of  lights  by  the  month  or  the  year,  but  that 
it  may  not  incur  a  debt  for  the  construction  and  operation  of  a  sys- 
tem of  water  works  or  for  the  installment  of  an  electric  plant  for 
lighting.  If  the  matter  of  lighting  is  a  necessary  expense,  then 
how  and  in  what  manner  the  city  shall  furnish  such  lighting  is 
with  the  authorities  of  the  city  or  town  to  determine.  The  courts 
determine  what  class  of  expenditures  made  or  to  be  made  by  a 
municipal  corporation  come  under  the  definition  of  "  necessary 
expenses."  The  governing  authorities  of  the  municipal  corpora- 
tions are  vested  with  the  power  to  determine  when  they  are  needed, 
and,  except  in  cases  of  fraud,  the  courts  cannot  control  the  discre- 
tion of  the  commissioners. 

Our  conclusion,  then,  is  that  an  expense  incurred  by  a  city  or 
town  for  the  purpose  of  building  and  operating  plants  to  furnish 
water  and  lights  is  a  necessary  expense,  and  is  not  such  a  debt  as 
must  be  submitted  to  a  popular  vote  before  it  can  be  incurred, 
under  section  7  of  article  7  of  the  constitution,  and  that,  under 
the  general  law  of  North  Carolina  in  respect  to  cities  and  towns 
(Code,  sees.  3800,  3821),  municipal  corporations  may  contract 
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such  debts,  and  provide  for  their  payment,  unless  there  is  some 
feature  in  the  charter  of  such  city  or  town  which  prohibits  it. 

The  power  to  light  the  streets  and  public  buildings  and  places 
of  a  city  is  one  of  implication,  where  it  is  not  specially  conferred, 
because  the  use  of  such  power  is  necessary  to  fully  protect  the  lives 
and  comfort  and  property  of  its  inhabitants.  It  is  a  most  impor- 
tant factor,  too,  in  the  preservation  of  the  peace  and  order  of  the 
eommunity.  Croswell,  Law  of  Elect,  sec  190 ;  Mavldin  v.  Oreetv- 
viOe,  33  S.  C.  1, 11  S.  E.  434,  8  L.  R  A.  291 ;  Lott  v.  Waycross, 
84  Gk.  681, 11  S.  E.  558.  Li  the  case  of  Crawfordsville  v.  Braden, 
180  Ind.  157,  28  N.  E.  852, 14  L.  R  A.  268,  30  Am.  St.  Rep.  214, 
the  court  said :  '^  So  far  as  lighting  the  streets,  alleys,  and  public 
places  of  a  municipal  corporation  is  concerned,  independently  of 
any  statutory  power,  the  municipal  authorities  have  inherent  power 
to  provide  for  lighting  them.  If  so,  unless  their  discretion  is  con- 
trolled by  some  statutory  restriction,  they  may,  in  their  discretion, 
provide  that  form  of  light  which  is  best  suited  to  the  wants  and 
financial  conditions  of  the  corporation."  It  is  well  settled  that 
the  discretion  of  municipal  corporations  within  the  sphere  of  their 
powers  ia  not  subject  to  judicial  control,  except  in  cases  where  fraud 
is  shown,  or  where  the  power  and  discretion  are  grossly  abused 
to  the  oppression  of  the  citizen.  We  can  see  no  good  reason  why 
they  may  not  also,  without  statutory  authority,  provide  and  main- 
tain the  necessary  plant  to  generate  and  supply  the  electricity  re- 
quired. Possessing  authority  to  do  the  lighting,  that  power  carries 
with  it  incidentally  the  further  power  to  procure  or  furnish  what- 
ever is  necessary  for  the  production  and  dissemination  of  the  light. 

The  cases  on  this  subject  heretofore  decided  by  this  court  to 
the  contrary  of  the  present  decision,  one  of  which  was  written  for 
the  court  by  this  writer,  are  overruled.  The  conclusion  to  which 
the  present  Chief  Justice  arrived  in  Mayo  v.  Commissioners,  122 
X.  C.  5,  29  S.  E.  343,  40  L.  R  A.  163,  is  the  conclusion  at  which 
we  have  arrived  in  this  case. 

In  the  case  before  us  the  defendant,  the  town  of  Mt.  Airy,  was 
authorized  by  an  act  of  the  General  Assembly  at  its  session  of  1901 
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(Priv.  Acts  1901,  p.  694,  ch.  216)  to  submit  to  the  qualified  voters 
of  the  town  the  question  of  issuing  $50,000  of  town  bonds  for  the 
purpose  of  defraying  the  expenses  of  constructing  a  system  of 
water  works  and  installing  an  electric  plant  to  furnish  the  town 
with  water  and  light.  The  question  was  submitted  and  carried, 
and  the  bonds  were  issued  and  sold.  The  proceeds  were  applied  for 
the  purposes  mentioned  in  the  act,  but  were  insufficient  to  complete 
the  plants.  The  board  of  aldermen  of  the  town  then  passed  an 
ordinance  that  they  do  borrow  the  sum  of  $15,000  upon  pledging 
repayment  by  issuing  bonds  of  like  amount,  with  interest.  The 
plaintiffs  commenced  this  action  to  enjoin  the  issuing  of  the  bonda, 
and  the  injunction  was  granted  by  his  honor  Judge  McNeill,  and 
the  defendant  appealed.  His  honor  followed  the  decisions  of  this 
court,  and  the  error  he  committed  was  not  his  own,  but  it  was  error 
nevertheless. 
Reversed. 

Mnnieipal  eleotrio  UghtiaK  wjut%nk» — Under  a  statute  authoriziiig  a 
municipality  to  provide  for  the  lighting  of  its  streets  and  public  places,  such 
municipality  may  construct  and  operate  its  own  system.  Ruahville  Qua  Co, 
V,  Rushville,  121  Ind.  212,  23  N.  E.  72,  4  Am.  Electl.  Cas.  64S,  note;  Craw- 
ffyrdsville  v,  Braden,  130  Ind.  149,  28  N.  E.  849,  4  Am.  Electl.  Cas.  648,  note; 
Arhuckle-Ryan  Co.  v.  City  of  Grand  Ledge,  122  Mich.  491,  81  N.  W.  358.  In 
Wisconsin  it  is  held  that  a  city  m«y,  under  its  general  police  powers,  construct 
water  works  and  electric  light  plants.  Elmtoood  v.  R^edahurgh,  91  Wis.  131, 
64  N.  W.  886;  Mauldin  v.  City  Council  of  OreerwiUe,  33  S.  C.  1,  11  S.  E.  434. 

!lfo^rer  to  maintain  eleotrio  light  ayatom  ^rhoro  franohiao  has 
alroady  boon  granted. — ^Although  a  municipal  corporation  has  granted  a 
license,  not  exclusive,  to  an  electric  lighting  company  to  erect  its  appliances 
in  the  streets  of  the  city,  and  the  company  has  contracted  to  light  the  streets 
and  public  places;  and  in  reliarce  upon  such  license  and  contract  the  com- 
pany has  expended  large  sums  of  money  in  the  erection  of  its  plant;  still 
the  municipality  is  not  estopped  from  itself  erecting  a  plant  and  going  into  the 
business  of  furnishing  electric  light,  as  by  statute  it  is  permitted  to  do. 
Thomson-Houston  Electric  Light  Co.  v.  City  of  Newton,  42  Fed.  723.  Aa  to 
exclusive  franchises  for  electric  street  lighting,  see  Denver,  City  of,  v.  Huhhard, 
ante,  p.  291. 

FnmlsMng  lights  for  private  nso. — A  city  in  erecting  a  municipal  sys- 
tem of  electric  lighting  is  not  limited  to  furnishing  electricity  for  lighting  the 
streets  and  other  public  places  of  the  city,  but  may  furnish  the  same  for 
private  use.  Thomson-Houston  Electric  Light  Co.  v.  City  of  Newton,  3  Am. 
Electl.  Cas.  507,  42  Fed.  723 ;  Jacksonville  Electric  Light  Co.  v.  City  of  Jada- 
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aoMiOe,  6  Am.  Electl.  Cas.  668,  36  Fla.  229,  18  So.  677;  Linn  v,  Chamhera- 
k^g,  4  Am.  Electl.  Cas.  647,  160  Pa.  St.  511,  28  Atl.  842;  Crawfordsville  v, 
Bnden,  130  Ind.  149,  28  N.  £.  849,  holding  that  a  city  has  the  right  to  establish 
vorks  for  lighting  its  streets,  and  in  connection  therewith  to  furnish  private 
coBsmners  such  light  by  contract.  Mr.  Joyce,  in  his  work  on  Electric  Law, 
MC  237,  says:  "It  would  seem  that  a  municipality  or  other  local  govemment 
within  a  State,  which  is  expressly  authorized  to  erect,  maintain  or  purchase 
«leetric  lighting  plants,  or  which  is  required  to  purchase  such  plants  in  opera- 
tkm  within  its  limits,  in  case  the  corporation  desires  to  sell,  would,  by  virtue 
d  its  neecaearily  incidental  and  implied  powers,  be  authorized  to  furnish 
fi^ts  to  private  citizens  for  private  purposes.  This  assumes  that  the  original 
if^  to  erect  or  purchase  such  plants  has  been  lawfully  exercised  within  all 
ths  limitations  imposed  by  the  legislative  authorization,  and  that  there  are  no 
objections  m  in  case  of  exceeding  the  indebtedness  limit." 
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Kaukauna  Electric  Light  Co.  v.  City  of  Kaukauna. 

Wiaconain;  Supreme  Court, 

1.  AonoN  ON  LiQHTiNo  CONTRACT;    BREACH  OF  CONDITIONS. — ^Ao   Ordinance 

granting  an  electric  lighting  franchise,  and  providing  for  famishing 
electric  lights  to  the  city  at  a  stipulated  price,  is  deemed,  so  Utr  as  the 
portion  thereof  which  relates  to  furnishing  light  is  concerned,  a  contract 
binding  the  company  to  furnish,  and  the  city  pay  for,  lights  as  prescribed 
therein.  The  portions  of  such  ordinance  requiring  the  company  to  place 
its  wires  underground  and  to  paint  its  poles  have  no  relation  to  the  mere 
commercial  contract  of  purchase  and  sale  of  lights,  and  their  perform- 
ance or  breach  is  not  material  to  the  lighting  contract,  and  do  not  affect 
an  action  brought  thereon. 

2.  Failure  to  give  bond. — The  failure  of  the  contracting  company  to  execute 

a  bond  as  required  in  the  ordinance  to  indemnify  the  city  from  all  damages 
arising  from  an  exercise  of  the  company's  franchise,  and  for  its  faithful 
compliance  with  the  terms  of  the  ordinance,  is  no  defense  in  an  action 
against  the  city  for  lights  furnished  under  the  contract  where  the  sole  de- 
mand was  for  a  bond  to  indemnify  the  city  from  damages  caused  by  privi- 
leges granted  under  the  franchise.  A  bond  given  pursuant  to  this  demand 
would  have  no  bearing  upon  the  question  of  damages  arising  from  a  breach 
of  the  lighting  contract. 

3.  Failure  to  furnish  additional  lights. — ^The  ordinance  requiring  the  com- 

pany to  furnish  lights  at  a  certain  stipulated  price  should  ordinarily 
be  construed  so  as  to  bind  the  company  to  furnish  lamps  at  the  times  and 
places  required  by  the  city;  a  failure  to  so  furnish  lights  is  a  breach  of 
the  contract,  precluding  recovery  thereon,  if  it  be  shown  that  the  city  has 
not  accepted  or  voluntarily  received  any  of  the  benefits  arising  therefrom. 

4.  Recovery  of  contract  price  under  conditions. — The  plaintiff  not  being 

entitled  to  recover  at  all  upon  the  contract  owing  to  a  breach  of  its 
terms,  it  cannot  complain  of  the  attaching  of  conditions  to  the  recovery 
of  the  contract  price  requiring  it  to  bury  its  wires  and  to  give  the  bond 
demanded  by  the  city. 

Appeal  by  plaintiff  from  judgment  for  defendant.     Decided 
March  11,  1902;  reported  114  Wis.  327,  89  N.  W.  542. 

Plaintiff  operates  an  electric  light  plant  at  the  city  of  Kaukauna,  occupying 
the  streets  with  its  poles,  under  a  franchise  in  the  form  of  an  ordinance  of  the 
city,  adopted  September  6,  1889,  which  gives  it  a  right  to  use  the  streeta  for 
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the  purpose  of  furnishing  both  arc  and  incandescent  lights.     By  the  second 
Mction  the  company  contracts  to  furnish  the  city  incandescent  electric  lights 
of  certain  sizes  at  certain  prices ;  also  to  furnish  certain  lights  for  bridges, 
fire  department,  and  council  room,  free  of  charge.     Other  sections  of  the  ordi- 
oaiu.'e  provide  that  the  company  shall  give  a  $5,000  bond,  conditioned  ''to  in- 
demnify and  save  harmless  the  city  of  Kaukauna  of  and  from  all  damages 
which  may  in  any  way  arise  or  grow  out  of  the  exercise  by  said  grantee  of  the 
privileges  herein  granted/  and  further  conditioned  **  for  the  faithful  compliance 
by  said  grantee  with  all  of  the  terms  and  provisions  of  the  ordinance,  and 
Mid  bond  shall  be  renewed  at  any  time  and  as  often  as  the  common  council  of 
said  Qty  may  require."     It  was  also  provided  that  after   10  years  from  the 
passage  of  the  ordinance,  **if  the  city  deems  it  necessary,  the  said  grantee  shall 
be  required  to  lay  its  wires  under  ground,  including  those  already  put  up,  at 
the  rate  of  not  less  than  two  or  more  than  four  blocks  per  year,  until  all  wires 
are  under  ground."    The  acceptance  of  the  ordinance  was  declared  to  consti- 
tute a  contract  binding  with  equal  force  upon  both  parties  thereto.     This 
ordinanoe  was  duly  accepted  and  a  bond  filed.    On  August  4,  1897,  a  supple- 
mental contract  was  made,  by  which  the  company  agreed  to  furnish,  at  a 
priee  specified,  such  arc  lights  as  the  city  might  demand,  except  that  they 
fthould  not  be  located  more  than  600  feet  from  existing  lamps;  such  arc  lamps 
to  displace  such  incandescent  lamps  as  the  city  should  direct.    Otherwise  the 
fonner  contract  remained  in  full  force,  with  the  later  contract  as  a  sup- 
plement.    On  March  7,  1899,  the  city  enacted  an  ordinance  requiring  certain 
painting  of  all  poles  in  the  city,  expressly  including  those  of  this  plaintiff, 
imposing  a  penalty  or  fine  of  $5  for  every  24  hours  of  disobedience  after  30 
days*  notice.    That  notice  was  given  about  August  1,  1899.    On  July  11,  1899, 
a  resolution  was  adopted,  and  communicated  to  the  plaintiff,  requiring  addi- 
tional incandescent  lamps  to  be  located  at  five  or  six  specified  places.     On 
August  1,  1899,  a  resolution  was  adopted,  and  communicated  to  the  plaintiff, 
requiring  the  company  to  give  a  new  bond,  in  the  sum  of  five  thousand  dollars, 
"^to  indemnify  the  city  from  all  loss  or  damage  by  reason  of  the  privileges 
granted   them  under  their  franchise.**     On  the   same  day  a  resolution   was 
adopted  to  notify  the  company  that  t)ie  city  would  exercise  its  right  under  the 
franchise  to  require  the  company  to  bury  four  blocks  (not  designated)  of  their 
wires  after  the  10  years  should  have  expired,  viz.,  September  5,   1809.     On 
October  3,  1899.  an  ordinance  was*  duly  adopted,  and  notified  to  the  plaintiff, 
reciting  the  provision  of  the  franchise,  and  declaring  the  sense  of  the  council 
that  the  burying  of  a  portion  of  plaintiff's  wires  was  necessary  for  the  best 
interests  and  welfare  of  the  city,  and  ordering  the  plaintiff  to  place  under 
ground  their  wires  on  two  specified  blocks,  and  to  commence  such  work  within 
30  days  after  the  passage  of  the  resolution,  and  to  prosecute  it  with  due  dili- 
gence until  its  completion.    The  company  made  no  attenij)t  at  compliance  with 
any  of  the  ordinances  and  resolutions  of  1899  above  recited,  and  on  November 
7th  the  council  adopted  a  resolution  reciting  the  failure  to  comply  with  said 
several  ordinances  and  resolutions,  and  resolving  that  the  city  thereby  de- 
clared  said  franchise  and  contract  forfeited  and  broken;   that  it  would  no 
longer  accept  or  pay  for  lights  furnished  by  the  company;  and  that  the  com- 
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pany  be,  and  it  thereby  was,  ordered  to  remove  from  the  public  streets  all 
poles,  wires,  and  other  fixtures.  The  same  day  was  appropriated  $100  as  pay- 
ment in  full  to  the  company  of  all  that  was  due  it  for  light  up  to  the  date  of 
that  resolution,  which  money  was  tendered  to  it,  and  was  brought  into  court 
and  deposited  at  the  time  of  answering.  Plaintiff  continued  to  run  the  pre-exist- 
ing street  lamps,  but  the  city  cut  off  all  lamps  within  its  control  in  the  public 
buildings  and  on  bridges,  and  neither  received  nor  used  any  light  or  power 
from  the  plaintiff,  after  November  7th,  voluntarily.  Thereafter,  at  monthly 
intervals,  the  company  presented  its  bills,  which  were  not  passed  upon  by  the 
council,  and  within  the  time  limited  by  the  charter  the  company  took  appeals 
to  the  Circuit  Court,  until  a  large  number  of  such  appeals  were  pending,  upon 
bills  of  about  $260  a  month,  which  were  afterwards  consolidated  into  this  one 
suit,  making  a  total  of  $4,222.08.  The  defendant  interposed  as  answer  a  denial 
of  compliance  by  the  company  with  its  contract,  alleging  all  of  the  breaches  of 
ordinances  and  resolutions  above  recited.  It  counterclaimed  the  same  breaches 
to  its  damage  $5,000,  and  by  a  second  counterclaim  it  set  up  the  same  breaches 
of  duty;  also  that  the  city  had  no  other  means  of  lighting  its  streets,  and  oould 
not  practically  supply  another  method ;  that  the  plaintiff  was  engaged  in  com- 
mercial lighting  as  well  as  street  lighting,  and  used  its  poles  and  wires  for 
that  purpose,  whereby  the  city  was  continually  subject  to  liability,  for  which 
it  had  no  adequate  indemnity,  in  the  form  of  a  bond  or  otherwise;  that  the 
damage  to  the  city  from  such  breaches  of  contract  by  the  plaintiff  was  great  and 
irreparable,  but  difficult,  if  not  impossible,  of  ascertainment;  that  a  multi- 
plicity of  suits  arose  from  the  continued  claim  of  the  plaintiff  to  continue 
furnishing  lights  under  the  ordinance,  alleging  that,  if  the  whole  contract 
had  not  been  effectively  rescinded,  the  city  was  ready  to  comply  on  its  part 
with  all  of  its  contract,  provided  the  plaintiff  should  first  perform  the  con- 
ditions of  its  franchise  and  contract;  and  prayed  judgment  dismissing  the 
complaint,  enjoining  the  commencement  of  any  more  suits  or  filing  of  any  more 
claims  before  the  council;  also  that  the  plaintiff  be  perpetually  restrained 
from  committing  any  breach  of  either  of  its  two  contracts ;  that  it  be  compelled 
to  place  and  maintain  the  additional  lights  demanded,  and  such  others  at 
might  be  demanded,  by  the  defendant;  and  that  by  mandatory  injunction 
it  be  compelled  to  bury  its  wires,  as  specified  in  the  recited  resolutions,  and 
be  compelled  to  furnish  the  defendant  a  bond  in  compliance  with  its  contract; 
also  that  the  same  acts  be  enforced  by  decree  of  specific  performance.  The 
court  found  the  facts  substantially  as  above,  and  on  October  30,  1901,  rendered 
judgment  that  the  two  contracts  of  September  5,  1889,  and  August  4,  1897, 
be  specifically  enforced,  by  requiring  the  plaintiff,  within  four  months  from 
the  service  of  notice  of  entry  of  the  judgment,  to  deposit  with  the  city  clerk 
a  bond  in  the  penal  sum  of  $5,000,  conditioned  as  required  by  the  contract; 
that  within  like  four  months,  adjudged  to  be  a  reasonable  time,  the  plaintiff 
lay  or  place  under  ground  its  wires  in  the  blocks  specified  in  the  ordinance; 
and  that,  upon  affidavit  filed  with  the  clerk  of  court  showing  compliance  there- 
with, judjnnent  be  entered  in  favor  of  the  plaintiff  and  against  the  city  for 
the  contract  amount  of  the  service  sued  for,  $4,222.08 ;  and  further  providing 
that,  in  case  of  failure  to  comply  within  four  months  with  the  mandatory 
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portion  of  such  judgment,  the  plaintiff  take  nothing  by  the  action,  and  its 
complaint  be  dismissed;  judgment  without  costs  to  either  party.  From  that 
judgment  the  plaintiff  appeals. 

Humphrey  Pierce  {D.  8.  Rose,  of  counsel),  for  appellant. 
Lyman  E.  Barnes,  for  respondent 

Opinion  by  Dodge,  J. : 

The  ordinance  or  contract  serving  as  the  basis  of  the  rights  of  the 
lespective  parties  in  this  case  is  one  of  a  character  now  become  very 
eommon  in  this  State,  where  the  city  acts  in  a  twofold  capacity: 
First,  as  a  governmental  body  exercising  delegated  power  of  the 
State,  it  confers,  and  limits  with  conditions,  the  privilege  or  fran- 
chise to  use  the  public  streets,  under  authority  of  section  1780b, 
Rev.  St.  1898.  State  v.  Superior  Ct.  of  MUwcmkee  Co,,  105  Wis. 
651,  673,  81  N.  W.  1046,  48  L.  R.  A.  819 ;  State  v.  Portage  City 
Water  Co.,  107  Wis.  441,  445,  83  N.  W.  697.  It  is  true  that  no 
sach  authority  had  been  delegated  when,  in  1889,  this  ordinance 
was  enacted,  and  it  was  perhaps  originally  void.  This  want  of 
luthority  with  reference  to  electric  lighting  companies  was,  how- 
ever, supplied  by  chapter  192  of  the  Laws  of  1893,  which  probably 
may  be  considered  as  ratifying  the  original  ordinance.  In  addition 
to  this  function  as  an  agent  of  the  State,  however,  the  city,  in  the 
same  instrument  or  ordinance,  exercises  its  function  as  a  business 
corporation,  with  power  to  purchase,  contract  for  and  pay  for  elec- 
tric lights  for  public  purposes,  and  to  specify  the  conditions  of  such 
contracting, — ^a  power  arising  under  its  own  charter.  In  the  argu- 
ment in  this  case,  as  in  the  ordinance  itself,  these  two  functions  are 
greatly  confused,  and  it  is  not  always  easy  to  separate  those  pro- 
visions which  pertain  to  the  one  portion  or  the  other  of  the  instru- 
ment. In  the  formulation  of  such  a  document,  reciprocal  duties 
are  usually  imposed  both  upon  the  grantee  of  the  franchise  and 
upon  the  city.  Some  of  these  duties  or  conditions  clearly  relate  ex- 
clusively to  the  subject  of  the  franchise.  Others  with  equal  clear- 
ness may  apply  only  to  the  contractual  and  commercial  duty  of 
supplying  lights  to  the  city,  to  be  paid  for  when  so  supplied.    Other 
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provisions,  conditions,  and  covenants  may  be  of  a  mixed  character^ 
possibly  applicable  to  both  phases,  so  that  their  disobedience  would 
at  once  constitute  a  breach  of  the  plaintiff's  contractual  duty,  which 
forms  the  basis  of  the  city's  promise  to  pay,  and  also  a  breach  of 
the  conditions  upon  which  it  holds  its  franchise  from  the  State  to 
occupy  the  public  streets.  The  plaintiff's  action  is  predicated 
wholly  upon  the  commercial  contract  embodied  in  the  original  ordi- 
nance and  in  the  supplemental  contract  with  reference  to  arc  lights. 
The  city's  defense  thereto  is  breach  by  the  plaintiff  of  several  of 
the  obligations  which  it  assumed.  In  dealing  with  this  street-lift- 
ing contract,  the  parties  stand  purely  and  simply  as  contractors, 
governed  by  the  same  rules  of  law  which  govern  private  contractors, 
except  so  far  as  the  known  situation  of  each  may  control  the  inter- 
pretation of  their  mutual  promises.  The  company  is  to  do  certain 
ihings  as  a  consideration  of  the  city's  promise  to  pay,  and,  as  in 
the  case  of  any  other  contract,  the  city's  duty  to  pay  arises  only  on 
performance  of  such  of  the  undertakings  of  the  company  as  can  be 
fairly  said  to  constitute  essential  consideration  therefor.  This 
consideration  makes  it  necessary  to  examine  the  various  failures  of 
duty  on  the  part  of  the  plaintiff  alleged  and  found  to  have  occurred, 
in  order  to  ascertain  whether  any  of  them  were  fairly  germane  to 
the  contractual  aspect  of  the  ordinance,  and  conditions  precedent 
to  the  duty  of  the  city  to  perform  its  part  of  that  contract  The 
obligations  and  conditions  assumed  by  the  company,  and  breached 
by  it,  which  the  answer  sets  up  by  way  of  defense,  are  four :  First, 
that  the  company  has  failed  and  refused  to  place  underground  its 
wires  when  ordered  so  to  do  by  the  common  council ;  second,  that 
it  has  failed  and  refused  to  paint  its  poles  in  the  manner  required 
by  a  city  ordinance ;  third,  that  it  has  failed  and  refused  to  give  a 
new  bond  as  demanded  by  the  city ;  and,  fourth,  that  it  has  failed 
and  refused  to  install  incandescent  street  lamps  when  and  where 
demanded  by  the  council. 

As  to  the  first  two  of  these, — the  burying  of  the  wires  and  the 
painting  of  the  poles, — we  deem  it  entirely  clear  that  they  have  no 
relation  to  the  mere  commercial  contract  of  purchase  and  sale  of 
lights ;  that  they  pertain  wholly  to  the  gift  and  continuance  of  the 
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franchise  to  use  the  streets,  if,  indeed,  the  painting  of  poles  can  be 
deemed  a  condition  of  the  original  ordinance  at  all.    They  do  not 
in  any  wise  affect  the  interests  of  the  city  as  a  buyer  of  public  light- 
ing.   They  may  affect  its  municipal  government  and  policy  as  to 
the  care  and  protection  of  the  streets,  but  in  that  respect  they  are 
relevant  only  to  the  propriety  of  the  continuance  of  the  plaintiff's 
franchise  to  use  the  streets.    Hence  we  conclude  that  their  perform- 
ance or  breach  is  in  no  wise  material  to  the  lighting  contract ;  that, 
if  any  penalty  results  to  the  plaintiff  therefrom,  it  is  a  forfeiture 
of  its  franchise,  which  can  be  enforced  only  at  suit  of  the  State. 
State  V.  MadUon  St.  Ry.  Co.,  72  Wis.  612,  40  N.  W.  487 ;  Wright 
t.  Light  Co.,  95  Wis.  29,  36,  69  N.  W.  791,  36  L.  R.  A.  47,  60 
Am.  St.  Rep.  74.    So  long  as  the  State  allows  that  franchise  to  con- 
tinue in  existence,  if  the  company  duly  performs  its  promise  to  fur- 
nish lights  in  the  manner  prescribed  by  the  ordinance,  it  arouses 
the  duty  of  the  city  to  pay  therefor  according  to  its  promise. 

The  agreement  of  the  plaintiff  to  give,  and,  whenever  requested, 
to  renew,  a  bond  conditioned  to  indemnify  and  save  harmless  the 
city  from  all  damages  which  may  in  any  way  arise  or  grow  out  of 
the  exercise  by  said  grantee  of  the  privileges  granted,  and  for  the 
faithful  compliance  by  the  company  with  all  the  terms  and  pro- 
visions of  the  ordinance,  has  a  more  complex  aspect.     Damages 
may  arise  to  the  city  both  from  the  exercise  of  the  franchise,  and 
from  the  manner  of  performing  the  lighting  contract.     The  poles 
may  be  so  placed  or  so  out  of  repair  as  to  constitute  defects  in  the 
highway,  and  subject  the  city  to  liability,  or  impose  upon  the  city 
otherwise  unnecessary  expenses  in  the  maintenance  of  the  streets. 
In  this  aspect  it  is  germane  alone  to  the  franchise  granted  by  the 
State,  through  the  agency  of  the  city.    But  damages  may  also  arise 
from  breaches  in  the  performance  of  the  duty  to  supply  street 
lighting.     The  city  may  thereby  be  put  to  expense  for  purchase  of 
lights  deemed  by  it  necessary,  and  otherwise  suffer  damage  of  the 
same  character  as  would  arise  if  there  were  purely  and  simply  a 
lighting  contract,  disassociated   from  the   franchise.      Hence,   if 
properly  demanded,  the  refusal  of  the  company  to  renew  its  bond 
VOL.  VIII — 23 
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might  constitute  such  a  breach  on  its  part,  of  the  contract,  as  to 
justify  the  city  in  terminating  it, — ^in  deeming  itself  unsafe  to 
proceed  therewith  in  the  absence  of  this  bond  which  the  company 
had  contracted  to  furnish,  as  one  of  the  considerations  upon  which 
it  was  to  earn  payment  for  lights  furnished.  In  this  aspect,  how- 
ever, we  think,  technically,  the  city  has  not  placed  the  corporation 
in  default  with  reference  to  the  renewal  of  the  bond,  since  it  has 
made  no  sufficient  demand  for  a  new  bond  to  protect  itself  against 
these  contractual  aspects  of  liability,  within  the  promise  of  the 
company  to  supply  one.  The  sole  demand  was  by  ordinance  of 
August  1,  1899,  for  a  bond  "  to  indemnify  the  city  from  all  loss  or 
damage  by  reason  of  the  privileges  granted  them  under  their  fran- 
chise." A  bond  satisfying  this  demand  would  have  no  bearing 
upon  or  relation  to  damages  suffered  by  reason  of  nonperformance 
or  misperformance  of  the  lighting  contract,  and  we  therefore  con- 
clude that  the  failure  to  comply  therewith  constitutes  no  defense 
to  demand  for  payment.  Had  the  demand  been  as  broad  as  the  or- 
dinance requirement,  a  different  question  would  be  presented. 

The  remaining  undertaking,  breach  of  which  is  alleged  and 
found  to  have  occurred,  is  as  follows :  Plaintiff's  assignor  "  hereby 
agrees  to  furnish  the  city  of  Kaukauna,  for  street  and  public  light- 
ing, incandescent  electric  lights,  ...  of  twenty-five  candle 
power,  at  a  cost,"  etc.  This  agreement  may  also  have  a  complex 
aspect,  as  it  may  well  have  been  one  of  the  considerations  and  con- 
ditions upon  which  the  city  deemed  proper  to  grant  the  plaintiff  the 
right  to  use  the  public  streets  for  distribution  of  its  product  to  its 
customers.  Whether  so  or  not,  it  very  clearly  must  have  been  a 
most  important  consideration  of  the  city's  promise  to  pay  for  street 
lights  furnished  to  it.  The  duty  of  effectively  and  economically 
lighting  its  streets  is  one  of  the  most  important  which  a  city  has  to 
perform,  and  one  which  can  be  properly  accomplished  only  by 
adoption  of  some  system.  While  it  is  possible,  perhaps,  to  make 
an  attempt  at  street  lighting  by  means  of  an  oil  lamp  at  one  comer, 
a  gasoline  at  another,  or  gas  and  electric  lights  in  alternation,  sudi 
method,  generally  speaking,  is  neither  practical,  effective,  nor 
economical.    According  to  modem  practice,  a  city  seems  to  have 
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bat  a  choice  between  two  methods  of  performing  this  duty, — either 
to  contract  with  some  private  corporation,  or  to  erect  and  operate  a 
pitnt  of  its  own.  In  the  case  of  a  small  city,  a  binding  acceptance 
of  the  former  alternative,  in  practical  effect,  is  exclusive  of  further 
eoDsideration  of  a  general  policy.  If  thenceforward  the  city  must 
bay  of  that  corporation  any  considerable  portion  of  its  lights,  it 
em  neither  buy  others  of  any  one  else,  nor  economically  supply 
them  itself;  for  the  whole  field  of  such  a  city  is  ordinarily  none  too 
kige  to  warrant  installation  of  a  plant,  either  by  private  capital 
or  by  the  city,  and,  after  the  final  surrender  of  a  part  of  such  field 
to  one,  supply  of  light  to  the  remainder  by  another  can  only  be  ac- 
ecHnplished  at  such  expense  as  to  make  the  attempt  impracticable. 
In  view  of  these  considerations,  it  is  not  open  to  doubt  that  the 
parties  understood  and  intended  by  their  contract  that  the  city  must 
be  dependent  on  the  plaintiff  for  all  electric  lighting  which  it,  as  . 
the  custodian  and  guardian  of  the  public  welfare,  should  deem 
necessary;  hence  that  the  plaintiff  bound  itself  to  furnish  all  so 
necessary,  at  least  within  reasonable  requirements.  A  construc- 
tion that  the  company  was  to  furnish  only  so  many  lights  and  at 
such  places  as  it  chose  must  proceed  upon  the  assumption  that  the 
city  intended  to  abrogate  its  power  to  perform  its  public  duty, — 
ID  assumption  not  to  be  adopted  except  in  an  entirely  clear  case. 
Xor  can  it  be  doubted  that  this  agreement  by  the  plaintiff  to  fur- 
nish such  lights  as  the  city  might,  in  reason,  deem  necessary  and 
demand,  lay  at  the  very  foundation  of  the  promise  by  the  latter  to 
pay  the  price  therefor.  If  the  city  must  buy  of  the  company  those 
lights  already  installed,  it  cannot  practically  or  economically  obtain 
elsewhere  others  which  it  may  deem  necessary ;  while,  on  the  other 
band,  if  absolved  from  duty  to  purchase  any  from  plaintiff,  it  is 
much  more  feasible  for  the  city  either  to  offer  a  contract  to  other 
parties,  or  to  erect  a  plant  of  its  own.  It  is  not  conceivable  that  the 
parties  in  a  contract  like  this  intended  or  understood  merely  that 
the  furnishing  of  each  lamp  should  be  the  sole  consideration  of  the 
promise  to  pay  the  contract  price  thereof.  That  would  not  ac- 
complish at  all  its  main  purpose,  namely,  to  supply  the  city  with  a 
system  of  electric  street  lighting  to  satisfy  the  needs  of  the  public. 
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To  this  end,  the  placing  of  lamps  when  and  where  needed  is  quite 
as  essential  as  supplying  an  electric  current  to  those  which  are 
placed,  and  is  quite  as  surely  the  consideration  of  the  promise  to 
pay.  It  is,  too,  quite  incapable  of  compensation  in  damages  or  by 
deduction;  for  no  one  can  tell  how  much  the  contract  price  was 
enhanced  in  consideration  of  the  duty  to  install  lights  where  de- 
manded, and  the  injury  to  the  city  cannot  be  measured  by  money. 
Thus  the  plaintiff  stands  before  the  court  convicted  of  failure  to 
perform  the  service  which  the  parties  agreed  should  arouse  the  duty 
of  defendant  to  make  the  payments  sought  to  be  enforced.  Qmt- 
erally  speaking,  no  rule  of  law  is  more  elementary  or  better  settled 
than  that  one  cannot  recover  the  contract  price  when  he  has  not 
performed  the  precedent  contract  consideration  material  to  the 
contract  purpose,  and  not  measurable  in  damages.  Ellen  v.  Topp, 
20  Law  J.  Exch.  241 ;  Graves  v.  Legg,  23  Law  J.  Exch.  228 ;  Bob' 
inson  v.  Brooks  (C.  C),  40  Fed.  525 ;  Da/vis  v.  Hubbwrd,  41  Wis. 
408 ;  Hardware  Co.  v.  Berghoefer,  103  Wis.  359,  364,  79  N.  W. 
564;  Coorsen  v,  ZieU,  103  Wis.  381,  384,  79  N.  W.  562.  This 
rule  has  its  modifications,  arising  out  of  conduct  of  the  defendant 
upon  which  can  be  predicated  an  assumption  of  acceptance,  con- 
sent, or  waiver.  Wlien  this  exists,  so  that  the  plaintiff  has  parted 
with  its  property  or  service  upon  the  justifiable  belief  that  it  is 
vohmtarily  received  by  the  defendant  as  satisfying  the  contract,  Ae 
latter  will  not  be  permitted  to  defend  on  the  ground  of  imperfec- 
tions or  differences  which  it  might  have  detected  and  made  basis  of 
refusal  before  receiving  the  benefit,  or  permitting  plaintiff  to  suffer 
the  loss.  Locke  v.  Williamson,  40  Wis.  377 ;  Monroe  Waterworks 
Co.  V.  City  of  Monroe,  110  Wis.  11,  21,  85  N.  W.  685 ;  Bostwick  v. 
Insurance  Co.  (decided  herewith),  89  N.  W.  538.  This  case  is, 
however,  barren  of  any  such  circumstances.  The  city  waited  a 
reasonable  time  (some  three  months)  after  demanding  the  addi- 
tional lights,  imtil  plaintiff's  purpose  not  to  furnish  them  became 
clear,  paid  for  the  lights  actually  furnished  meanwhile,  and  then 
notified  plaintiff  that  it  would  no  longer  accept  or  pay  for  lights 
furnished  by  it.  It  did  not  accept  any  further  service.  True, 
street  lights  continued  to  burn,  but  not  with  the  city's  consent,  and 
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without  any  power  on  its  part  to  prevent  them.  Clearly,  there- 
fore, the  plaintiff  has  not  performed  the  lighting  contract  on  its 
part  daring  the  period  covered  by  the  bills  sued  on,  and  the  city  has 
not  accepted  or  voluntarily  received  any  of  the  benefits  thereunder, 
upon  which  its  promise  to  pay  depends;  and  a  complete  defense 
was  set  up  and  proved  against  the  plaintiff's  cause  of  action  at  law^ 
80  that  it  was  not  entitled  to  recover,  and  judgment  dismissing  the 
complaint  would  have  been  proper. 

The  defendant  in  this  case  further  contends  that  by  reason  of 
plaintiff's  breach  the  principal  purpose  of  the  lighting  contract  had 
been  defeated,  and  the  plaintiff  had  conclusively  declared  its  pur- 
pose not  to  be  bound  thereby  as  to  one  of  the  essential  elements, 
whereby  the  city  had  a  right  to,  and  did,  treat  the  contract  as 
abandoned,  and  finally  terminated  it  by  its  resolution  and  notice 
of  November  7,  1899.  The  right  of  one  party  to  terminate  a  con- 
tinuing contract  upon  substantial  breach  of  its  essential  elements 
by  the  other,  often  inaccurately  called  "  rescission,"  is  one  which 
has  been  treated  in  cases  without  number,  both  English  and  Ameri- 
can, and  with  extreme  refinement  and  technicality.  Many  of  those 
ctses  are  collated  in  a  note  to  Railroad  Co.  v,  Richards  (Ill.)j  30  L. 
R.  A«  33  (s.  c.  38  N.  E  773)  ;  and  the  subject  has  been  treated  in 
Norrington  v.  Wright,  115  U.  S.  188,  6  Sup.  Ct.  12,  29  L.  Ed. 
366;  Farmers'  Loan  £  Trust  Co.  v.  City  of  Galeshurg,  133  U.  S. 
156,  10  Sup.  Ct.  316,  33  L.  Ed.  573;  School  Dist.  v.  Ilayne,  46 
Wis.  511,  1  N.  W.  170;  Hoffman  v.  King,  70  Wis.  372,  36  N.  W. 
25 ;  Walsh  v.  Myers,  92  Wis.  397,  402,  66  N.  W.  250.  We  do  not, 
however,  find  it  necessary  to  decide  whether  defendant  has  effect- 
ively terminated  the  contract  in  question,  so  that,  should  plaintiff, 
after  the  notice  of  termination,  install  the  additional  lamps,  it 
would  be  too  late.  We  think  defendant  is  foreclosed  from  such 
contention  by  reason  of  its  course  in  this  litigation,  of  which  we 
shall  speak  later. 

It  appears  from  the  foregoing  that  the  plaintiff,  by  reason  of 
nonperformance  of  the  lighting  contract  on  its  part,  was  not  en- 
titled to  recover  at  all  upon  its  cause  of  action ;  hence,  of  course,  a 
judgment  allowing  recovery  upon  certain  conditions  cannot  preju- 
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dice  the  rights  of  the  appellant.  If  not  entitled  to  recover,  it  cannot 
be  injured  by  placing  conditions  upon  the  privilege  of  recovery. 
So,  as  to  that  part  of  the  judgment  which  provides  that  upon  bury- 
ing wires  and  giving  new  bond  within  four  months  after  notice  of 
the  entry  of  judgment,  it  may  recover  the  sum  sued  for,  without  in- 
terest and  without  costs,  the  appellant  has  no  just  ground  of  com- 
plaint; and,  were  that  all  of  the  judgment,  we  should  feel  bound  to 
affirm.  But  that  is  not  all  of  the  judgment.  There  is  in  addition 
a  mandatory  decree  for  specific  performance  of  two  of  the  duties 
assumed  by  the  plaintiff  under  the  ordinance,  namely,  the  duty  to 
bury  that  part  of  its  wires  specified  in  the  ordinance  of  October  8, 
1899,  and  to  give  a  bond,  not  in  accordance  with  the  demand  of  the 
resolution  of  August  1,  1899,  but  in  complete  accordance  with  tiie 
original  franchise  ordinance.  We  have  already  pointed  out  tliat 
the  burying  of  the  wires  and  the  giving  of  a  bond  conditioned  as 
demanded  on  August  1, 1899,  are  neither  at  all  germane  to  the  elec- 
tric lighting  contract  upon  which  the  suit  is  brought.  It  is  an  in- 
teresting question  whether  a  city,  having  secured  for  the  benefit  of 
its  citizens,  constituting  a  part  of  the  public,  certain  agreements  as 
a  condition  of  the  granting  of  a  franchise  on  behalf  of  the  State, 
may  maintain  an  action  in  a  court  of  equity  for  specific  enforce- 
mentof  thoseagreements.  The  subject  is  learnedly  discussed,  and  an 
affirmative  conclusion  reached,  in  City  of  Biurlington  v.  Burlington 
Water  Co.y  86  Iowa,  266,  53  N.  W.  246 ;  and  mandamus  was  sus- 
tained in  State  v.  JanesvUle  St.  Ry.  Co.,  87  Wis.  72,  57  N.  W. 
970,  22  L.  R.  A.  759,  41  Am.  St.  Rep.  23.  But  in  this  case  an 
obstacle  lies  at  the  threshold  of  considering  and  deciding  that  ques- 
tion. That  relief  is  sought,  not  by  an  original  suit  in  equity,  but  by 
way  of  counterclaim  to  a  simple  action  at  law  for  the  recovery  of 
money  upon  a  contract  which  happens  to  be  contained  in  the  same 
writing  as  that  which  grants  the  franchise  and  imposes  the  condi- 
tions upon  it.  As  we  have  already  said,  breaches  of  the  conditions 
which  relate  only  to  the  franchise  can  constitute  no  defense  against 
the  duty  of  the  city  to  pay  for  the  electric  light  which  it  agreed  to 
purchase.  They  affect  only  the  right  of  the  plaintiff  to  continue  to 
use  the  public  streets  for  carrying  on  its  business  of  manufacturing 
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and  selling  such  li^t^  and  so  long  as  the  State  chooses  to  allow  that 
franchise  to  continue,  and  the  contracting  company  does  furnish 
tbe  li^ts  as  agreed,  the  duty  of  the  city  to  pay  therefor  is  not  di- 
minished or  in  any  wise  affected  by  the  breaches  of  those  conditions 
or  agreements,  unless,  indeed,  there  should  thereby  arise  a  money 
injuiy  to  the  city,  for  which  it  might  be  entitled  to  bring  suit,  and 
dierefore  might  coimterclaim  to  diminish  or  defeat  the  plaintiff's 
money  recovery.  From  the  earliest  adoption  of  our  Code  authoriz- 
ing counterclaims,  it  has  been  held,  in  pursuance  of  former  New 
York  decisions  inhering  in  the  statute  when  adopted  by  us,  that 
a  demand  may  be  pleaded  as  counterclaim  only  when,  if  estab- 
hfibed,  it  would  in  some  way  qualify  or  defeat  the  judgment  to 
which  the  plaintiff  would  otherwise  be  entitled.  Dietrich  v.  Koch, 
85  Wis.  618 ;  Heckman  v.  Swartz,  55  Wis.  173,  12  N.  W.  439  5 
Weatherby  v.  MeHcUjohn,  56  Wis.  73, 13  K  W.  697.  Now,  here 
it  is  apparent  that  quality  does  not  exist.  It  is  entirely  consistent 
that  the  plaintiff,  if  it  had  fulfilled  its  lighting  contract,  might  be 
entitled  to  recover  the  full  contract  price,  and  yet  be  under  an  ob- 
ligation to  perform  certain  of  the  other  conditions  contained  in  the 
same  ordinance,  pertaining  to  the  franchise  aspect  thereof.  If  it 
were  conceded  that  the  defendant  city  might  maintain  a  bill  in 
equity  to  specifically  enforce  the  contract  to  bury  wires,  that  would 
in  no  wise  defeat  or  qualify  the  right  of  the  plaintiff  to  its  money 
judgment.  Hence  it  seems  clear  that,  as  to  the  two  conditions  or 
agreements  made  the  subject  of  a  decree  of  specific  performance  in 
this  action,  the  defendant  could  not  interpose  a  counterclaim  for 
TOch  result,  even  if  it  might  maintain  an  independent  suit  for  the 
same  relief.  So  far,  therefore,  as  the  judgment  before  us  contains 
a  mandatory  decree  requiring  the  plaintiff  absolutely  and  not  in  the 
alternative,  to  bury  wires  and  give  bond,  it  is  erroneous,  to  the  hurt 
of  the  plaintiff.  Hence  we  conclude  the  judgment  must  be  modi- 
fied by  eliminating  that  portion  decreeing  specific  performance  of 
these  obligations. 

In  sustaining  the  rest  of  the  judgment,  which  gives  plaintiff  a 
money  recovery  on  conditions,  when  it  is  entitled  to  no  recovery  at 
aQ,  a  word  of  explanation  or  interpretation  seems  necessary.     In 
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the  counterclaim  the  defendant  sets  up  past  breaches,  and  threat- 
ened continuance  of  breaches,  of  the  contract,  including  those 
which  we  have  held  not  germane  to  the  cause  of  action  stated  in 
the  complaint,  and  also  the  refusal  to  install  lights,  which  we  have 
held  to  be  germane.  It  substantially  offered  that,  if  the  court  con- 
cluded that  the  contract  had  not  been  effectively  terminated  and 
rescinded,  the  city  was  willing  to  continue  it  upon  condition  that  all 
the  refusals  to  abide  its  terms  were  abandoned  by  the  plaintiff,  and 
to  pay  such  sum  as  it  ought  to  pay  for  any  lights  which  had  been 
furnished.  It  prayed  variety  of  equitable  relief,  in  the  form  of 
injunction  both  prohibitory  and  mandatory,  and  in  the  form  of 
specific  performance.  The  glaring  error  in  the  judgment,  which 
we  have  already  pointed  out,  was  the  granting  of  absolute  specific 
performance  of  duties  having  no  relation  to  the  cause  of  acti<Hi 
stated  in  the  complaint.  The  refusal  of  some  form  of  equitable 
relief  with  reference  to  the  failure  of  the  plaintiff  to  install  addi- 
tional street  lights,  if  erroneous,  was  prejudicial  only  to  the  de- 
fendant ;  hence  not  to  be  supplied  upon  the  plaintiff's  appeaL  We 
must,  however,  construe  the  judgment  as  taking  the  defendant  at 
its  word,  and  decreeing  that  the  rescission  or  termination  of  the 
contract,  if  accomplished,  is  abandoned  by  the  city ;  that  the  con- 
tract stands  in  full  force  against  both  parties;  that  plaintiff,  not 
being  legally  entitled  to  recover  any  sum  upon  the  street-lighting 
contract,  should  yet  recover  a  somewhat  arbitrary  gum  when  and 
if  it  repaired  certain  omissions ;  and  that  its  failure  to  repair  such 
past  omissions  shall  merely  result  in  loss  of  the  specified  money  re- 
covery. Thus  viewed,  the  judgment,  at  worst,  erroneously  denied 
only  rights  claimed  by  the  defendant,  except  as  it  decreed  specific 
performance.  Its  spirit  was  to  relieve  against  the  rescission  claimed 
by  the  defendant,  whom  we  consider  to  have  assented  thereto  by  not 
appealing.  Its  plan,  also,  was  to  allow  plaintiff  a  reasonable  op- 
portunity after  its  rights  were  determined  to  perform  the  condi- 
tions whereby  it  should  earn  the  money  recovery.  But  those  rights 
never  have  been  correctly  determined ;  hence  we  deem  it  but  equi^ 
able  that  the  appellant  should  still  have  the  four  months,  after  final 
entry  of  corrected  judgment,  to  perform  the  conditions  imposed. 
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We  therefore  shall  reverse  and  remand,  with  directions  to  enter  a 
new  judgment  omitting  the  erroneous  portion,  instead  of  modify- 
ing the  judgment  here  as  of  its  original  date. 

The  judgment  is  reversed,  and  the  cause  remanded,  with  direo* 
tions  to  enter  judgment  to  the  same  effect  as  before,  excepting  the 
positive  command  therein  contained  for  specific  performance  of 
certain  contract  provisions. 

Opinion  of  Babdeen^  J.  (concurring)  : 

I  fully  concur  in  the  result  reached  in  this  case.  It  was  not 
fonnd  necessary  to  determine  whether  the  action  taken  by  the  city 
WIS  effectual  to  constitute  a  rescission  of  its  lighting  contract.  It 
attempted  not  only  to  rescind  the  contract  for  lighting,  but  also  to 
pat  an  end  to  its  franchise  to  use  the  streets.  As  regards  its  at- 
tempt to  oust  the  company  of  its  franchise  rights,  granted  to  it  by 
the  city  as  the  agent  of  the  State,  its  action  is  held  nugatory.  That 
power  rests  in  the  State  alone.  The  city  claimed  the  right  to  re- 
scind the  lighting  contract.  That  right  is  said  to  have  been  based 
upon  the  refusal  of  the  company  to  install  some  half  a  dozen  incan- 
descent lights  ordered  by  the  city.  This  refusal  arose  from  a  claim 
by  the  company  that  the  second  contract  superseded  the  first,  to  the 
extent  that  further  incandescent  lights  could  not  be  required  by  the 
city.  There  was  no  claim  that  the  company  had  abandoned  its  con- 
tracts, or  was  seeking  to  avoid  their  obligations,  only  in  the  respect 
just  mentioned.  The  dispute  was  bona  fide,  and  the  claim  of  the 
eompany  had  some  elements  of  plausibility.  In  such  a  case  I  very 
much  doubt  the  power  of  either  party  to  effectually  terminate  the 
contract  by  a  mere  declaration  to  that  effect.  But  even  if  that 
power  exists,  under  the  facts  here  presented,  the  court  should  be 
slow  to  uphold  it.  The  language  of  the  Supreme  Court  of  the 
United  States  in  Rutlcmd  Marble  Co.  v.  Ripley,  10  Wall.  339,  is 
quite  applicable: 

"That  one  party  to  an  executory  contract,  partly  executed,  has  violated  his 
engagements,  is  generally  no  sufficient  reason  for  a  decree  by  a  court  of  equity, 
at  the  suit  of  the  other  party,  taat  the  contract  shall  be  annulled."  See  Luiu 
iahl  V.  Hansen,  147  111.  504,  35  N.  E.  741;  Mining  Co,  v.  Briscoe  (C.  C),  47 
Fed.  276. 
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Again: 

"It  is  not  every  partial  neglect  or  refusal  to  comply  with  some  of  the  terms 
of  a  contract  by  one  party  which  will  entitle  the  other  to  abandon  the  con- 
tract at  once.  In  order  to  justify  an  abandonment  of  it,  and  of  the  proper 
remedy  growing  out  of  it,  the  failure  of  the  opposite  party  must  be  a  total  one^ 
The  object  of  the  contract  must  have  been  defeated  or  rendered  nnattainahto 
by  the  misconduct  or  default."    Helby  v,  HutohinaOf^  4  Oilman,  319. 

Another  element  entering  into  the  question  of  rescission  is  that 
the  parly  rescinding  must,  so  far  as  possible,  put  the  opposite  paxiy 
in  his  original  position.  In  continuing  contracts  this  is  frequent^ 
impossible,  and  hence  the  courts,  when  there  are  bona  fide  dis- 
putes, often  say  that  the  injured  party  must  come  into  court  be- 
fore the  rescission  can  become  effectual.  A  declaration  of  reads* 
sion  may  become  the  basis  for  the  court  to  declare  it,  but  it  is  not 
always  the  case  that  the  party  himself  has  the  right  of  absdute 
rescission.  The  courts  recognize  the  distinction  between  executed 
and  executory  or  continuing  contracts  in  this  regard,  and  it  is  ooBf 
I  think,  the  city  should  have  in  mind  in  its  future  dealings  with  tlie 
company.  The  right  of  rescission  at  law  usually  rests  upon  such  a 
refusal  of  the  one  party  to  perform  as  entitles  the  other  to  belieive 
the  contract  has  been  abandoned.  Sudi  was  the  case  of  School 
Dist.  V.  Hayne,  46  Wis.  511, 1  N.  W.  170.  When  the  matter  gets 
into  a  court  of  equity,  the  court  may  or  may  not  decree  a  rescission, 
according  to  the  equity  of  the  case,  and  may  even  relieve  from  for- 
feiture when  the  justice  of  the  case  demands,  as  in  Oates  v.  PamUj/, 
93  Wis.  294,  66  N.  W.  253,  67  K  W.  739.  While  the  default  of 
the  company  may  be,  as  held  in  this  case,  sufficient  to  prevent  a  re- 
covery of  periodical  payments  due  on  the  contract,  it  does  not  neces- 
sarily follow  that  the  city  may  consider  the  contract  at  an  end. 
If  its  remedy  at  law  is  not  deemed  adequate,  its  rights  may  be 
protected  and  enforced  in  the  forum  of  equity,  either  by  a  decree  of 
rescission  or  specific  performance. 

Marshall,  J. : 

I  concur  in  the  foregoing  opinion  by  Mr.  Justice  Babdeeit. 
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Other  Cases  Relative  to  Contracts  for  Electric  Lighting. 

I.  C«mtrm«t  with  TUlace  froa&  year  to  year;  wliat  oonatitiites  re« 
BtvaL —  In  the  case  of  Howell  Elect.  L.  d  P.  Co.  v.  Village  of  Howell,  92 
X.  W.    (Mich.)    940,  the   village  of  Howell   contracted  with   the  plaintiff 
lor  lining  ita  streets  for  a  term  of  five  years;  at  the  expiration  of  the  term 
«  new  contract  was  made  for  a  term  of  one  year.    No  new  contract  was  there- 
after made,  bat  the  c<nnpany  continued  to  furnish  light,  which  was  paid  for 
«t  the  rate  specified  in  the  contract.    Subsequently  the  village  trustees  passed  a 
resolution  stating  that  they  would  not  be  bound  further  by  lights  furnished, 
tnd  directing  the  company  to  cease  lighting.    The  plaintiff  contended  that  the 
famishing  of  light  after  the  expiration  of  the  annual  contract,  and  its  accept- 
saee  by  the  village,  bound  the  village  for  another  year.    The  court  held  that 
there  was  no  renewal  of  the  contract  by  such  acceptance  and  that  the  village 
was  not  bound. 

S.  Power  of  a&«BieipaI  board  to  eontraet  for  licht;  oontraet  for 
ttrm.  of  tea  years  i  ezelaalTe  priTlIese. — In  the  case  of  Reid  v.  Trow- 
hndge,  78  Miss.  542,  29  So.  167,  the  mayor  and  board  of  aldermen  of  the  city 
«f  Vicksburg  directed  a  contract  for  street  lighting  to  be  made  with  the  Vicks- 
burg  Railroad,  Power  and  Mfg.  Co.,  to  run  ten  years  from  its  date.  The 
appellants  filed  their  bill  in  chancery  to  enjoin  the  execution  of  the  contract 
lor  the  following  causes:  (1)  Under  the  act  of  March  10,  1888,  the  city  could 
Mi  make  such  a  contract  except  after  submitting  it  to  the  qualified  voters; 
(2)  if  thia  ia  not  true,  then  it  must  have  advertised  for  bids;  (3)  it  guar- 
aaties  a  special  levy  of  taxes  to  meet  the  obligations  incurred;  (4)  it  is  un- 
reasonable and  oppressive;  (5)  it  grants  an  exclusive  right;  (6)  it  was  en- 
tved  into  for  the  purpose  of  making  an  appropriation,  and  giving  the  aid  of 
the  ei^  to  the  street  railway  company;  (7)  in  awarding  the  contract,  the 
eooneil  acted  arbitrarily,  without  exercising  any  discretion  whatever,  which 
Btde  it  illegal;  (8)  the  company  suppressed  a  contemplated  bid  for  the  con- 
tract. 

It  was  hdd  by  the  court  (as  indicated  in  headnote  to  case  as  reported  in  29 
8o.  167): 

(a)  Vicksburg  city  charter  enacts  that  the  board  of  mayor  and  aldermen 
thall  not  make  contracts  exceeding  a  certain  amount,  for  work  on  public 
streets  or  public  buildings,  without  advertising  for  sealed  bids,  and  that  cer- 
tain additional  powers  may  be  exercised  by  such  board,  '*by  ordinance  and 
resolution,"  at  "regular  or  special  meeting."  Acte  1886,  p.  G94,  gives  the  board 
additional  power  "to  provide  for  the  lighting  of  said  city  by  electric  lights  or 
other  methods."  Held,  that  electric  lighting  was  not  to  be  regarded  as  relating 
to  work  on  public  streets  or  buildings,  and  the  board  might  pass  ordinance  for 
dectric  lighting  without  advertising  for  bids. 

(6)  Act  March  10,  1888,  sec.  1,  appointing  a  commission  with  power  to 
contract  with  electric  lighting  companies  for  lights  for  public  use,  and  pro- 
viding that  the  power  granted  should  extend  to  incorporated  cities,  the 
authorities  of  which  should  make  such  contracts  after  submitting  them  to  the 
▼oters^  "unless  otherwise  provided"  by  the  charter  of  any  such  city,  does  not 
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apply  to  or  modify  Vicksburg  city  charter,  since  such  charter,  as  rnnmnj^ 
Acts  1886,  p.  694,  gives  its  municipal  board  power  to  provide  for  eleetrie  1! 
ing  by  ordinance,  and  is  therefore  ^'otherwise  provided." 

(o)  A  contract  by  a  city  for  the  lighting  of  its  streets  for  a  period  o 
years  was  not  invalid  as  for  an  unreasonable  time. 

(d)  A  contract  by  a  city  for  the  electric  lighting  of  its  streets  for  a  pf 
of  10  years  by  a  corporation  was  not  contrary  to  Const,  sec.  183,  forbiddii 
municipality  to  make  appropriation  or  loan  its  credit  to  any  corporatioii. 

(e)  A  contract  by  a  cily  for  the  lighting  of  its  streets  for  a  period  o 
years  wus  not  void  as  conferring  an  exclusive  privilege. 

if)  The  objection  that  a  contract  by  a  diy  for  the  lighting  of  its  sti 
was  void,  as  being  exclusive,  could  only  be  invoked  by  the  city  or  a  p 
making  application  for  privileges. 

ig)  A  taxpayer  cannot  object  to  a  provision  for  a  special  levy  in  a  c 
contract  for  electric  lighting  until  it  is  shown  to  be  a  damage  to  hiD 
being  in  excess  of  the  charter  limitations  as  to  total  levy. 

8.  Mwaiolpal  oontraot  for  street  licbtins  under  Meir  ^ei 
statute. —  In  the  case  of  Plait  v.  City  of  Engleicood,  68  N.  J.  Law,  231 
Atl.  239,  the  city  council  of  Englewood  passed  an  ordinance  oonftrmiiig  a 
tract  with  the  Gas  A  Electric  Ck)mpany  of  Bergen  county  for  lighting 
streets  of  the  city,  and  binding  the  city  to  pay  a  specified  price  therefor.  1 
ordinance  was  not  submitted  to  the  mayor;  and  it  was  held  that  the  ocml 
was  invalid.    The  court  said: 

''The  illegality  alleged  with  respect  to  the  action  of  the  ocMnmon  con 
that  has  been  certified,  is  that  it  was  not  submitted  to  the  consideration  ol 
mayor  of  the  city.    The  motion  of  August  7,  1900,  was  merely  prelimii 
and  within  the  power  of  the  council  alone,  but  as  to  the  attempt  to  mal 
contract  on  September  4,  1900,  the  objection  taken  is  fatal.    The  city  of  Ei 
wood  was  incorporated  by  chapter  40  of  the  Public  Laws  of  1899  (P.  L.  p. 
and  is  governed  by  chapter  62  of  the  Public  Laws  of  that  year  ( P.  L.  p. 
By  section  15  of  the  act  last  cited,  it  is  provided  that  every  ordinance  or  i 
lution  passed  by  the  common  council  shall,  before  it  takes  effect,  be  presec 
duly  certified  by  the  city  clerk,  to  the  mayor,  who,  if  he  approves  it,  « 
sign  it,  and  if  he  does  not  approve  it  shall  return  it,  with  his  objections,  to 
clerk,  within  five  days  after  the  presenting  thereof,  and,  in  case  of  such  ret 
then  only,  if,  on  reconsideration,  it  shall  pass  the  common  council  by  a  vot 
two-thirds  of  all  the  members,  shall  it  take  effect  notwithstanding  such 
jections.     It  is  too  plain  for  contrary  argument  that  a  contract  binding 
city,  such  as  was  attempted  to  be  made  in  the  present  case,  can  only  be  h 
if  effected  by  an  ordinance  or  resolution  duly  presented  to  the  mayor  and 
consequent  proceedings  prescribed  as  above  recited.     The  contention  for 
defendants  is  that  the  resort  to  a  mere  motion  instead  of  a  resolution  took 
case  out  of  the  statute.    The  action  taken  was  a  palpable,  but  unsuccesi 
attempt  to  evade  the  requirement  of  the  law.    The  motion,  when  carried, 
came  a  resolution  of  the  council.    The  point  has  already  been  ruled  on  in 
court,  under  like  circumstances.    Pieraon  v.  City  Council,  61  N.  J.  Law, 
39  Atl.  676.    Furthermore,  the  only  statute  that  would  authorize  such  a 
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tiaet  as  was  attempted  expressly  provides  that  it  shall  be  made  by  ordinance 
or  mdntion.     P.  L.  1894,  p.  477/' 

ii  Hew  Jersey  I  towaskip  lislttias. — In  the  case  of  Mason  v.  Cranbury 
TowMhip,  68  N.  J.  Law,  149,  52  Ati.  568,  it  was  held  that  under  the  "Act 
eonenming  townships*'  (Rey.  Law,  1899,  p.  372),  the  power  of  a  township 
eoDinittee  to  provide  for  public  lighting  is  not  limited  by  the  restriction  con- 
tiiKd  in  sec.  72  of  such  act,  to  the  effect  that  a  township  committee  shall  not 
mUtr  into  a  contract  for  a  public  improvement  or  the  purchase  of  any  prop- 
er^ for  the  use  of  the  township  unless  an  appropriation  has  been  voted  or 
anthority  given  for  the  issue  of  bonds.  It  was  also  held  that  a  contract  for 
ligbting  was  not  void  because  extending  for  a  period  of  more  than  one  year. 

S.  PeBasjlTAMia  statute;  submission  of  ordinaaoe  to  oliief  bnrsess 
•C  Wrovi^ — In  the  case  of  Jones  v,  Schuylkill  Light,  Heat  d  Power  Co.,  202 
Pi  St.  164,  51  Atl.  762,  it  was  held,  under  the  act  of  May  23,  1893,  providing 
tkit  every  ordinance  and  resolution  which  shall  be  passed  by  council  shall  be 
nbmitted  to  the  chief  burgess  of  such  borough  for  his  approval,  that  a  resolu- 
tion of  the  council  accepting  the  bid  of  an  electric  light  company  to  light  the 
itnets  for  a  term  of  years  to  be  presented  to  the  chief  burgess  for  his  approval. 
Then  it  is  not  in  pursuance  of  a  general  ordinance  providing  for  the  lighting  of 
the  streets,  and  authorizing  contracts  therefor  at  stated  periods.  Evidence  of 
prior  borough  ordinances  to  prevent  interference  with  borough  lights  and  of 
prior  contracts  for  lighting  for  similar  periods  of  years  is  not  sufficient  to  show 
thit  the  resolution  accepting  the  bid  in  question  was  in  pursuance  of  a  general 
ordinance  authorizing  such  contract. 
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Atlantic  &  Pacific  Teleobaph  Co.  v.  City  of  Phii4AI>elphia« 

United  SUttee;  Supreme  Court. 

LYlLmriT    of   UCEirSE   tax    upon    telegraph    company;    INTBB8TATB   CX>M- 

MBtCE. — A  license  fee  imposed  upon  a  telegraph  company  by  a  city  to 
compensate  the  city  for  the  enforcement  of  local  governmental  super- 
Tision  of  the  poles  and  wires  of  such  company  is  not  obnoxious  to  that 
prorision  of  the  constitution  conferring  upon  Congress  the  power  to  regu- 
late interstate  conmierce.     The  municipality  may  make  the  fee  large 
enough  to  coyer  any  reasonable  anticipated  expenses;  it  may  fix  such 
charge  in  advance  and  need  not  wait  imtil  the  end  of  the  period  for 
which  the  license  is  granted;  and,  although  it  may  not  act  arbitrarily 
or  unreasonably,  the  charge  cannot  be  avoided  because  it  subsequently 
appears  that  it  was  somewhat  in  excess  of  the  actual  expense  of  super- 
vision. 
1  SiigoNABLENESS  OF  UCBNSE  FEES. — While  it  Is  truc  that  the  reasonable- 
ness of  an  ordinance  imposing  a  license  fee  upon  a  telegraph  company 
is  a  question  for  the  court  and  not  the  Jury,  especially  where  the  ques- 
tion of   reasonableness  turns  on  the  character  of  the   regulations  pre- 
leribed,  yet,  when  it  turns  upon  the  reasonableness  of  the  amount  of  the 
license  fee,  it  may  rightly  be  left  for  the  determination  of  a  jury.    Where 
testimony  is  produced  showing  that  the  actual  cost  of  the  maintenance, 
repair  and  supervision  by  the  company  of  its  lines  during  the  year  for 
irhich  the  license  fee  was  charged  was  less  than  one-half  that  charged 
by  the  city  for  supervision  alone,  and  that  at  first  the  license  fee  per 
mile  of  overhead  wire  was  $2.50,  and  of  underground  wire  $1,  and  that 
within  three  years  thereafter  the  charges  in  respect  to  underground  wire 
were  taken  away,  and  that,  as  declared  by  the  head  of  the  electrical  de- 
IMkTtment,  the  charge  for  underground  wire  was  so  taken  away  for  the 
purpose  of  inducing  the  removal  of  overhead  wires  and  placing  them 
all  under  ground,  the  court  erred  in  withdrawing  the  case  from  the  jury. 
In  view  of  such  testimony  the  jury  might  have  come  to  the  conclusion 
that  the  charge  was  not  made  simply  to  meet  the  expenses  of  supervision, 
but  rather  to  make  a  charge  so  burdensome  as  to  compel  the  company 
tD  remove  its  wires  from  poles  and  place  them  in  conduits. 

VOL.  VIII — 24 
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Error  to  the  Circuit  Court  of  the  United  States  for  the  Eastern 
District  of  Pennsylvania,  to  review  a  judgment  for  the  plaintiff 
in  an  action  to  recover  license  fees  imposed  by  the  city  of  Phila- 
delphia upon  a  telegraph  company. 

Decided  June  1, 1903 ;  reported  190  U.  S.  160,  28  Sup.  Ct  817. 

Statement  by  Mr.  Justice  Bbeweb: 

This  action  was  commenced  in  the  Common  Pleas  Court  of  Philadelphia  oa 
December  31,  1891,  to  recover  the  sum  of  $3,716  as  license  fees  alleged  to  be 
due  the  city  for  the  six  preceding  years.  The  case  was  removed  by  the  de- 
fendant to  the  Circuit  Court  of  the  United  States  for  the  Eastern  District  of 
Pennsylvania.  A  trial  was  had  before  the  court  and  a  jury,  which  reeolted 
in  a  verdict  and  judgment  for  the  plaintiff  for  a  part  of  the  sum  elaimed, 
which  judgment  was  thereafter  reversed  by  the  Circuit  Court  of  Appeals.  A 
second  trial  was  had  in  April,  1901,  before  the  court  and  a  jury,  whidi  re- 
sulted in  a  verdict  and  judgment  for  the  full  amount  claimed,  with  inteteet^ 
From  such  judgment  the  case  was  brought  to  this  court  directly  on  writ  ol 
error,  on  the  ground  that  it  involved  the  construction  and  applicati<m  of  the 
Constitution  of  the  United  States;  that  the  action  was  brought  to  recofver 
from  the  telegraph  company  certain  license  charges  imposed  by  the  citj 
which  the  company  claimed  the  city  had  no  right  or  power  to  impose,  for  the 
reason  that  it  was  a  regulaticm  of  commerce  between  the  States. 

John  F.  DiOon,  H.  B.  OiU,  Silas  W.  Pettit,  George  H.  FearoM, 

m 

Rush  Taggart,  Henry  D.  Estabrook,  and  Brown  &  WeUs,  for 
plaintiff  in  error. 

John  L.  Kinsey  and  James  Alcorn,  for  defendant  in  error. 

Mr.  Justice  Bbeweb  delivered  the  opinion  of  the  court: 
The  question  presented  is  as  to  the  validity  of  the  charges  isnr 
posed  by  the  ordinances  of  the  city  of  Philadelphia  upon  the  de- 
fendant (plaintiff  in  error ),  a  corporation  engaged  in  interstate 
commerce.  Few  questions  are  more  important  or  have  been  more 
embarrassing  than  those  arising  from  the  efforts  of  a  State  or 
its  municipalities  to  increase  their  revenues  by  exactiops  from 
corporations  engaged  in  carrying  on  interstate  commerce.     There 
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have  been  many  cases,  in  whose  decision  some  propositions  have 
been  adjudicated  so  often  as  to  be  no  longer  open  to  discussion. 

First  As  said  by  Mr.  Justice  Bradley^  speaking  for  the  court, 
in  Bobbins  v.  Shelby  County  Taxing  Dist,  120  U.  S.  489,  492, 
80  L  Ed.  694,  696,  1  Inters.  Com.  Kep.  45,  46,  7  Sup.  Ct.  Rep. 
592,  593: 

"Hie  Constitation  of  the  United  States  having  given  to  Congress  the  power 
to  regulate  commerce,  not  only  with  foreign  nations,  but  among  the  several 
States,  that  power  is  necessarily  exclusive  whenever  the  subjects  of  it  are 
■atkmal  in  their  character,  or  admit  only  of  one  uniform  system  or  plan  of 
ngolation." 

In  addition  to  the  many  cases  referred  to  by  him,  the  following 
labeequent  decisions  may  also  be  cited:  Fargo  v.  Michigan, 
121  U.  S.  230,  246,  «itfe  nom.  Fargo  v.  Stevens,  30  L.  Ed.  888, 
894,  1  Inters.  Com.  Bep.  51,  7  Sup.  Ct.  Bep.  857;  Philadelphia 
i  8.  Mail  8.  S.  Co.  v.  Pennsylvania,  122  U.  S.  326,  336,  346,  30 
L  Ed.  1200,  1201,  1205,  1  Inters.  Com.  Bep.  308,  7  Sup.  Ct 
Hep.  1118;  Western  U.  Teleg.  Co.  v.  Pendleton,  122  U.  S.  347, 
357,  30  L.  Ed.  1187,  1189,  1  Inters.  Com.  Bep.  306,  7  Sup.  Ct 
Rep.  1126;  Bowman  v.  Chicago  &  N.  W.  R.  Co.,  125  U.  S.  465, 
497,  31  L.  Ed.  700,  711,  1  Inters.  Com.  Bep.  823,  8  Sup.  Ct 
Bep.  689,  1062 ;  Leloup  v.  Port  of  Mobile,  127  U.  S.  640,  648, 
82  L  Ed.  311,  314,  2  Inters.  Com.  Bep.  134,  8  Sup.  Ct  Bep. 
1380;  Asher  v.  Texas,  128  U.  S.  129,  131,  32  L.  Ed.  368,  369, 
2  Inters.  Com.  Bep.  241,  9  Sup.  Ct  Bep.  1 ;  Stoutenburgh  v. 
Eennick,  129  TJ.  S.  141,  148,  32  L.  Ed.  637,  639,  9  Sup.  Ct  Bep. 
256;  Lewy  v.  Hardin,  135  U.  S.  100,  110,  34  L.  Ed.  128,  132,  3 
Inters.  Com.  Bep.  36,  10  Sup.  Ct.  Bep.  681 ;  Lyng  v.  Michigan, 
135  U.  S.  161,  34  L.  Ed.  150,  3  Inters.  Com.  Bep.  143,  10  Sup. 
Ct  Bep.  725 ;  McCall  v.  California,  136  U.  S.  104,  109,  34  L. 
Ed.  391,  392,  3  Inters.  Com.  Bep.  181,  10  Sup.  Ct  Bep.  881 ; 
Re  Rahrer,  140  U.  S.  545,  555,  suh.  nam.  WiOcerson  v.  Rahrer, 
35  L.  Ed.  572,  574,  11  Sup.  Ct  Bep.  865 ;  Cruicher  v.  Ken- 
tucky,  141  U.  S.  47,  58,  35  L.  Ed.  649,  652,  11  Sup.  Ct  Bep. 
851 ;  Brennan  v.  Titusville,  153  U.  S.  289,  304,  38  L.  Ed.  719, 
723,  4  Inters.  Com.  Bep.  658,  14  Sup.  Ct.  Bep.  829 ;  Interstate 
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Commerce  Commi^ion  v.  Brimson,  154  U.  S.  447,  471,  38  L 
Ed.  1047,  1056,  4  Inters.  Com.  Rep.  545, 14  Sup.  Ct  Rep.  1125; 
United  States  v.  E.  C.  Knight  Co.,  156  U.  S.  1,  21,  89  L.  EA  32S^ 
332,  15  Sup.  Ct.  Rep.  249;  Schollenberger  v.  Pennsyhania,  1ft 
U.  S.  1,  43  L.  Ed.  49,  18  Sup.  Ct  Rep.  757;  Addyston  Pipei 
Steel  Co.  V.  United  States,  175  U.  S.  211,  44  L.  Ed.  186,  20 
Sup.  Ct.  Rep.  96 ;  Stockard  v.  Morgan,  185  U.  S.  27,  46  L  Bi 
785,  22  Sup.  Ct.  Rep.  576. 

Second.  No  State  can  compel  a  party,  individual  or  ooipon- 
tion  to  pay  for  the  privilege  of  engaging  in  interstate  comment 
Gloucester  Ferry  Co.  v.  Pennsylvania,  114  U.  S.  196,  211,  29  L 
Ed.  158,  164,  1  Inters.  Com.  Rep.  382,  5  Sup.  Ct  Rep.  826; 
Pickard  v.  Pullman  Southern  Car  Co.,  117  U.  S.  84,  29  L  Ed. 
785,  6  Sup.  Ct  Rep.  635;  Bobbins  v.  Shelby  County  Ttukg 
Dist,  120  U.  S.  489,  30  L.  Ed.  694,  1  Inters.  Com.  Rep.  46,  7 
Sup.  Ct.  Rep.  592 ;  Fargo  r.  Michigan,  121  U.  S.  230,  246,  aAl 
nom.  Fargo  v.  Stevens,  30  L.  Ed.  888,  894,  1  Inters.  ConL  Bepi 
51,  7  Sup.  Ct  liep.  857;  Philadelphia  £  S.  Mail  S.  8.  Co.  v. 
Pennsylvanin,  122  U.  S.  326,  336,  30  L.  Ed.  1200,  1201,  3  In- 
ters. Com.  Rep.  308,  7  Sup.  Ct  Rep.  1118;  Leloup  v.  Port  df 
Mobile,  2  Am.  Elcctl.  Cas.  79,  127  U.  S.  640,  645,  82  K  Ed.  311, 
313,  2  Inters.  Com.  Rep.  134,  8  Sup.  Ct  Rep.  1880;  Asherv. 
Texas,  128  U.  S.  129,  32  L.  Ed.  368,  2  Inters.  Com.  Rep.  241, 

9  Sup.  Ct.  Rop.  1 ;  Lyng  v.  Michigan,  135  U.  S.  161,  166,  84 
L.  Ed.  150,  153,  3  Inters.  Com.  Rep.  143,  10  Sup.  Ct  Rep.  725; 
McCall  V.  California,  136  U.  S.  104,  113,  34  L.  Ed.  391,  8M^ 

10  Sup.  Ct  Rep.  881 ;  Crutcher  v.  Keidwcky,  141  U.  S.  47,  68, 
35  L.  Ed.  649,  652,  11  Sup.  Ct  Rep.  851 ;  Adams  Exp.  Co.  v. 
Ohio  State  Auditor,  165  U.  S.  194,  220,  41  L.  Ed.  683,  695,  IT 
Sup.  Ct  Rep.   305. 

Third.  This  immunity  does  not  prevent  a  State  from  imposing 
ordinary  property  taxes  upon  property  having  a  situs  within  itstef- 
ritory,  and  employed  in  interstate  commerce.  State  Tax  on  Rcnl- 
way  Gross  Beceipts,  15  Wall.  284,  293,  sub.  nom.  Philadelphia  S 
B.  B.  Co.  V.  Pennsylvania,  21  L.  Ed.  164, 167 ;  Delaware  BaUrosd 
Tax,  18  Wall.  206,  232,  suh.  nom.  Minot  v.  Philadelphia,  W.< 


Tax  Upon  Teleobafh  and  Tjeilbpuone  Compajd^ies.     373 

AUantie  k  Pacific  Tel^praph  Ca  v.  City  of  Philadelphia. 

f  B.  B.  Co.,  21  L.  Ed.  888,  896 ;  Western  U.  Teleg.  Co.  v.  Texas, 
1  Am.  ElectL  Cas.  873,  106  TJ.  S.  460,  464,  26  L.  Ei  1067, 
1068;  OUmcester  Ferry  Co.  v.  Permsyhania,  114  TT.  S.  196,  211, 
S9  L  Ed.  168,  164,  1  Inters.  Com.  Rep.  382,  5  Sup.  Ct  Rep. 
826;  Western  U.  Teleg.  Co.  v.  Atty.  Gen.,  2  Am.  Electl.  Caa  67, 
125  TJ.  S.  530,  81  L.  Ed.  790,  8  Sup.  Ct.  Rep.  961 ;  Marye  v. 
Baltimore  &  0.  B.  Co.,  127  U.  S.  117,  123,  32  L.  Ed.  94,  96,  8 
Sap.  Ct  Rep.  1037;  Leloup  v.  Port  of  Mobile,  2  Am.  Electl. 
Cm.  79,  127  U.  S.  640,  649,  32  L.  Ed.  311,  314,  2  Inters.  Com. 
Bep.  184,  8  Sup.  Ot  Rep.  1380;  Pullman  Palace  Car  Co.  v. 
Pennsylvania,  141  U.  S.  18,  35  L.  Ed.  613,  3  Inters.  Com.  Rep. 
595,  11  Sup.  Ct  Rep.  876;  Atty.  Gen.  v.  Western  TJ.  Teleg.  Co., 
S  Am.  ElectL  Cas.  20,  141  U.  S.  40,  35  L.  Ed.  6,  28,  11  Sup. 
a  Bep.  889 ;  Pittsburgh,  C.  C.  £  St.  L.  R.  Co.  v.  Backus,  164 
U.  S.  421,  38  L.  Ed.  1031,  14  Sup.  Ct  Rep.  1114;  Western  U. 
Tileg.  Co.  v.  Taggart,  6  Am.  Electl.  Cas.  21,  163  U.  S.  1,  41  L. 
Ed.  49,  16  Sup.  Ct.  Rep.  1054 ;  Adanis  Exp.  Co.  v.  Ohio  State 
Auditor,  165  U.  S.  194,  220,  41  L.  Ed.  683,  695,  17  Sup.  Ct 
Bep.  305. 

Fourth.  The  franchise  of  a  corporation,  although  that  fran- 
chise is  the  business  of  interstate  commerce,  is,  as  a  part  of  its 
property,  subject  to  State  taxation,  provided,  at  least,  the  fran- 
ehise  is  not  derived  from  the  United  States.  Delaware  Railroad 
Taxy  18  Wall.  206,  232,  sub.  noyn.  Minot  v.  Phitadelplda,  W.  & 
B.  B.  Co.,  21  L.  Ed.  888,  896 ;  Postal  Teleg.  Cable  Co.  v.  Adams, 
S  Am.  Electl.  Cas.  636,  155  U.  S.  688,  696,  39  L.  Ed.  311,  316, 
5  Inters.  Com.  Rep.  1,  15  Sup.  Ct  Rep.  268,  360;  Neu;  York, 
L.  E.  &  W.  R.  Co.  V.  Pennsylvania,  158  U.  S.  431,  437,  39  L. 
Ed.  1043,  1045,  15  Sup.  Ct  Rep.  896;  Central  P.  R.  Co.  v. 
California,  162  U.  S.  91,  40  L.  Ed.  903,  16  Sup.  Ct  Rep.  766; 
Western  U.  Teleg.  Co.  v.  Taggart,  6  Am.  Electl.  Cas.  21,  168 
U.  S.  18,  41  L.  Ed.  49,  55,  16  Sup.  Ct.  Rep.  1054 ;  Western  U. 
Teleg.  Co.  v.  Missouri  ex  rel.  Gottlieb,  190  U.  S.  — ,  23  Sup.  Ct 
Eep.  730. 

Fifth.  No  corporation,  even  though  engaged  in  interstate  com- 
merce, can  appropriate  to  its  own  use  property,  public  or  private. 
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without  liability  to  diarge  therefor.  Western  Union  Packet  Co. 
V.  St.  Louis,  100  U.  S.  423,  25  L.  Ed.  688 ;  Cincinnati,  P.  B.  8. 
d  P.  Packet  Co.  v.  Catlettsbwg,  105  U.  S.  559,  26  L.  Ed.  1169; 
Parkershwrg  &  0.  River  Transp.  Co.  v.  Parkershurg,  107  U.  S. 
691,  27  L.  Ed.  584,  2  Sup.  Ct.  Eep.  732 ;  Huse  v.  Clover,  119 
U.  S.  543,  30  L.  Ed.  487,  7  Sup.  Ct.  Rep.  313 ;  Ouachita  &  M. 
Bvver  Packet  Co.  v.  Aiken,  121  U.  S.  444,  30  L.  Ed.  976,  1  In- 
ters. Com.  Rep.  379,  7  Sup.  Ct  Rep.  907 ;  St.  Louis  v.  Western 
U.  Teleg.  Co.,  4t  Am.  Electl.  Cas.  102,  148  U.  S.  92,  37  L.  Ed. 
380,  13  Sup.  Ct.  Rep.  485,  149  U.  S.  465,  37  L.  Ed.  SiO,  18 
Sup.  Ct  Rep.  990;  Postal  Teleg.  Cable  Co.  v.  Baltimore,  166 
U.  S.  210,  39  L.  Ed.  399,  15  Sup.  Ct  Rep.  356;  Richmond  »• 
Southern  Belt  Teleph.  &  Teleg.  Co.,  7  Am.  Electl.  Cas.  788,  174 
U.  S.  761,  771,  43  L.  Ed.  1162,  1167,  19  Sup.  Ct  Rep.  778. 

The  tax  sought  to  be  collected  in  this  case  was  not  a  tax  upoa 
the  property  or  franchises  of  the  company,  nor  in  the  nature  of 
rental  for  occupying  certain  portions  of  the  street  Neither  was 
it  a  charge  for  the  privilege  of  engaging  in  the  business  of  intn^ 
state  commerce,  but  it  was  one  for  the  enforcement  of  local  gor- 
emmental  supervision,  such  as  was  presented  in  Western  U.  Teleg. 
Co.  V.  New.  Hope,  187  U.  S.  419,  23  Sup.  Ct.  Rep.  204,  ^dieie 
we  said : 

"  This  license  fee  was  not  a  tax  on  the  property  of  the  ocHii- 
pany,  or  on  its  transmission  of  messages,  or  on  its  receipts  from 
such  transmission,  or  on  its  occupation  or  business,  but  was  a 
charge  in  the  enforcement  of  local  governmental  supervision,  and, 
as  such,  not  in  itself  obnoxious  to  the  clause  of  the  constitution 
relied  on." 

Following  that  decision,  we  hold  that  the  city  of  Philadelphia 
had  power  to  pass  such  an  ordinance  as  this,  requiring  the  com- 
pany to  pay  a  reasonable  license  fee  for  the  enforcement  of  local 
governmental  supervision.  In  other  words,  if  a  corporation,  al- 
though engaged  in  the  business  of  interstate  commerce,  so  carries 
on  its  business  as  to  justify,  at  the  hands  of  any  municipality,  t 
;  police  supervision  of  the  property  and  instrumentalities  used 
therein,  the  municipality  is  not  bound  to  furnish  such  supervision 
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for  nothing,  and  may,  in  addition  to  ordinary  property  taxation, 
gobject  the  corporation  to  a  charge  for  the  expense  of  the  super- 
Tidon. 

But  it  does  not  follow  from  this  that  a  municipality  is  not  sub- 
ject to  any  restraint  in  the  amount  of  the  charge  which  it  so  ex- 
acts. True,  it  is  often  said  that  a  license  tax  is,  in  its  nature, 
arbitrary ;  that  it  is  not  necessarily  graduated  by  the  value  of  the 
property  invested  in  llie  business  licensed,  or  its  profitableness. 
But  such  observations  are  pertinent  only  in  case  the  license  is  re- 
torted to  for  the  purposes  of  revenue.  When  it  is  authorized 
only  in  support  of  police  supervision,  the  expense  of  such  super- 
vision determines  the  amount  of  the  charge ;  and,  if  it  were  possi- 
Ue  to  prove  in  advance  the  exact  cost  that  would  be  the  limit  of 
die  tuL  In  the  nature  of  things,  that,  however,  is  ordinarily 
impossible;  and  so  llie  municipality  is  at  liberty  to  make  the 
diazge  large  enou^  to  cover  any  reasonable  anticipated  expenses. 
It  is  authorized  to  fix  such  charge  in  advance,  and  need  not  wait 
until  the  end  of  the  period  for  which  the  license  is  granted.  It 
may  not  act  arbitrarily  or  unreasonably,  but  the  risk  may  right- 
folly  be  cast  upon  the  licensee,  and  the  charge  cannot  be  avoided 
because  it  subsequently  appears  that  it  was  somewhat  in  excess 
of  the  actual  expense  of  the  supervision,  nor  can  the  licensee  then 
recover  the  difference  between  the  amount  of  the  license  and  such 
eo8t 

Now,  the  license  in  question  is,  as  stated,  confessedly  not  for 
the  purpose  of  raising  revenue.  Indeed,  if  it  were,  as  it  appears 
by  the  affidavit  of  defense  that  the  company  had  paid  all  taxes 
charged  upon  its  property  as  property,  it  might  be  obnoxious  to 
a  complaint  of  double  taxation.  It  is  not  like  the  tax  in  Postal 
Teleg.  Cable  Co,  v.  Adams,  5  Am.  Electl.  Caa.  636,  155  U.  S. 
688,  39  L.  Ed.  311,  5  Inters.  Com.  Rep.  1,  15  Sup.  Ct.  Rep.  268, 
360,  which,  although  called  a  privilege  tax,  was  in  fact  a  prop- 
erty tax,  and  the  only  property  tax  upon  the  company,  in  respect 
to  which  we  said  (p.  696,  L.  Ed.  p.  315,  Inters.  Com.  Rep.  p.  13, 
Sup.  Ct  Rep.  p.  270) : 
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"  Doubtless  no  State  could  add  to  the  tazfttioa  of  property,  aeeordiqg  t 
the  rule  of  ordinary  properly  taxation,  the  burden  of  a  Uoenae  or  other  tu 
on  the  privilege  of  using,  constructing,  or  operating  an  instrumentality  d 
interstate  or  international  commerce,  or  for  the  carrying  on  of  such  €0» 
merce ;  but  the  value  of  property  results  from  the  use  to  which  it  is  put»  oi 
varies  with  the  profitableness  of  that  use;  and  by  whatever  name  the  exaeta 
may  be  called,  if  it  amounts  to  no  more  than  the  ordinary  tax  upon  propertj. 
or  a  just  equivalent  therefor,  ascertained  by  reference  thereto,  it  it  not  opa 
to  attack  as  inconsistent  with  the  ConstitatloiL" 

We  pass,  therefore,  to  consider  the  question  of  the  reasonaUe- 
ness  of  this  license  charge.  Prima  facie,  it  was  reasanableL 
Western  Union  Teleg.  Co.  v.  New  Hope,  187  U.  S.  419, 
23  Sup.  Ct  Eep.  204.  It  devolved  upon  the  company 
to  show  that  it  was  not  The  case,  as  we  have  seen, 
was  tried  before  the  court  and  a  jury.  Upon  the  testi- 
mony the  court  instructed  the  jury  to  find  for  the  plaintiff  the 
full  amount  claimed.  In  support  of  this  action,  it  is  contended 
that  the  question  of  reasonableness  was  one  to  be  determined  hj 
the  court,  and  not  by  the  jury,  and,  further,  that  there  was  no 
testimony  from  which  either  a  court  or  jury  could  find  that  the 
charge  was  unreasonable. 

It  may  be  conceded  that,  generally  speaking,  whether  an  ordh 
nance  be  reasonable  is  a  question  for  the  court  As  said  by  Judge 
Dillon,  in  his  work  on  Municipal  Corporations  (4th  ed.  voL  1,  aec. 
327)  :  "  Whether  an  ordinance  be  reasonable  and  consistent  with 
the  law  or  not  is  a  question  for  tlie  court,  and  not  the  jtuJi 
and  evidence  to  the  latter  on  this  subject  is  inadmissible."  Whih 
that  may  be  correct  as  a  general  statement  of  the  law,  and  espoi 
ally  in  cases  in  which  the  question  of  reasonableness  turns  on  tta 
character  of  the  regulations  prescribed,  yet,  when  it  turns  on  tta 
amount  of  the  license  charge,  it  may  rightly  be  left  for  the  deter 
mination  of  a  jury.  There  are  many  matters  which  enter  intc 
the  consideration  of  such  a  question,  not  infrequently  mattefi 
which  are  disputed  and  in  respect  to  which  there  is  contradictoij 
testimony.  As  said  by  Mr.  Justice  Shiras,  when  presiding  ii 
the  Court  of  Appeals  in  the  Third  Circuit,  in  a  similar  ca* 
(Philadelphia  v.  Western  U.  Teleg.  Co.,  32  C.  C.  A,  246,  258 
60  U.  S.  App.  398,  413,  89  Fed.  454,  461) : 
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"When  it  ia  said,  in  some  of  the  cases,  that  such  a  question  is  for  the  de- 
tununation  of  the  court,  it  is  not  meant  that  the  question  may  not  properly 
bt  submitted  to  a  jury.  What  is  meant  by  such  observations  is  that  courts 
are  not  precluded  from  considering  the  reasonableness  of  the  legislative  act 
ffCicribing  the  terms  and  amount  of  the  charges.  .  .  .  Regarding,  then, 
tke  issue  to  be  tried  as  one  of  fact,  we  think  it  is  one  which,  from  its  nature, 
ii  eminently  fit  for  the  determination  of  a  jury.  The  expenses  attending 
direct  regulations  and  oversight  are  not  only  to  be  considered,  but  also  the 
iMidental  cost  to  which  the  municipality  is  subjected  in  providing  for  and 
■aintaining  a  proper  system  of  supervision.  We  cannot  undertake  to  specify 
til  the  particulars  which  should  be  brought  into  view  where  the  reasonable- 
MM  of  a  municipal  ordinance  is  challenged  in  a  court;  but  we  think  that  the 
rale  laid  down  in  Cooley,  Const.  Lim.  (ed.  1886),  p.  242,  may  be  safely 
adopted :  'A  municipal  corporation  may  impose,  under  the  police  power,  such 
a  efaarge  for  the  license  as  will  cover  the  necessary  expenses  of  issuing  it,  and 
the  additional  labor  of  officers  and  other  expenses  thereby  incurred.'  '* 

It  is  urged  by  the  city  that,  inasmuch  as  the  license  fees  here 
diarged  are  the  same  as  those  charged  by  the  borough  of  New 
Hope,  the  validity  of  which  was  sustained  in  Western  U,  Teleg. 
Co.  V.  New  Hope,  187  U.  S.  419,  23  Sup.  Ct.  Rep. 
204,  it  necessarily  follows  that  the  charges  here  imposed 
are  reasonable.  But  this  is  a  mistake.  What  is  reason- 
ible  in  one  municipality  may  be  oppressive  and  unreasonable  in 
another.  "In  determining  this  question,  the  court  will  have  to 
i^rd  all  the  circumstances  of  the  particular  city  or  corporation, 
Ae  objects  sou^t  to  be  attained,  and  the  necessity  which  exists 
for  the  ordinance.  Regulations  proper  for  a  large  and  prosper- 
ous city  might  be  absurd  or  oppressive  in  a  small  and  sparsely 
populated  town,  or  in  the  country."  1  Dill.  Mun.  Corp.,  4th  ed. 
sec.  327. 

The  reasonableness  of  this  license  charge  being  tried  before  a 
jury,  the  parties  were  entitled  to  a  finding  of  the  jury  upon  that 
question  of  fact,  unless  the  testimony  was  such  as  to  compel  a 
decision  one  way  or  the  other,  in  which  case  the  court  might  be 
justified  in  directing  a  verdict.  After  a  careful  review  of  the 
cridence,  we  are  constrained  to  believe  that  it  was  not  such  as 
to  exclude  any  other  conclusion  than  that  directed  by  the  court 
We  do  not  hold  that  it  was  not  sufiicient  to  sustain  a  finding  by 
4e  jury  to  that  effect,  but  simply  that  there  were  matters  pre- 


378  American  Electrical  Cases.  [vol.  8 

Atlantic  &  Pacific  Telegraph  Co.  v.  City  of  PhiladelphiA. 

sented  from  which  a  jury  might  rightfully  conclude  that  the  ordi- 
nance and  license  charges  were  unreasonable.  Without  noticing 
all  the  evidence,  we  content  ourselves  with  these  matters.  On. 
January  6,  1881,  an  ordinance  was  passed  by  the  city  oouncils 
imposing  a  license  fee  of  $1  for  each  and  every  telegraph  pole 
erected  or  maintained  in  the  city.  Another  ordinance,  of  date 
March  30,  1883,  regulating  underground  conduits,  wires  and 
cables,  and  providing  for  license  charges  for  underground  and 
overhead  wires,  imposed  an  annual  license  charge  of  $2.50  per 
mile  of  wire  for  overhead  telegraph  wires,  and  $1  per  mile  for  un- 
derground wires.  Upon  these  ordinances  the  claim  was  made 
against  the  company.  On  August  5,  1886,  a  further  ordinance 
was  passed,  removing  all  charges  upon  underground  wirea  The 
chief  of  the  electrical  bureau  of  the  city,  without  objection,  testi- 
fied that  the  removal  of  all  charges  on  underground  wires  in  1886 
was  ''as  an  inducement  to  have  the  wires  placed  underground, 
and  the  only  requirement  was  that  whoever  did  it  should  supply 
the  city  or  furnish  the  city  with  one  duct  or  chamber  for  the  use 
of  the  city.  There  was  no  other  charge  connected  with  it  It 
was  to  remove  all  license  charges,  to  have  them  place  their  wires 
underground."  There  was  evidence  of  the  expenses  of  the  elec- 
trical bureau  for  the  years  in  question,  and  that  such  electrical 
bureau  supervised  all  electrical  work  upon  the  streets,  but  there 
was  no  testimony  definitely  disclosing  how  much  of  the  labor  of 
that  bureau  was  in  respect  to  telegraph  wires  and  poles,  and 
how  much  in  respect  to  electric  light  wires  and  poles,  althou^ 
there  was  evidence  of  the  general  manner  in  which  the  electrical 
bureau  conducted  its  work  of  supervision  and  the  matters  which 
came  within  the  scope  of  its  attention.  On  the  other  hand,  the 
company  showed  the  extent  of  its  own  supervision  and  the  cost  of 
repair,  maintenance  and  supervision,  which,  for  the  years  from 
1885  to  1891,  inclusive,  amounted  to  only  $1.60  3-7  per  mila 
There  was  also  proof  of  the  number  of  electric  light  lamps,  poles, 
and  miles  of  wire  within  the  city,  and  other  kindred  facts. 

Now,  the  comparison  of  all  this  evidence,  the  determination  of 
its  weight  and  effect,  and  whether  the  charge  made  by  the  city  for 
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rapemsion  was  reasonable  or  not,  should  have  been  left  to  the 
jury.  As  there  was  testimony  that  the  actual  cost  of  mainten- 
ance, repair  and  supervision  by  the  company  was,  during  the 
jears  in  question,  less  than  one-half  that  charged  by  the  city  for 
supervision  alone,  and  as  it  appeared  that  at  first  the  license  fee 
per  mile  of  overhead  wire  was  $2.50,  and  of  underground  wire 
$1,  and  that  within  three  years  thereafter  all  charges  in  respect 
to  underground  wire  were  taken  away,  and,  as  the  head  of  the 
electrical  department  declared,  so  taken  away  for  the  purpose  of 
inducing  the  removal  of  overhead  wires  and  placing  them  all  un- 
derground, a  jury  might  have  found  that  the  ordinance  was  un- 
reasonable. It  might  have  come  to  the  conclusion  that  the  charge 
was  not  made  simply  to  meet  the  expenses  of  supervision,  but 
rather  to  make  a  charge  so  burdensome  as  to  compel  the  company 
to  remove  its  wires  from  poles  and  put  them  in  conduits.  We  do 
not  say  that  a  city  has  not,  by  virtue  of  its  police  powers,  authority 
directly  to  compel  the  removal  of  wires  from  poles  to  conduits, 
but  it  may  be  questionable  whether  a  city  can  seek  the  same  results 
by  an  excessive  and  unreasonable  charge  upon  overhead  wires. 
We  think,  therefore,  the  court  erred  in  withdrawing  the  case 
from  the  jury. 

Before  concluding,  we  repeat  that  we  are  not  intending  to  ex- 
press any  opinion  as  to  the  eifect  of  the  testimony  as  a  whole,  or 
to  intimate  what  the  verdict  of  a  jury  ought  to  be,  nor  do  we  mean 
to  imply  that  there  must  be  satisfactory  evidence  of  the  actual 
cost  of  supervision.  All  we  mean  to  decide  is  that  there  was  suffic- 
ient testimony  to  go  to  the  jury,  and  obtain  its  judgment  whether 
the  ordinance  passed  by  the  city,  and  the  charges  imposed  thereby, 
were,  considering  all  the  circumstances  of  the  case,  reasonable  or 
oppressive. 

The  judgment  is  reversed,  and  the  case  remanded,  with  in- 
structions to  set  aside  the  verdict  and  grant  a  new  trial. 

Mr."*  Justice  White,  Mr.  Justice  Peckham  and  Mr.  Justice 
McKenxa  concurred  in  the  judgment. 
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Western  Union  Telegbaph  Co.  v.  YxLLAas  of  Wakxixeldw 

Nebraska;  Supreme  Court. 

h  Occupation  tax  on  teleobafh.  company. — ^A  village  may  impose  a  rea* 
Bonable  occupation  tax  upon  telegraph  companies  doing  busineas  within 
the  village,  which  have  complied  with  the  Telegraph  Law  adopted  1^ 
Congress  in  1866  (Act  July  24,  1866,  ch.  230;  14  SUt  221).  Such  tax 
should  be  so  restricted  as  to  not  include  any  interstate  buainesB,  or  busi- 
ness of  the  government  of  the  United  States,  transacted  by  auch  company. 
Where  such  ordinance  imposes  a  tax  on  the  business  of  such  company 
transacted  for  the  government  of  the  United  States,  it  is  in  violation 
of  the  provisions  of  tlie  Constitution  of  the  United  States,  and,  therefore, 
void.  Western  Union  Telegraph  Co,  v,  Fremont,  39  Neb.  692,  58  N.  W. 
415,  26  L.  R.  A.  698,  examined,  approved  and  distinguished. 
Sullivan^  C.  J.,  dissenting. 
(Syllabus  by  the  court.) 

Commissioners'  opinion.  Department  No.  2.  Error  brought 
by  defendant  from  judgment  for  plaintiff. 

B.  E.  Evans  and  Wright,  Call  &  Hvbhard,  for  plaintiff  in  error. 

John  H,  Broum,  for  defendant  in  error. 

Opinion  of  Oldham,  C.  : 

This  is  an  action  instituted  by  the  village  of  Wakefield,  Neb., 
for  the  purpose  of  collecting  an  occupation  tax  imposed  by  an 
ordinance  of  said  village  on  the  Western  Union  Telegraph  Com- 
pany. The  section  of  the  ordinance  on  which  this  cause  of  action 
is  founded  is  as  follows :  "  Every  person,  copartnership  or  cor- 
poration who  shall  engage  in  the  business  or  occupation  of  re- 
ceiving, delivering  or  transmitting  messages  by  electricity  be- 
tween points  within  the  State  of  Nebraska,  and  the  village  of 
Wakefield,  and  person  or  corporation  owning  or  operating  lines 
for  the  transmission  of  messages  by  wire  between  such  points  and 
who  shall  maintain  in  the  said  village  an  office  for  the  receiving, 
transmission  and  delivery  of  such  messages  either  by  telegraph 
or  telephone  shall  pay  to  the  treasurer  of  the  village  of  Wakefield 
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a  Ueense  tax  of  $20.00  at  such  times  as  are  provided  in  section  2 
of  this  ordinance  for  the  payment  of  license  taxes." 

The  petition  alleges  the  incorporation  of  the  village,  the  pas- 
sage and  publication  of  the  ordinance,  the  levy  of  a  tax  under  its 
provisions,  and  the  failure  and  refusal  of  the  telegraph  company 
to  pay  the  same  for  the  years  1900  and  1901,  after  proper  demand 
made.     Defendant  answered  this  petition,  admitting  the  incorpo- 
ration of  the  village,  the  passage  and  publication  of  the  ordinance, 
the  levy  of  the  tax,  the  refusal  of  defendant  to  pay  the  same  after 
a  demand  properly  made,  and  that  defendant  was  conducting  a 
telegraph  office  in  the  village.      The  answer  further  alleged,  in; 
aabstance,  that  the  ordinance  is  wholly  void  and  of  no  effect,  as 
being  a  tax  levied  upon  interstate  commerce.     It  then  sets  out 
the  nature  and  extent  of  the  business  in  which  defendant  is  en- 
gaged, its  compliance  with  the  Telegraph  Law  enacted  by  Con- 
gress July  24,  1866  (14  Stat.  221,  ch.  230),  and  alleges  that,  in 
compliance  with  this  act,  "  it  has  constructed  its  lines  of  telegraph 
over  the  public  highways  and  post  roads,  including  generally  the 
railroads  in  the  United  States,  and  that  all  of  said  railroads,  in- 
cluding the  line  of  the  Chicago,  St.  Paul,  Minneapolis  &  Omaha 
Eailway  Company,  running  through  said  village  of  Wakefield, 
are  post  roads  of  the  United  States ;  "  that  it  is  engaged  in  send- 
ing and  receiving  telegrams  over  its  whole  system  between  its 
office  in  Wakefield  and  other  places  of  the  United  States,  and  also 
between  the  several  departments  of  the  government  of  the  United 
States  and  their  ofiicers  and  agents ;  and  that  the  ordinance  oper- 
ates as  a  tax  upon  the  use  of  the  post  roads  established  by  the  au- 
thority of  the  United  States.     It  is  also  alleged  that  the  amount 
of  the  tax  imposed  by  the  ordinance  upon  telegraph  companies  is 
unreasonable  and  prohibitive  in  its  nature. 

There  is  no  question  raised  as  to  the  regularity  of  the  passage  of 
the  ordinance,  it  being  admitted  that  villages  in  this  State  have 
the  authority  to  pass  ordinances  to  impose  and  collect  a  reasonable 
occupation  tax. 

Every  question  involved  in  this  controversy  has  been  deter- 
mined by  this  court  in  the  case  of  The  Western  Union  Telegraph 
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Co.  V.  Fremont,  4  Am.  ElectL  Cas.  626,  39  Neb.  692,  68  N.  W. 
415^  26  L.  B.  A.  698^  except  the  question  as  to  the  reasonableness 
of  the  tax  imposed,  and  the  question  as  to  whether  this  ordinance 
imposes  a  tax  on  the  business  of  the  government  of  the  United 
States.  The  ordinance  of  the  city  of  Fremont,  which  was  upheld 
in  the  case  just  cited,  provided  specifically  that  the  tax  should  not 
be  levied  ^^  upon  any  business  or  occupation  which  is  interstate 
or  which  is  done  or  conducted  by  any  department  of  the  govern- 
ment of  the  United  States  or  of  this  State,  or  any  officer  of  the 
United  States,"  etc.  The  opinion  in  this  case  was  carefully  pre- 
pared, and  the  various  decisions  of  the  United  States  Supreme 
Court  on  the  validity  of  ordinances  and  statutes  taxing  interstate 
business  of  telegraph  and  other  companies  engaged  in  interstate 
commerce  are  closely  examined,  and  the  conclusion  is  reached 
that,  ^^  while  the  State  cannot  tax  either  the  interstate  or  govern- 
ment business  of  a  telegraph  company,  it  possesses  the  power  to 
impose  a  tax  upon  such  business  of  such  company  as  is  carried  on 
wholly  within  the  State,  provided  such  tax  is  not  levied  in  gross 
upon  State  as  well  as  interstate  business,  but  is  restricted  to  intra- 
state business  solely."  While  a  motion  for  a  new  trial  was  pending 
in  this  case,  the  Supreme  Court  of  the  United  States,  in  the  case 
of  Postal  Tel-Cdble  Co.  v.  Charleston,  5  Am.  Electl.  Cas.  696, 153 
U.  S.  692,  14  Sup.  Ct.  1094,  38  L.  Ed.  871,  announced  a  decision 
on  the  validity  of  an  ordinance  imposing  an  occupation  tax  similar 
in  nature  to  that  imposed  by  the  city  of  Fremont,  which  fully  sus- 
tained the  conclusion  reached  by  this  court  as  to  the  validity  of 
such  an  ordinance. 

If  the  ordinance  in  controversy  had  contained  a  clause  specifi- 
cally excluding  from  its  operation  interstate  business  and  business 
transacted  for  the  government  of  the  United  States  by  the  tele- 
graph company,  we  would  then  only  need  to  examine  the  question 
of  the  reasonableness  of  the  tax  imposed  by  the  ordinance,  which 
we  would  not  regard  as  a  very  serious  question.  Unfortunately, 
no  such  clause  is  in  the  ordinance  now  before  us;  the  provision 
being  that  "  every  person,  copartnership  or  corporation  who  shall 
engage  in  the  business  or  occupation  of  receiving,  delivering  or 
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tnmsmittmg  messages  by  electricity  between  points  within  the 
State  of  Nebraska,  and  the  village  of  Wakefield,  and  person  or 
eoiporation  owning  or  operating  lines  for  the  transmission  of  mes- 
aiges  by  wire  between  such  points  and  who  shall  maintain  in  the 
Slid  Tillage  an  office,"  etc.,  "  shall  pay,"  etc.  While  we  think 
this  ordinance  would,  by  its  terms,  fairly  exclude  all  interstate 
business  of  the  company,  yet  we  cannot  say  that  it  does  exclude 
boainesB  of  the  government  of  the  United  States  transacted  by  the 
eompany  through  its  officers  within  the  State.  This  being  true, 
it  takes  the  instant  case  without  both  the  letter  and  the  reason  of 
the  rule  announced  in  Western  Umon  TeL  Co.  v.  Fremont,  supra, 
and  Postal  Tel.  Cable  Co.  v.  Charleston,  supra. 

As  we  are  thus  confronted  with  a  Federal  question  that  this 
eoort  has  not  as  yet  passed  upon,  we  must  look  for  its  correct 
lolution  to  the  decisions  of  the  Supreme  Court  of  the  United 
States,  where  the  rule  seems  to  be  well  settled. 

In  the  first  place,  it  is  settled  that  where  a  statute  of  a  State  or 
an  ordinance  of  a  city,  properly  enacted,  imposes  a  tax  on  the  re- 
fleipts  of  a  telegraph  company  which  has  complied  with  the  pro- 
ijrions  of  the  act  of  Congress  of  1866,  and  such  tax  can  be  sepa- 
rated between  the  receipts  of  the  company  for  interstate  and 
government  business,  and  the  receipts  from  business  transacted 
within  the  State,  the  tax  will  be  upheld  on  intrastate  business 
done,  and  the  right  to  impose  the  tax  will  be  denied  as  to  the 
United  States  and  interstate  business.  Ratterman  v.  Western 
Union  Tel.  Co.,  2  Am.  Electl.  Gas.  68,  127  U.  S.  411,  8  Sup.  Ct 
1127,  32  L.  Ed.  229 ;  Western  Union  Tel.  Co.  v.  Texas,  105  U.  S. 
460,  26  L.  Ed.  1067. 

With  reference  to  an  occupation  tax  laid  in  general  terms  upon 
I  telegraph  company,  acting  under  the  Telegraph  Law  passed  by 
Congress  in  1866,  it  is  held  that  such  tax  is  unconstitutional  and 
void.  Leloup  v.  Mobile,  2  Am.  Electl.  Cas.  79,  127  U.  S.  640,  8 
Sup.  Ct  1380,  32  L.  Ed.  311.  This  case,  however,  was  examined 
and  distinguished  by  Shikas,  J.,  in  Postal  Tel,  Cable  Co.  v. 
Charleston,  supra,  and  held  not  to  apply  to  an  ordinance  imposing 
an  occupation  tax  upon  a  telegraph  company  engaged  in  interstate 
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business  which  contained  a  specific  provision  not  including  any 
business  done  to  or  from  points  without  the  State,  and  not  indiidr 
ing  any  business  done  for  the  government  of  the  United  Statei^ 
its  officers  or  agents. 

As  already  indicated,  we  think  the  ordinance  now  before  imi 
fairly  excludes  from  its  operation  taxes  imposed  on  interstate 
business,  and,  so  far  as  that  objection  is  concerned,  it  can  be  sus- 
tained, under  the  rule  announced  in  Western  Utiian  Tel.  Co.  «• 
Mass.,  125  U.  S.  530,  8  Sup.  Ct.  961,  31  L.  Ed.  790,  and  in  Pacific 
Express  Co.  v.  Seibert,  142  U.  S.  339, 12  Sup.  Ct  260,  85  L.  Ed. 
1035.  If  the  ordinance  had  specifically  excluded  from  its  pro- 
visions all  business  of  the  United  States,  we  would  not  hesitate  to 
proclaim  its  validity,  but  for  failing  to  do  so,  we  think  it  fatally 
defective.  Seing  an  occupation  tax  which  is  not  susceptible  of 
division,  it  operates  as  a  regulation  on  all  business  within  the  scope 
of  its  provisions ;  and,  so  far  as  it  includes  government  messages, 
it  is  a  tax  by  the  municipality  ^^  on  the  means  employed  by  the 
government  of  the  United  States  to  execute  its  constitutional 
powers,  and  therefore  void.  It  was  so  decided  in  McCtUloch  v. 
Maryland,  4  Wheat.  316,  4  L  Ed.  579,  and  has  never  been  doubted 
since."     Western  Union  TeL  Co.  v.  Texas,  supra. 

It  is,  therefore,  recommended  that  the  judgment  of  the  District 
Court  be  reversed,  and  the  cause  remanded. 

Babnes  and  Pound,  CC,  concur. 

Per  CuBLAM : 

For  the  reasons  stated  in  the  foregoing  opinion,  the  judgment 
the  District  Court  is  reversed,  and  the  cause  remanded. 

Dissenting  opinion  by  Sullivan,  C.  J. : 


The  village  undertook  to  tax  persons  or  corporations  engaged  in  the 
ness  or  occupation  of  receiving,  delivering  or  transmitting  "  messages  be 
Wakefield  and  other  points  of  this  State.      It  does  not  appear  that 
handling  of  government  messages  constituted  any  part  of  such  businefls 
the  year  ending  May  1,  1901.     The  tax  in  question  was  therefore,  in  trKail 
and  in  fact,  a  burden  upon  private  intrastate  business,  and  upon  that  OKii^. 
The  tax  being  laid  upon  the  business  of  "  receiving,  delivering  or 
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itiiig,"  and  not  upon  the  husiness  of  standing  ready  to  receive,  deliver  and 
Mmit,  I  cannot  understand  how  the  hare  fact  of  having  accepted  the  pro- 
ioas  of  the  act  of  Congress  can  constitute  a  defense.  Had  the  tax  been 
poied  upon  the  business  of  maintaining  an  office  at  Wakefield,  the  position 
km  by  the  commissioners  and  approved  by  the  court  would  doubtless  be 
■Ue.  But  in  the  absence  of  any  showing  that  the  sending  or  receiving 
!  gofnmment  messages  constituted  a  part  of  the  defendant's  business  at 
Utfidd,  I  cannot  agree  to  the  conclusion  that  it  has  been  taxed  on  account 
I  being  engaged  in  a  business  in  which  it  was  to  some  extent  acting  as  a 
jmnment  tigencj. 

License  Pees  for  Use  of  Streets  and  Highwajrs. 

1.  Authority  to  impose. 

2.  Tax  on  poles  and  lines. 

3.  Charge  in  the  nature  of  rental. 

4.  Cbmpany  having  right  of  occupation. 
6.  Fee  must  be  reasonable. 

a.  In  general. 

b.  Reasonableness,  how  determined. 
c  Amount  deemed  reasonable. 

L  A«tkoHty  to  iatpose. — In  the  exercise  of  its  police  power  and  its 
itilttluiji  control  over  streets  and  highways,  a  municipal  corporation  may, 
iy  oidintnce,  impose  a  reasonable  license  fee  upon  telegraph  and  telephone 
NsptnieB  for  the  use  of  such  streets  and  highways  for  the  maintenance  and 
ipentkm  of  their  lines. 

OiQMiA:    Southern  Bell  T,  d  T,  Co.  v,  Stewart,  109  Ga.  80,  35  S.  £.  73. 

Karbas:     In  re  Chipchase,  6  Am.  Electl.  Cas.  02,  56  Kan.  357,  43  Pac.  264. 

Haihasd:  Postal  Telegraph  Cable  Co,  v,  Baltimore,  5  Am.  Electl.  Cas. 
>7, 79  Md.  502,  20  Atl.  819. 

IbcRiQAK:  Saginaw,  City  of,  v.  Swift  Elect,  L,  Co,,  113  Mich.  660,  72 
H.  W.  6. 

Sew  Yobk:  City  of  Philadelphia  v.  Postal  Telegraph  Co.,  4  Am.  Electl. 
CiM>2,  67  Hun,  21,  21  N.  Y.  Supp.  556. 

tewBTLVAlflA:  Philadelphia  v.  American  Union  Telegraph  Co.^  6  Am. 
^•rtl.  C»s.  85,  167  Pa.  St.  406,  31  Atl,  628;  Netocastle  v.  Elect.  Co.,  6  Am. 
B«U.  Cas.  87,  16  Pa.  Co.  Ct.  Rep.  663;  Allentown  v.  W.  U.  Tel.  Co.,  4  Am. 
0«eL  Cts.  90,  148  Pa.  St.  117,  23  Atl.  1070;  Chester,  Citxj  of,  v.  W.  U.  Tel 
^i  2  Am.  Electk  Cas.  93,  3  Lane.  Law  Rev.  164 ;  Lancaster  v.  Edison  Eleot, 
^C9,,2  Am.  Electl.  Cas.  116,  8  Pa.  Co.  Ct.  Rep.  178;  W.  U,  Tel  Co,  v. 
f^Otdelphia,  2  Am.  Electl.  Cas.  98,  22  Wkly.  Notes  Cas.  30. 

ItanmsEE:     W.  U,  Tel  Co,  v,  Tenn,,  1  Am.  Electl.  Cas,  326,  9  Baxt.  509. 

VOBIKIA:  W.  V,  Tel,  Co,  v.  City  of  Richmond,  1  Am.  Electl,  Cas.  149,  26 
klL 
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If  the  basis  of  the  fee  is  made  the  amount  of  business  done  by  the  comp^j 
within  the  btate,  the  question  as  to  whether  or  not  it  is  an  interferenee  vitfc 
interstate  commerce  is  of  importance;  unless  it  can  be  clearly  established  that 
the  fee  in  such  cases  is  for  the  business  exclusively  transacted  within  the  State 
the  ordinance  imposing  it  cannot  be  sustained.  City  Council  of  CkarUgton  a 
Poittal  Telegraph  Cable  Co.,  3  Am.  Electl.  Cas.  5G;  Ogden  City  v.  Crosnmi 
Rocky  Mi,  Bell  Telephone  Co.,  17  UUh,  CG,  63  Pac.  985. 

In  the  cuBc  of  Moore  v.  City  of  Eufaula,  4  Am.  Electl.  Cas.  615,  97  Ah.  67| 
11  So.  921,  a  municipal  ordinance  requiring  each  telegraph  company  haviif 
an  office  or  place  of  business  within  the  city  and  engaged  in  the  tranmimai 
of  messages  between  points  within  the  State,  to  pay  a  license  tax,  was  bddiot 
in  conflict  with  the  interstate  commerce  provisions  of  the  Federal  Coutxtn- 
tion,  or  void  as  to  a  telegraph  company  which  has  accepted  the  provinon*  of 
the  Post  Roads  Act  of  Congress.  But  in  the  case  of  8(in  FfUndaeo  o.  W.  V. 
Tel.  Co.,  4  Am.  Electl.  Cas.  504,  96  Cal.  140,  31  Pac.  10,  it  was  held  that  t  tcb- 
graph  company  wliich  has  accepted  the  provisions  of  the  Post  Boads  Act  of 
Congress  is  an  executive  instrument  of  the  national  government  and  is,  ther^ 
fore,  not  subject  to  taxation  upon  its  franchise.  State  and  municipal  aatkori- 
ties  are  powerless  to  impose  u  tax  upon  messages  to  or  from  other  Statei  nM 
such  a  tax  would  be  in  conflict  with  the  interstate  commerce  provision  of  tin 
Federal  Constitutiun ;  but  where  a  tclegroph  company  is  engaged  in  both  into- 
state  and  intrastate  busines.^  an  ordinance  levying  an  occupation  tax  on  thifc 
portion  of  such  businoHs  which  is  carried  on  wholly  within  the  State  is  not 
repugnant  to  such  conbtitutional  provision.  W.  U,  Tel.  Co.  v.  FrcemotU,  4  Aft 
Electl.  Caa.  026,  39  Neb.  692,  26  L.  R.  A.  698. 

It  is  well  settled  that  the  State  cannot  authorize  a  municipality  to  impon 
any  charge  whether  in  the  nature  of  a  license  fco«  pri\'ilege,  business  or  occa- 
pation  tax,  or  a  tax  for  revenue,  or  under  any  other  name,  where  such  fai 
or  tax  covers  or  includes  the  business  done  by  a  telephone  or  telegraph  ooB* 
pany  in  the  transmission  of  messages  from  one  State  to  another. 

2.  Tax  on  poles  and  "wireu* — A  number  of  cases  have  arisen  under  ordi* 
nances  imposing  a  license  fee  upon  telegraph  and  telephone  companies,  btied 
upon  the  number  of  poles  and  the  length  of  the  wires  within  the  municipslitj' 
Such  a  fee  is  justifiable  where  it  is  shown  that  it  is  for  the  purpose  of  coo* 
pen.sating  the  municipality  for  the  use  of  the  street  by  the  company.  Xte 
existence  of  poles  and  wires  in  the  streets  is  to  a  certain  extent  a  mensoe  to 
the  public  safety,  and  frequent  inspections  arc  required  of  the  municipal 
authorities,  so  that  the  danger  may  be  minimized.  If  the  fee  is  based  upoi 
the  reasonable  cost  of  such  inspection  it  loses  its  character  as  a  tax  upon  boai' 
ness,  and  cannot,  therefore,  be  deemed  an  interference  with  interstate  ens' 
merce.  In  the  following  cases  license  fees  imposed  upon  telegraph  and  tcl^ 
phone  companies  determined  by  the  number  of  poles  and  the  length  of  tb* 
wires  in  the  streets  have  been  sustained:  Allentown  v.  W.  U.  Tek  Co.,  4  iV" 
Electl.  Cas.  90,  148  Pa.  St.  117,  23  Atl.  1070;  Cheater  v.  W.  U.  Tei  0©^  * 
Am.  Electl.  Cas.  100,  154  Pa.  St.  464,  25  Atl.  1134;  Borough  of  PhilUpshvr^ 
V.  Central  Pennsylvania  Telephone  d  8.  Co.,  2  Am.  Electl.  Cas.  105,  22  Wkly. 
Not«s  Cas.  572;  Postal  Telegraph  Cable  Co.  v.  Baltimore,  5  Aul  Electl.  Cts. 
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17,  79  lid.  602,  20  Atl.  810 ;  Harrisburg  v.  Pennaylvania  Telephone  Co.,  5 
Aml  ElectL  Ou.  03,  16  Pa.  Co.  Ct.  Rep.  518;  Philadelphia  v.  Postal  Telegraph 
C§bU  Co.,  4  Am.  Electl.  Cas.  02,  67  Hun,  21,  21  N.  Y.  Supp.  556;  Mutual 
l7«ioa  Telejfmph  Co.  v.  Philadelphia,  2  Am.  Electl.  Caa.  98,  22  Wkly.  Notes 
Ou.39. 

In  the  oaae  of  City  of  Philadelphia  v.  W,  U.  Tel.  Co.,  3  Am.  Electl.  Cas.  52, 
40  Fed.  616,  it  was  held,  while  a  municipal  corporation  cannot  impose  a  tax 
^on  telegraph  companies,  it  is  its  duty  to  subject  them  to  such  conditions, 
mtrictions  and  supervision  as  are  necessary  to  the  public  safety;  and  conse- 
^patXy  it  may  impose  such  charges  as  will  enable  it  to  perform  such  duty 
vithout  loss  to  itself. 

8.  Chass*  ia  the  aatnre  of  rentaL — ^A  municipal  ordinance  requiring 
the  payment  of  a  fixed  sum  for  each  telegraph  or  telephone  pole  maintained  in 
the  streets  does  not  impose  a  privilege  or  license  tax.  It  is  in  the  nature  of  a 
Total.  Snch  charge  is  not  forbidden  upon  common-law  principles,  nor  by  the 
iMt  that  the  poles  belong  to  a  telegraph  company  which  has  accepted  the  pro- 
Tiiion  of  the  Post  Roads  Act  of  Congress.  The  privilege  granted  by  that 
itstate  is,  like  any  other  franchise,  to  be  exercised  in  subordination  to  public 
nd  private  rights.  St.  Louis  v.  W.  U,  Tel.  Co.,  4  Am.  Electl.  Cas,  102,  148 
U.  &  92,  13  Sup.  a.  485. 

4»  (kuBpaaj  kaTlnc  risl&t  of  ooenpatlon. — Where  a  telegraph  company 

hu  by  statute  a  right  to  the  use  of  a  street  without  charge,  a  municipal  cor- 

pontion  cannot  impose  a  license  fee  upon  such  company.    Hodges  v.  Western 

Vn.  Teleg.  Co.,  6  Aul  Electl.  Cas.  56,  72  Miss.  910,  18  So.  84.    Where  a  tele- 

grtph  company  is  occupying  the  tLreets  of  a  city  under  a  franchise  reserving  to 

the  city  the  right  to  use  the  top  arms  of  the  poles  of  the  company,  it  has  been 

hdd  that,  the  conditions  imposed  having  been  accepted  by  the  company,  the 

city  could  not  exact  from  the  company  a  rental  charge  for  the  use  of  the 

atreets.    St.  Louis  v.  Western  Un.  Teleg.  Co.,  5  Am.  Electl.  Cas.  43.     In  the 

ease  of  Wisconsin  Teleph.  Co.  v.  Oshkosh,  1  Am.  Electl.  Cas.  687,  62  Wis.  32, 

21  N.  W.  828,  a  municipal  ordinance,  exacting  a  license  fee  of  a  telephone  com- 

ptny  as  a  condition  of  its  maintaining  its  poles  and  wires  along  the  streets  of 

a  dty,  which  was  expressly  authorized  by  a  State  statute,  was  held  in  conflict 

^vith  such  statute  and  void. 

A  contract  entered  into  between  a  municipality  and  an  electric  corporation, 

ior  the  lighting  of  its  streets,  carries  with  it  the  implied  right  to  erect  the 

veessary  poles  and  wires  in  the  streets  for  the  purpose  of  carrying  out  the 

contract;  and  the  city  cannot  impose  a  tax  ogr  license  fee  on  any  poles  or 

-vires  used  exclusively  for  such  purpose.    New  Castle  v.  Eleotrio  Co.,  6  Am. 

Beetl.  Cas.  87,  16  Pa.  Co.  Ct.  Rep.  663. 

&.  Fee  Bimst  be  reasoaaale^ — a.  In  general. — ^The  validity  of  the  fee  im- 
posed will  depend  largely  upon  its  reasonableness.  It  must  not  be  so  large  as 
to  evidence  an  intention  to  derive  revenue  from  its  exaction;  nor  must  it  be 
o<  luch  a  nature  as  to  indicate  a  purpose  to  harass,  impede,  or  prevent  inter- 
ittte  commerce.  Postal  Teleg.  Cable  Co.  v.  Baltimore,  5  Am.  Electl.  Cas.  37, 
n  Ml  502, 20  AU.  810,  24  L.  R.  A.  161;  Chester  v.  Western  Un.  Teleg.  Co^ 


388  American  Electsioal  Cases.  [vol.  8 

WeBtem  Union  Telegraph  Ck>.  v.  Village  of  Wakefield. 

2  Am.  Electl.  Cas.  93,  3  Lane.  Law  Rev.  (Pa.)  164;  Lancaster  v.  Bdim>n  UL 
Co,,  2  Am.  Electl.  Cas.  116,  8  Pa.  Co.  Ct.  Rep.  178;  Wevttm  Un.  Teleg.  Co.  w. 
Philadelphia,  2  Am.  Electl.  Cas.  98,  22  Wkly.  Notes  Cas.  39,  12  Atl.  144. 

h.  Reasonableness,  how  determined. — Whether  or  not  a  license  fee  is  reaeoii- 
able  is  a  question  of  law,  to  be  determined  by  the  courtw  'Chester  v,  IFettem 
Un,  Teleg.  Co.,  2  Am.  Electl.  Cas.  93,  3  Lane.  Law  Rev.  (Pa.)  164.  It  ie 
apparent  from  the  cases  determining  the  reasonableness  of  license  feee  that 
much  depends  upon  the  nature  and  character  of  the  business  lioenaed,  tlw 
extent  of  the  privileges  enjoyed,  and  burdens  borne,  and  of  the  expenses,  iieoee> 
sities  and  indebtedness  of  the  municipal  or  other  local  goyemment,  impoaiii|^ 
such  fee.  It  seems,  also,  from  an  examination  of  the  decisicms  covering  tele- 
graph poles,  or  otherwise  relating  to  telegraph  companies,  that  the  use  of  tlM 
streets  of  a  populous  city  might  justify,  perhaps  in  a  greater  degree,  tlM 
exercise  of  the  police  power  in  this  respect,  than  would  the  use  of  streets  in  m 
small  town,  where  every  conceivable  use  to  which  the  public  streets  may  be  put 
is  not  exacted,  but  the  demands  of  commerce  and  traffic  are  few.  Joyoe,  ob 
Electrical  Law,  sec.  100. 

It  is  a  well  established  rule  that  in  all  matters  pertaining  to  the  poliee 
regulation  of  mimicipalities  their  ordinances,  being  of  the  nature  of  legislatiTe 
discretion,  are  prima  facie  reasonable.  In  the  matter  of  licensing  trades  and 
avocations,  and  fixing  the  amount  of  permissible  taxes  therefor,  the  action  of 
the  governing  board  of  a  municipality  is  presumably  honest  and  just.  Bat 
this  presimiption  is  not  absolute;  the  reasonableness  of  an  ordinance  imposing 
a  license  fee  is  not  exclusively  within  the  discretion  of  the  governing  board; 
the  inquiry  is  at  all  times  open  in  the  courts.  Bt,  Louis  v.  Western  Un.  Teleg. 
Co.,  6  Am.  Electl.  Cas.  43  (U.  S.  Cir.  Ct.,  E.  D.  Mo.)  And  it  is  an  inquiry 
which  must  depend  largely  upon  matters  not  apparent  upon  the  face  of  the 
ordinance,  but  existing  only  in  the  actual  state  of  affairs  in  the  municipality. 
8t.  Louis  V.  Western  Un,  Teleg.  Co.,  4  Am.  Electl.  Cas.  102,  148  U.  S.  92. 

A  mimicipality  is  bound  to  subject  telegraph  and  telephone  companies  to 
such  proper  conditions,  restrictions  and  supervision,  respecting  their  lines 
within  its  limits,  as  are  necessary  to  public  safety,  and  consequently  to  such 
charges  as  will  enable  it  to  perform  its  duty  without  loss  to  itself.  If  the 
ordinance  does  no  more  than  this  it  is  reasonable,  and  therefore  valid;  other- 
wise not.  City  of  Philadelphia  v.  Western  Un,  Teleg.  Co.,  3  Am.  Electl.  Gas. 
62,  40  Fed.  616. 

c.  Amount  deemed  reasonable. — In  the  case  of  Allentown  v.  Western  Un^ 
Ueleg.  Co.,  4  Am.  Electl.  Cas.  90,  148  Pa.  St.  117,  23  Atl.  1070,  the  court  held, 
that  the  amount  of  the  fee  is  discretionary  with  the  municipal  authorities, 
and  the  court  will  interfere  only  in  case  of  abuse  of  discretion.  In  this 
a  fee  of  $1  per  annum  per  pole,  and  $2.50  per  annum  for  each  mile  of  wire, 
held  reasonable.  A  similar  fee  was  sustained  in  Chester  v.  Western  Un.  Tele^^ 
Co,,  4  Am.  Electl.  Cas.  100,  154  Pa.  St.  464,  25  Atl.  1134,  and  Western  Un.^ 
Teleg,  Co.  v.  Philadelphia,  2  Am.  Electl.  Cas.  98,  22  Wkly.  Notes  Oas.  (Pa.> 
29.  In*  the  case  of  Postal  Teleg.  Co.  v.  Baaltitmore,  5  Am.  Electl.  CSas.  37,  79 
Md.  502,  29  Atl.  819,  a  fee  of  $2  per  year  for  each  pole  in  the  city  of  Baltt- 
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was  held  reasonable.  In  Kansas  a  license  fee  of  $12  a  year 
for  eadi  business  telephone^  and  $10  for  each  residence  telephone  was 
in  the  absence  of  proof  that  the  privileges  enjoyed  and  burdens 
bj  tlie  company,  and  the  expenditures  and  necessities  of  the  city,  did  not 
warrant  it.  In  re  Chipt^Mse,  6  Am.  Electl.  Cas.  02,  56  Kan.  357,  43  Pac.  264. 
1b  Ogdem  v.  Cro%9man  d  Rooky  Mi.  BeU  Teleph,  Co.,  17  Utah,  66,  53  Pac.  085, 
it  wma  held  that  a  municipality  might  provide  by  ordinance  for  levying  and 
coUceting  a  license  fee  of  $5  for  each  telephone  operated  and  maintained  by  a 
lileplione  eompany,  and  used  ezdusively  within  its  limits,  for  which  a  rental 
Charge  is  made  for  local  business. 

In  the  case  of  Sapinaw  v.  Swift  Elect,  Light  Co,,  113  Mich  660,  72  N.  W.  6, 
it  was  held  that  an  ordinance  of  a  city  charging  an  electric  light  company 
vith  50  cents  per  annum  for  each  pole  maintained  by  it,  to  cover  the  cost 
of  inspection  by  the  city,  is  unreasonable,  where  the  actual  cost  of  such  in- 
ipeetion  is  leas  than  6  cents  per  pole. 
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State  ex  bel.  Gottlieb  v.  Westbbn  Union  Tbleo.  Co. 

Missouri;  Supreme  Court, 

1.  Taxation  of  texegbaph  companies;  effect  of  U.  S.  btatdtb. — ^While  a 

telegraph  company  under  the  act  of  Congress,  July  14,  1866  (U.  S.  Her. 
Stats,  sec.  5263),  is  a  government  agency  and  an  instrument  of  inter- 
state commerce,  its  tangible  property  within  a  State  is  subject  to  State 
taxation,  like  all  other  property.  In  determining  the  value  of  tlie  tangi- 
ble property  of  such  a  company,  it  is  proper  to  compare  the  length  of 
its  lines  in  such  State  with  that  of  its  entire  lines,  or  to  take  the  aggre- 
gate value  of  the  shares  of  its  capital  stock,  and  deduct  therefrom  such 
portion  of  that  valuation  as  is  proportional  to  the  length  of  its  lines 
without  the  State,  and  also  to  deduct  therefrom  the  value  of  its  real  eatata 
and  machinery  subject  to  local  taxation  within  the  State.  Taxes  so  as- 
sessed constitute  an  excise  tax  upon  the  property  or  capital  of  the  cor- 
poration, and  not  a  tax  upon  any  franchise  belonging  to  it. 

2.  Taxation  of  franchise  of  company. — ^A  franchise  is  not  conferred  upon  a 

telegraph  company  by  the  act  of  Congress,  18G6  (U.  S.  Rev.  Stat.  see.  5263) 
where  such  company  was  incorporated  under  State  laws  and  merely  accepted 
the  privileges  conferred  by  the  act  referred  to.  The  fact  that  it  is  an  instm- 
ment  of  interstate  commerce,  or  that  it  has  accepted  privileges  as  such, 
did  not  exempt  its  property  from  State  taxation.  Its  franchise  is  taxable 
in  the  State  where  its  lines  are  located,  either  directly,  in  the  proportion 
that  portion  of  its  franchise  exercised  in  such  State  bears  to  the  por- 
tion exercised  in  all  States,  or  indirectly,  by  being  impressed  upon  the 
tangible  property  owned  by  it  in  the  State,  thereby  increasing  its  value, 
and  by  considering  its  franchise  and  its  tangible  property  as  a  system, 
and  then  assessing  the  part  thereof  within  the  State  at  its  proportionate 
value  to  that  of  its  entire  sytem. 

Appeal  by  both  parties  from  judgment  determining  tax  against 
defendant. 

Decided  December  3,  1903 ;  reported  65  S.  W.  775. 

H.  M.  Meriwether,  Eugene  Slevi/n,  Atty.  Gen.,  and  Sam.  B. 
Jeffries,  for  plaintiff. 

Dickson  &  Smith  and  Karnes,  New  &  Krauthoff,  for  defendant 
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Opinion  bj  Mabshall^  J.  [omitting  part  of  opinion  relating  to 
powers  of  State  board  of  equalization,  etc.] 

2.  The  trial  court  held  that  the  item,  "All  other  property  at 
$856,400.66,"  included  franchises  which  were  derived  from  the 
Federal  government,  and  were  nontaxable  by  reason  of  such  deriva- 
tion, and  that  the  defendant  is  a  governmental  agent  and  an  in- 
strument of  interstate  commerce,  exercising  its  rights  in  Missouri 
solely  by  virtue  of  such  Federal  authority ;  and  hence  held  that  the 
portion  of  the  tax  sought  to  be  recovered  which  was  baaed  upon  this 
item  could  not  be  l^ally  charged  on  defendant.     From  this  the 
pUiinti£F  appealed.     The  defendant  is  a  corporation  organized 
under  the  laws  of  the  State  of  New  York.    It  has  never  received 
my  authority  or  right  or  permission  from  the  State  of  Missouri  to 
do  business  in  this  State,  or  to  erect  its  poles  or  string  its  wires  on, 
over,  or  upon  the  public  highways  and  places  in  this  State.    Ever 
since  1865  (Gen.  St  1866,  c.  65,  p.  349,  sec.  5)  there  has  been  a 
statute  in  this  State  authorizing  any  telegraph  company  organized 
under  the  laws  of  this  State  to  place  its  poles  and  wires  along, 
over,  and  upon  the  public  highways.     But  there  is  not  now,  and 
never  has  been,  any  law  of  this  State  granting  any  such  franchiso 
or  permission  to  any  foreign  telegraph  company.    The  defendant's 
sole  right  to  do  business  in  Missouri  arises  out  of  the  Act  of  Con- 
gress approved  July  14,  1866  (14  Stat.  pp.  221,  222).     Briefly 
stated,  that  act  gives  the  defendant  the  right  to  maintain  its  sys- 
tem of  telegraph  along  the  military  and  post  roads  of  the  United 
States,  and  over,  under,  and  across  all  navigable  streams  of  tho 
United  States,  and  requires  the  defendant  to  transmit  and  give 
priority  to  messages  of  the  government  between  its  various  depart- 
ments, officers,  and  agents  at  rates  to  be  annually  fixed  by  the  post- 
master-general, and  further  requires  the  defendant  to  sell  its  entire 
system  to  the  government  at  any  time  upon  a  valuation  to  be  fixed 
by  appraisers.     The  defendant  accepted  the  provisions  of  this  act, 
and  has  ever  since  been  operating  under  it.    But  while  this  act  has 
been  held  to  be  a  legitimate  regulation  of  commerce  between  thei 
States,  and  to  constitute  the  defendant,  as  to  government  business, 
a  government  agency  and  an  instrument  of  interstate  commerce 
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(Pensacola  Tel.  Co.  v.  Western  Union  Tel.  Co.,  1  Am.  ElectL  Cas, 
250,  96  U.  S.  1,  24  L.  Ed.  708 ;  Western  Union  Tel.  Co.  v.  Texas. 
1  Am.  Electl.  Cas.  373, 105  U.  S.  460,  26  L.  Ed.  1067),  neverthe- 
less it  is  equally  as  well  established  that  ^^  the  property  of  a  tele- 
graph company  within  a  State  is  subject  to  State  taxation,  like  all 
other  property.  The  fact  that  the  company  is  engaged  in  interstate 
commerce,  or  that  it  is  an  agent  of  the  government,  can  afford  no 
immunity  from  the  taxation  of  its  property."  25  Am.  &  Eng.  Enc 
Law  (1st  ed.),  p.  873,  and  cases  cited;  Western  Union  TeL  Co.  v. 
Texas,  1  Am.  Electl.  Cas.  276,  105  U.  S.  464,  26  L.  Ed.  1067; 
Western  Union  Tel  Co.  v.  Taggart,  6  Am.  Electl.  Cas.  621,  16S 
U.  S.  1,  16  Sup.  Ct.  1054,  41  L.  Ed.  49 ;  Western  Union  Tel.  Co. 
V.  Massachusetts,  125  U.  S.  530,  8  Sup.  Ct.  961,  81  L  Ed.  790; 
and  Atty.  Oen.  of  Massachusetts  v.  Western  Union  Tel.  Co.,  141 
U.  S.  40,  11  Sup.  Ct.  889,  35  L.  Ed.  628.  The  plaintiff  relies 
principally  upon  the  cases  of  Western  Union  Tel.  Co.  v.  Massachur^ 
setts,  2  Am.  Electl.  Cas.  57,  125  U.  S.  530,  8  Sup.  Ct.  961,  31  L. 
Ed.  790,  and  Atty.  Oen.  of  Massachusetts  v.  Western  Union  TeL 
Co.,  3  Am.  Electl.  Cas.  40,  141  U.  S.  40,  11  Sup.  Ct  889,  35  L 
Ed.  628.  The  syllabi  in  those  cases  express  clearly  the  points  de- 
cided. In  the  first  case  (2  Am.  Electl.  Cas.  57,  125  U.  S.  630,  8 
Sup.  Ct.  961,  31  L.  Ed.  790),  the  syllabus  is  as  follows: 

**The  privilege  conferred  upon  telegraph  companies  by  Rev.  St.  sec.  5281, 
carries  with  it  no  exemption  from  the  ordinary  burdens  of  taxation  in  a  Stite 
within  which  they  may  own  or  operate  lines  of  telegraph.    The  laws  of  Maan- 
chusetts  impose  a  tax  upon  the  Western  Union  Telegraph  Company  on  16 
count  of  the  property  owned  and  used  by  it  within  that  State,  the  value  ol 
which  is  to  be  ascertained  by  comparing  the  length  of  its  lines  in  that  State 
with  the  length  of  its  entire  lines;  and  such  a  tax  is  essentially  an  exciie 
tax,  and  is  not  forbidden  by  the  fact  of  the  acceptance  on  the  part  of  the 
company  of  the  rights  conferred  on  telegraph  companies  by  Rev.  St.  sec  6283, 
nor  by  the  commerce  clause  of  the  Constitution.     The  principles  establiahei 
by  the  statutes  of  Massachusetts  for  regulating  the  taxation  of  corporatiooi 
doing  business  within  its  limits,  whether  domestic  or  foreign,  do  not  appear 
to  be  unfair  or  unjust.    A  State  statute  which  authorizes  an  injiinction  to  b* 
issued  to  restrain  a  corporation  organized  under  the  laws  of  another  State* 
whose  taxes  are  in  arrear,  from  prosecuting  its  business  within  the  State 
until  the  taxes  are  paid,  is  void  so  far  as  it  assumes  to  confer  power  upon  * 
court  to  so  restrain  a  telegraph  company  which  has  accepted  the  provision* 
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of  Bey.  St.  sec.  5263,  from  operating  its  lines  oyer  military  and  post  roads  of 
the  United  SUtea." 

In  the  second  case  (3  Am.  El^tl.  Oas.  40, 141  U.  S.  40, 11  Sup. 
Cl  889,  35  L.  Ed.  628),  the  syllabus  is  as  follows: 

'The  tax  imposed  by  the  statutes  of  Massachusetts  (Pub.  St.  ch.  13,  sees. 
40,  42),  requiring  eyery  telegraph  company  owning  a  line  of  telegraph  within 
the  State  to  pay  the  State  treasurer  '  a  tax  upon  its  corporate  franchise  at  a 
Tilnation  thereof  equal  to  the  aggregate  yalue  of  the  shares  in  its  capital 
ftodc,"  deducting  such  portion  of  that  valuation  as  is  proportional  to  the 
ksgth  of  its  lines  without  the  State,  and  deducting  also  an  amount  equal  to 
the  ?alue  of  its  real  estate  and  machinery  subject  to  local  taxation  within  the 
Sttte,  is,  in  effect,  a  tax  upon  the  corporation  on  account  of  property  owned 
and  used  by  it  within  the  State,  and  is  constitutional  and  yalid,  as  applied  to 
a  telegraph  company  incorporated  by  another  State^  and  which  has  accepted 
the  rights  conferred  by  Congress  by  section  5263  of  the  Reyised  Statutes." 

It  will  thus  be  observed  that  in  the  first  case  it  was  held 
proper  to  tax  the  tangible  property  of  the  company  iA  that  State, 
ind  that  "  the  value  of  which  is  to  be  ascertained  by  comparing  the 
kngdi  of  its  lines  in  that  State  with  the  length  of  its  entire  lines." 
And  in  the  second  case  it  was  held  proper  to  require  the  company 
to  pay  "  a  tax  upon  its  corporate  franchise  at  a  valuation  thereof 
equal  to  the  aggregate  vahie  of  the  shares  in  its  capital  stock,'^ 
"deducting  such  portion  of  that  valuation  as  is  proportional  to  the 
length  of  its  lines  without  the  State,  and  deducting  also  an  amount 
eqpal  to  the  value  of  its  real  estate  and  machinery  subject  to  local 
taxation  within  the  State."  This  method  of  taxation  was  expressly 
inthorized  by  the  statute  of  that  State.  It  was  argued  in  the  last 
eaae  cited  that  such  a  tax  was  a  tax  upon  its  right  or  franchise  de- 
rived from  the  Act  of  Congress,  and  hence  was  a  tax  on  its  fran- 
Aise,  and  not  on  its  property.  But  the  Supreme  Court  of  the 
United  States  held  that  such  a  method  of  taxation  was  not  a  tax 
on  its  franchise,  but  was  only  a  method  to  ascertain  the  value  of  the 
tangible  property  located  in  the  State  of  Massachusetts.  Mr.  Jus- 
tice Gray,  'delivering  the  opinion  of  the  court,  said : 

"hnt  this  court,  in  answering  that  argument  and  upholding  the  yalidity  of 
the  tax,  affirmed  the  following  propositions :  The  franchise  of  the  company  to 
I*  t  corporation,  and  to  carry  on  the  business  of  telegraphing,  was  derived. 
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not  from  the  act  of  Congress,  but  from  the  laws  of  the  State  of  New  Toric, 
under  which  it  was  organized;  and  it  never  could  have  been  intended  by  the 
Congress  of  the  United  States,  in  conferring  upon  a  corporation  of  one  State  the 
authority  to  enter  the  territory  of  any  other  State,  and  to  erect  its  poles- and 
lines  therein,  to  establish  the  proposition  that  such  a  company  owed  no 
obedience  to  the  laws  of  the  State  into  which  it  thus  entered,  and  was  under 
no  obligation  to  pay  its  fair  proportion  of  the  taxes  necessary  to  the  suppoit 
of  the  government  of  that  State.    2  Am.  Electl.  Cas.  57,  125  U.  S.  547,  648,  8 
Sup.  Ct  963,  31  L.  Ed.  793.     By  whatever  name  the  tax  may  be  called,  M 
described  in  the  laws  of  Massachusetts,  it  is  essentially  an  excise  upon  tht 
capital  of  the  corporation;   and  those  laws  attempt  to  ascertain  the  jmt 
amount  which  any  corporation  engaged  in  business  within  its  limits  shall  paj 
as  a  contribution  to  the  support  of  its  government  upon  the  amount  and  Tains 
of  the  capital  so  employed  by  it  therein.    2  Am.  Electl.  Cas.  57,  125  U.  8.  647, 
8  Sup.  Ct  963,  31  L.  Ed.  793.    The  tax,  though  nominally  upon  the  shares  of 
capital  stock  of  the  company,  is,  in  effect,  a  tax  upon  that  organization  on  ac- 
count of  property  owned  and  used  by  it  in  the  State  of  Massachusetts;  and  tlM 
proportion  of  the  length  of  its  lines  in  that  State  to  their  entire  length  through- 
out the  whole  country  is  made  the  basis  for  ascertaining  the  value  of  that  prop- 
erty.   Such  a  tax  is  not  forbidden  by  the  acceptance  on  the  part  of  the  tele- 
graph company  of  the  rights  conferred  by  section  5263  of  the  Revised  Statates. 
or  by  the  commerce  clause  of  the  Constitution.     2  Am.  Electl.  Cas.  67, 
U.  S.  552,  8  Sup  Ct.  965.  31  L.  Ed.  794.      The  sUtute  of  MassachusetU 
intended  to  govern  the  taxation  of  all  corporations  doing  business  within  it 
territory,  whether  organized  under  its  own  laws  or  under  those  of  some  o1 
State,  and  the  rule  adopted  to  ascertain  the  amount  of  the  value  of  the  capit^^y 
engaged  in  that  business  within  its  boundaries,  on  which  the  tax  should 
assessed,  is  not  an  unfair  or  unjust  one;  and  the  details  of  the  method 
which  this  was  determined  have  not  exceeded  the  fair  range  of  legislative 
cretion.     2  Am.  Electl.  Cas.  57.  125  U.  S.  553,  8  Sup.  Ct.  965,  31  L.  Ed.  7' 
That  decision  was  cited  by  the  court  in  Rattcrman  v.  Telegraph  Co^  2 
Electl.  Cas.  68,  127  U.  S.  411,  426,  427,  8  Sup.  Ct.  1127,  32  L.  Ed.  229,  an<^  ig 
Leloup  V.  Port  of  Mobile,  127  U.  S.  640,  649,  8  Sup.  Ct.  1380,  32  L.  Ed.  3X  Z» 

The  rules  established  by  the  adjudications  may  be  stated  to  "be; 
First,  that  the  Western  Union  Telegraph  Company  is,  as  between 
governmental  departments,  a  governmental  agency,  but  is  not  ao 
as  between  the  company  and  a  State  or  a  citizen ;  second,  that  tiie 
telegraph  company  is  an  instrument  of  interstate  commerce,  ani 
has  a  right  to  enter  a  State  and  transact  business ;  third,  that,  thi 
telegraph  company  being  an  instrument  of  interstate  comme 
and  deriving  its  powers  in  this  regard  from  the  United  States,  m 
State  has  a  right  to  prevent  such  company  from  doing  business  i 
the  State,  for  that  would  be  an  interference  with  interstate 
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iimt!e ;  f ourth^  that  the  tangible  property  of  the  telegraph  company 
located  in  a  State  is  subject  to  taxation  like  any  other  property  in 
that  State^  and  its  franchise  or  right  derived  from  the  act  of  1866 
does  not  exempt  such  property  from  taxation  by  the  State  in  which 
flKJi  property  is  located;  fifth,  that  in  determining  the  value  of 
the  tangible  property  of  the  company  located  in  any  State  it  is 
proper  to  compare  the  length  of  its  lines  in  that  State  with  the 
length  of  its  entire  lines,  or  to  take  the  aggregate  value  of  the  shares 
of  its  capital  stock,  and  deduct  therefrom  such  portion  of  that  val- 
uation as  is  proportional  to  the  length  of  its  lines  without  the  State, 
md  also  to  deduct  therefrom  the  value  of  its  real  estate  and  machin- 
ery subject  to  local  taxation  within  the  State.    And  that  such  taxes 
n  assessed  constitute  an  excise  tax  upon  the  property  or  capital  of 
the  corporation,  and  not  a  tax  upon  any  franchise  of  the  corpora- 
don.    In  tlie  case  at  bar  the  board  of  equalization  first  ascertained 
the  number  of  miles  of  poles  and  wire  and  the  number  of  instru^ 
ments  owned  by  the  defendant,  and  used  in  this  State,  and  placed  a 
valuation  upon  them.    The  board  then  considered  "  all  other  prop- 
«ty  "  owned  by  the  defendant  located  in  this  State,  and  put  a 
valuation  upon  that.     The  defendant's  evidence  shows  that  it  did 
own  other  property  in  this  State  besides  the  poles,  wire,  and  instru- 
ments specially  enumerated  and  valued.    But  it  contends  that  such 
other  property  was  worth  only  $1,000,  and  not  $856,400.56,  as 
^4e  board  found  it  to  be  worth.    The  utmost  that  could,  therefore, 
he  said  of  this  item  is  that  the  defendant  and  the  board  diifered  in 
opinion  as  to  the  value  of  such  other  property,  and,  this  being  an 
Action  at  law,  wherein  the  defendant  attempts  to  defeat  the  whole 
i^vy,  as  long  as  it  appears  that  the  defendant  owned  some  property, 
^nd  the  only  question  is  whether  it  was  of  the  one  value  or  the 
other,  the  defense  must  fail,  for  a  court  of  law  has  no  machinery 
^or  determining  how  much  such  poperty  was  really  worth ;  and,  in 
addition,  if  all  defendant  claims  be  true,  it  is  merely  a  case  of 
overvaluation,  and  not  an  erroneous  assessment,  and  under  the  law 
of  this  State  mere  overvaluation  is  no  defense  to  a  suit  upon  a  tax 
lill  for  section  7579,  Rev.  St.  1889  (section  9197,  Rev.  St.  1899), 
expressly  provides  that  "  valuations  placed  on  property  by  the  as- 
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sessor  or  board  of  equalization  shall  not  be  deemed  to  be  erroneous 
assessments  under  this  section." 

But,  aside  from  this,  such  a  defense  is  not  available  to  the  de- 
fendant in  a  suit  upon  the  tax  bill  in  a  court  of  law,  but  '^  a  party 
aggrieved  may  resort  to  a  court  of  equity  to  restrain  the  exaction 
of  the  excess  upon  payment  or  tender  of  what  is  admitted  to  be 
due."  Stanley  v.  Supervisors,  121  U.  S.  535,  7  Sup.  Ct  1184,  80 
L.  Ed.  1000.  This  the  defendant  has  wholly  failed  to  do.  It  ad- 
mits it  owns  some  property  that  is  subject  to  taxation  other  than 
that  specifically  enumerated,  and  it  has  not  sought  the  aid  of  a 
court  of  equity  to  relieve  it  against  the  claimed  excessive  tax,  nor 
has  it  paid  or  offered  to  pay  the  tax  upon  the  other  property  it 
admits  it  owns,  even  upon  its  own  basis  of  valuation  thereof.  So 
that,  even  if  this  was  an  appropriate  proceeding  in  equity,  the 
defendant  has  not  brought  itself  within  the  rule  entitling  it  to  re- 
lief as  laid  down  by  the  Supreme  Court  of  the  United  States.  The 
defendant,  however,  contends,  and  the  trial  court  found,  that  ^^  all 
other  property  at  $856,400.56  "  included  franchises  which  were 
derived  from  the  Federal  government,  and  were  nontaxable  by 
reason  of  such  derivation,  and  that  the  defendant  is  a  govern: 
mental  agent  and  an  instrument  of  interstate  commerce,  exeroisixig 
its  rights  in  Missouri  solely  by  virtue  of  such  Federal  authority; 
and  hence  that  court  held  that  the  portion  of  the  tax  based  upon 
this  item  of  assessment  could  not  be  recovered.  The  trial  court 
was  right  in  holding  that  the  defendant  is  a  governmental  agent, 
but  this  only  extended  to  its  relations  between  the  government  and 
its  agent.  The  trial  court  was  also  right  in  holding  that  the  defend- 
ant is  an  instrument  of  interstate  commerce.  But  the  trial  court 
was  in  error  in  holding  that  the  defendant  derived  its  franchise — 
that  is,  its  right  to  exist  and  be  a  corporation  and  do  a  tel^raph 
business — from  the  government  of  the  United  States.  That  frwi- 
chise  is  derived  from  the  State  of  New  York,  and  not  from  the 
government  of  the  United  States.  Neither  the  Act  of  Congress 
of  1866  nor  its  acceptance  by  the  defendant  created  the  defendant, 
or  gave  it  the  right  to  do  business.  The  defendant  was  created  by 
the  laws  of  New  York  12  years  before  the  Federal  statute  was  en- 
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icted.    The  defendant  was  obliged  to  be  a  telegraph  company  or 
engaged  in  that  business  before  it  could  accept  the  provisions  of 
that  act     It  could  not  be  created  a  telegraph  corporation  by  the 
goyemment  of  the  United  States,  or,  at  any  rate,  it  had  not  been 
90  created.     The  fact  that  it  is  an  instrument  of  interstate  com- 
merce, or  that  it  had  accepted  the  Act  of  1866,  did  not  exempt  its 
property  in  this  State  from  taxation.     25  Am.  &  Eng.  Enc.  Law 
(Ist  ed.),  p.  873;  Western  Union  Tel.  Co.  v.  Texas,  1  Am.  Electl. 
Cas.  373,  105  U.  S.  464,  26  L.  Ed.  1067 ;  Western  Union  Tel.  Co. 
V.  TaggaH,  6  Am.  Electl.  Cas.  621, 163  U.  S.  1,  16  Sup.  Ct.  1054, 
41  L  Ed.  49 ;  Western  Union  Tel.  Co.  v.  Massachusetts,  2  Am. 
Electl.  Cas.  67,  126  U.  S.  630,  8  Sup.  Ct  961,  31  L.  Ed.  790; 
itty.  Oen.  of  Massachusetts  v.  Western  Union  Tel.  Co.,  3  Am. 
ElectL  Cas.  40,  141  U.  S.  140,  11  Sup.  Ct.  889,  35  L.  Ed.  628. 
So  that  when,  in  determining  the  value  of  the  property  of  the  de- 
fendant in  this  State,  the  board  of  equalization  took  into  considera- 
tion "the  cost  of  construction  and  equipment  of  said  Western 
Union  Telegraph  Company,  and  the  location  thereof,  and  its  traflSc 
and  business,  and  the  par  value  of  its  stock  and  bonds,  and  the 
gross  receipts  and  net  earnings  and  franchise  owned  by  said  com- 
pany, and  the  value  thereof,"  it  did  not  and  could  not  have  in- 
cluded therein  any  franchise  derived  by  the  defendant  from  the 
government  of  the  United  States,  because  that  government  had  con- 
ferred no  such  franchise;  nor  was  such  a  valuation  placed  upon 
*'  all  other  property  "  a  tax  upon  the  franchise  of  the  defendant 
company.     The  franchise  derived  by  the  defendant  from  the  State 
of  New  York  was  considered  by  the  board  in  determining  the  value 
of  die  property  of  the  defendant  located  in  this  State ;  that  is,  that 
property  was  valued  not  as  so  many  poles,  so  much  wire,  so  many 
instruments,  or  so  much  "  other  property  "  in  the  abstract,  but  was 
Valued  in  the  concrete,  in  the  relation  that  such  property  in  the 
abstract  bore  to  other  property  in  the  abstract,  which,  being  brought 
into  relation  towards  each  other — into  a  system,  located  partly  in 
this  State  and  partly  in  other  States — ^gave  each  part  a  concrete 
value,  which  was  much  greater  than  its  abstract  value.     The  right 
to  exist — the  franchise — of  the  defendant  was  property,  and  was 
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subject  to  taxation,  either  directly,  in  the  proportion  that  the  por- 
tion of  the  franchise  exercised  in  this  State  bore  to  the  proportion 
of  the  franchise  exercised  in  all  other  States,  or  indirectly,  as 
was  done  in  Massachusetts  and  as  was  done  here^  by  being  im- 
pressed upon  the  tangible  property  owned  by  it,  thereby  increasing 
its  value,  and  by  considering  the  franchise  and  its  tangible  prop- 
erty as  a  system,  and  then  assessing  the  part  of  the  property  formr 
ing  a  part  of  the  system  and  located  in  Missouri  as  of  its  propor- 
tionate value  of  the  whole  property  constituting  the  system.  This 
was  expressly  held  to  be  proper  in  Western  Union  Tel.  Co.  v.  Masa- 
achttsetts,  2  Am.  Electl.  Cas.  57,  125  U.  S.  530,  8  Sup.  Ct.  961, 
81  L.  Ed.  790.  The  rule  approved  in  Atty.  Gen.  of  Massachusetts 
V.  Western  Union  Tel  Co.,  3  Am.  Electl.  Cas.  40,  141  U.  S.  40, 11 
Sup.  Ct.  889,  35  Ij.  Ed.  628,  accomplishes  the  same  result,  for  it 
is  "  a  tax  upon  its  corporate  franchise  at  a  valuation  thereof  equal 
to  the  aggregate  value  of  the  shares  of  its  capital  stock,"  deducting 
such  proportion  of  that  valuation  as  is  proportional  to  the  length  of 
its  lines  without  the  State,  and  deducting  also  an  amount  equal  to 
the  value  of  its  real  estate  and  machinery  subject  to  local  taxation 
within  the  State.  This  is  only  another  method  of  adding  the  value 
of  the  franchise  to  the  value  of  the  property  located  in  the  State, 
and  thereby  taxing  its  concrete  value,  which  is  its  real  value,  and 
the  value  at  which  it  could  be  sold.  It  will  not  do  to  say,  as  the  de- 
fendant does,  that  the  poles,  wire,  and  instruments  could  be  re- 
placed new  at  a  cost  of  $984,357.89,  and  that  all  its  other  property 
in  this  State  is  only  worth  $1,000.  Those  sums  may  represent  the 
value  of  the  property  in  the  abstract,  but  they  do  not  represent 
the  value  of  the  property  in  the  concrete,  because  as  a  part  of  a 
system  a  greater  value  is  necessarily  impressed  upon  the  abstract 
property,  and  thereby  the  property  becomes,  it  may  be,  worth  many 
times  as  much  as  it  would  be  if  considered  in  the  abstract.  No 
injustice  is  done  to  the  defendant  in  so  valuing  it,  because  the  de- 
fendant so  uses  it  and  treats  it,  and  because  it  is  worth  more,  for  it 
would  sell  for  more  as  a  necessary  part  of  a  system  than  it  would 
if  it  was  sold  in  the  abstract,  or  than  if  it  had  no  such  relation  to 
the  other  parts  of  the  system.     In  other  words,  the  defendant 
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Tilues  it  for  taxation  at  its  abstract  value,  while  it  enjoys  it  and 
doives  profit  from  it  according  to  its  concrete  value.  It  follows 
duit  the  judgment  of  the  Circuit  Court  holding  that  the  tax  assessed 
igainst  "  all  other  property  at  $856,400.56 ''  to  be  imlawful  is 
enoneous,  and  that  the  plaintiff  is  entitled  to  a  judgment  for  the 
iliole  amount  of  the  tax  sued  for. 

Judgment  is  accordingly  entered  for  the  plaintiff  here  for  $1,- 
0S7.22,  back  taxes  for  the  year  1899,  with  interest  thereon  from  the 
kt  of  January,  1900,  at  the  rate  of  1  per  cent,  per  month  (Eev.  St. 
1899,  sec.  9225),  and  costs.    All  concur. 

Tdftgraph  lines  deemed  real  property  for  the  purpose  of  taxation,  see 
Weitem  Un.  Tel,  Co,  v.  Tennessee^  1  Am.  Electl.  Cas.  327,  9  Baxt.  (Tenn.) 
127.  But  this  proposition  has  been  controverted,  and  there  are  cases  to  the 
dfect  that  poles  and  wires  for  conducting  electricity  are  not  appurtenant  to 
tlie  land,  and  are  not  in  a  strict  sense  to  be  deemed  real  property.  Shelby- 
fiUf  Water  Co,  v.  People,  4  Am.  Electl.  Cas.  559,  140  111.  545,  30  N.  E.  678. 
lithe  csjBe  of  Memphis  Oas  Light  Co,  v.  State,  6  Cald.  (Tenn.)  the  court  said: 
"Pipes  for  gas  laid  through  the  streets  of  the  city  by  permission  of  the  cor- 
porate authorities,  do  not  become  the  property  of  the  city,  or  a  part  of  the 
Rtltj.  They  are  personal  property  and  the  property  of  the  company.''  To 
ike  same  effect  is  Commonwealth  v,  Lowell  Oas  Light  Co,,  12  Allen  (Mass.) 
75.  And  see  Neiwport  III,  Co,  v.  Tax  Assessors,  6  Am.  Electl.  Cas.  659,  19  R. 
I.  632,  36  Atl.  426,  holding  that  dynamos,  switch-boards,  poles  and  wires  are 
penonal  rather  than  real  property  for  the  purpose  of  taxation  under  the 
Bliode  Island  law. 


New  Englaio)  Telephone  &  Telegraph  Co.  v.  City  of 

Manchester. 

New  Hampshire;  Supreme  Court. 

!•  Taxation  of  seal  estate  of  telephone  company. — ^The  statute  (N.  H. 
Pub.  Stats.  1901,  ch.  64,  sec.  3)  imposes  a  State  tax  upon  the  value  of  the 
lines  of  telephone  companies  within  the  State,  including  poles,  wires, 
instruments,  apparatus,  office  furniture  and  fixtures  of  all  kinds.  Section 
12  of  such  statute  provides  that  such  companies  shall  be  taxed  only 
in  the  mode  prescribed  therein,  "except  upon  real  estate  not  used  in  their 
ordinary  business."  It  was  held  that  this  statute  precluded  the  local 
taxation  of  the  real  estate  of  such  companies  which  was  used  in  their 
ordinary  business. 
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Petition  by  plaintiff  for  abatement^f *  taxes.  Decided  May  5, 
1903;  reported  (N.  II.)  55  Atl.  188. 

The  plaintiffs  are  a  corporation  duly  established  under  the  laws  of  Maasa* 
chusetts.    They  operate  lines  in  New  Hampshire,  and  have  in  this  State  prop* 
erty  consisting  of  telephones,  lines,  wires,  poles,  and  other  implements  and  li- 
st rumen  tali  ties   required  for  conducting  their  business.     Their   property  ii       i 
other  States  is  of  a  similar  character,  and  is  used  for  a  similar  purpose.   Ite       i 
corporate  property  is  wholly  represented  by  capital  stock.    The  plaintiifi  on 
real  estate  situate  on  Concord  street,  in  Manchester.     The  building  thenoi 
was  designated  and  erected  exclusively  for  a  telephone  exchange,  and  ia  med       j 
solely  for  that  purpose.    All  wires  and  connections  in  Manchester  and  thou       ^ 
leading  from  Manchester  elsewhere  are  operated  in  the  building,  and  the  ct- 
g^ncs,  dynamos,  and  other  apparatus  used  in  the  business  are  located  theniL        -^ 
The  building  also  contains  offices,  occupied  by  the  local  manager  and  otkn        ^ 
connected  with  the  company,  and  a  storeroom  for  supplies  used  in  oonduetiig       .; 
the  business  in  Manchester  and  vicinity,  and  making  repairs  and  renewtli,  iii        \ 
in  providing  for  new  construction.    In  1001  the  State  board  of  equalizatioi^ 
acting  under  chapter  G4  of  the  Public  Statutes,  determined  the  value  of  the        \ 
plaintiff's  property  in  this  State  for  purposes  of  taxation  to  be  $320,000,  ui      '  J 
assessed  a  tax  thereon  of  $5,408,  which  sum  was  paid  to  the  State  tretsoicr.        ^ 
In  the  same  year  the  assessors  of  Manchester  assessed  a  tax  upon  the  pliii*        ^ 
tiff's  real  estate  on  Concord  street,  and  payment  of  the  same  was  demtDdci 
A  petition  for  abatement  was  seasonably  filed  and  denied.     March  8,  1902^ 
the  plaintiffs  under  protest  paid  to  the  city  the  sum  of  $256.26,  as  the  tSMnOt 
of  the  tax  and  interest  thereon. 

Joseph  W.  Fellows,  for  plaintiffs. 
George  A.  Wagner,  for  defendants. 

Opinion  by  Remtck,  J. : 

The  law  provides  that  "  every  person  or  corporation  owning* 
operating  a  telegraph  or  telephone  line  within  the  State  shall  piy 
to  the  State,  for  its  use,  an  annual  tax  upon  the  value,  on  the  first 
day  of  April  of  each  year,  of  the  telegraph  or  telephone  line  within 
the  State,  then  o\vncd  or  operated  by  such  person  or  corporatioDi 
including  poles,  wires,  iustniments,  apparatus,  oflSce  furniture,  an4 
fixtures  of  all  kinds,  at  a  rate  as  nearly  equal  as  may  be  to  4* 
average  rate  of  taxation  at  that  time  upon  other  property  throng 
out  the  State  "  (Pub.  St.  1901,  c.  64,  sec.  3)  ;  and  also  that  "the 
State  board  of  equalization  shall  determine  the  value  of  the  piop" 
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crty  to  be  taxed  by  virtue  of  the  preceding  sections  and  the  rate 
of  taxation,  and  shall  assess  such  taxes."  Pub.  St.  1901,  c.  64, 
sec  4. 

The  defendants  contend  that,  as  real  estate  is  not  specifically 
mentioned  in  the  foregoing  section  3,  all  the  real  estate  of  tele- 
graph and  telephone  companies  is  taxable,  like  real  estate  generally, 
in  "  the  town  in  which  it  is  situate."    Pub.  St.  1901,  c.  56,  sec.  14. 
There  might  be  force  to  this  contention  were  it  not  for  section  12, 
1 64,  Pub.  St  1901,  which  provides  that  "  telegraph  and  telephone 
corporations  and  companies  shall  be  taxed  only  in  the  mode  pre- 
scribed in  this  chapter,  except  upon  real  estate  not  used  in  their 
ordinary  business."  It  is  entirely  clear,  in  the  light  of  this  section, 
thit  the  L^slature  intended  that  such  real  estate  of  telegraph  and 
telephone  companies  as  is  "  used   in   their  ordinary  business." 
sbold  be  taxed  by  the  State  board  of  equalization  for  the  use  of  the 
State,  as  provided  by  section  4,  c.  64,  Pub.  St.  1901,  and  not  by  the 
"town  in  which  it  is  situate,"  as  provided  by  section  14,  c.  56, 
Pub.  St.  1901.    As  it  is  found  that  the  real  estate  in  question  waa 
owned  by  the  plaintiffs  and  "  used  in  their  ordinary  business,"  it 
follows  that  its  taxation  by  the  city  of  Manchester  was  unlawful, 
and  that  the  tax  should  be  abated. 
Case  discharged.    All  concurred. 

Other  Cases  Relating  to  Taxation  of  Telegraph  and  Telephone 

Companies. 

1*  City  ordinance  imposing  license  tax  on  telee^raph  poles  and 
MMdmits;  oonstitntionality. — In  the  case  of  Postal  Tcleg.  Cable  Co.  v.  City 
of  Norfolk,  Va.,  43  S.  E.  207,  an  ordinance  of  the  city  of  Norfolk  was  under 
consideration.  Such  ordinance  provided  that  any  corporation  cnnraged  in  send- 
ing telegrams  to  or  from  the  city  of  Norfolk  to  or  from  points  within  the  State 
<rf  Virginia,  excepting  telegrams  sent  to  or  received  by  the  government  of  the 
United  States,  or  of  the  State  or  its  agants  or  officerft,  shall  pay  a  license  tax 
<rf$250,  and  in  addition  $1  for  each  pole,  and  $1  for  eaeli  100  feet  of  conduits 
on  the  streets  or  alleys  of  the  city  owned  by  sucli  person  or  corporation ;  an- 
other ordinance  passed  in  connection  therewith  provided  that  nothing  therein 
contained  shall  be  construed  as  imposing  a  tax  upon,  or  restricting,  interstate 
commerce.  Such  ordinance  was  held  constitutional :  it  was  not  in  violation  of 
^-  8.  Const.,  art.  1,  sec.  8,  conferring  on  Congress  sole  power  to  regulate  com- 
^^« between  the  States;  nor  was  it  violative  of  art.  10,  sec.  4,  of  the  Virginia 
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Constitution,  authorizing  the  general  assembly  to  levy  a  tax  on  business  which 
cannot  be  reached  by  the  ad  valorem  system  of  taxation. 

2.  Ideense  fee  on  telephone  eompany  for  mse  of  eity  stveetsi 
ohise  for  nse  of  street  having  been  giranted,  ne'w  eonditioi 
be  imposed. — ^In  the  case  of  Sunset  Teleph.  d  Teleg.  Co.  v.  City  of  Medfcrd^ 
115  Fed.  202  (Cir.  Ct.,  Dist.  Oregon),  the  plaintiff  sought  to  enjoin  the  citj 
of  Medford  from  removing  its  poles  and  wires  from  the  streets  for  a  failure 
to  pay  an  annual  license  fee,  imposed  by  an  ordinance  of  such  city.  The  coart 
said: 

''Section  102  of  the  act  of  the  Legislature  incorporating  the  city  of  Med- 
ford provides  that: 

**  'The  city  council  shall  have  power  to  license,  regulate  or  prohibit  tde- 
graph  and  telephone  companies  using  the  roads,  streets  or  alleys  of  the  citj 
and  road  aistrict,  and  to  fix  the  compensation  which  such  companies  shall  an- 
nually pay  to  the  city  for  such  license  or  privilege.    But  no  license  shall  grants 
an  exclusive  right  to  any  such  company.' 

**  The  ordinance  complained  of  provides  that  no  peracm  shall  engage  in 
telephone  business,  or  place  in  or  occupy  any  of  the  streets  with  its  poles 
wires,  without  paying,  for  an  annual  license  so  to  do,  the  sum  of  9100, 
when  this  sum  is  paid,  the  city  recorder  shall  issue  a  license  to  the 
authorizing  and  permitting  said  person  or  company  to  engage  in  the 
business  within  said  city  for  the  period  of  one  year ;  that  the  person  or 
pany  paying  said  license  fee,  during  the  year  for  which  they  have  paid 
license,  shall  have  a  right  to  occupy  the  streets  and  alleys  with  his  or  its 
and  wires,  etc.    This  is  a  revenue  provision,  and  is  not  within  the  author^^^ 
conferred  upon  the  city  by  its  charter.    'The  power  to  license,  as  a  means 
regulating  a  business,  implies  the  power  to  charge  a  fee  therefor  sufficien^^.     I 
defray  the  expense  of  issuing  the  license,  and  to  compensate  the  city,  for  ^^koi 
expense  incurred  in  maintaining  such  regulation.     Whenever  it  is  mani.^p^ 
that  the  fee  for  the  license  is  substantially  in  excess  of  what  it  should  b^^  ^ 
will  be  considered  a  tax,  and  the  ordinance  imposing  it  void.'    Laundry  Lifn^mm 
case  (D.  C),  22  Fed.  701.    If  the  city  has  authority,  under  section  102  of   th» 
charter,  to  fix  the  compensation  which  shall  be  annually  paid  for  such  license 
or  privilege  to  use  the  roads  and  streets  of  the  city,  then  the  city  might  hsve 
required  the  payment  of  the  sum  fixed  by  the  ordinance  for  such  use.    But  i^ 
did  not  do  this.     From  the  averments  of  the  bill,  it  appears  that  the  eoiBL' 
plainant  has  the  right  to  use  the  streets  of  the  city,  by  permission  of  its  hn^^ 
fully  appointed  officers.    If  so,  the  city  cannot  add  new  conditions  to  the  gras.'^ 
after  the  company  has  accepted  it  and  established  its  plant.     If  by  the  powtBf* 
to  fix  compensation  is  meant  the  compensation  that  the  city  is  to  receive  ff^"^ 
the  license  regulation,  the  case  is  within  the  rule  of  the  Laundry  License 
(D.  C),  22  Fed.  701,  and  the  compensation  to  be  fixed  must  not  go  beyond 
expense  of  issuing  the  license  and  maintaining  the  license  regulation.     I^ 
short,  the  city  cannot  add  to  the  conditions  upon  which  the  right  to  use  tbv-' 
streets  was  granted  to  the  complainant,  and  while  it  may  exact  compensation -> 
for  the  license,  it  cannot,  under  the  power  given  in  its  charter,  make  such  ooi 
pensation  a  matter  of  revenue.'^ 
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Patebsoit  &  Passaic  Gas  &  Elect.  Co.  v.  State  Boabd  of 

Assessors. 

New  Jersey;  Supreme  Court, 

L  FiiHCHiSB  TAX  oif  ELBcmtic  U6HT  ooMPANT. — ^The  Pater«on  &  Passaic  GkM 
t  Electric  Company  was  formed  March  1,  1899,  by  the  consolidation  and 
merger  of  eight  corporati<m,  some  of  whom  possessed  and  exercised  munici- 
pal franchises  within  the  definition  laid  down  in  State  Board  of  Aaaeaaors 
V,  PUUttfield  Water  Company,  G7  N.  J.  Law,  357,  52  Atl.  230,  and  since 
its  formation  the  consolidated  company  has  constantly  exercised  those 
franchises.  Held,  that  the  company  is  subject  to  taxation  under  section 
4  of  the  act  of  March  23,  1900  (P.  L.  p.  502),  for  the  taxation  of  fran- 
chises. 

ft  Amount  of  tax. — The  tax  to  be  levied  on  the  corporation  under  that  section 
is  2  per  cent,  of  its  gross  annual  receipts  from  all  its  business,  not  merely 
2  per  cent,  of  its  receipts  from  the  exercise  of  municipal  franchises. 
(SjHabuB  by  the  court.) 

Certiorari  to  review  assessment  against  relator.    Decided  Feb- 
mtiy  24,  1908;  reported  (N.  J.  Law),  54  Atl.  246. 

B.  v.  Lindabury  and  Hobart  Tvitle,  for  prosecutor. 

Michael  Dimn,  for  defendants. 

Opinion  by  Dixon,  J. : 

The  Paterson  &  Passaic  Gas  &  Electf  ic  Company  was  formed  on 
^March  1,  1899,  by  the  consolidation  and  merging  of  the  Paterson 
Gaslight  Company,  the  People's  Gaslight  Company  of  the  City  of 
Paterson,  the  Passaic  Gaslight  Company,   the  Edison   Electric 
Illuminating  Company  of  Paterson,  the  Passaic  &  Bergen  Gas 
Company,  the  Lodi  Light,  Heat  &  Power  Company,  the  Passaic 
Electric  Light,  Heat  &  Power  Company,  and  the  Passaic  Lighting 
Company.     Under  the  Corporation  Act  of  1896,  in  pursuance  of 
wliich  the  merger  and  consolidation  took  place,  the  several  corpora- 
tions became  a  new  single  corporation,  with  a  new  name,  new  capi- 
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tal  stocky  and  new  directors,  and  was  (speaking  generally)  en- 
dowed with  all  the  rights  and  powers,  and  charged  with  all.  the 
duties  and  limitations,  of  the  constituent  companies.     Under  the 
Act  of  March  23,  1900,  for  the  taxation  of  franchises  (P.  L  p. 
602),  this  company,  on  April  23,  1901,  made  return  to  the  State 
board  of  assessors  that  its  gross  receipts  from  its  business  in  the 
State  of  New  Jersey  for  the  year  ending  December  34,  1900^ 
amounted  to  $572,007.40,  whereupon  that  board  assessed  the  tax 
against  the  company  at  $11,440.15,  and  apportioned  the  same  to 
the  various  taxing  districts  in  which  the  property  of  the  company 
was  located.     The  present  writ  of  certiorari  is  prosecuted  to  re* 
duce  that  tax. 

The  ground  of  the  application  for  reduction  is  that  three  of  tlie 
constituent  companies,  namely,  the  Paterson  Guslight  Company, 
the  People's  Gaslight  Company,  and  the  Passaic  Gaslight  Com. 
pany,  never  exercised  any  "  municipal  franchises "  within  the 
definition  of  that  phrase  given  in  State  Boa/rd  of  Assessora  r, 
Plainfield  Water  Company,  67  N.  J.  Law,  357,  52  Atl.  230.  The 
prosecutor  contends  that  as,  by  the  terms  of  the  Act  of  1900,  it 
cannot  "  apply  to  any  corporation  which  has  not  hitherto  or  may 
not  hereafter  exercise  any  municipal  franchise  "  (section  8),  there- 
fore it  cannot  apply  to  the  prosecutor,  so  as  to  impose  a  tax  upon 
the  receipts  derived  from  the  business  formerly  carried  on  by  those 
companies.  This  contention  plainly  ignores  the  language  of  the 
statute.  Construing  together  the  first,  fourth  and  eighth  sectioM 
of  the  act,  it  will  be  manifest  that  the  corporations  which  are  to 
make  return  to  the  State  board  are  thus  described :  "  Corporations 
(other  than  municipal  corporations  or  corporations  taxable  under 
the  Act  of  April  10,  1884),  which  have  acquired,  or  may  hereafter 
acquire,  authority  or  pennission  from  the  State  or  from  any  taxing 
district  thereof,  and  have  or  may  hereafter  have  the  right  to  use 
and  occupy,  and  occupying,  the  street  or  highways,  roads,  lanes 
or  public  places  in  the  State,"  excluding,  however,  from  such  class 
of  corporations,  "  any  corporation  which  has  not  hitherto  or  may 
not  hereafter  exercise  any  municipal  franchise."  The  prosecutor 
concedes  that  it  is  not  taxable  under  the  Act  of  April  10,  1884; 
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that  it  acquired  from  the  State,  through  the  charters  of  the  three 
eonstituent  companies  last  named,  and  from  certain  taxing  dis- 
tricts of  the  State,  through  the  five  other  constituent  companies, 
authority  and  permission  to  use  and  occupy  certain  streets  and 
y^^ways  in  several  municipalities  of  the  State;  that  it  is  using 
dioee  streets  and  highways;  and  that  the  franchises  passing  to  it 
bam.  those  five  companies,  and  which  it  is  constantly  exercising, 
were  municipal  franchises  within  the  case  cited — ^that  is,  fran- 
diiaes  that  could  not  be  exercised  without  first  obtaining  the  con- 
sent of  the  municipalities  within  whose  limits  they  were  to  be  exer- 
eised.    It  thus  appears  that  the  present  corporation  is  within  the 
general  scope  of  sections  1  and  4-  of  the  act,  and  is  not  within  the 
special  exception  of  section  8 ;  in  other  words,  that  it  is  a  corpora- 
tion required  to  make  return  to  the  State  board.    What  that  return 
18  to  set  forth  is  declared  by  the  act  in  unmistakable  terms,  **  the 
poes  receipts  of  its  business  in  the  State  of  New  Jersey  for  the 
preceding  year,"  and  then  "  an  annual  franchise  tax  of  two  per 
centum  upon  the  annual  gross  receipts  as  aforesaid  "  is  to  be  as- 
sessed upon  the  corporation  in  lieu  of  all  other  franchise  taxes. 
There  is  here  no  suggestion  that  the  tax  is  to  be  limited  to  such 
receipts  as  are  derived  from  the  exercise  of  municipal  franchises. 
The  tax  is  aflSrmed,  with  costs. 

Tazmtiim  on  receipts  of  bnsiness  of  eleotrio  lisht  company. — In  the 

ease  of  Commonwealth  v.  Brush  Elect.  Light  Co.,  204  Pa.  St.  249,  53  Atl.  1096, 
tn  electric  light  company  was  taxed  upon  its  entire  receipts,  including  those 
derived  from  selling  electric  power  for  manufacturing  purposes  and  from  sales 
<rf electric  supplies.  The  court  said:  "By  section  23  of  the  act  of  June  1,  1889 
(P.  L.  420),  electric  light  companies  are  taxed  eight  mills  upon  the  gross 
receipts  from  their  business.  The  appellant,  such  a  company,  claims  exemption 
'rom  this  tax  upon  certain  items  in  its  gross  receipts,  because  they  are  not 
derived  from  electric  lighting.  They  are  for  electric  power  furnished  to  indi- 
riduala  and  corporations  for  manufacturing  purposes,  and  for  sales  of  electric 
lupplies,  such  as  lamps,  drop  lights,  fans,  etc.  The  contention  of  the  appellant 
w  that,  as  it  is  incorporated  as  an  electric  light  company,  only  its  gross  re- 
ceipts from  electric  lighting  are  taxable.  But  such  are  not  the  words  of  the 
rtatute.  They  are  clear  and  unambiguous,  as  they  must  be,  if  the  comraon- 
^wlth  is  entitled  to  the  taxation  imposed.    Boyd  v.  Hood,  57  Pa.  98.    The  tax 

• 

>•  not  to  be  paid  upon  the  gross  receipts  from  electric  lighting,  but  upon  the 
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gross  receipts  from  the  business  of  the  company.    For  the  purpose  of  enlargnf 
and  swelling  the  volume  of  its  business,  it  furnishes  not  only  deetrie  light, 
but  electric  power  to  manufacturers,  and  sells  electric  supplies.    Haying  ao 
extended  ita  business  beyond  the  mere  furnishing  of  light  by  electricity,  the 
company  has  largely  increased  its  reyenues,  and  it  would  be  a  strained  eos- 
struction  of  the  worda  of  the  statute  if  the  gross  receipts  from  its  biuii» 
should  be  interpreted  as  meaning  only  its  gross  receipts  from  electric  ligiiti^ 
simply  because  it  is  called  an  electric  light  company.    It  is  taxed  on  whtt  it 
does.    The  statute  imposes  the  tax  not  upon  a  portion  of  its  receipts^— tbon 
derived  from  a  particular  commodity  it  supplies  to  the  public, — but  upos  aD 
of  its  receipts  from  its  general  business  conducted  under  its  franchises.  Hiv- 
ing, under  what  it  regards  as  its  franchises,  not  questioned  by  the  eommflB- 
wealth,  enlarged  its  business  by  extending  the  same  beyond  the  mere  funuik- 
ing  of  light,  and  haying  realized  largely  increased  reyenue  from  to  doia|^ 
its  plea  for  abatment  of  the  tax  claimed  by  the  State  is  nngradou,  ui 
cannot  avail  it  in  the  face  of  the  statute  declaring  what  it  ahall  pay." 
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Alabama;  Supreme  Court. 

I  l5JUnr  CAT7SKD  BT  FALLEN   WISE   WHICH  FBIOHTENEO  PLAINTIFF'S  TKAIC.-* 

The  plaintiffs  team  came  in  contact  with  a  wire  of  the  defendant,  which 
had  fallen  from  a  defective  cross-arm  of  the  pole  from  which  it  was  sus- 
pended, and  from  the  shock  the  team  became  unmanageable  and  the  plain- 
tiff was  thrown  from  his  wagon  and  injured.  The  complaint  alleged  that 
the  defendant  negligently  allowed  its  wire  to  remain  a  short  distance 
tbove  the  road,  so  as  to  permit  of  contact  with  the  plaintiff's  team.  It 
was  held  sufficient. 

l£nDENCB    AS    TO    NBOLIOENCB   IN    FEBMITTINQ    DETACHED    WIRES. — ^Evidence 

as  ID  rottenness  of  cross-arm,  from  which  wire  was  suspended,  and  also 
as  to  the  wires  being  down  for  a  period  of  two  days,  held  sufficient  to 
infer  negligence, 
t.  Instsdctions. — Instructions  as  to  liability  of  defendant  considered. 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
April  9,  1902 ;  reported  133  Ala.  217,  32  So.  500. 

This  was  an  action  brought  by  the  appellee,  C.  A.  Jones,  against  the  Postal 
'lelegraph  Cable  Company,  to  recover  damages  for  personal  injuries  received 
by  him  while  traveling  along  a  public  highway,  by  the  side  of  which  the  de- 
fendant had  its  wires  strung,    llie  complaint,  as  amended,  contained  but  one 
coant.    In  this  count  the  plaintiff  alleged  that  on  November  5,  1898,  the  de- 
fendant owned  and  operated  a  line  of  telegraph  wire  which  was  attached  to 
poles  along  or  near  the  public  highway  in  Jefferson  county ;  that  said  line  of 
telegraph  wire  was  heavily  charged  with  electricity,  '*and  it  became  and  was 
the  duty  of  defendant  to  use  due  care  to  have  and  keep  said  wire  high  up  from 
the  said  road,  yet,  notwithstanding  said  duty,  defendant  negligently  caused  or 
allowed  said  wire  to  be  or  remain  on  or  such  a  short  distance  above  said  public 
highway  that  the  public  traveling  said  highway   were  liable  to  be   injured 
thereby."     It  was  then  averred  that  on  the  day  above  named  the  plaintiff  was 
traveling  along  said  highway  in  a  wagon  to  which  a  team  was  attached,  and 
that  said  team  came  in  contact  with  the  said  wire,  and,  as  a  proximate  conse- 
quence tnereof,  the  team  became  unmanageable,  plaintiff  was  thrown  from  the 
^agon,  and  came  in  contact  with  the  wire,  charged  with  electricity,  and  sus- 
tained the  damages  complained  of.     The  plaintiff  claimed  $500  as  damages. 
To  this  complaint  the  defendant  demurred  upon  the  following  grounds:   ( 1 )  It 

(409) 


410  Amebican  Electrical  Cases.  [vol.  8 


Postal  Telegraph  Cable  Co.  v.  Jones. 


fails  to  aver  any  duty  that  the  defendant  owed  to  the  plaintiff  in  the  matter  of 
the  manner  of  maintaining  its  wires.  (2)  That  the  complaint  fails  to  show 
that  the  defendant  did  not  discharge  its  duty  to  the  plaintiff.  (3)  The  com- 
piaint  fails  to  show  with  reasonable  certainty  in  what  the  alleged  negligent  e 
of  the  defendant  consisted.  (4)  It  fails  to  aver  what,  if  any,  negligence  ca 
the  part  of  the  defendant  contributed  proximately  to  plaintiff's  alleged  in- 
juries. This  demurrer  was  overruled.  Thereupon  the  plaintiff  filed  the  pli 
of  the  general  issue  and  the  following  special  pleas:  '*(4)  For  further 
to  the  complaint,  the  defendant  says  and  avers  that  the  plaintiff  ought  not  lo 
have  and  recover  any  sum  of  this  defendant  in  this  cause,  because,  as  it  avert, 
neither  the  defendant,  nor  the  employees  of  defendant  whose  duty  it  waa  to  mb 
that  its  wires  at  the  point  named  in  the  complaint  were  properly  attached  to 
the  poles,  knew  that  said  wires  were  detached  from  said  poles  in  the  mAwiMMr 
stated  in  the  complaint  until  after  the  alleged  injury  to  plaintiff,  when,  as 
defendant  avers,  the  defendant  within  a  reasonable  time  thereafter  caused  said 
wires  to  be  properly  attached  u)  said  poles.  ( 5 )  For  answer  to  the  complaint 
the  defendant  says  and  avers  i:hat  the  plaintiff  ought  not  to  have  and  recovw 
any  sum  of  this  defendant  in  this  cause,  because,  as  it  avers,  neither  the  de- 
fendant, nor  the  employees  of  the  defendant,  whose  duty  it  was  to  see  that  iti 
wires  at  the  point  named  in  this  complaint  were  properly  attached  to  the 
poles,  knew,  or  by  the  exercise  of  reasonable  care  would  have  known,  that  said 
wires  were  detached  from  said  poles  in  the  manner  stated  in  the  oomf^aint 
until  after  the  alleged  injury  to  plaintiff,  when,  as  defendant  avers,  the  de- 
fendant within  a  reasonable  time  thereafter  caused  said  wires  to  be  properly 
attached  to  said  poles.  (6)  For  further  plea  in  this  behalf  the  defendaat 
says  and  avers  that  plaintiff  ought  not  to  have  and  recover  of  this  defendant 
any  sum,  because  it  says  and  avers  that  the  plaintiff  contributed  to  his  own 
injury,  in  this,  that,  knowing  the  wire  referred  to  in  the  complaint  was  along- 
side of  the  alleged  road,  he,  without  due  care,  drove,  or  allowed  to  be  drivint 
the  alleged  team  against  said  wire,  thereby  contributing  to  his  alleged  injurieB. 
(7)  For  further  answer  to  tlie  complaint  the  defendant  says  and  avera  that 
the  plaintiff  ought  not  to  have  and  recover  any  sum  of  this  defendant  in  this 
cause,  because,  as  it  avers,  that  the  defendant  exercised  reasonable  care  to 
prevent  its  said  wires  from  becoming  detached  from  its  said  poles,  and  that 
neither  the  defendant,  nor  the  employees  of  the  defendant  whose  duty  it  was 
to  see  that  its  wires  at  the  point  named  in  this  complaint  were  properly  at- 
tached to  the  poles,  knew,  or  by  the  exercise  of  reasonable  care  would  ha?e 
known,  that  said  wires  were  detached  from  said  poles  in  the  manner  stated  in 
the  complaint  until  after  the  alleged  injury  to  plaintiff,  when,  as  defendant 
avers,  the  defendant  within  a  reasonable  time  thereafter  caused  said  wires  to 
be  properly  attached  to  said  poles."  To  pleas  4  and  5  the  plaintiff  demurred 
upon  the  following  grounds:  (1)  Said  pleas  do  not  interpose  any  d^eoss 
which  could  not  be  set  up  under  the  plea  of  the  general  issue,  and  the  facts 
averred  in  said  pleas  can  be  given  in  evidence  under  the  general  issue.  (2) 
Said  picas  fail  to  negative  the  negligence  of  the  defendant  in  allowing  the  wire 
to  be  along  or  near  the  public  road.  The  demurrer  to  each  of  these  pleas  was 
sustained.    The  judgment  entry  recites  that  there  was  a  motion  made  to  strike 
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tke  MTenth  i^ea  from  the  file.     The  grounds  of  this  motion  are  not  shown. 
Sud  motion,  however,  was  oyemiled. 

Ob  the  trial  of  the  cause  upon  issue  joined  upon  the  remaining  pleas,  it  was 
ikown  that  on  the  night  of  November  5,  1898,  the  plaintiff,  in  company  with 
two  other  men,  was  riding  along  a  public  road  in  JclForson  county,  in  a  wagon 
dnim  by  a  horse  and  a  mule;  that  when  they  were  about  13  miles  from  the 
city  of  Birmingham  the  team  came  in  contact  with  a  wire  which  was  swinging 
about  two  feet  from  the  ground,  in  the  middle  of  said  road ;  that  this  wire  was 
ckarged  with  electricity,  and  the  shock  therefrom  caused  the  team  to  rear  and 
ekarge;  that  the  wagon  was  broken,  the  occupants  thereof  thrown  out,  and  the 
pi«8»«ir  1^1  on  the  wire,  and  the  body  of  the  wagon  fell  upon  him ;  that  this 
wire  was  owned,  operated,  and  maintained  by  the  defendant.    The  evidence  for 
the  plaintiff  tended  to  show  that  on  the  day  before,  while  plaintiff  and  his 
eoBpani<ms  were  going  along  the  same  road  in  the  direction  of  Birmingham, 
the  defendant's  wire  at  the  point  on  the  road  where  the  injury  occurred  had 
dropped  from  the  cross-arm  of  the  post  from  which  it  was  suspended,  and  was 
propped  out  of  the  road  with  a  forked  stick ;  that  the  cross-arm  by  which  the 
«id  wire  was  suspended  from  the  post  was  rotten  and  broken.    The  evidence 
fur  tile  plaintiff  further  tended  to  show  that  the  plaintiff's  injuries  were 
pwomneni  in  their  eharacter,  and  that  the  plaintiff  had  suffered  a  great  deal, 
aid  was  rendered  less  able  to  work.    During  the  examination  of  one  Lawler, 
who  was  with  the  plaintiff  at  the  time  of  the  accident,  he  was  asked  the  fol- 
lowing qneation:  "Have  yoo,  or  not,  heard  Jones,  the  plaintiff,  give  expressions 
of  pain  or  suffering  since  that  night  ?"    To  this  question  the  defendant  objected. 
Tht  eourt  orerruled  the  objection,  and  the  defendant  duly  excepted.    The  de* 
fendant,  as  a  witness  in  his  own  behalf,  testified  in  detail  to  the  injuries  sus- 
tained by  him,  and  further  testified  that  he  did  not  have  a  doctor  to  attend 
kim.    The  evidence  for  the  defendant  tended  to  show  that  the  line  along  which 
the  wire  was  running  was  maintained  in  good  condition,  and  was  of  such 
material  as  was  in  use  in  well-regulated  telegraph  lines;  that  said  line  had 
been  inspected  by  a  competent  lineman  on  October  14,  1898,  just  a  short  time 
bifore  the  accident;  and  that  it  was  then  found  to  be  in  good  condition.    One 
of  the  witnesses  for  the  defendant,  and  who  testified  that  he  was  the  wire  chief 
of  the  defendant,  whose  place  of  business  was  in  Birmingham,  further  testi- 
M  that  by  a  system  used  by  the  defendant  the  wire  chief  could  tell  as  soon  as 
a  wire  was  obstructed,  and  was  enabled,  by  the  use  of  an  instrument  called  a 
"galvanometer,"  to  approximate  the  distance  from  the  office  in  Birmingham  to 
tbe  place  of  obstruction;  that  up  to  the  time  this  witness  went  off  duty  at  4 
o'clock,  November  5,  1898,  nothing  had  interrupted  the  wire  along  the  line 
wbfre  the  accident  occurred.    Another  witness,  who  testified  that  he  was  the 
light  wire  ehief,  testified  that  about  9  o'clock  on  the  ni^ht  of  November  5. 
1890,  the  instrument  referred  to  indicated  that  there  was  an  obstruction  along 
the  road  on  which  the  plaintiff  was  injured,  about  13  miles  from  Birmingham. 
Tbe  evidence  for  the  defendant  further  tended  to  show  that  the  next  morning 
a  liiiam»t>  was  sent  to  the  place  in  question,  and  found  that  the  wire  had 
*  dropped  iitnn  the  post,  but  was  propped  up  from  the  road  by  a  forked  stick 
Two  of  tiie  witnesses  introduced  for  the  defendant  testilled  that  the  crossarii 
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on  which  the  wire  was  suspended  from  the  post  was  not  ixitten  or  brokei. 
The  evidence  for  the  defendant  further  tended  to  show  that  the  current  d 
electricity  along  the  wire  which  was  alleged  to  have  caused  the  injuiy  eo» 
plained  of  was  not  of  sufficient  force  to  be  dangerous. 

The  defendant  requested  the  court  to  give  to  the  jury  the  following  writta 
charges,  and  separately  excepted  to  the  court's  refusal  to  give  each  of  them  m 
asked :  "  ( 1 )  The  court  charges  the  jury  that,  if  the  jury  believes  the  evidcBOS 
introduced  in  behalf  of  the  defendant,  they  must  find  for  the  Postal  Tel^gnph 
Cable  Company.  (2)  'ihe  court  charges  the  jury  that,  if  they  believe  the  efi- 
dence,  they  must  find  a  verdict  in  favor  of  the  defendant,  the  Postal  Telegnpk 
Cable  Company.  ( 3 )  The  court  charges  the  jury  that  although  the  jury  flU| 
find  from  the  evidence  that  the  cross-arm  which,  it  appears  from  the  evideie^ 
was  detached  from  the  pole  at  the  point  of  defendant's  line  where  the  all^ 
injury  occurred  was  rotten,  or  partially  rotten,  yet  in  this  case  no  reoom; 
can  be  had  because  of  such  alleged  rotten  or  partially  rotten  cross-arm.  (4) 
The  court  charges  the  jury  that,  if  they  find  from  the  evidence  that  no  doctor 
was  employed  by  the  plaintiff  to  treat  his  alleged  injuries,  the  jury  may  look 
to  this  fact,  if  found  from  the  evidence  to  be  a  fact,  as  a  circumstance  teadiit 
to  show  that  plaintiff  was  not  seriously  hurt  at  the  time  and  place  named  ii 
the  complaint  and  evidence."  The  court  at  the  request  of  the  defendant  pii 
to  the  jury,  among  others,  the  following  written  charges:  (10)  The  oovt 
charges  the  jury  that  if  they  believe  from  the  evidence  that  it  is  the  cuUm 
of  well-regulated  telegraph  companies  to  inspect  the  lines  of  such  coraptuM 
once  a  month;  and  if  the  jury  further  find  from  the  evidence  Uuit  the  Urn 
which  included  the  point  where  the  alleged  injury  occurred  had  been  inspeetoi 
by  a  competent  man  on  the  13th  of  October,  1898;  and  if  the  jury  further  flid 
from  the  evidence  that  at  the  time  of  said  inspection,  provided  they  find  then 
was  such  inspection  by  such  man,  the  wires,  poles,  and  cross-arms  were  in  good 
and  safe  condition,  and  such  as  were  and  are  used  by  well-regulated  telegraph 
companicH :  and  if  the  jury  further  find  that  the  defendant,  the  telegraph  eoo- 
pany,  did  not  know  the  line  was  down  until  or  after  the  alleged  injury  to  pUin- 
tiff,  and  that  it  was  repaired  the  next  morning;  and  if  the  jury  further  ioi 
from  the  evidence  that  the  defendant  used  the  ordinary  and  usual  reasonable 
care  of  well-regulated  telegraph  companies  in  ascertaining  whether  the  line  ii 
question  was  down, — then  the  verdict  should  be  for  the  defendant,  the  Postil 
Telegraph  Cable  Company.''  There  were  verdict  and  judgment  in  favor  of  tfce 
plaintiff,  assessing  his  damages  at  $250.  After  the  rendition  of  this  judgmMt 
the  defendant  moved  the  court  to  set  a^ide  the  verdict  and  judgment  and  gnat 
a  new  trial  upon  the  ground  that  the  court  erred  in  refusing  to  give  the  oereral 
charges  requested  by  the  defendant,  because  the  verdict  was  contrary  to  tie 
law  and  the  evidence,  because  the  court  erred  in  its  ruling  upon  the  pleadingi» 
and  upon  the  following  ground:  "(8)  The  court,  by  giving  to  the  jury  chaige 
No.  10  at  the  request  of  defendant,  held  on  the  evidence  that  the  plaintiff  ^ 
not  entitled  to  recover,  yet  refused  to  give  charge  No.  2,  which  respectif* 
actions  of  the  court  operated  to  the  injury  of  the  defendant  on  the  trial,  aad 
will  operate  to  the  injury  of  defendant  on  appeal.**  This  motion  was  overruled, 
and  the  defendant  duly  excepted.  The  defendant  appeals,  and  assigns  as  error 
the  several  rulings  of  the  trial  court  to  which  exceptions  were  reserved. 


WlBES  IN  St&eets.  413 

Postal  Telegraph  Cable  Co.  v.  Jones. 

J,  J,  Altman,  for  appellants 

Bowman  &  Harsh,  for  appellee. 

Opinion  by  McClellan,  C.  J. : 

There  is  no  merit  in  the  contention  for  appellant  that  the  com- 
pbiint  did  not  aver  the  negligence  coimted  on  with  sufficient  par- 
ticularity.   The  rule  is  that,  the  duty  to  exercise  care  being  shown, 
the  failure  to  perform  that  duty — ^the  negligence  causing  the  in- 
juries complained  of — ^may  be  well  averred  in  the  most  general 
tennsy  little  if  at  all  short  of  the  mere  conclusions  of  the  pleader ; 
and  this  upon  the  entirely  sufficient  consideration,  among  others, 
that,  if  the  defendant  has  been  guilty  of  negligence,  he  knows  as 
well  as  or  better  than  the  plaintiflF  can  in  what  that  negligence  con- 
Msted.    Railroad  Co.  v.  Jones,  83  Ala.  376,  3*  South.  902 ;  Louis- 
viOe  &  N.  R.  Co.  v.  Marbury  Lumber  Co.,  125  Ala.  237,  28  South. 
438,  50  L.  R  A.  620;  Railroad  Co.  v.  George,  94  Ala.  214,  10 
Soath.  146 ;  Improvemettt  Co.  v.  Campbell,  121  Ala.  50,  25  South. 
793,  77  Am.  St.  Rep.  17;  Armstrong  v.  Railroad  Co.,  123  Ala. 
233,  26  South.  349 ;  Railvmy  Co.  v.  Dawis,  92  Ala.  307,  9  South. 
^52,  25  Am.  St.  Rep.  47 ;  Stanton  v.  Railroad  Co.,  91  Ala.  384, 
8  South.  798 ;  Railway  Co.  v.  Chewning,  93  Ala.  26,  9  South.  458 ; 
Lcughran  v.  Brewer,  113  Ala.  509,  21  South.  415;  Railroad  Co. 
r.  Orr,  121  Ala.  489,  26  South.  35;  Railroad  Co.  v.  Martin,  117 
Ala.  367,  23  South.  231 ;  and  many  other  cases. 

The  objection,  taken  by  demurrer,  that  the  complaint  does  not 
sufficiently  show  a  duty  on  the  part  of  the  defendant  to  keep  its 
\mKs  out  of  the  way  of  travelers  along  public  roads,  is  too  palpably 
Tinfounded  to  require  discussion.     The  complaint  does  aver  such 
duty,  and  the  courts  take  cognizance  of  it  even  without  averment. 
In  this  respect  the  case  is  analogous  to  that  of  Louiwille  &  N.  R. 
Co.  V.  Marbury  Tyumber  Co.,  supra,  in  which  the  complaint  averred 
that  the  defendant  negligently  set  fire  to  and  burned  plaintiff's 
cotton.    We  know  in  this  case  that  it  was  defendant's  duty  to  ex- 
ercise care  to  avoid  obstructing  public   roads,   as  we  know  in 
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that  it  was  defendant's  duty  to  exercise  care  to  avoid  burning  plain- 
tiff's cotton. 

All  the  facts  averred  in  pleas  4,  5  and  7  were  provable  under 
the  general  issue.  The  averments  of  these  pleas  were  mere  deniaU 
of  negligence,  and  on  this  ground  the  appellant  can  take  nothiofi 
by  reason  of  the  court  having  sustained  the  demurrer  to  those  num- 
bered 4  and  5.  Both  those  and  plea  7  might  well  have  been 
stricken  on  the  ground  referred  to. 

Plea  7  was  allowed  to  remain  in  the  case,  however,  and  appel- 
lant's counsel  insist  that  it  was  proved  on  the  trial.  We  do  not 
find  that  it  was  proved.  The  plea  alleges  that  the  defendant  used 
due  care  to  prevent  its  wires  from  becoming  detached  from  its 
poles.  The  evidence  for  plaintiff  was  that  the  wires  at  the  point 
they  fell  and  obstructed  the  highway  had  been  attached  to  the  pole 
from  which  they  became  disengaged,  by  means  of  a  rott^i  cn)684>ary 
etc.  On  this  evidence  it  was  clearly  a  question  for  the  juiy 
whether  the  due  care  alleged  had  been  proved.  The  plea  also 
alleges  that  the  defendant  did  not  know,  and  by  the  exercise  of  reas- 
onable care  could  not  have  known,  that  the  wires  had  become  de- 
tached from  the  pole  until  after  the  injury  to  plaintiff ;  but  the  evi- 
dence for  the  plaintiff  showed  that  the  wires  had  been  detached 
for  more  than  two  days  before  the  injury  was  inflicted,  and  it  was 
open  to  the  jury  to  say  upon  this  evidence  that  due  care  had  not 
been  exercised  to  discover  and  remedy  the  defective  condition  ol 
the  wires.  Something  is  said  in  the  case  about  an  instrument  in 
use  in  defendant's  offices,  by  the  use  of  which  trouble  with  the  wires 
may  be  detected  and  located.  We  do  not  understand  that  this  in- 
strument will  indicate  the  detachment  of  a  wire  from  a  pole,  and 
its  consequent  suspension  in  the  way  of  travelers  across  a  public 
road,  or  will  indicate  anything  at  all  so  long  as  the  current  of  elec- 
tricity carried  by  the  wire  is  not  obstructed.  It  indicated  nothing 
in  this  case  until  the  current  was  diverted  from  the  wire  in  conse- 
quence of  plaintiff's  wagon  and  team  and  person  coining  in  contact 
with  it.  The  evidence  about  this  instrument  cuts  no  figure  in  re- 
spect of  the  inquiry  whether  defendant  was  negligent  in  allowing 
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the  wires  to  become  detached  from  the  pole  and  sag  into  the  high- 
wij  for  two  or  three  days. 

What  we  have  said  in  respect  of  the  complaint  applies  to  the 
titird  charge  requested  by  defendant.  On  the  evidence  the  jury 
wexe  fully  warranted  in  finding  that  the  cross-arm  was  rotten; 
that  it  was  so  rotten,  or,  being  rotten,  was  used  by  defendant,  in 
omaequence  of  its  (defendant's)  negligence ;  and  that  such  negli- 
gence in  respect  of  the  cross-arm  was  the  efficient  cause  of  plain- 
tiff's injury,  entitling  him  to  a  verdict  There  being  not  only  the 
eridenoe  as  to  the  rottenness  of  the  cross-arm,  from  which  damni- 
fjrisg  negligence  was  inferable  by  the  jury,  but  also  evidence  that 
the  wires  had  been  down  two  or  more  days  before  the  injury,  from 
which  it  was  open  to  the  jury  to  infer  such  negligence,  and  there 
heing  also  evidence  of  the  alleged  injury,  it  requires  no  argument 
to  demonstrate  that  the  affirmative  charge  requested  by  defendant 
was  properly  refused. 

It  becomes  necessary  to  remark,  only  because  the  contrary  is  in- 
listed  upon,  that  a  charge  to  the  jury  "  that,  if  they  find  from  the 
evidence  that  no  doctor  was  employed  by  the  plaintiff  to  treat  his 
tilled  injuries,  the  jury  may  look  to  this  fact,  if  found  from  the 
endence  to  be  a  fact,  as  a  circumstance  tending  to  show  that  the 
plaintiff  was  not  seriously  hurt,"  is  such  a  singling  out  and  giving 
undue  prominence  to  a  part  of  the  evidence  as  is  unwarranted,  and 
18  has  been  over  and  over  again  condemned  by  this  court. 

The  evidence  tended  to  show  that  the  plaintiflF  had  continued  to 
suffer  more  or  less  from  the  injury  ever  since  it  was  received.  The 
question  to  the  witness  Lawler,  "  Have  you  not  heard  the  plaintiff 
give  expressions  of  pain  or  suffering  since  that  night?"  covered 
the  time  under  inquiry,  and  was  not  objectionable. 

There  was  no  inconsistency  on  the  part  of  the  Circuit  Court  in 
giving  charge  10  for  defendant,  and  refusing  the  general  charge 
asked  by  defendant.  The  jury  were  left  free  by  this  tenth  charge 
to  find  that  the  wires,  poles,  and  cross-amis  of  defendant's  line 
^re  not  in  good  and  safe  condition  when  Worthy  last  inspected  the 
line,  and  upon  that  to  return  a  verdict  for  the  plaintiff,  while  all 
this  would  have  been  denied  them  by  the  affirmative  charge.    This 
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matter  is  made  a  ground  of  the  motion  for  a  new  trial,  and  is  the 
only  ground  of  that  motion  specially  insisted  upon  by  oounseL  The 
contention  in  this  connection  is  not  that  the  court  should  hays 
granted  a  new  trial  for  having  erroneously  refused  to  give  the 
general  charge  for  defendant, — that  is  another  ground  of  the  mo- 
tion,— but  that  a  new  trial  should  be  granted  to  defendant  because 
the  court  gave  charge  10  at  its  request.  We  confess  we  do  not  see 
how  the  defendant  can  ask  a  new  trial  on  the  ground  that  the  court 
in  a  specified  instance  ruled  at  his  request  in  his  favor. 

We  do  not  understand  that  any  of  the  other  grounds  of  the 
motion  for  a  new  trial,  except  such  as  we  have  above  considered 
apart  from  that  motion,  are  insisted  on.  Whether  so  or  not>  they 
are  without  merit. 

AflBrmed. 


Empobia^  City  of,  v.  Burns. 

Kansas;  Supreme  Court. 

1.  Notice  to  municipal  officers  as  to  dangbbous  condition  of  klbctbio 
WIRES. — If  the  disturbed  condition  of  a  city  telephone  and  flre  alarm 
system  indicates  to  the  city  officials  that  the  fire  alarm  wire  may  be 
broken  and  down  in  the  street,  it  is  their  duty  to  investigate  tbe  cause 
of  the  disturbance  to  ascertain  if  the  wire  constitutes  a  dangerous  ob- 
struction to  the  use  of  the  street;  a  notice  of  a  disturbance  of  the  system, 
caused  by  the  fire  alarm  wire  being  broken  and  down,  will  be  notice  of 
the  obstruction  of  the  street. 
(Syllabus  by  the  court.) 

Error  by  defendant  from  judgment  for    plaintiff.       Decided 
April  10,  1903 ;  reported  73  Pac  95. 

J.  Harvey  Frith  and  Btu:k  &  Spencer,  for  plaintiff  in  error. 

Opinion  by  BuRCii,    J. : 

This  controversy  was  before  the  court  for  consideration   in 
Burns  v.  Emporia,  63  Kan.  285,  65  Pac.  260,  where  the  substan- 
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1  facts  are  stated.  The  case  was  then  remanded  for  a  new 
aly  because  the  District  Court  had  undertaken  to  determine  as 
titers  of  law  certain  questions  which  should  have  been  sub- 
itted  to  the  jury  as  matters  of  fact.  Those  questions  related 
)  the  subject  of  notice  to  the  city,  actual  and  constructive, 
I  the  dangerous  condition  of  its  street.  The  same  subject 
iigain  the  apple  of  discord.  Upon  the  second  trial  the  evidence 
dating  to  notice  was  submitted  to  the  jury,  who  found  the  facts 
ipinst  the  city,  and  a  careful  analysis  of  the  testimony  shows  it 
io  be  sufficient  to  sustain  the  verdict.  The  source  of  notice  to 
ki  city  of  the  fact  the  wire  was  down  in  the  street  was  a  disturbed 
mdition  of  the  telephone  and  fire  alarm  wires  connecting  the 
ity  fire  station  with  the  waterworks  some  two  miles  distant.  It 
8  argued  the  wire  which  caused  the  injury  was  used  for  the  sole 
iQrpose  of  communicating  alarms  of  fire;  that  the  city  might 
flow  the  wire  to  become  so  far  out  of  repair  as  to  be  utterly  worth- 
Ms  for  the  single  purpose  for  which  it  was  maintained  without 
iolating  any  duty  to  the  plaintiff  or  to  other  residents  of  the 
ity;  and  that  notice  of  defective  fire  alarm  service  was  not  no- 
ice  of  an  obstructed  street.  The  evidence  quite  effectively  dis- 
loaes  of  this  argument.  Frank  Newell,  who  was  in  charge  of 
be  city's  fire  extinguishing  apparatus  on  the  day  of  the  accident, 
eitified  that  after  a  fire  on  the  afternoon  of  that  day  he  undertook 
0  communicate  with  the  engineer  at  the  waterwoks.  His  ex- 
uoination  then  proceeds:  "Q.  And  at  the  time  you  rang  him 
up,  you  and  he  ascertained  the  fact  that  the  wire  was  down  ? 
A.  Yes,  we  knew  there  was  something  wrong  with  it.  We  didn't 
bow  the  wire  was  broken  in  two ;  only  we  knew  there  was  a  cir- 
^t  on  the  fire  alarm  wire  and  the  telephone  wire.  Q.  That 
^ould  indicate  that  it  was  down  ?  A.  Yes,  that  would  indicate 
^t  it  was  down  or  crossed  some  place."  On  cross-examination 
^  furthed  testified :  "  Q.  When  did  you  have  any  occasion, 
•ftftr  getting  through  with  the  fire  and  getting  back,  to  use  that 
Particular  wire?  A.  When  we  got  back  from  the  fire,  and  I 
pot  np  the  team  and  got  things  straightened  up  in  the  house  so 
VOI-.  VIII — 27 
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that  I  could  leave  them.     I  went  upstairs  to  ring  Bacon  up,  and 
I    found    when    we    rang  the  drop  at  the  waterworks  dropped. 
Q.  Then  what  did  you  learn?     A.  We  then  found  out  that  the 
wire  was  either  down  or  crossed  some  place.     Q.  It  didnH  work! 
A.  No,  it  didn't  work,  nor  wouldn't  work.     Q.  You  were  not 
suspicious  that  the  wire  was  broken?    A.     We   didn't  know; 
only  we  knew  there  was  trouble  with  the  fire  alarm  wire,  and  it 
didn't  work.     Q.  You  knew  it  had  occurred  before?     A.  Yea." 
Frank  Bacon,  the  waterworks  engineer,  testified  on  croGf^hexami- 
nation  as  follows:     ^^Q.  How  far  apart  on  the  poles  were  those 
wires ;  that  is,  how  much  hi^er  was  the  alarm  wire  than  the  tele- 
phone wire  ?    A.  I  couldn't  say.    Probably  from  18  to  24  inchefl^ 
Q.    ...   If  in  either  ringing  or  calling  your  attention  over  the 
telephone  wire,  it  would  in  fact  set  off  your  fire  alarm  over  at 
your  end  of  the  line,  that  would  indicate  to  your  mind  that  the 
alarm  wire  had  broken  and  dropped  down  onto  the  telephone  wire!  ^ 
A.  It  would  not  necessarily  be  broken ;  it  might  have  been  crossed 
without  being  broken.     Q.  Could  it  ever  well  be  crossed  withoat 
being  broken,  if  the  distance  was  as  far  apart  as  you  qay — 18  to 
20  inches  ?    A.  No,  sir.    Q.  In  order  to  drop  down  onto  the  tele- 
phone wire  it  would  have  to  be  broken  ?    A.  No,  sir.    Sometimes 
the  wires  will  come  loose  from  the  post."    It  is  true  that  Bacon's^ 
subsequent  testimony  is  much  opposed  to  that  just  quoted.     Bu 
the  jury  heard  the  first  answers  as  well  as  the  later  ones.    Froi 
this  evidence  it  is  apparent  the  city  employee  knew  there  was     ^ 
likelihood  that  the  wire  was  broken,  and  down  in  the  street   Su<^£3 
was  one  of  a  very  limited  number  of  inferences  to  be  drawn  frOvSKn 
the  physical  facts  with  which  they  were  dealing,  and  they  did  n^^ 
know  but  that  it  was  the  true  one.    If  such  were  the  condition   ^ 
the  wire,  it  was  certain  to  be  dangerous  to  travel.     It  was  tte 
duty  of  the  city,  therefore,  to  investigate,  and  an  investigatLon 
would  have  disclosed  the  fact  that  the  wire  was  actually  broken, 
down  in  the  street,  and  a  serious  menace  to  the  safety  of  persons 
walking  and  driving  along  such  street.    Under  these  circumstances 
the  city  must  be  held  to  have  had  all  the  information  it  should  have 
acquired  by  the  exercise  of  due  diligence,  and  the  defendant  was 
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not  prejudiced  by  the  findings  of  the  jury  as  to  the  quantity  of 
infomiation  possessed  by  the  mayor  of  the  city  when  the  state  of 
the  alarm  ^stem  was  reported  to  him.  A  close  examination  of 
the  record  discloses  that  other  special  findings  are  not  vulnerable 
to  the  attack  made  upon  them. 

The  second  instruction  to  the  jury  stated  in  order  the  facts  of 
the  accident,  and  it  is  challenged  as  assuming  as  an  admitted  fact 
that  the  fallen  wire  was  the  cause  of  the  horse  running  away.    The 
instruction,  however,  assumes  nothing.     It  merely  states  undis- 
puted facts,  and  leaves  the  jury  to  determine  from  all  the  evi- 
dence— ^which  included  the  conduct  of  the  horse  at  liie  time,  cuts 
bond  on  him  afterwards,  and  the  manner  in  which  the  buggy 
Wis  involved  in  the  wire — if  the  wire  was  the  cause  of  the  horse's 
fri^t,  and  therefore  of  the  injury. 

The  claimed  defects  of  other  instructions  are  not  of  such  vital 
importance  as  to  require  a  new  trial  of  the  action,  and  the  judg- 
ment of  the  District  Court  is  affirmed.  All  the  justices  concur- 
ring. 


Lee  v.  MABYLAin>  Telephone  &  Telegraph  Company. 

Maryland;  Court  of  Appeals, 

!•  INJUBT  to  PEIHE8TBIAN8  FALLING  OVEB  CONCEALED  WIRE. — ^It  appeared   that 

the  plaintiff  crossing  a  street  caught  her  foot  in  a  wire  lying  concealed 
in  the  grass,  but  attached  at  one  end  to  a  pole,  and  that  she  was  thereby 
thrown  to  the  ground  and  injured.  In  the  absence  of  evidence  as  to 
who  was  the  owner  of  the  wire  or  responsible  for  it  being  in  the  place 
where  the  accident  occurred,  the  plaintiff  could  not  recover. 

Appeal  by  plaintiff  from  judgment  in  favor  of  defendant  De- 
cided July  2,  1903 ;  reported  55  Atl.  680. 

S.  A.  Williams  and  Harry  Carver,  for  appellant. 

W.  W.  Preston  and  Thomas  H.  Robinson,  for  appellees. 
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Opinion  by  Sohmuokeb,  J. : 

The  appellant  sued  the  appellees  in  the  Circuit  Court  for  Har- 
ford county  for  damages  for  injuries  sustained  by  her  thioii|^ 
falling  over  a  loose  wire  lying  on  a  public  street  in  the  town  of 
Belair.  At  the  conclusion  of  the  plaintiff's  evidence  the  oomt 
granted  a  prayer  offered  by  the  defendants  taking  the  ease  from 
the  jury  for  want  of  any  evidence  legally  sufficient  to  establuii 
the  defendant's  liability  for  the  plaintiff's  injury.  The  only  iasw 
presented  by  this  appeal  is  that  of  the  propriety  of  the  ooiuri's 
action  in  granting  the  prayer. 

There  is  evidence  in  the  record  tending  to  prove  that  the  plain- 
tiff in  the  latter  part  of  April,  1902,  when  starting  to  cross 
way  in  Belair  with  the  use  of  due  care,  caught  her  foot  in  a 
lying  concealed  in  the  grass,  but  attached  at  one  end  to  a  pole^  and 
that  she  was  thereby  thrown  to  the  ground  and  injured.    The  qnei- 
tion  in  the  case  is  whether  there  is  any  evidence  that  wonld  war- 
rant a  jury  in  finding  that  the  defendant  corporatimis  or  «tfaer  ol 
them,  owned  the  wire  or  had  such  control  over  it  at  the  time  of  tbfe 
accident  as  to  be  responsible  for  negligence  in  the  management  o^ 
care  of  it.    It  is  conceded  that  neither  of  the  defendants  owned  tii^ 
pole  to  which  the  wire  was  attached,  or  had  any  poles  at  or  ne^ 
the  locality  of  the  accident.     The  pole  was  in  fact  shown  by  ttie 
evidence  to  be  one  of  a  system  of  electric  light  poles  in  which  the 
defendants  had  no  interest.    It  was  sought  to  hold  them  liable  for 
negligence  in  permitting  the  wire  to  lie  on  the  ground  along  Ae 
public  road,  upon  the  theory  that  they  were  the  assignees  or  sue* 
cessors  in  title  of  the  persons  who  originally  strung  the  wire,  for 
the  purpose  of  a  former  telephone  connection,  on  the  electric  lif^t 
poles,  with  the  constat  of  the  owners  of  those  poles.     In  the  at- 
tempt to  support  that  theory,  the  plaintiff  introduced  evidence 
tending  to  show  that  four  persons,  as  copartners,  started  the  tele- 
phone service  in  Belair  in  1894 ;  that  in  March,  1895,  they  ad- 
mitted two  or  three  other  persons  into  the  firm ;  and  that  in  Sep- 
tember the  firm  became  incorporated  under  the  name  of  the  Ha^ 
ford  County  Telephone  Company.     It  was  also  testified  that  it 
was  understood  between  the  parties  to  this  incorporation  that  the 
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eompany  became  the  owner  of  the  electrical  equipment  and  wires 
which  had  been  owned  by  the  individuals  who  composed  it,  but 
there  was  no  formal  or  written  transfer  of  the  property  from  the 
individuals  to  the  company.     There  was  also  evidence  tending  to 
ihow  that  the  lines  of  the  Harford  County  Telephone  Company 
were  operated  by  the  Maryland  Telephone  Company  at  the  time 
of  the  accident.     The  plaintiff  also  offered  evidence  tending  to 
prove  that  in  1894,  while  the  telephone  enterprise  in  Belair  was 
still  in  the  hands  of  its  four  originators,  a  pair  of  wires  were 
strung  by  them  out  Broadway,  passing  by  the  place  of  the  plain- 
tiffs accident,  on  the  electric  light  poles,  in  order  to  serve  a  tele- 
phone in  Dr.  Richardson's  residence,  and  that  those  wires  re- 
nained  on  the  light  poles  after  the  telephone  had  been  removed. 
She  further  offered  evidence  tending  to  prove  that  in  February, 
1902,  several  months  prior  to  the  accident,  a  naked  wire,  such  as  is 
used  for  telephone  service,  fell  down  off  the  light  poles  on  to  the 
ground  on  Broadway  at  or  near  the  place  of  the  accident,  and  that 
Kveral  persons  had  shortly  prior  to  the  accident  encountered  a 
loose  wire  of  that  kind  lying  there  by  the  roadside.     John  H. 
fieckford,  who  was  interested  in  the  firm  owning  the  light  poles 
on  Broadway,  and  had  been  one  of  the  promoters  of,  and  for  five 
years  a  director  in,  the  Harford  County  Telephone  Company, 
testified  for  the  plaintiff  that  he  knew  from  correspondence  and 
conversations  with  Mr.  Brown,  who  was  an  oflBcer  of  both  of  the 
defendant  corporations,  that  the  telephone  wires  in  question  be- 
longed to  the  Harford  County  Telephone  Company ,but  he  did  not 
state  what  the  correspondence  and  conversation  were  by  which  he 
arrived  at  that  conclusion.     He  also  testified  that  he  had  called 
the  attention  of  the  managers  of  the  telephone  company  to  the 
presence  of  the  loose  wires  on  Broadway,  and  that  the  latter  prom- 
ised to  remove  them,  but  did  not  do  so.    This  witness  admitted  on 
cross-examination  that  he  did  not  know  of  his  own  knowledge  who 
had  put  these  wires  on  the  light  poles,  or  whether  Dr.  Richardson 
ever  had  a  telephone  in  his  house,  or  that  the  telephone  company 
had,  while  he  was  one  of  its  directors,  ever  put  any  telephones  on 
Broadway.    So  it  is  apparent  that  his  belief  as  to  the  ownership  of 
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the  wire  in  question  rested  upon  hearsay.  Walter  Finney,  who 
was  also  one  of  the  promoters  of  the  Harford  County  Telephone 
Company,  and  its  first  manager,  and  was  connected  with  it  for 
some  time,  testified  for  the  plaintiff  that  he  never  heard  of  the 
telephone  wires  on  Broadway  until  some  time  after  the  company 
had  taken  hold  of  the  telephone  enterprise,  and  further  testified 
that  the  company  had  never  exercised  any  acts  of  ownership  over 
those  wires  or  had  anything  to  do  with  them.  The  plaintiff's  evi- 
dence, of  which  we  have  stated  the  material  portions^  is,  in  our 
judgment,  not  legally  sufficient  to  affect  the  defendants,  or  either 
of  them,  with  liability  for  the  accident,  because  it  does  not  tend 
to  prove  that  they  owned  or  were  in  control  of  the  wire  vdiidi 
caused  it  at  the  time  of  its  occurrence.  The  witness  Reckford  did 
state  that,  from  the  correspondence  and  conversations  with  tiieir 
officers,  he  was  satisfied  that  the  appellee  owned  the  wire ;  but  this 
was  merely  an  expression  of  his  own  opinion,  as  he  did  not  say 
what  statements  those  officers  made  in  their  correspondence  and 
conversations,  so  that  the  jury  could  determine  whether  they 
amounted  to  admissions  of  ownership  of  the  wire.  The  legal  in- 
competency of  such  evidence  as  that  to  prove  its  ownership  is  ap- 
parent. There  is  evidence  in  the  record  tending  to  prove  that  a 
wire  similar  to  the  one  which  caused  the  accident  had  been  strung 
along  Broadway  on  the  electric  light  poles  some  years  ago  by  the 
individuals  who  originated  the  telephone  enterprise  in  Belair,  and 
used  for  a  brief  period  to  serve  a  telephone,  and  that  it  had  been 
permitted  to  hang  on  the  poles  after  it  was  no  longer  in  use,  but 
this  evidence  does  not  tend  to  prove  its  ownership  by  either  of  the 
appellees.  Any  presumption  of  ownership  that  might  arise  from 
the  testimony  that  it  was  the  understanding  and  purpose  of  the  in- 
corporators of  the  Harford  County  Telephone  Company  that  the 
company,  when  formed,  was  to  have  the  plant  and  wires  thereto- 
fore owned  by  them,  is  negatived  by  tlie  latter  part  of  the  same  tes- 
timony, which  shows  that  this  wire,  at  least,  never  was  actually 
transferred  to  the  company,  or  taken  into  its  possession,  or  used  by 
it.  If  it  was  the  intention  of  the  incorporators  to  transfer  their 
wires  and  plant  to  the  company  in  payment  for  its  capital  stock. 
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there  is  a  total  absence  of  evidence  of  a  compliance  by  them  with 
the  method  of  procedure  which  the  law  declares  to  be  essential  to 
the  effectual  accomplishment  of  that  purpose. 

We  think -the  learned  judge  below  properly  refused  to  send  the 
case  to  the  jury,  and  we  will  aflten  his  action  in  so  doing.  Judg- 
ment affirmed,  with  costs. 


Ela  v.  Postal  Tsleobaph  Cable  Co. 

Jfew  Hamp9hMre;  Supreme  Court, 

1.  IHJITBT  IBOM  WIBE  IN  HIGHWAY  DI8U0D0ED  BT  FALLING  TRBB. — ^Thd  evidence 

tended  to  show  that  the  defendant  was  negligent  in  stringing  wires  on  the 
inside  of  poles  placed  on  the  outside  of  the  curve  in  a  highway  at  the 
plaee  of  the  accident,  and  in  using  improper  brackets  to  support  the  wires, 
ind  not  providing  guards  to  catch  them  if  detached.  It  was  shown  that 
the  wire  causing  the  accident  might  have  been  dislodged  by  a  tree  felled 
against  it  by  the  owner  of  abutting  land.  It  was  held  that  the  defendant 
was  liable,  although  the  wire  was  so  dislodged,  since  from  the  evidence  it 
was  properly  inferrable  that  the  defect  in  the  hanging  of  the  wire  was  the 
proximate  cause  of  its  falling. 

Exceptions  by  plaintiff  to  verdict  for  defendant    Decided  May 
28,  1901 ;  reported  71  N.  H.  1,  51  Atl.  281. 

The  defendants  maintained  a  line  of  telegraph  poles,  carrying  four  wires, 
along  a  highway  in  Hooksett,  running  through  a  large  tract  of  woodland.  The 
growth  on  each  side  extended  to  the  wrought  portion  of  the  highway,  and  was 
of  sufficient  size  to  be  cut  into  logs  and  cord  wood.  At  the  place  where  the 
plaintiff  was  injured  there  was  a  curve  in  the  highway,  and  the  poles  were  set 
on  the  easterly  side  of  the  highway,  along  the  outside  of  the  curve.  Two  of 
the  wires  were  strung  on  the  inside  of  the  poles,  and  so  were  likely  to  fall  into 
the  highway  if  detached.  There  was  evidence  tending  to  prove  that  the  defend- 
ants were  negligent  in  constructing  the  line  in  this  way ;  that  the  poles  should 
have  been  set  on  the  opposite  side  of  the  highway,  being  the  inside  of  the  curve, 
or  the  wires  should  have  been  strung  on  the  outside  of  the  poles.  There  was 
also  evidence  of  negligence  in  not  using  the  most  approved  brackets  to  support 
the  wires,  and  in  not  providing  guards  to  catch  the  wires  if  detached.  On  the 
day  of  the  accident,  and  for  several  weeks  before,  one  Lynch,  a  person  acting 
independently  of  the  defendants,  was  engaged  in  clearing  the  wood  lot.    A  tree 
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cut  by  him  on  the  westerly  side  of  the  highway  fell  across  it,  and  soon  after 
ward  the  defendants'  wires  were  found  to  be  detached  from  the  poles  and  ii 
the  highway.  Lynch  testified  that  he  put  a  brace  against  the  easterly  side  of 
the  tree  to  prevent  it  from  falling  into  the  highway ;  that  the  wind  blew  froB 
the  west,  and  pressed  the  tree  against  the  brace  so  as  to  break  it  and  cauae  tk 
tree  to  fall  in  that  direction;  that  the  brace  was  a  suitable  one;  and  thitM 
other  tree  fell  into  the  highway.  The  plaintiff,  while  driving  along  the  hjgk- 
way,  cume  in  contact  with  the  wires  and  was  injured.  The  jury  were  !•• 
structod,  subject  to  the  defendants*  exceptions,  as  follows:  "In  the  first  is* 
htance,  you  will  determine  what  was  the  cause  of  the  wires  being  in  the  U^ 
way.  Were  they  there  because  of  the  fault  of  the  defendants  in  the  conitnK- 
tion  of  the  line,  or  was  their  presence  caused  by  the  act  of  Ljynch  in  iiUiiif 
the  trecT  If  the  act  of  Lynch  was  the  cause  you  will  have  no  ooeasioa  to  cob- 
sider  any  other  question,  and  your  verdict  will  be  for  the  defendants.  Yoi 
will  be  asked  for  a  special  finding  upon  this  question:  Were  the  acts  of  Ljudk 
the  cause  of  the  presence  of  the  wires  in  the  roadT  If  the  acts  of  I^rndi 
caused  the  tree  to  fall  into  and  across  the  road,  so  that  the  branches  rtnik 
the  suspended  wires  and  detached  them,  and  for  that  reason  they  ftU  aam 
'  the  highway,  you  will  answer  the  question,  'Yes.'  If  but  for  the  felling  of  tk 
tree  in  this  manner  the  wires  would  have  remained  in  position,  the  law  npxh 
the  acts  of  Lynch  as  the  cause  of  the  trouble.  If  you  answer  this  (fMitkii 
in  the  affirmative,  you  will  also  return  a  general  verdict  for  the  defenduta 
But  if  you  answer  it  in  the  negative,  you  will  come  to  the  other  qncitaoiik— 
those  of  the  care  of  the  two  parties."  Tlie  plaintiff  requested  the  foUowia; 
additional  instruction:  **If  you  find  the  wires  brushed  or  hit  by  the  fiUuif 
tree  would  not  have  been  knocked  off  if  they  had  been  secured  with  reaioBabk 
care,  the  plaintiff  may  recover."  It  was  given,  with  the  following  limiUtin, 
which  was  added  subject  to  the  plaintiff^s  exception:  "But  due  care  did  not 
require  that  the  defendants  should  anticipate  and  provide  against  the  cnttiBg 
and  felling  of  trees  by  Lynch.'*  The  jury  answered  **Yes"  to  the  special  qn* 
tion,  and  returned  a  general  verdict  for  the  defendants. 

Bvmham,  Brown  £  Warren  and  Charles  H,  Bvms,  for  plaintiff. 
Taggart  &  Bingliam,  for  defendants. 

Opinion  by  Chase^  J. : 

The  evidence  tended  to  prove  that  the  defendants  were  guilty  rf 
negligence  in  stringing  wires  on  the  inside  of  poles  placed  on  tlw 
outside  of  the  curve  in  the  highway  at  the  place  of  the  aocidenti 
and  in  using  improper  brackets  to  support  the  wires,  and  not  pro* 
viding  guards  to  catch  them  if  detached.  In  consequence  of  this 
faulty  construction,  the  wires,  if  for  any  cause  detached,  \rouW 
naturally  fall  into  the  highway  and  endanger  the  safety  of  trav- 
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den  therein.  The  negligence  would  not  end  with  the  construction 
of  the  line,  bat  would  continue  so  long  as  the  wires  were  allowed 
to  remain  strung  in  Uiat  manner.  It  was  liable  to  produce  evil  re- 
mits at  any  moment  If  the  plaintifiF's  injury  was  due  solely  or 
proximately  to  such  negligence,  or  if  it  was  caused  by  such  negli- 
gence oombined  with  a  wrongful  act  of  Lynch,  the  defendants  are 
liable. 

Aa  the  case  was  presented  to  the  jury,  much  stress  was  placed 
iqpon  the  act  of  Lynch  in  felling  the  tre^.  They  were  required  to 
bid  ipaoially  whether  this  act  was  the  cause  of  the  presence  of  the 
wires  in  ike  highway,  and  were  instructed  that,  if  they  found  it 
wasy  their  general  verdict  should  be  for  the  defendants.  They  were 
told  that  '^  if,  but  for  ike  felling  of  ike  tree,  the  wires  would  have 
nmaiiied  in  position,  the  law  regards  the  acts  of  Lynch  as  the  cause 
of  Ae  trouble,''  and  that  '^  due  care  did  not  require  that  the  de- 
fefidants  should  anticipate  and  provide  against  the  cutting  and 
fidling  of  tieee  by  Lynch."  It  seems  to  have  been  taken  for 
granted  that  the  question  of  proximate  cause  is  a  question  of  law. 
Thia  assumption  was  erroneous. 

In  this  State  it  is  well  settled  that  the  question  of  remote  and 
proximate  cause  is  a  question  of  fact  to  be  determined  by  the  jury. 
Oilman  v.  Nayes,  57*  N.  H.  627 ;  Boothby  v.  Railway,  66  N.  H. 
342, 84  Atl.  167 ;  Searle  v.  ParJce,  68  N.  H.  311,  312,  34  Atl.  744 ; 
Detchenes  v.  Railroad,  69  N.  H.  285,  289,  46  Atl.  467 ;  McaUl  v. 
QranUe  Co.,  70  N.  H.  125, 129,  46  Atl.  684.    There  was  sufficient 
competent  evidence  bearing  on  the  question  to  warrant  its  submis- 
sion to  the  jury  in  this  case.     Besides  the  evidence  of  the  faulty 
oonitruction  of  the  line  of  wires,  and  its  natural  tendency  to  cause 
injury  to  travelers  upon  the  highway,  it  appeared  that  the  poles 
*nd  wires  were  located  near  trees  of  the  woodland  through  which 
^e  highway  passed,  and  that  the  trees  were  of  suitable  size  to  bq 
manufactured  into  wood  and  lumber.     The  presence  of  such  trees 
^  Hear  the  wires  evidently  increased  the  chances  of  their  dislodg- 
'^©nt    The  trees  might  be  forced  against  the  wires  by  winds  or 
^^fccr  natural  causes,  or,  if  cut,  might  fall  against  them.    The  de- 
^"^Hdants  were  chargeable  with  an  apprehension  of  all  contingencies 
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in  respect  to  a  displacement  of  the  wires  which  persons  of  average 
prudence  would  foresee  under  the  circumstances.  If  they  reason- 
ably ought  to  have  foreseen  that  the  trees  near  the  wires  would 
probably  be  cut  down,  and,  in  being  cut,  might  fall  against  and 
dislodge  the  wires,  although  felled  with  reasonable  care,  it  was 
the  defendant's  duty  to  construct  and  maintain  the  line  in  a  form 
that  would  avoid  injury  to  travelers  in  case  the  wires  were  dis- 
lodged in  that  manner.  So,  in  determining  whether  the  presence 
of  the  wires  in  the  highway  was  due  to  negligence  on  the  part  of 
the  defendants,  although  Lynch's  act  was  the  immediate  cause  at 
their  displacement,  it  is  necessary  to  determine  whether  the  de- 
fendants reasonably  ought  to  have  anticipated  that  an  intervening 
act  of  that  character  might  transpire.  The  latter  question  is  in- 
volved in  the  question  of  negligence,  and  the  whole  is  a  question  d 
fact  to  be  determined  by  the  jury.  Searle  v.  Parke,  68  N.  H.  811, 
312,  34  Atl.  744.  The  fact  that  Lynch's  act  caused  the  wires  to  be 
in  the  highway  falls  far  short  of  exonerating  the  defendants  from 
liability,  under  the  circumstances  of  the  case.  Cowles  v.  Kidder, 
24  K  H.  364,  383,  57  Am.  Dec.  287 ;  Hocksett  v.  Matuufacturing 
Co,,  44  N.  H.  105.  If  he  had  felled  the  tree  against  the  wires  with 
the  intention  of  forcing  them  into  the  highway,  his  act  mi^t  be 
the  proximate  cause  of  the  plaintifiF's  injury.  The  faulty  oonstruc- 
tion  of  the  line  would  facilitate  the  execution  of  his  wrongful  pur- 
pose, but  it  could  not  reasonably  be  said  to  be  the  cause  of  the  wires 
being  in  the  highway.  The  defendants  would  have  no  reason  to 
expect  such  an  act  would  be  done,  and  consequently  would  owe  no 
duty  to  a  traveler  in  respect  to  it.  But  the  evidence  in  this  case^ 
instead  of  showing  an  act  of  that  character,  tended  to  show  that 
Lynch,  while  engaged  in  a  lawful  act,  exercised  due  care  to  prevent 
the  tree  from  falling  against  the  wires.  To  exonerate  llie 
defendants  from  liability,  in  view  of  this  evidence,  it 
was  necessary  that  the  jury  should  find,  in  addition  to 
the  special  finding,  that  the  defendants  reasonably  ought 
not  to  have  foreseen  an  act  of  this  general  character.  This 
matter  was  not  presented  to  the  jury  in  connection  with  the  special 
question  submitted  to  them,  and  was  expressly  withdrawn  from 
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consideration  by  the  limitation  that  "  due  care  did  not  require 
that  the  defendants  should  anticipate  and  provide  against  the  cut- 
ting and  felling  of  trees  by  Lynch." 

Exceptions  sustained.    Verdict  set  aside.  All  concurred. 


Im  streets;  obstraetlene;  lajnriee  to  travelers. — ^An  electrieal 

campany  using  streets  and  highways  for  its  wires  is  bound  to  so  maintain 

IliMii  as  to  avoid  interference  with  the  ordinary  use  of  such  streets  and  high- 

waya.    The  right  of  such  a  company  to  the  use  of  such  streets  and  highways 

it  sobject  to  the  use  of  the  traveling  public.    Sheldon  v.  Western  Un,  Tel,  Co., 

2  Am.  Electl.  Cas.  299,  51  Hun,  691 ;  Starring  i?.  Western  Un,  Tel  Co,,  3  Am. 

Elcetl.  Cas.  474,  11  N.  Y.  Supp.  817.    In  the  latter  case  the  plaintiff  .sued  for 

dsmages  caused  by  telegraph  wires  being  removed  from  the  defendants'  poles 

is  the  highways  in  such  a  manner  as  to  frighten  his  horses,  and  under  the 

fMts  in  the  case  the  defendant  was  held  guilty  of  negligence. 

And  acting  under  a  franchise  from  a  city,  such  a  company  owes  the  duty  to 
tte  dtj  and  the  public  to  maintain  its  wires  in  a  safe  condition.  Such  a 
carries  with  it  an  implied  obligation  that  its  wires  will  not  become 
I,  or  endanger  the  safety  of  the  traveling  public.  If  the  wires  fall 
ato  the  street  so  as  to  become  an  obstruction  to  public  travel,  it  becomes  the 
duty  of  the  company  to  remove  them.  If  it  fails  to  do  so  after  a  reasonable 
Mtice  and  the  lapse  of  sufficient  time,  it  is  negligence  for  which  it  will  be  held 
•ceountable  for  any  injury  occasioned  thereby,  without  regard  to  the  cause  of 
Mr  fall.  NiekoU  v.  City  of  Minneapolis,  1  Am.  Electl.  Cas.  762,  33  Minn.  430, 
»  K.  W.  868. 

In  the  case*  of  Western  Un,  Teleg,  Co.  v,  Byser,  91  U.  S.  495,  it  appeared  that 
tiM  agents  of  the  telegraph  company  were  engaged  in  putting  up  a  wire,  and 
H  wu  about  two  feet  from  the  ground  when  the  plaintiff's  horse,  upon  which 
h  was  riding  along  the  highway,  became  entan^ed  in  the  wire,  causing  the 
iiJTiry  complained  of.  The  judgment  for  the  plaintiff  was  reversed  for  error  of 
tke  trial  judge  in  charging  the  jury  that  they  might  allow  exemplary  damages. 
But  the  appellate  court  said :  "The  omission  to  station  flag  sentinels  or  to  give 
ume  other  proper  warning,  while  the  men  were  engaged  in  putting  up  the  wire, 
WIS  an  act  of  negligence,  entitling  the  plaintiff  to  compensatory  damages." 

Pall  of  wire  by  storm  or  other  cause  not  within  the  control  of  the  com- 
pany will  not  subject  it  to  liability  for  injuries  thereby  occasioned,  if  it  be 
ihovm  that  the  company  was  in  the  exercise  of  due  care  in  providing  for  a 
luitable  erection  and  maintenance  of  the  wires,  and  did  not  negligently  permit 
the  wires  to  remain  in  a  dangerous  condition  for  an  unreasonable  length  of 
time.   Mitchell  v,  Charleston  Light  d  P,  COi,  46  S.  C.  146,  22  S.  E.  767,  31  L. 
R.  A.  677;  Ward  v.  Atl.  d  Pac.  Teleg.  Co.,  1  Am.  Electl.  Cas.  259,  71  N.  Y.  259, 
in  which  case  the  court  ( per  Earl,  J. )  said :  ^The  defendant  ( a  telegraph  com- 
pany) is  not  absolutely  bound  to  make  its  line  safe  to  the  public,  to  have  its 
poles  in  the  streets  so  strong  and  secure  that  they  cannot  be  broken  down  by 
anygtorm.    It  does  not  insure  the  safety  of  travelers  in  the  streets  from  in- 
juries by  its  posts  lawfully  placed  there.    It  is  bound  to  use  reasonable  care  in 
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the  confttructioQ  and  maintenance  of  its  line  so  that  no  traveler  ahmll  be  in* 
jured  by  it,  and  the  amount  of  care  must  be  proportioned  to  the  amount  oC 
danger  and  the  liability  to  accident.  The  poles  must  be  strong  enomgh  to 
withstand  such  violent  storms  as  may  be  reasonably  expected,  but  they  are  not 
required  to  be  so  strong  tlisut  no  storm  can  break  them,  or  to  withstand  nek 
storms  as  reasonable  foresight  and  prudence  could  not  anticipate." 

Piinui  f  aoie  proof  of  jiogllgoneo^ — In  the  ease  of  AnfeonMW  Telgph*  Oo, 
V.  Ratteree,  57  Ark.  429,  21  S.  W.  1069,  suit  was  brought  for  daranges  for  ia- 
juries  caused  by  the  servants  of  the  telephone  oompai^  letting  a  wire  fall  in  a 
street,  causing  the  plaintiff's  horse  to  jump,  throwing  the  plaintiff  fitnn  tha 
wagon.  It  was  held  that  the  facts  were  sufficient  to  prove  prima  facie  ac|^ 
genoe. 

Low  or  BMSins  wlree^ — ^Ae  has  been  said  above,  the  right  of  an  eleetrie 
compaqj  to  suspend  its  wires  in  streets  and  highways  is  subject  to  the  dutif 
to  eo  ereot  and  maintain  them  as  not  to  impede  publio  travel.  As  stated  bgr 
Mr.  Keasbey  (Keasbey  on  Electric  Wires,  9  227) :  *'The  permission  to  set  op 
telegraph  and  electric  light  wires  is  generally  made  expressly  subject  to  the 
condition  that  they  shall  not  interfere  with  the  free  use  of  the  highway  for 
public  travel  and  transportation,  and  even  without  express  words  such  a  con- 
dition would,  no  doubt,  be  implied ;  and  it  is  always  understood  that  sintntoiy 
powers  of  this  kind  are  subject  to  the  condition  that  they  shall  be  ezercked 
in  a  careful  and  pr<^r  manner.*'  (Citing  Meroe^  Docka  Tru9tee9  v.  Oikb&, 
L.R.  1  H.  L.  [Eng.]  93.) 

It  has  therefore  been  customary  for  the  courts  to  hold  electric  oompaniea  to 
strict  accountability  for  injuries  occasioned  by  wires  negligently  suspended  in 
the  streets  at  such  a  height  as  to  incommode  public  travel.  WUliatnM  r.  LouiM^ 
iana  Elect,  L,  d  P,  Co.,  3  Am.  Electl.  Gas.  479,  43  La.  Ann.  295,  8  So.  988; 
Dickey  v,  Maine  Tcleg.  Co.,  46  Me.  483;  Thomas  v.  Weet.  Un.  Teleff.  Qo^  100 
Mass.  156;  Nichols  v.  City  of  Minneapolis,  1  Am.  Electl.  Gas.  762,  33  Minn» 
430,  23  N.  W.  868;  Pefmsylvania  Teleph.  Co.  v.  Varnan,  5  Lane.  Law  Rer. 
(Pa.)  74  (affd.  5  Lane.  Law  Rev.  401,  15  AU.  624). 

In  the  last  case  the  trial  court,  in  charging  the  jury,  instructed  them  that  it 
was  the  duty  of  a  telegraph  company  to  so  erect  and  maintain  its  wires  ofsr 
and  along  highways  as  not  to  impede  or  obstruct  ordinary  travel  tho^on,  or 
render  it  unsafe,  and  that  if  by  neglect  of  the  company  in  this  respect  injury 
is  sustained  by  a  person  passing  over  the  highway  without  fault  on  his  part» 
the  company  will  be  liable,  and  that  it  is  not  necessary  in  order  to  show  negli- 
gence in  allowing  a  wire  to  hang  too  low,  to  prove  that  the  company  has  been 
notified  that  the  wire  is  obstructing  the  streets  and  has  failed  to  remove  it.  Hie 
Supreme  Court  expressly  sustained  this  charge.  See,  also,  Western  Un.  TVlef. 
Co.  i>.  Engler,  75  Fed.  102,  21  C.  C.  A.  246,  holding  that  where  a  telegraph 
wire  is  allowed  to  remain  suspended  in  the  highway  at  a  height  of  not  more 
than  three  feet  from  the  ground  for  a  period  of  more  than  two  months,  a  trav- 
eler injured  thereby  was  not  precluded  from  recovery  because  no  notice  had 
been  given  the  company  of  the  dangerous  condition  of  the  wire. 

0«j  wires  im  streets  and  highways. — ^The  rules  applicable  to  the  string- 
ing of  electric  wires  in  streets  and  highways  necessarily  apply  to  guy  wirea 
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to  rapport  the  poles  to  which  such  electric  wires  are  attached.     Such 
gsf  wires  muBt  be  so  placed  as  not  to  impede  or  endanger  the  public  in  its 
He  ef  tho  streets  and  highways.    So,  where  a  telegraph  pole  was  sustained  by 
a  gaj  wiro  leading  from  it  to  a  large  stone  sank  in  the  ground,  near  to  the 
traieied  put  of  the  highway,  and  in  attempting  to  turn  out  to  permit  the 
passage  of  a  team  the  plaintiff's  carriage  was  caught  by  the  wire  and  over- 
tamed,  the  telegraph  company  was  held  liable  for  the  injuries  sustained.    Shel- 
dim  V.  Weaiem  Vn,  Teleg,  Co,,  2  Am.  Electl.  Caa  299,  51  Him  (N.  Y.),  591, 
affd.  121  N.  Y.  697.    In  the  case  of  Wilson  v.  Great  8o,  Teleph,  d  Teleg.  Co,, 
3  Am.  Electl.  Cas.  466,  41  La.  Ann.  1041,  6  So.  781,  a  guy  wire  was  erected  in 
an  unused  portion  of  a  city  street  at  a  height  not  sufficient  to  permit  of  the 
passage  of  vehicles;  a  fire  plug  was  inside  the  pavement  near  the  place  where 
tlie  wire  was  strung;  a  driver  of  a  fire  engine  in  attempting  to  drive  his  engine 
•0  as  to  oonnect  with  such  fire  was  caught  by  such  guy  wire  and  severely  in- 
jured; it  was  held  that  the  company  was  negligent  in  so  placing  its  wires  as  to 
impede  the  plaintiff  in  the  performance  of  his  lawful  duties,  and  was  therefore 
liable.    And  in  Lundeen  v,  Livingston  Elect,  L.  Co,,  6  Am.  Electl.  Cas.  322,  17 
Mont  32,  41  Pac.  995,  it  was  held  that  a  post  from  four  to  six  feet  in  height, 
placed  in  the  carriageway  of  a  city  street,  and  a  guy  wire  attached  to  it  four 
or  Ave  feet  from  the  ground,  for  the  purpose  of  supporting  a  pole  for  electric 
vires,  are  dangerous  obstructions,  the  dangers  of  which  should  have  been 
foreseen  by  the  company  creating  it ;  whether  placing  the  post  and  guy  wire  in 
tbe  street  by  the  defendant  constituted  an  obstruction  to  the  free  and  ordinary 
uee  thereof  was  a  question  of  fact  to  be  determined  by  the  jury  (citing  Hayes 
v.Rtdlroad  Company,  111  U.  S.  228;  Railway  Co,  v,  Presoott,  8  C.  C.  A.  109; 
Sweeney  v.  City  of  Butte,  15  Mont.  27,  39  Pac.  286). 

8«ddflalj  ralalng  wire  without  notioe. — ^The  employees  of  an  electric 
street  railway,  while  engaged  in  stringing  feed  wires,  allowed  a  wire  to  lie  in 
the  bed  of  a  gutter  on  a  public  street  for  a  distance  of  thirty  feet  or  more, 
and  then  raised  it  suddenly  to  a  height  of  about  twenty  feet,  without  giving 
notioe  of  such  intended  action  to  passersby.  As  a  result  a  boy  ¥ras  caught  by 
Ibe  wira^  thrown  inU>  the  air  and  killed  by  the  fall.  It  was  held  that  the 
plaintiff  was  improperly  non-suited.  Devine  v,  Brooklyn  Heights  R.  Co.,  6  Am. 
Electl.  Cas.  318,  1  App.  Div.  237,  37  N.  Y.  Supp.  170. 

]>«tj  of  telephone  company  where  wire  is  detached  by  f alline  tree. 
— ^In  the  case  of  Fit4th  v.  Central  N.  T,  Teleph,  4  Teleg.  Co.,  42  App.  Div.  321, 
59  N.  Y.  Supp.  140,  it  appeared  that  a  falling  tree,  uprooted  during  a  severe 
wind  storm,  dragged  one  of  the  defendant's  wires,  which  extended  across  a 
public  highway,  from  the  pole  to  which  it  was  fastened,  and  held  it  at  such  a 
height  above  the  highway  that  it  was  not  dangerous  to  a  passerby;  that  on 
the  next  morning  an  employee  of  the  overseer  of  highways  attached  the  wire  to 
another  tree,  leaving  it  suspended  about  ton  feet  above  the  highway;  that  on 
the  morning  of  the  third  day  thereafter  there  was  considerable  wind,  and  the 
wire,  having  from  some  unexplained  cause  become  dislodged  from  the  tree  to 
which  it  was  attached,  came  in  contact  with  the  top  of  a  carriage  in  which  the 
plaintiff  was  riding,  resulting  in  the  carriage  being  overturned  and  the  plain- 
tiff being  injured.    The  wire  in  question  at  no  time  touched  the  ground  so  as  to 
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break  the  circuit  and  apprise  the  defendant  of  its  condition,  and  tlie  d 
ant  was  not  aware  of  such  condition  until  at  or  about  the  time  of  the  aoc 
It  was  held  that,  as  the  defendant  could  not  reasonably  have  anticipati 
happening  of  the  accident,  it  was  under  no  obligation  to  adopt  a  syst 
Bupervisioa  to  guard  against  it;  that  under  the  circumstances  the  Me 
was  not  chargeable  with  n^ligence. 


Memphis  Street  Railway  Co.  v.  Kartright. 

Tennessee;  Supreme  Court, 

1.  Injttbt  bt  falling  tbollet  wibe. — The  plaintiff,  while  standing  t 

street,  was  injured  by  the  fall  of  a  trolley  wire.  It  was  not  dflAi 
shown  what  caused  the  breakage,  but  the  plaintiff  testified  tht 
trolley  pole  of  one  of  the  defendant's  cars  knocked  the  wire  down, 
defendant's  witnesses  testified  as  to  the  quality  of  the  wire,  its  ocmd 
and  its  frequent  inspection.  It  was  held  that  the  testimony  was  nifl 
to  justify  the  jury  in  inferring  that  there  was  n^ligence  upon  the 
of  the  defendant. 

2.  DuTT  AS  TO  coNSTBUCTiON  OF  wiBES. — In  vicw  of  the  danger  atte 

upon  the  breaking  and  falling  of  overhead  electric  wires  in  the  si 
and  the  results  to  be  apprehended  to  persons  in  the  streets,  an  d 
railway  company  should  be  held  to  the  highest  or  utmost  degree  oi 
in  the  construction,  maintenance  and  operation  of  its  lines. 

Appeal  by  defendant  railway  company  from  judgment  for  j 
tiff.  Reported  1  St.  Ry.  763,  75  S.  W.  719 ;  decided  Maj 
1903. 

Wright,  Peters  <6  Wright,  for  plaintiff  in  error. 

Jerre  Home  and  M.  C.  Ketchum,  for  defendant  in  error. 

Opinion  by  Wilkes,  J. : 

This  is  an  action  for  damages  for  personal  injuries.  It 
tried  in  the  court  below  by  a  jury,  and  there  were  a  verdict 
judgment  for  $250,  and  the  railway  company  has  appealed 
assigned  errors. 
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He  facts,  so  far  as  necessary  to  be  stated,  are  that  plaintiff, 
f  young  man,  about  twenty  years  of  age,  was  standing  on  the 
pavement  at  the  comer  of  Raybum  and  Vance  streets,  in  the  city 
«f  Memphis.  A  car  of  the  defendant  company  was  approaching 
en  the  street,  when  the  trolley  wire,  forming  part  of  its  overhead 
flODstruction,  with  an  insulator  upon  its  end,  fell,  and  the  insulator 
itrack  the  plaintiff  upon  the  head,  inflicting  a  wound  over  his  right 
^e,  which  left  a  permanent  scar  or  blemish  on  his  face.  He  was 
omfined  to  his  bed  for  several  days,  and  was  not  able  to  work  for 
ime  ten  days,  and  incurred  a  medical  bill  of  $25.  It  is  not  defi- 
nitely shown  what  caused  the  breakage  and  fall  of  the  trolley  wire, 
but  the  plaintiff  states  that  the  trolley  pole  knocked  the  wire  down ; 
tbt  he  saw  it  fly  off  and  knock  the  wire  down. 

It  is  assigned  as  error  that  there  is  no  evidence  to  sustain  the 
lerdict  This  assignment  is  based  upon  the  theory  that  there  is 
no  definite  testimony  as  to  why.  the  wire  broke,  and  no  evidence 
of  Diligent  construction,  maintenance,  and  operation  of  the  line, 
iriiile  there  is  testimony  that  the  wire  was  in  good  condition,  and 
had  been  inspected  two  days  before ;  that  at  the  time  there  was  a 
heak  in  the  wire  near  the  same  place  which  was  repaired,  and  the 
wire  was  then  found  to  be  in  proper  condition.  The  rule,  as  laid 
down  in  the  case  of  Chattanooga  By,  Co.  v.  Mingle,  7  Am.  Electl. 
Cas.  694,  103  Tonn.  667,  is  that  "negligence  on  the  part  of  the 
rtreet  car  company  in  the  selection,  construction,  or  supervision  of 
its  gay  wire  is  presumed,  without  further  evidence,  from  the  fact 
that  such  wire,  dangerously  charged  with  electricity,  falls  on  or 
near  a  public  street,  even  if  its  fall  was  caused  by  a  stroke  from  the 
deranged  trolley  of  a  passing  car."  This  presumption  of  negligence 
must  be  overcome  by  the  car  company.  The  evidence  introduced  by 
the  company  consisted  of  the  testimony  of  Bowen,  the  lineman ; 
Erickson,  the  foreman  of  the  repair  apparatus,  called  the  "Trouble 
[  Wagon  ;**  and  a  negro.  Branch,  a  member  of  his  crew.  The  testi- 
t  mony  of  these  witnesses  is  quite  contradictory,  though  they  speak, 
C  in  general  terms,  quite  emphatically  as  to  the  quality  of  the  wire, 
:  Its  condition,  and  frequent  inspection.  They  are  more  or  less  in- 
terested, as  employees  whose  duties  were  to  make  repairs  and  keep 
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the  line  in  order.  On  the  other  hand,  the  testimony  of  the  plain 
furnishes  some  evidence  that  the  breakage  was  caused  by  the  9] 
ping  of  the  trolley  pole,  which  is  not  explained ;  and  the  jury,  fp 
his  statement,  might  have  legitimately  inferred  that  there  was  n 
ligence  in  the  slipping  of  the  pole,  or  a  defect  in  the  oondition 
the  wire,  and,  under  the  rule,  this  is  su£Soient  testimony,  coap! 
with  the  presumption,  arising  out  of  the  breakage,  that  thero  1 
negligence. 

The  other  assignments  of  error  may  be  treated  together,  u 
relate  to  the  degree  of  care  required  to  be  exercised  by  electric  atie 
railways  in  the  construction,  maintenance,  and  operation  of  i 
superstructure. 

The  court  charged  the  jury  that  the  street  oar  eompany  w 
obligated  to  use  the  best  material,  most  approved  methods  of  co 
struction,  and  the  highest  degree  of  care  and  skill  in  maintaini] 
and  keeping  same  in  repair,  considering  the  dangerous  nature 
the  appliances,  and  the  peril  to  life  and  limb  embodied  in  thi 
use.  And  it  is  insisted  that  this  was  requiring  too  great  a  degi 
of  care,  and  the  court  was  requested  to  charge  that  the  compa 
was  only  required  to  exercise  a  high  degree  of  care  in  these  respec 
and  not  the  highest  degree  of  care.  Counsel  cites  in  support  of  1 
contention  the  language  of  this  court  in  Chattanooga  St.  By.  Co. 
Mingle,  7  Am.  Electl.  Cas.  594,  103  Tenn.  667 ;  Street  By.  Co. 
Nugent  (Md.),  38  Atl.  779;  Nellis  on  Street  Surface  Raiboa 
288.  The  trial  judge,  in  portions  of  his  charge,  did  state  the  r 
to  be  a  high  degree  of  care,  and  defined  the  term,  with  accuracy, 
requiring  care  commensurate  with  the  perils  to  be  apprehend 
and  such  as  would  make  the  appliances  safe  in  their  use;  but 
also,  in  another  part,  charged  that  the  highest  degree  was  require 
The  charge  is  open  to  the  objection  that  the  rule  is  not  stated  in  i 
same  or  equivalent  terms  in  all  portions  of  the  charge,  and  was, 
some  extent  confusing  to  the  jury ;  but  we  must  assume  that  d 
jury  applied  the  strict  rule  of  the  highest  degree  of  care,  in  ord< 
to  constitute  error,  even  upon  defendant's  contention.  It  is  true 
the  case  of  Chattanooga  St,  By,  Co,  v.  Mingle,  7  Am.  Electl.  Oe 
694, 103  Tenn.  670,  this  court  said : 
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"In  view  of  the  extreme  peril  consequent  upon  the  displacement  and  fall 
^  tke  wires,  and  in  the  operation  of  an  electric  railway  system,  it  is  essen- 
litl  that  a  high  degree  of  care  be  exercised,  not  only  in  the  construction,  but 
IB  tlieir  continued  maintenance  in  a  good  and  safe  condition." 

Citing  Denver  Cons.  Co.  v.  Simpson,  6  Am.  Electl.  Oas.  278,  21 
Oda  371 ;  Oiraudo  v.  Electric  Imp.  Co.,  5  Am.  Electl.  Oas.  318, 
107  Cal.  120.     The  real  point  at  issue  in  the  Mingle  case  was 
whether  the  doctrine  of  res  ipsa  loquitur  applies  in  case  of  breakage 
of  the  wires,  so  as  to  require  the  company  to  repel  the  presumption 
of  n^ligenoe  arising  from  the  mere  fact  of  breakage ;  but  the  court 
Wis  not  attempting  to  lay  down  with  strict  accuracy  the  full  meas- 
BJB  of  care  required  of  such  companies  in  the  construction,  main- 
tenance, and  operation  of  their  lines.    So  the  question  recurs,  was 
it  error  to  instruct  the  jury  that  the  highest  degree  of  care  must 
be  exercised  ?    In  the  case  of  Denver  Cons.  Co.  v.  Simpson,  5  Am. 
Electl.  Cas.  278,  21  Colo.  371,  it  was  said  by  the  trial  judge: 

"The  defendant  was  not  an  insurer  of  the  safety  of  the  plaintiff,  but,  in 

itructing  its  line  and  in  maintaining  the  same  in  repair,  it  was  held  to 

highest  degree  of  care  and  diligence,  and  in  this  respect  was  bound  to 

tiie  highest  degree  of  care,  skill  and  diligence  in  the  construction  and  main- 

tonnce  of  its  lines  of  wires  and  other  appurtenances,  and  in  carrying  on  its 

iMuiness  so  Sb  to  make  the  same  safe  against  accidents,  so  far  as  such  safety 

can,  by  the  use  of  such  care  and  diligence,  be  secured.     If  it  observed  such  a 

degree  of  care,  it  was  not  liable.     If  it  failed  therein,  it  was  liable  for  the 

fnjuries  caused  thereby." 

On  appeal  this  charge  was  affirmed,  the  Appellate  Court  saying: 

"Where  all  minds  concur,  as  they  must  in  a  case  like  the  one  we  are  con- 
lidering,  in  regarding  the  carrying  on  of  a  business  as  fraught  with  peril  to 
the  public,  inherent  in  the  nature  of  the  business  itself,  the  court  makes  no 
mistake  in  defining  the  duty  of  those  conducting  it  as  the  exercise  of  the  ut- 
most care.  It  was,  therefore,  not  prejudicial  error  for  the  court  to  tell  the 
jury  in  that  case  what  the  law  requires  of  the  defendant,  viz.,  the  highest 
degree  of  care  in  conducting  its  business.  The  late  case  of  Block  v.  MiluxiU' 
tee  St.  Ry.  Co,,  5  Am.  Electl.  Cas.  293,  89  Wis.  371,  rightly  interpreted,  sup- 
ports this  doctrine;  and  the  case  of  Haynes  v.  Raleigh  Gas  Co.,  114  N.  C. 
203,  expressly  lays  down  the  rule  as  observed  by  the  trial  court  in  the  in- 
itnictions  given  in  this  case." 

VOL.  VIII — 28 
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In  Qiraudo  case,  supra,  the  court  say : 

"  The  public,  aside  from  the  consumers  using  the  commodity,  owe  no  d%^^ 
to  those  introducing  it.     But  on  the  other  hand,  it  is  the  duty  of  those  mak.^^ 
a  profit  from  the  use  of  so  dangerous  an  element  as  electricity  to  use     ^^ 
utmost  care  to  prevent  injury  to  any  class  of  people  composing  the  pu|^|^ 
w<hich  consists  in  considerable  members.      They  must  protect  those  ha^jQ^ 
less  than  the  ordinary  knowledge  of  the  character  of  the  commodity." 

In  Haynes  v.  Raleigh  Gas  Co.,  supra,  the  rule  is  stated  thus; 

'^  It  is  due  to  the  citizen  that  electric  companies  that  are  permitted  to  use 
for  their  own  purposes  the  streets  of  a  city  or  town  shall  be  required  to  use 
the  utmost  degree  of  care  in  the  construction,  inspection,  and  repair  of  their 
wires  and  poles,  to  the  end  that  travelers  along  the  highway  may  not  be 
injured  by  their  appliances.     The  danger  is  great,  and  care  and  watchfolnefl* 
must  be  commensurate  with  it.     All  the  reasons  that  support  the  rigid  eiftr 
forcement  of  this  rigid  rule  against  the  carrier  of  passengers  by  steam  app13 
with  double  force  to  those  who  are  allowed  to  place  above  the  streets  of     ^ 
city  wires  charged  with  a  deadly  current  of  electricity,  or  liable  to 
so  charged.     The  requirement  does  not  carry  with  it  too  heavy  a  burden." 

In  City  EUc.  Ry.  Co.  v.  Conery,  6  Am.  Electl.  Gas.  217,  61  Ar! 
881,  the  court  uses  this  language: 

"Electric  companies  are  bound  to  use  reasonable  care  in  the  constnicti 
and  maintenance  of  their  lines  and  apparatus — ^that  is,  such  care  as  a  r 
sonable  man  would  use  under  the  circumstances — and  will  be  responsible 
any  conduct  falling  short  of  this  standard.     This  care  varies  with  the 
which  will  be  incurred  by  negligence.      In  cases  where  the  wires  carry^ 
strong  and  dangerous  current  of  electricity,  and  the  result  of  negligence  mi 
be  exposure  to  death  or  most  serious  accidents,  the  highest  degree  of  car^  u 
required.      This  is  especially  true  of  electric  railway  wires  suspended  over 
the  streets  of  populous  cities  or  towns.      Here  the  danger  is  great,  and   tin 
care  exercised  must  be  commensurate  with  it.     But  this  duty  does  not  mttki 
them  insurers  against  accidents,  for  they  are  not  responsible  for  accidestg 
which  a  reasonable  man,  in  the  exercise  of  the  greatest  prudence,  would  not, 
under  the  circumstances,  have  guarded  against." 

In  the  case  of  Cook  v.  Wilmington  City  Elec.  Co.,  9  Houst.  306, 
the  court  say : 

"The  law  requires  that  they  (electric  light  companies)   should  use  every 
way  to  protect  and  save  the  public  from  loss  or  injury.     They  must  use  every 
means,  regardless  of  expense,  to  protect  and  make  safe  the  public,  or  citizea* 
passing  over  the  streets  of  the  city,  who  are  not  aware  of  danger.     They  mus* 
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m  due  care  and  ordinary  diligence  in  such  case,  with  the  legal  meaning  in 
gv  following  and  attached  to  such  words  as  I  have  stated/' 

As  to  the  meaning  of  these  words,  the  court  say : 

"The  words  'usual  and  ordinary  care'  mean,  in  such  cases,  nothing  more 
w  less  than,  if  there  be  a  great  danger  and  hazard  in  the  business,  there 
ikoBld  be  a  corresponding  degree  of  skill  and  attention  required  by  the  law." 


Mr.  Keasbey,  in  his  work  on  Electric  Wires,  says : 

"The  use  of  the  electric  current  is  authorized  by  law.  It  will  do  no  harm 
f  it  is  kept  in  its  proper  place,  but  it  is  very  dangerous  if  it  is  allowed  to 
Kape.  Those  who  use  it  are  charged  with  a  public  duty  to  use  the  greatest 
m  to  keep  it  from  doing  harm,  and,  for  failure  to  observe  this  care,  they 
tB  responsible  to  persons  using  the  public  streets  who  may  be  injured  without 
vj  fault  of  their  own."     Keasbey  oh  Electric  Wires,  sec.  243. 

And  Mr.  Joyce,  in  his  work  on  Electricity,  holds  the  same  view : 

"An  electrical  company  is  under  the  duty  of  so  maintaining  its  wires  as 
ji  to  interfere  with  the  free,  unobstructed  and  safe  use  of  the  highway. 
Ithough  it  is  not  an  absolute  insurer  of  its  wires,  yet  it  is  bound  to  use  the 
tmost  care  in  maintaining  them."  Joyce  on  Electricity,  sec.  450;  see,  also, 
JcAdam  v.  Central  R.  Co.,  6  Am.  Electl.  Cas.  348,  67  Conn.  445. 

We  are  of  the  opinion  that  in  view  of  the  danger  attendant  upon 
lie  breaking  and  falling  of  overhead  electric  wires  in  the  streets, 
nd  the  results  to  be  apprehended  to  persons  in  the  streets,  the  com- 
wmy  should  be  held  to  the  highest  or  utmost  degree  of  care  in  the 
onstruction,  maintenance,  and  operation  of  its  lines ;  and  the  court 
vas  not  in  error  in  so  charging.  We  are  of  opinion,  also,  that,  tak- 
ing the  whole  of  his  charge  together,  the  jury  must  have  understood 
the  trial  judge  to  lay  down  the  rule  of  the  highest  degree  of  care ; 
uid  there  is,  therefore,  no  reversible  error  in  the  record,  and  the 
judgment  is  affirmed,  with  costs. 

Other  Cases  Relating  to  Injuries  Caused  by  Suspended  Wires. 

1.  Injury  to  railway  employee  by  telephone  wire  snspended  aorosB 
'■Uway  traok;  evidenoe  of  ownership  of  line. — In  the  case  of  American 
yfkgmph  d  Telephone  Co,  v.  Kersh.  27  Tex.  Civ.  App.  127,  66  S.  W.  74,  the 
pltintiff,  a  railway  employee,  was  injured  by  being  dragged  from  the  top  of  a 
^  by  a  wire  suspended  over  the  line  of  the  railway.  It  was  alleged  in  the 
petition  that  the  wire  was  a  part  of  the  line  of  the  appellant,  and  was  not  sus- 
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In  Oiraudo  case,  supra,  the  court  say : 

"The  public,  aside  from  the  consumers  using  the  commodity,  owe  no  doty 
to  those  introducing  it.  But  on  the  other  hand,  it  is  the  duty  of  those  making 
a  profit  from  the  use  of  so  dangerous  an  element  as  electricity  to  use  the 
utmost  care  to  prevent  injury  to  any  class  of  people  composing  the  publie, 
which  consists  in  considerable  members.  They  must  protect  those  having 
less  than  the  ordinary  knowledge  of  the  character  of  the  commodity." 

In  Haynes  v.  Raleigh  Oas  Co.,  supra,  the  rule  is  stated  thus: 

**  It  is  due  to  the  citizen  that  electric  companies  that  are  permitted  to 
for  their  own  purposes  the  streets  of  a  city  or  town  shall  be  required  to 
the  utmost  degree  of  care  in  the  construction,  inspection,  and  repair  of  their 
wires  and  poles,  to  the  end  that  travelers  along  the  highway  may  not  be 
injured  by  their  appliances.  The  danger  is  great,  and  care  and  watchfulneee 
must  be  commensurate  with  it.  All  the  reasons  that  support  the  rigid  en- 
forcement of  this  rigid  rule  against  the  carrier  of  passengers  by  steam  apply 
with  double  force  to  those  who  are  allowed  to  place  above  the  streets  of  a 
city  wires  charged  with  a  deadly  current  of  electricity,  or  liable  to 
so  charged.     The  requirement  does  not  carry  with  it  too  heavy  a  burdoL 


In  City  Elec.  By.  Co.  v.  Conery,  6  Am.  Electl.  Gas.  217,  61  Art 
381,  the  court  uses  this  language: 

"Electric  companies  are  bound  to  use  reasonable  care  in  the  construction 
and  maintenance  of  their  lines  and  apparatus — that  is,  such  care  as  a  rea- 
sonable man  would  use  under  the  circumstances — and  will  be  responsible  for 
any  conduct  falling  short  of  this  standard.  This  care  varies  with  the  danger 
which  will  be  incurred  by  negligence.  In  cases  where  the  wires  carry  a 
strong  and  dangerous  current  of  electricity,  and  the  result  of  negligence  might 
be  exposure  to  death  or  most  serious  accidents,  the  highest  degree  of  care  is 
required.  This  is  especially  true  of  electric  railway  wires  suspended  over 
the  streets  of  populous  cities  or  towns.  Here  the  danger  is  great,  and  the 
care  exercised  must  be  commensurate  with  it.  But  this  duty  does  not  make 
them  insurers  against  accidents,  for  they  are  not  responsible  for  accidents 
which  a  reasonable  man,  in  the  exercise  of  the  greatest  prudence,  would  not, 
under  the  circumstances,  have  guarded  against." 

In  the  case  of  Cook  v.  Wilmington  City  Elec.  Co.,  9  Houst.  306, 
the  court  say : 

"The  law  requires  that  they  (electric  light  companies)  should  use  every 
way  to  protect  and  save  the  public  from  loss  or  injury.  They  must  use  every 
means,  regardless  of  expense,  to  protect  and  make  safe  the  public,  or  citizens 
passing  over  the  streets  of  the  city,  who  are  not  aware  of  danger.     They  must 
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doe  care  and  ordinary  diligence  in  such  case,  with  the  legal  meaning  in 
law  following  and  attached  to  such  words  as  I  have  stated." 

As  to  the  meaning  of  these  words,  the  court  say : 

**  The  words  '  usual  and  ordinary  care '  mean,  in  such  cases,  nothing  more 
m  less  than,  if  there  be  a  great  danger  and  hazard  in  the  business,  there 
ikoold  be  a  corresponding  degree  of  skill  and  attention  required  by  the  law." 

Mr.  Keasbey,  in  his  work  on  Electric  Wires,  says : 

**  The  use  of  the  electric  current  is  authorized  by  law.  It  will  do  no  harm 
if  it  is  kept  in  its  proper  place,  but  it  is  very  dangerous  if  it  is  allowed  to 
CKipe.  Those  who  use  it  are  charged  with  a  public  duty  to  use  the  greatest 
etre  to  keep  it  from  doing  harm,  and,  for  failure  to  observe  this  care,  they 
m  responsible  to  persons  using  the  public  streets  who  may  be  injured  without 
VBj  fault  of  their  own."     Keasbey  oh  Electric  Wires,  sec.  243. 

And  Mr.  Joyce,  in  his  work  on  Electricity,  holds  the  same  view : 

"An  electrical  company  is  under  the  duty  of  so  maintaining  its  wires  as 
Mt  to  interfere  with  the  free,  unobstructed  and  safe  use  of  the  highway. 
Although  it  is  not  an  absolute  insurer  of  its  wires,  yet  it  is  bound  to  use  the 
utmost  care  in  maintaining  them."  Joyce  on  Electricity,  sec.  450;  see,  also, 
McAdam  v.  Central  R,  Co.,  6  Am.  Electl.  Cas.  348,  67  Conn.  445. 

We  are  of  the  opinion  that  in  view  of  the  danger  attendant  upon 
tlie  breaking  and  falling  of  overhead  electric  wires  in  the  streets, 
and  the  results  to  be  apprehended  to  persons  in  the  streets,  the  com- 
pany should  be  held  to  the  highest  or  utmost  degree  of  care  in  the 
construction,  maintenance,  and  operation  of  its  lines ;  and  the  court 
was  not  in  error  in  so  charging.  We  are  of  opinion,  also,  that,  tak- 
ing the  whole  of  his  charge  together,  the  jury  must  have  understood 
the  trial  judge  to  lay  down  the  rule  of  the  highest  degree  of  care ; 
and  there  is,  therefore,  no  reversible  error  in  the  record,  and  the 
judgment  is  affirmed,  with  costs. 

Other  Cases  Relating  to  Injuries  Caused  by  Suspended  Wires. 

1.  Injury  to  rail^ray  employee  by  telephone  -wire  aiispended  aoross 
v^vay  track;  oTldenoe  of  ownership  of  line. — In  the  case  of  American 
ycktmph  <t  Telephone  Co.  v.  KersK  2.1  Tex.  Civ.  App.  127,  66  S.  W.  74,  the 
plaintiff,  a  railway  employee,  was  injured  by  being  dragged  from  the  top  of  a 
«T  by  a  wire  suspended  over  the  line  of  the  railway.  It  waa  alleged  in  the 
petition  that  the  wire  was  a  part  of  the  line  of  the  appellant,  and  was  not  sus- 
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pended  high  enough  above  the  railway  track  to  permit  cars  to  pass  under  H 
without  injury  to  the  employees  of  the  railway  company.  The  defoise  on  ths 
part  of  the  telephone  company  was  that  the  line,  where  it  crossed  the  imilwij 
tracK,  did  not  belong  to  it,  and  that  it  was  not  charged  with  the  duty  of  keep- 
ing it  in  repair.  It  appeared  that  the  wire  was  a  part  of  a  branch  line  con- 
structed by  the  telephone  company  for  the  use  of  certain  persons.  The  right 
of  way  for  the  branch  line  was  furnished  by  a  private  individual,  and  the  line 
waa  erected  by  the  telephone  company.  It  was  agreed  between  them  that  the 
company  should  furnish  the  telephone,  and  that  the  r^ital  should  be  divided 
between  the  company  and  such  individual.  The  evidence  showed  that  the  com- 
pany had  repaired  the  line  at  various  times,  and  that  the  wire  had  been  doimi 
and  had  been  put  up  again  by  a  man  in  the  employ  of  the  company,  and  thnt 
after  it  had  been  put  up  it  hung  so  low  as  to  obstruct  the  passage  of 
Under  such  facts  the  jury  was  held  justified  in  finding  that  the  telephone 
pany  owned  and  controlled  the  branch  line,  and  was,  therefore,  liable  for 
ligence  in  failing  to  so  suspend  the  wire  across  the  railway  trades  as  to 
mit  the  passing  of  trains  with  safety  to  persons  on  the  top  of  a  car.  In 
of  the  evidence  to  the  effect  that  the  wire  was  repaired  by  one  employed  hf  m 
person  authorized  to  employ  him  for  that  purpose,  it  was  held  proper  to 
refuse  an  instruction  making  the  company's  liability  depend  upon  whether 
oar  not  the  person  making  the  repairs  was  directed  by  one  authorised  to  mat 
for  the  company. 

2.  ETideaoe  aa  to  ooaditloa  of  wire. — The  case  of  Hwmum  v,  HiU,  58 
W.  Va.  166,  43  S.  E.  223,  was  an  action  for  personal  injuries  received  hf 
reason  of  the  negligence  of  a  telephone  company  in  permitting  its  wires  to 
be  stretched  so  low  down  over  the  highway  as  to  be  caught  by  a  horse's  feet 
in  passing.  It  was  held  incompetent  to  prove  the  condition  of  the  wire  at 
that  point  six  months  subsequent  to  the  injury  complained  of.  The  eourt 
said: 

**  The  twelfth  assignment  is  that  the  court  erred  in  refusing  to  permit  the 
defendants  to  prove  by  the  witness  W.  C.  Smith,  and  other  witnesses,  tho 
facts  and  circumstances  relating  to  the  telephone  line  and  the  wires,  and 
the  impossibility  of  plaintiff's  being  injured  thereby  as  claimed  by  him,  as 
set  out  in  bill  of  exceptions  No.  8.  Defendants  offered  to  prove  by  said 
Smith  and  other  witnesses  that  they  had  gone  to  the  place  in  the  road 
where  the  accident  occurred  in  the  month  of  June,  1900,  about  six  months 
after  the  occurrence,  and,  upon  examination,  to  show  that  the  wire,  in  the 
condition  as  it  was  then,  would  not,  when  removed  from  pole  No.  2,  have 
come  down  in  the  middle  of  the  road,  so  that  the  horse's  feet  would  become 
entangled  in  it  as  stated  by  plaintiff,  and  that  as  fastened  on  pole  No.  1,  just 
above  the  large  elm,  and  on  No.  3,  next  to  Petersburg,  and  not  fastened  on 
pole  No.  2,  between  poles  1  and  3,  the  said  wire,  as  then  fastened  on  poles 
Nos.  1  and  3,  would  not  come  down  in  the  road  low  enough  at  any  place 
near  the  middle  of  the  road  to  catch  a  horse's  foot  just  above  the  hoof,  so 
as  to  throw  the  horse  down,  and  that  said  telephone  wire  would  not  lie  on 
the  ground  near  the  middle  of  the  road   at  the  point  where  the  plaintiff 
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daimed  his  horse's  foot  was  caught  in  the  wire,  but  that  said  wire  would 

He  in  the  ditch  along  the  side  of  the  road,  owing  to  the  location  and  situation 

«f  the  road  and  of  said  poles  and  wire,  and  offered  to  prove  by  said  witness 

that  from  the  location  of  said  wire,  and  the  situation  of  the  said  poles,  and 

ike  contour  of  the  ground  at  and  near  the  point  where  plaintiff  claimed  to 

ha^e  been  injured,  the  plaintifTs  horse's  foot  could  not  have  caught  in  the 

wire  as  plaintiff  claimed,  as  it  was  admitted  that  the  wire  was  running  along 

the  road  in  the  same  direction  the  horse  was  going.    Plaintiff  objected  to  the 

iitrodnciion  of  such  testimony,  and  the  court  refused  to  allow  said  witness 

to  to  testify  unless  and  until  it  was  first  shown  that  said  telephone  line, 

polet,  wires  and  insulators  at  said  point  were  in  the  same  condition  when 

Mid  examinations  were  made  as  they  were  when  the  alleged  injury  was 

itmt.    Defendants  then  introduced  Edward  Lewis  to  testify  that  a  short  time 

ifter  plaintiff  claimed  to  have  been  injured,  and  before  said  examination  was 

Bade  by  Smith  and  others,  he  had  come  over  the  line  for  the  purpose  of 

lepairing  it,  and  had  stretched  the  wire  and  found  the  wire  fastened  to  pole 

Hoc  1  by  a  loop  oi  wire  a  foot  to  eighteen  inches  in  length,  and  it  would 

admit  of  the  telephone  wire  being  a  foot  to  eighteen  inches  lower  down  from 

tte  top  of  the  pole  than  it  was  when  the  witness  Smith  and  others  went 

mod  examined  it.     Lewis  further  testified  that,  when  he  went  to  repair  the 

telephone  line  at  that  point,  he  unfastened  the  wire  at  pole  No.  3,  and 

stretched  the  wire  as  testified  by  him.     The  defendants  then  again  offered  to 

prove  by  Smith  and  other  witnesses  the  facts  as  to  the  examination  made 

bj  them  in  June,  and  the  result  of  said  examination,  so  as  to  establish  the 

fact  that  said  wire  could  not  have  been  stretched  across  the  road  in  the 

m^nn^r  stated  in  plaintiff's  declaration,  so  as  to  have  caught  the  horse's 

loot  as  claimed  in  plaintiff's  evidence.     In  January,  when  the  injury  occurred, 

the  wire  was  loosed  at  three  poles — Nos.  1,  2  and  3.     In  June  the  wire  had 

been  tightened  by  Lewis — ^as  tight  as  he  could  make  it  with  his  hands — ^and 

fastened  to  the  insulators  on  the  said  three  poles,  and  Smith  unfastened  the 

wire  from  one  pole;  and  it  was  proposed  to  prove  by  him  the  condition  of 

the  wire  with  its  being  unfastened  from  one  pole  only.      The  court  did  not 

err  in  refusing  to  allow  the  witness  to  testify  as  to  the  condition  of  the 

wire  in  June." 
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INJURIES  CAUSED  BY  POLES  IN  STREETS. 


BiLEY  y.  New  England  Teleobaph  &;  Telbphonb  Cb* 

Ma88CLohu8eU8;  Supreme  Judicial  Court. 

1.  Liabilitt  of  ielegbaph  company  for  injuries  caused  bt  poles  nr  Hm- 

WAT. — A  statute  (Mass.  Rev.  Laws,  ch.  122,  sec.  15)  proTidiiig  ihatg 
**  whenever  injury  shall  be  done  to  any  person  or  to  the  buildings  or  other 
property  of  any  person  or  corporation  by  the  posts  or  other  apparatus 
of  any  telegraph  line,  the  company,  or  individual,  being  proprietor  of  tfat 
same,  shall  be  held  responsible  in  damages  to  the  person  or  corporatioa 
so  injured,"  indicates  an  intention  on  the  part  of  the  Legislature  to  per- 
mit telegraph  poles  in  the  streets  and  highways  upon  condition  thai 
those  who  use  them  to  their  own  profit  should  make  compensation  lor 
damages  caused  thereby,  and  the  company  erecting  such  poles  is  liablt 
for  damages  to  all  persons  injured  in  person  or  property  thereby,  whether  -7 
the  injury  was  caused  by  negligence  or  by  pure  accident.  So  where 
person  is  injured  by  being  thrown  from  a  wagon  colliding  with  a 
graph  pole  the  telegraph  company  is  liable  for  the  damages  caused 
such  injury,  although  the  pole  was  erected  and  maintained  by  the 
pany  in  accordance  with  a  license  granted  by  the  proper  munici] 
authority. 

2.  Ck)NTRiBUT0RT  NEGLIGENCE. — ^The  statute  does  not  make  the  telegraph  coi 

pany  an  insurer  against  injuries  to  persons  whose  own  fault  is  one 
the  causes  of  the  injury.  The  language  of  the  statute  does  not  indi( 
that  the  absolute  liability  thereby  imposed  applies  to  persons  who  i 

their  own  conduct  would  be  precluded  from  recovery  against  a  defe^^^^ 
ant  in  an  action  for  negligence. 

Exceptions  brought  by  plaintiff  from  a  judgment  in  favor    of 
defendant.    Decided  September  2,  1903 ;  reported  68  N.  R  17. 

C.  E.  Washburn  and  A.  S.  Hutchinson,  for  plaintiff. 

Powers,  Hall  &  Jones  and  F,  A,  Houston,  for  defendant. 

Opinion  by  Knowlton,  C.  J. : 

The  plaintiff  was  driving  along  Bridge  street  in  Cambridg^^ 
upon  a  market  wagon,  the  hubs  of  whose  wheels  projected  si: 
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inches  beyond  the  rims  and  spokes.      The  body  of  the  wagon  had 
wings  extending  laterally  as  f^r  as  the  hubs.      A  telegraph  pole 
of  the  defendant  was  set  dose  to  the  curbstone  on  the  inside,  and 
it  leaned  a  little  towards  the  center  of  the  street.      A  standpipe 
Tised  to  fill  watering  carts  stood  beside  the  telegraph  pole,  and  the 
dripping  from  it  caused  a  sinking  or  depression  in  the  cobblestone 
pavement^  small  in  area,  but  two  or  three  inches  in  depth  near  the 
curbstone  and  opposite  the  telegraph  pole.      As  the  right  forward 
wheel  of  the  plaintiff's  wagon  fell  into  this  hollow,  the  body  of  the 
Tigon  lurched  to  the  right  towards  the  pole,  so  that  the  wing 
ftruck  the  pole,  and  the  collision  threw  the  plaintiff  out  and  in- 
jured him.      The  pole  was  erected  in  accordance  with  a  license 
planted  by  the  board  of  aldermen,  which  required  the  defendant 
to  maintain  it  as  nearly  perpendicular  as  practicable.     There  was 
A  question  whether  its  leaning  was  a  departure  from  the  require- 
xnents  of  the  license. 

The  plaintiff  asked  the  judge  to  instruct  the  jury  as  follows: 
^'Qie  defendant  is  liable  to  the  plaintiff  in  this  action  if  the 
latter,  while  traveling  on  the  public  highway  and  in  the  exercise 
of  due  care,  was  injured  by  reason  of  a  telegraph  pole  belonging 
to  the  defendant,  although  said  pole  was  erected  and  maintained 
by  the  defendant  in  accordance  with  the  license  granted  by  the 
board  of  aldermen  of  the  city  of  Cambridge." 

The  judge  refused  to  give  the  instruction  requested,  and  gave 
the  jury  this  instruction :    "  If  you  find  that  the  pole  was  erected 
and  maintained  in  accordance  with  the  specifications  of  the  muni- 
cipal officers,  and  that  there  was  no  negligence  on  the  part  of  the 
defendant  in  its  construction  or  maintenance  of  the  pole,  then  the 
plaintiff  cannot  recover,  even  if  in  the  exercise  of  due  care,  in  the 
absence  of  any  direction  by  the  municipal  officers  to  alter  the  loca- 
tion or  construction  of  said  pole." 

The  exceptions  to  the  refusal  and  to  the  instruction  bring  us  to 
the  consideration  of  the  statute  under  which  the  pole  was  erected. 
St  1851,  p.  739,  ch.  247,  sec.  2,  is  as  follows :  "  Whenever  in- 
jury shall  be  done  to  any  person,  or  to  the  buildings  or  other  prop- 
erty of  any  person  or  corpora#tion,  by  the  posts,  wires,  or  other 
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apparatus  of  any  telegraph  line,  the  company  or  individual  being 
proprietor  of  the  same  shall  be  held  responsible  in  damages  to  the 
person  or  corporation  so  injured. '^ 

St.  1869,  p.  417,  ch.  260,  sec.  1,  which  was  doubtless  enacted 
to  change  the  law  stated  in  Young  v.  Yarmouth,  9  Gray,  386,  pro- 
vides that  "  to\vns  which  may  be  otherwise  liable  in  damages  to 
any  person  for  injury  to  his  person  or  property,  occasioned  by 
telegraphic  posts  or  other  fixtures  erected  on  highways  or  town 
ways,  shall  not  be  discharged  from  such  liability  "  by  reason  of 
anything  contained  in  the  act  authorizing  the  erection  of  such 
posts,  and  makes  the  companies  erecting  the  posts  or  fixtures  liable 
to  reimburse  and  repay  to  towns  the  full  amount  of  damages  an4 
costs  recovered  by  any  party  injured.  These  two  statutes  were 
combined  in  G^n.  St.  1860,  ch.  64,  sec.  11,  with  a  slight  change^ 
and  re-enacted  in  Pub.  St  1882,  ch.  109,  sec.  12,  and  again  re- 
enacted  with  only  verbal  changes  in  Rev.  Laws,  ch.  122,  sec  16. 
The  first  of  these  two  statutes  creates  a  liability  without  any  refer- 
ence to  negligence.  The  Legislature  seems  to  have  recognised 
that  the  erection  of  the  poles  and  fixtures  in  public  ways  would 
create  obstructions  which  might  interfere  to  some  extent  with  the 
use  of  the  public  streets,  and  increase  the  liability  of  travelers  to 
accidents.  Such  obstructions,  whether  placed  in  a  sidewalk  or 
in  a  part  of  street  designed  for  use  by  vehicles,  being  there  when 
the  streets  are  lighted  and  when  they  are  in  darkness,  and  in  every 
variety  of  possible  conditions,  subject  persons  in  the  exercise  of 
due  care  to  risks  which  otherwise  would  not  exist.  While  the 
Legislature  saw  fit  to  authorize  the  use  of  the  streets  for  telegraph 
lines,  it  provided  at  the  same  time  that  the  telegraph  company 
should  be  liable  for  damages  to  all  persons  injured  in  person  or 
property  by  these  erections.  Doubtless  the  fact  that  electricity 
is  a  subtle  and  dangerous  agency,  which  was  less  understood  in 
1851,  when  this  statute  was  enacted,  than  it  is  now,  was  an  added 
reason  for  creating  this  legal  liability  without  regard  to  negligence. 
Wires  and  other  apparatus,  as  possible  causes  of  injury,  are 
treated  by  the  statute  like  the  posts.  It  might  be  difficult  to  prove, 
in  case  of  an  injury  by  a  transmitter  of  electricity,  whether  the 
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injury  was  caused  by  negligence  or  by  pure  accident.     The  statute 
indicates  an  intention  on  the  part  of  the  Legislature  that  these 
erections  in  the  street,  which  in  many  places  would  constitute  a 
public  nuisance  if  not  authorized  by  the  statute,  should  be  per- 
mitted only  upon  condition  that  those  who  use  them  to  their  own 
profit  should  make  compensation  for  damages  caused  by  them. 
Both  the  principle  involved  and  the  statutory  declaration  of  lia- 
bility are  substantially  the  same  as  appear  in  Rev.  Laws,  ch.  102, 
sec.  146,  which  declares  that  "  the  owner  or  keeper  of  a  dog  shall 
be  Uable  in  an  action  of  tort  to  a  person  injured  by  it,  in  double 
the  amount  of  damages  sustained  by  him.''     The  keeping  of  dogs 
is  authorized  by  law,  and  in  many  cases  is  meritorious.     Usually, 
in  individual  cases,  it  is  not  attended  with  obvious  danger;  but 
the  fact  that  it  materially  increases  the  risk  of  injury  to  innocent 
persons  is  a  reason  for  making  dog  owners  liable  for  injuries 
caused  by  their  dogs,  even  though  the  owners  are  free  from  fault. 
We  are  therefore  of  opinion  that  this  instruction  should  have  been 
given. 

The  second  instruction  requested,  that  "  contributory  negligence 
on  the  part  of  the  plaintiff  is  no  defense  to  this  action,  unless  so 
gross  as  to  amount  to  fraud,"  was  rightly  refused.  In  this  re- 
spect the  statute  is  like  that  last  quoted.  The  statute  as  to  dogs 
is  silent  in  regard  to  care  on  the  part  of  the  injured  person.  But 
owners  of  dogs  are  not  insurers  against  injuries  inflicted  by  them 
upon  persons  "whose  negligence  contributes  to  the  injury.  Munn 
V.  Reed,  4  Allen,  431 ;  Plumley  v.  Birge,  124  Mass.  57,  26  Am. 
Hep.  645.  To  make  a  defendant,  under  this  statute,  an  insurer 
against  injuries  to  persons  whose  own  fault  is  one  of  the  causes 
of  the  injury,  imposes  too  great  a  liability  upon  the  corporation. 
It  would  be  contrary  to  the  usual  rule  of  liability  in  actions  of 
tort  where  the  cause  of  the  liability  is  not  more  culpable  then  neg- 
ligence. The  language  of  this  statute  does  not  indicate  that  this 
absolute  liability  to  persons  injured  applies  to  persons  who  by  their 
own  conduct  would  be  precluded  from  recovery  against  a  defend- 
ant in  an  action  for  negligence. 
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Revised  Laws,  ch.  Ill,  sec.  270,  in  relation  to  the  liability  of 
railroad  companies  for  damages  by  fires  kindled  by  sparks  from 
locomotive  engines,  deals  with  a  different  kind  of  subject,  and  it 
has  been  construed  a  little  more  strictly.  Bowen  v.  Boston  dt  Ah 
bany  Railroad  Co,,  179  Mass.  624,  61  N.  E.  141.  Railroad  com- 
panies are  held  accountable  for  fires  set  by.  their  engines  under 
ordinary  conditions.  The  condition  of  the  property  does  not  ordi- 
narily contribute  as  an  active  agent  to  the  kindling  of  the  fire.  It 
is  a  passive  state  which  was  contemplated  when  the  statute  was 
passed.  That  statute  leaves  the  owner  entitled  to*  his  remedy,  un- 
less guilty  of  gross  negligence  which  is  culpable. 

The  instructions  in  regard  to  the  duty  of  the  plaintiff  in  refer- 
ence to  care,  and  as  to  what  constitutes  due  care  of  a  plaintiff  in 
a  case  like  this,  were  correct  and  sufficient  The  third  request 
for  instructions  was  rightly  refused. 

Exceptions  sustained. 

Latheop^  J.,  dissenting. 

Neglis^At   looatloa  of  polei. — The  rule,  as  stated  by  Mr.  Keaabigr 

(Keasbey  on  Electric  Wires,  sec.  222),  is  as  follows:     ''Since  the  erectiom 
of  a  pole  in  the  highway  in  such  a  place  as  to  create  a  dangerous  obstmctioB 
is  not  legalized  by  a  general  grant  of  authority  to  set  up  a  line  of  poles,  it 
follows  that  a  person  setting  up  a  pole  in  such  a  place  is  liable  to  one  who 
is  injured  by  reason  of  the  dangerous  location  of  the  pole  while  be  ia  law- 
fully using  the  highway  in  the  exercise  of  due  care.*'      In  the  case  of  Wolfs 
V.  Erie  Telegraph  d  Telephone  Co.,  33  Fed.  320,  the  plaintiff  was  injured  by 
being  thrown  from  a  wagon  against  a  telegraph  pole  located  in  the  highway. 
The  question  on  appeal  was  as  to  the  propriety  of  charging  the  jury  that  if 
the  driver,  using  all  the  means  in  his  power  to  stop  the  horse,  while  still  in 
the  wagon,  ran  upon  a  permanent  object  of  a  dangerous  character  in  the 
public  street,  the  companj'  which  put  up  the  obstruction*  was  liable  for  the 
injury.    The  court,  in  considering  such  instruction,  said :     "  The  grant  of  a 
permit  or  direction^  to  locate  a  pole  or  post  in  a  street  extensively  used  aa  a 
general  thoroughfare,  both  for  pleasure  drives  and'  for  business  vehicles,  in 
order  to  be  a  valid  grant  or  to  be  rightfully  there,  must  not  only  be  in 
accordance  with  statutes  and  ordinances,  but  must  also  be  made  subject  to 
the  determination  of  a  jury  whether  the  pole  or  post,  so  located,  is  in  fact 
dangerous  to  the  public  in  the  use  of  the  street,  including  contingencies  inci- 
dent to  the  lawful  use  of  the  same." 

The  rule  as  stated  in  the  note  appended  to  the  case  of  Ela  v.  Postal  Teie- 

graph  Cable  Co,,  ante,  page ,  relative  to  the  degree  of  care  to  be  used  bj 

telegraph  and  telephone  companies  in  the  erection  and  maintenance  of  wires 
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and  highways  applies  equally  to  the  erection  and  maintenance  of 
Im  by  such  companies.  This  rule  as  applied  to  poles*  in  highways  is 
in  the  case  of  Sheffield  v,  Centrad  Union  Telegraph  Co.,  36  Fed.  164, 
the  trial  court  in  his  charge  said :  "  Tlie  statutes  of  Ohio  provide 
Mi  a  t^egrmph  company  may  occupy  for  its  poles  a  part  of  the  public 
\^Ktnj,  hot  must  not  do  it  so  as  to  incommode  the  public  in  the  use  of  the 
l^nray.  In  the  location  of  its  poles  in  the  highway  the  defendant  was 
spired  to  exercise  reasonable  care,  so  as  not  to  incommode  persons  having 
ii  fight  to  use  the  road  for  all  purposes  of  travel.  This  use  means  the 
BiiMiy  and  reasonably  use  of  the  highway  for  all  purposes  for  which 
hll^vays  are  usually  used  by  the  public." 

CelllaioA  with  pole  due  to  fright  of  Itorse. — It  is  not  the  duty  of 
MiUeipalities  to  so  construct  and  maintain  highways  that  they  shall  be 
■ii  for  runaway  or  unmanageable  horses,  or  such  as  have  escaped  from  the 
tm^ni  of  their  drivers,  without  the  fault  of  the  municipalities,  and  where 
^flriea  are  sustained  under  such  circumstances,  it  appearing  that  otherwise 
Bqt  night  not  have  been  sustained,  the  loss  must  fall  upon  the  owners  whose 
■Untune,  if  not  whose  fault,  it  is  that  they  so  happened.  Jackson  v.  Tovm 
if  Bdlmeu,  30  Wis.  250.  And  where  poles  are  erected  by  telegraph  or 
Mtphone  oompaniee  in  streets  and  highways  with  the  consent  of  municipal 
nthorities  granted  pursuant  to  statute,  and  are  so  located  as  not  to  ordi- 
■■ily  obstruct  or  incommode  the  public  use  of  such  streets  or  highways,  the 
lies  erecting  and  maintaining  them  cannot  be  held  liable  for  damages 
by  collision  with  such  poles  due  to  the  fact  that  the  horse  or  horses  have 
unmanageable  without  the  fault  or  negligence  of  such  companies. 
V,  Wisconsin  Telephone  Co,,  3  Am.  Electl.  Cas.  471,  77  Wis.  689,  40 
EW.  800. 

Ftoaiflalom  to  «ao  hichwayi. — The  fact  that  an  electric  company  has 
Inttd  its  poles  in  a  street  under  the  authority  of  statute  and  pursuant  to 
•  aoBidpal  grant  or  permission  so  to  do,  does  not,  in  the  absence  of  any 
Vmirioii  of  law  to  that  effect  absolve  it  from  liability  for  negligence  in  the 
Mfartiiianee  of  its  poles.  Cleveland  v.  Bangor  8t.  Ry,,  4  Am.  Electl.  Cas. 
M,  87  Me.  259,  32  Ati.  892. 


444  Amebican  Electrical  Cases.  [vol.  8 

Kyes  V.  Valley  Telephone  Co. 


Kyes  V.  Valley  Telephone  Co. 

Michigan;  Supreme  Court. 

1.  INJTTBT  to  municipal  EMPLOTEE  BT  fall  of  TELEPHOmS  FOUB;    cownofih 
TOBT  NEGLIGENCE. — The  plaintiff's  intestate  was  a  foreman  in  charge  ni 
the  work  of  paving  a  street.      The  defendant  was  engaged  in  removing 
its  telephone  poles  from  the  street.     The  wires  had  been  removed  fram 
a  pole,  and  the  guy  wire  being  cut  the  pole  fell  and  struck  and  inji 
the  decedent.      It  was  insisted  by  the  defendant  that  the  decedent 
guilty  of  contributory  negligence  in  that  he  continued  to  work  in  a 
dangerous  position  with  full  knowledge  that  the  pole  was  liable  to  faXL 
It  was  held  untenable;  the  fact  that  he  knew  that  the  wires  were  en^ 
and  removed,  and  that  some  of  them  had  fallen  near  where  he  was  worfc*^ 
ing  was  not  sufficient  notice  to  him  that  the  pole  would  fall. 

Error  by  defendant  from  judgment  in  favor  of  plaintiff, 
dded  February  17,  1903;  reported  (Mich.)  93  N.  W.  623. 

The  deceased,  Roderick  Kyes,  was  a  general  foreman  on  the  work  oi 
Saginaw  street,  in  the  city  of  Flint.      The  defendant  had  been  noCited 
remove  its  telephone  poles  from  the  street,  and  was  engaged  at  that 
The  wires  had  been  removed.     The  guy  wire  was  cut  from  the  pole^ 
fell,  and  struck  and  injured  the  decedent.     He  was  at  the  time  engaged 
filling  a  sewer  trench.     The  pole  fell  upon  him,  and  inflicted  injuries 
which  he  died  the  following  day.      The  injury  occurred  at  9  o*clock  in  tkt 
morning.      He   remained   unconscious  until  about   1   o'clock,  then  regained 
consciousness,  and  retained  it  until  the  following  day,  about  2  o'clodc,  wici 
he  became  unconscious,  and  remained  so  until  his  death.     He  was  thirfy*iiiiM 
years  of  age,  in  good  health,  and  intelligent.      He  received  $2.50  per  dij. 
He  left  a  wife  and  two  children,  and  a  third  child  was  born  after  his  deitk 
The  negligence  charged  is  the  failure  to  exercise  due  care  and  cautioD  m 
taking  down  the  telephone  pole.     Plaintiff  recovered  a  verdict  for  $5,000. 

Weadock  &  Pwrcell,  for  appellant. 

L.  T.  Durand  {Dwrand  &  Carton,  of  counsel),  for  appellee. 

Opinion  by  Geant,  J. : 

1.  The  defendant  does  not  contend  that  there  was  no  evidence  (►- 
negligence  on  the  part  of  the  defendant,  but  upon  the  trial  insisl 
and  requested  the  court  to  instruct  the  jury  that  the  deceased 
guilty  of  contributory  negligence.    It  is  insisted  that  he  continn^^ 
to  work  in  this  dangerous  position  with  full  knowledge  that  tl».^ 
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pole  was  liable  to  fall.    We  cannot  concur  in  this  view.    It  is  un- 

necessary  to  state  the  testimony  in  detail.    He  was  not  warned  by 

the  defendant  that  there  was  any  danger.     The  fact  that  he  knew 

that  the  telephone  wires  were  being  cut  and  removed,  and  that 

Knae  of  them  had  fallen  near  where  he  was  at  work,  was  not  suf- 

iirient  notice  to  him  that  the  pole  would  fall.    He  had  a  right  to  act 

upon  the  belief  that  when  the  defendant's  employes  were  ready  to 

taike  down  the  pole  they  would  notify  him,  if  there  was  any  danger, 

or  would  adopt  safe  means  to  take  it  down.     Two  men  who  were 

miking  along  the  street  testified  that  they  said  in  the  presence  of 

three  men,  including  the  deceased,  who  were  working  there,  that 

thej  "  wouldn't  work  there  a  minute ;"  that  it  was  dangerous.  One 

of  the  workmen  positively  denied  any  such  conversation.    Besides, 

the  deceased  was  at  work  in  the  trench,  from  30  to  35  feet  distant, 

and  perhaps  paying  no  attention  to  the  conversation.    One  may  be 

in  position  to  hear,  but  it  does  not  follow  that  he  does  hear  or  that 

be  ou^t  to  hear.    That  depends  upon  how  his  mind  and  attention 

ire  occupied.    The  testimony  on  this  point  was  in  sharp  conflict, . 

tnd  was  properly  left  to  the  jury.    Menard  v.  Ry.  Co,,  160  Mass. 

887, 23  N.  E.  214;  Horn  v.  Ry.  Co.,  4  C.  C.  A.  346,  54  Fed.  301. 

2.  This  action  is  brought  under  what  is  known  as  the  "Survival 

Act"  (section  10,117,  Comp.  Laws),  which  reads  as  follows: 

"  In  a4dition  to  the  actions  which  survive  by  the  common  law,  the  follow- 
ing shall  also  survive:  that  is  to  say,  actions  of  replevin  and  trover,  actions 
of  assault  and  battery,  false  imprisonment,  for  goods  taken  and  carried  away, 
for  negligent  injury  to  persons,  for  damage  done  to  real  and  personal  estate, 
and  actions  to  recover  real  estate  where  persons  have  been  induced  to  part 
▼ith  the  same  through  fraudulent  representations  and  deceit.' 


»> 


The  court  instructed  the  jury  that: 

"The  plaintiff  is  entitled  to  recover  the  same  damages  that  the  deceased 
^uld  have  been  entitled  to  recover  had  he  brought  the  action  in  his  life- 
tiiQe.  That  is  to  say,  you  may  award  such  damages  as.  in  your  judgment, 
vould  be  a  fair  compensation  for  the  loss  sustained  by  the  deceased  by 
reason  of  the  injuries  he  received.  You  are  to  consider  his  age,  his  habits 
of  industry,  his  ability  to  labor,  his  capacity  to  cam  money,  and  the  wages 
he  was  in  the  habit  of  earning  when  injured,  and  the  length  of  time  he  would 
probably  have  lived  had  he  not  been  injured;  the  loss  he  sustained  by  reason 
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of  being  deprived  by  such  injuries  of  the  ability  to  labor  and  earn  mofMjy 
during  the  time  he  probably  would  have  lived,  had  he  not  been  injured- 
using  your  best  judgment,  under  all  the  facts  and  circumstances  in  the 
in  arriving  at  what  would  be  a  just  compensation  for  such  loss." 


In  Sweetlwnd  v.  Chicago  &  Grand  Trunk  Ry.  Co.,  117 
329,  75  N.  W.  1066,  43  L.  R.  A.  568,  it  was  decided  that  the  stat^ 
utes  do  not  give  two  rights  of  action.    The  statutes  were  again  b^ 
fore  the  court  in  Dolson  v.  Lake  Shore,  etc.,  Ry.  Co.,  87  N.  W; 
629,  and  we  again  so  decided,  and  held  that  where  death  is  not  iq. 
stantaneous  the  administrator  recovers  under  the  Survival  Ac^ 
and  that  where  the  death  is  instantaneous  the  recovery,  if  any, 
must  he  under  the  death  act   (sections  10,427,  10,428,  Gomp. 
Laws).     Defendant  now  insists  that  plaintiff's  measure  of  danh 
ages,  in  addition  to  compensation  for  pain,  suffering,  and  medial 
attendance,  is  what  the  deceased  might  have  earned  between  the 
time  of  his  injury  and  his  death.    We  said  in  the  Dolson  case  thit 
the  administrator  could  recover  "  the  full  measure  of  damages  for 
the  benefit  of  the  next  of  kin."    When  an  action  survives,  the  repre- 
sentatives of  the  deceased  are  entitled  to  recover  the  same  measure 
of  damages  that  he  could  have  recovered  if  he  had  lived  to  bring  his 
suit  to  a  successful  issue.    Mvldowney  v.  Ills.  Centl.  Ry.  Co.,  88 
Iowa,  462 ;  Maker  v.  Phil  Traction  Co.,  181  Pa.  390,  37  AtL  571; 
8  Am.  &  Eng.  Enc.  L.  (2d  ed.),  908,  par.  11.    The  instruction  wm 
correct. 

We  find  no  prejudicial  error  in  the  rulings  of  the  court  upon  die 
testimony. 

The  judgment  is  afltened.    The  other  justices  concurred. 
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SOIJTHWESTESN  TeLEOBAPH  &  TELEPHONE  Co.  V.  InOBANDO. 

Texcu;  Court  of  Civil  Appeals, 

LlHJVBT  TO  PBOPKBTT;   TELEPHONE  POLE  FALLING   IN  AN  XTNUSUAL  STOKH. — 

Where  a  telephone  pole,  ordinarily  fit  and  sufficient  for  the  purposes  for 
which  it  was  erected,  falls  during  a  storm  of  unprecedented  violence, 
the  company  is  not  liable  for  the  damages  caused  thereby.  The  mere 
fact  that  the  company  could  have  provided  poles  of  sufficient  strength 
to  withstand  the  storm  as  shown  by  the  fact  that  some  of  the  poles 
erected  by  it  were  not  broken  by  the  storm,  did  not  require  it  to  use 
only  pc^es  of  sufficient  strength  to  withstand  such  a  storm,  and  its 
failure  to  do  so  was  not  negligence. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
December  13,  1901 ;  reported  27  Tex.  Civ.  App.  400,  65  S.  W. 
1085. 

Harris  &  Harris,  for  appellant. 

Opinion  by  Pleasants^  J. : 

This  suit  was  brought  by  appellee  to  recover  of  appellant  dam- 
ages for  injury  to  a  building  owned  by  appellee,  and  alleged  to 
baye  been  injured  through  the  negligence  of  appellant  in  placing 
ind  erecting  near  said  building  an  insufficient  and  insecure  tele- 
phone pole,  which  fell,  and  caused  the  injury  complained  of.  The 
defendant  answered  by  general  denial,  and  by  special  plea  averred 
that  said  pole  was  a  large,  sound,  and  safe  pole,  properly  guyed  and 
stayed,  and  was  of  ample  size  and  of  sufficient  strength  to  carry  the 
load  placed  upon  it  in  any  ordinary  conditions  of  weather ;  and 
that  the  storm  of  September  8th,  during  which  said  pole  was 
hroken,  was  an  act  of  God,  which  defendant  could  not  foresee,  and 
that  defendant  was  not  required  to  construct  its  line  so  as  to  with- 
tand  a  storm  of  such  violence.  The  cause  was  tried  in  the  court 
helow  without  the  intervention  of  a  jury,  and  judgment  rendered 
for  the  plaintiff  for  the  sum  of  $215.  Briefly  stated,  the  facts  dis- 
closed by  the  record  are  as  follows:  The  pole  in  question  was 
erected  by  appellant  on  the  edge  of  the  sidewalk,  and  ran  up 
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through  the  awning  in  front  of  appellee's  building  in  the  city  of 
Houston.     It  was  50  feet  long,  and  20  inches  in  diameter  at  tlie 
base,  and  was  placed  6  1-2  feet  in  the  ground.    At  the  time  it  W]u 
put  up  (about  three  years  before  the  injury  complained  of)  it  was 
properly  inspected,  and  found  to  be  a  good,  sound  pole,  suitable  in 
every  way  for  the  purpose  for  which  it  was  used,  according  to  the 
testimony  of  the  only  witness  who  knew  anything  about  the  oondh 
tion  of  the  pole  at  the  time  it  was  put  up.    During  the  storm  of 
September  8,  1900,  the  pole  broke  just  where  it  passed  throu^  the 
awning  of  appellee's  building,  and  also  a  short  distance  above  tiw 
awning.    The  top  portion  of  the  pole,  after  it  broke  in  two,  wai 
held  suspended  by  the  wires  which  were  fastened  to  it    The  aim- 
ing fell,  and  the  end  of  appellee's  building  was  either  pulled  ontlj 
the  wires  which  ran  over  it  and  were  pulled  down  by  the  wei^tof 
the  pole  suspended  to  them,  or  was  battered  down  by  the  suspended 
portion  of  the  pole  as  it  was  blown  to  and  fro  by  the  wind.    The 
evidence  shows  that  appellee  was  damaged  in  the  amount  adjudged 
him  by  the  court  below.    Three  witnesses  testified  that  they  exaifr 
ined  the  broken  pole  on  the  morning  after  the  storm,  and  that  it 
had  the  dry  rot.    Two  of  these  witnesses  say  that  it  was  rotten  near 
the  center,  but  they  do  not  state  to  what  extent,  but  they  say  tiiatit 
appeared  perfectly  sound  on  the  outside.     The  other  witness  sejs 
that  he  saw  a  rotten  place  on  one  side  of  the  pole.    He  did  not  er 
amine  to  see  how  far  the  rot  extended  into  the  pole,  but  that  it 
extended  four  or  five  inches  toward  the  center.     The  undisputed 
evidence  shows  that  the  storm  of  September  8,  1900,  at  Houston 
was  of  such  unpredecented  violence  and  fury  as  to  come  within  tiie 
category  of  occurrences  denominated  the  act  of  God.     Four  wit- 
nesses testified  that  they  had  examined  the  pole  after  it  was  broken; 
that  they  saw  no  indication  of  dry  rot,  and  the  pole  was  in  a  good, 
sound  condition.     It  was  a  white  cedar  pole,  which  was  the  beat 
kind  of  timber  to  resist  dry  rot  in  this  climate,  and  when  placed  by 
the  defendant  had  been  examined  and  selected  as  suitable  for  t 
corner  pole.     The  trial  court,  in  his  conclusions  of  fact,  finds  tktt 
the  pole  was  rotten  and  unsubstantial  at  the  places  where  it  brobi 
and  that  the  defects  were  the  cause  of  the  breaking  of  the  pok, 
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ben  other  poles  of  less  apparent  strength  were  uninjured;  and 

le  breaking  of  the  pole  by  reason  of  its  unfit  and  rotten  condition 

Its  the  direct  and  proximate  cause  of  the  injury  to  plaintiff's 

property.    This  is  not  a  finding  that  the  pole  was  so  defective  as 

to  render  it  unfit  and  insufficient,  under  ordinary  conditions,  for 

Ae  purpose  for  which  it  was  used,  and,  in  view  of  the  undisputed 

eridenoe  as  to  the  character  of  the  storm  in  which  the  pole  was 

hriran,  this  finding  of  fact  is  insufficient  to  authorize  a  judgment 

fi  favor  of  the  plaintiff.    In  our  opinion,  the  evidence  fails  to 

Am  that  the  pole  was  insufficient  under  ordinary  conditions,  and, 

ilA  ihe  trial  court  passed  upon  this  issue,  he  must  have  so  found. 

"We  diink  it  clear  that  the  court  below,  in  rendering  judgment  for 

Ihe  plaintiff,  did  so  upon  the  theory  that,  if  the  pole  was  defective 

tB  nidi  on  extent  that  it  was  too  weak  to  withstand  the  storm  of 

Sept  8,  1900,  when  other  poles  erected  by  the  company  did  with? 

ilmd  the  storm,  and  that  the  breaking  of  the  pole  caused  the  dam- 

ig^  to  plaintiff's  property,  he  was  entitled  to  a  judgment,  regard- 

bi  of  the  character  of  the  storm,  or  of  whether  the  pole  may  not 

kve  been  strong  enough  to  resist  the  force  of  any  ordinary  storm. 

It  is  mmecessary  to  cite  authority  upon  the  proposition  that  if  the 

pole  was,  under  ordinary  conditions,  suitable  and  sufficient  for  the 

forpose  for  which  it  was  used,  the  fact  that  it  was  not  strong 

CBOO^  to  resist  a  storm  of  such  unusual  and  unprecedented  vio- 

hnee  as  that  in  which  it  was  broken,  would  not  show  negligence  on 

Ae  part  of  defendant  in  using  said  pole,  because  the  defendant 

*IB  not  required  to  foresee  such  an  occurrence,  or  to  construct  its 

Ibee  with  reference  to  same.     The  mere  fact  that  it  was  possible 

fiff  the  defendant  to  have  procured  poles  of  sufficient  strength  to 

vithstand  the  storm,  as  shown  by  the  fact  that  some  of  the  poles 

neeted  by  it  were  not  broken  by  the  storm,  did  not  require  it  to  use 

flnly  poles  of  sufficient  strength  to  withstand  a  storm  of  this  char- 

ieter,  and  its  failure  to  do  so  was  not  negligence. 

The  judgment  of  the  court  below  will  be  reversed,  and  this  cause 
ramanded  for  a  new  trial ;  and  it  is  so  ordered.  Reversed  and  re- 
■mded 
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SiHONTON  y.  Citizens^  Eleotbio  Light  &  Powbb  06. 

Tewas;  Court  of  OivU  AppeaU. 

1.  Spikbs  in  electrio  uoht  poles;  injuet  to  child  in  ATmimira  n  : 
CLIMB. — ^An  electric  light  company  is  not  liable  for  injuries  earned  to  ft  j 
child  attempting  to  climb  an  electric  light  pole  erected  in  a  eitj  rtiM^  i 
because  of  the  fact  that  such  pole  was  equipped  with  spikes  from  a  pott  \ 
near  the  ground  so  as  to  allow  ascent  for  the  purpose  oi  pladiig  til 
repairing  wires.  Poles  so  constructed  and  erected  are  not  within  tht 
rule  applicable  to  the  maintenance  of  attractive  nuisances. 

Appeal  by  plaintiff  from  judgment  for  defendants.     Deeidid 
March  27, 1902 ;  reported  28  Tex.  Civ.  App.  374,  67  S.  W.  68a 


Lovejoy,  Sampson  &  MaXevinshy,  C,  E.  &  A.  E.  xx«?»M^iyo/of«nt^  I 
and  Burke  &  Origgs,  for  appellant. 

Hutcheson,  Campbell  &  HvJtcheson,  for  appellees.  ] 

i 

Opinion  by  Pleasants,  J. : 

Appellant  brought  this  suit  to  recover  damages  for  injuries  to 
the  person  of  his  minor  son,  alleged  to  have  been  caused  by  dn 
negligence  of  the  defendants.  The  acts  of  the  defendants  whidi 
are  alleged  to  have  caused  the  injury  to  plaintiff's  son,  and  tra 
charged  to  be  negligent,  are  thus  stated  in  plaintiff's  petition: 

"(1)  That  heretofore,  to  wit,  on  or  about  the  27  th  day  of  August,  A.  Dl 
1899,  and  for  a  long  time  prior  thereto,  the  said  defendants  had  illegiUy 
and  unlawfully  erected  and  maintained  a  certain  large  electric  light  pab 
upon  a  sidewalk  on  a  street  in  the  city  of  Houston,  known  as  GongrM 
avenue,  and  located  between  certain  streets  in  said  city  known  as  Chenerert 
and  Hamilton  streets,  which  said  pole  was  near  the  home  of  the  plaintit 
in  said  city  of  Houston,  as  aforesaid;  that  said  pole,  together  with  mt^f 
others  in  the  city  of  Houston  of  a  similar  character  were  erected  and  used  Iqf 
said  defendants  in  the  conduct  of  their  said  business,  which  the  plaintiff 
alleges  to  be  a  transmission  and  distribution  of  electric  currents  for  liglitilf 
purposes  for  hire;  and  that  said  pole,  and  the  wires  erected  and  maintaioii 
on  said  pole,  were  used  for  the  purpose  of  furnishing  electric  lights  to  prifiti 
citizens  in  the  city  of  Houston,  and  not  for  any  public  use  or  purpose. 

''(2)  That  before  or  after  the  erection  of  said  pole  the  defendants  illegiUf 
and  unlawfully  placed  or  drove  a  great  number  of  iron  spikes  in  said  poh^ 
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about  twenty  inches  from  the  ground  or  sidewalk,  and  leaving  a 
ptee  €ii  about  twenty  inches  between  each  spike,  forming  a  row  or  rows  of 
pikes  or  foot  rests,  reaching  to  a  point  near  the  top  of  said  pole;  that  said 
fkm  or  foot  rests  so  placed  and  left  remaining  protruded  or  stood  out  from 
hs  sides  or  surface  of  said  pole  to  the  extent  of  five  or  six  inches,  forming 
bi  steps  of  a  sort  of  ladder,  which  was  primarily  intended  to  be  used  by  the 
floyees  of  said  company  in  climbing  said  pole  for  work  thereon;  that  said 
pdl  was  erected  and  maintained  in  said  condition,  not  upon  any  private  prop- 
■i^  of  the  defendant  company,  but  upon  a  public  sidewalk  or  street  in  said 
digr  of  Houston  as  aforesaid,  and  upon  a  pathway  that  was  used  and  fre- 
fited  by  the  citizens  of  Houston  at  all  times  of  the  day  and  night. 

"(3)  That  said  spikes  or  steps  were  placed  or  started  so  near  the  ground 
Alt  children  of  tender  years,  and  with  absolute  want  of  discretion,  or 
kmledge  of  the  danger  resulting  therefrom,  could  climb  said  poles  with 
tie  lame  facility  and  ease  as  an  adult,  and  that  said  poles  were  thus  left 
nd  maintained  by  the  defendants,  with  said  spikes  or  steps  so  arranged 
nd  constructed  as  to  prove  a  dangerous  menace  to  the  lives  and  limbs  of 
ddldreQ  in  said  neighborhood. 

"(4)  That  the  manner  of  construction  and  maintenance  of  said  pole  as 
iforaaid,  and  its  condition,  was  a  direct  invitation  to  children  in  said 
■dgjhborhood,  and  particularly  to  the  plaintiff's  child,  Gussie  Simonton,  who 
■u  a  child  of  immature  discretion,  and  without  judgment  or  knowledge  as 
lo  the  danger  therewith,  to  climb  said  pole  and  play  thereon;  that  it  was 
■tU  known  to  the  defendants,  their  servants,  agents  and  employees,  that  the 
children  in  said  neighborhod  did  use  said  pole  to  climb  and  play  thereon,  and 
thit  notwithstanding  such  knowledge  on  the  part  of  the  defendants,  their 
icnints,  agents  and  employees,  they  maintained  said  pole  in  said  dangerous 
aad  hazardous  condition,  and  invited  the  children  in  said  neighborhood 
it  indulge  in  the  pastime  of  climbing  upon  said  pole;  that  said  pole, 
■  its  condition,  was  unusually  attractive  and  seductive  to  children  of 
tender  years,  and  it  was  especially  and  unusually  calculated  to  attract,  and 
it  did  attract,  small  children,  and  appealed  to  their  instinct  to  play,  and  it 
toqited  and  lured  them,  and  thereby  caused  them  to  climb  thereon,  and  in  other 
vi|i  made  it  the  means  of  children's  sport  and  diversion,  they  being  ignorant 
d  the  danger  thereby  incurred. 

"(5)  That  on  or  about  the  said  27th  day  of  August,  A.  D.  1900,  the  plain- 
ttfTi  child,  Gussie  Simonton,  being  at  that  time  of  the  age  of  seven  years, 
ud  lacking  mature  judgment  and  discretion,  and  being  unmindful  of  the 
danger  and  hazard  connection  therewith,  while  playing  with  several  children 
utnmd  and  about  said  pole,  as  was  their  habit  and  custom,  the  said  Gussie 
Simonton  climbed  on  said  pole,  and  onto  the  steps  or  spikes  attached  thereto, 
M  aforesaid,  and  that  whilst  the  said  Gussie  Simonton  was  on  said  pole  he 
loit  his  balance  and  was  precipitated  from  a  great  height  on  said  pole  to  the 
ttdewalk  below,  fracturing  his  skull  and  breaking  his  arm,  injuring  his 
■pine  and  back  and  internal  organs,  to  wit,  liia  liver,  kidneys,  and  also 
KWttly  bruising  and  injuring  his  legs  and  body ;  that  his  injuries  so  received 
at  Slid  time  and  place  have  rendered  said  Gussie  Simonton  a  cripple,  and,  in 
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addition  to  the  injuries  hereinbefore  set  forth,  impaired  hia  eywi^t  til 
mental  faculties. 

"  ( 6 )  The  injuries  to  the  said  Gussie  Simonton,  aa  aforeaaid,  were  dirid^ 
and  prosumately  caused  and  occasioned  by  the  negligence  and  hhIiimikm  iI 
the  defendants,  their  servants,  agents  and  employees,  in  that  thej  negilged^ 
and  carelessly,  and  without  any  regard  to  the  life  or  aecnrify  of 
children  of  immature  judgment  and  discretion  who  lived  in  the  nilghbnrhiii 
of  said  pole  and  played  thereon,  equipped  and  maintained  said  pole  with  mU 
spikes  or  steps  thereon  as  aforesaid  in  a  dangerous  and  bazardona  rmitiitin, 
and  thus  directly  invited  said  Gussie  Simonton  into  a  place  ai  dagger  oi 
hazard,  causing  his  injuries  as  aforesaid." 

The  defendants  demurred  generally  and  specially  to  the  p6titu% 
the  special  exceptions  being  as  follows : 

"(1)   And,  further  answering,  this  defendant  especially  ezeepta  to  tW  i 
part  of  paragraph  1  of  plaintiiTs  petition  which  alleges  that  the  said  deM*  ': 
ant  had  'illegally  and  unlawfully*  erected  an  maintained,  etc ;  that  the  M 
statement  is  not  a  pleading  of  fact,  but  is  merely  a  oonclu8i<»  of  law,  iiA 
should  be  stricken  from  its  pleadings ;  and  of  this  he  prays  the  jodgBMil  rf 
the  court. 

"(2)  And,  further  answering,  this  defendant  especially  excepts  to  M 
part  of  paragraph  2  of  plaintiff's  petition  which  alleges  that  defendul 
'  illegally  and  unlawfully '  placed  or  drove  a  great  number  of  iron 
in  said  poles;  that  the  said  allegation  is  not  an  allegation  of  fact  bnt  a 
elusion  of  law;  that  the  same  should  be  stricken  from  the  pleading  of  thf 
plaintiff;  and  of  this  he  prays  the  judgment  of  the  court. 

''(3)  And,  further  answering,  this  defendant  especially  excepts  to  ptn^ 
graph  3  of  plaintiff's  petition,  insomuch  as  it  states  '  that  said  poles  vst 
thus  left  and  maintained  by  the  defendant  with  said  spikes  or  steps  so  •^ 
ranged  and  constructed  as  to  prove  a  dangerous  menace  to  the  life  and  Vakt 
of  children  living  in  said  neighborhood.'  That  said  allegations  are  not  alkg>^ 
tion  of  fuct,  but  are  mere  conclusions  from  the  facts  not  stated,  and  are  tft 
proper  pleading;  and  of  this  prays  the  judgment  of  the  court. 

"(4)  This  defendant  further  especially  excepts  to  that  portion  of  put* 
graph  4  of  plaintiff's  petition  which  states  that  the  manner  of  constmetiQD 
and  maintenance  of  said  poles  was  a  direct  invitation'  to  children  intke 
said  neighborhood,  because  said  allegation  is  not  an  allegation  of  fact,  bat  t 
mere  conclusion  or  inference;  and  of  this  he  prays  the  judgment  of  the  oout 

'^  ( 5 )  This  defendant  further  especially  excepts  to  paragraph  6  of  pUintiiTi 
petition — that  the  said  paragraph  6  is  not  a  pleading  of  facte^  but  a  plesd- 
ing  of  conclusion  of  law  and  of  fact;  and  of  this  he  prays  the  judgment  oi 
the  court." 


t 
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The  court  below  sustained  the  general  demurrer  and  all  of  the 
fecial  exceptions  to  the  petition,  and,  plaintiff  declining  to  amend, 
Ub  suit  was  dismissed. 

Under  the  common  law  no  duty  is  imposed  upon  the  owner  to 

«e  caie  to  keep  his  property  in  such  condition  that  persons  going 

Aeiecm  without  his  invitation  may  not  be  injured,  his  only  duly  to 

pencms  thus  entering  upon  his  premises  being  to  abstain  from  will- 

&llf  injuring  them.    This  rule  of  law  applies  to  infants  with  the 

nme  force  that  it  does  to  adults,  but  in  certain  classes  of  cases  an 

invitation  by  the  owner  to  enter  upon  his  property  will  be  implied 

by  estoppel  in  favor  of  children  from  facts  that  would  raise  no  such 

implication  as  to  adult  persons.    Dobbins  v.  Railroad  Co,  (Tex. 

8op.),  41  S.  W.  62,  38  L.  R.  A.  573,  66  Am.  St.  Eep.  856.    Or- 

diDarily  an  invitation  will  not  be  implied  imless  the  property  is 

designed  or  used  by  the  owner  for  public  purposes,  such  as  a  hotel 

or  store  where  a  mercantile  business  is  conducted,  and  the  person 

entering  upon  the  premises  is  carrying  out  a  purpose  or  design 

which  is  to  the  common  interest  or  advantage  of  the  owner  and  him- 

«1£.    Plummer  v.  Dill,  156  Mass.  426,  31  N.  E.  128,  32  Aul  St. 

Bep.  463 ;  Bennett  v.  Railroad  Co.,  102  U  S.  584,  26  L.  Ed.  235. 

But  in  the  case  of  injury  to  children  our  courts  have  gone  much 

further,  and  have  established  the  doctrine  that  an  invitation  may  be 

implied  by  estoppel,  even  against  the  intention  of  the  owner,  if 

Boch  owner  maintains  upon  his  premises,  where  children  are  likely 

to  be,  something  which,  on  account  of  its  nature  and  surroundings, 

18  especially  and  unusually  calculated  to  attract,  and  does  attract, 

them,  and  induce  them  to  go  upon  his  premises.    Railway  Co,  v. 

Morgan,  92  Tex.  98,  46  S.  W.  28.    Appellant  contends  that  under 

this  rule  the  facts  stated  in  the  petition  are  sufficient  to  authorize 

«  finding  that  his  son  climbed  upon  appellee's  pole  by  the  implied 

invitation  of  the  latter.    We  cannot  concede  the  soundness  of  this 

contention.     In  considering  the  question  of  the  sufficiency  of  the 

petition,  we  must  disregard  the  statement  by  the  pleader  of  mere 

legal  conclusions,  and  test  the  petition  solely  by  the  facts  stated 

therein.     The  facts  pleaded  do  not  show  that  the  pole  which  is 

alleged  to  have  been  negligently  maintained  by  the  defendant  was 
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specially  or  unusually  attractive,  or  that  such  pole  was  not  oom- 
structed  and  maintained  in  the  manner  in  which  poles  of  this  char- 
acter are  ordinarily  constructed^  throughout  the  country.    On  the 
contrary,  the  petition  alleges  that  the  defendant  maintained  its 
other  poles  in  the  city  of  Houston  in  the  same  manner.     It  is 
alleged  that  spikes  are  driven  in  the  pole  from  a  point  near  tba 
ground  to  a  point  near  the  top  of  the  pole,  so  as  to  form  a  kind  of 
ladder;  but  there  is  no  allegation  that  such  is  not  the  proper  and 
necessary  method  of  constructing  poles  which  are  used  for  the  snp^ 
port  of  electric  wires,  in  order  that  the  servants  of  the  defendant 
might  be  enabled  to  reach  the  top  of  the  pole  whenever  it  became 
necessary  to  place  or  repair  the  wires,  which,  as  the  petition  alleges, 
was  the  primary  object  of  the  defendant  in  so  placing  said  spikei 
in  the  pole.    It  is  a  matter  of  common  knowledge  that  this  is  the 
condition  in  which  poles  used  for  the  purpose  for  which  this  pole 
was  used  are  ordinarily  maintained.    In  the  case  of  Railway  Co.  f. 
Morgan,  supra.  Judge  Denman  says : 

"  Where  the  owner  makes  use  of  his  property  as  others  ordinarily  do 
throughout  the  country,  there  is  not,  in  legal  contemplation,  any  eyidenet 
from  which  a  court  or  jury  may  find  that  he  had  invited  the  party  injured 
thereon,  though  it  be  conceded  that  his  property  was  calculated  to,  and  did, 
attract  him.  It  is  only  when  one  maintains  upon  his  premises  somethiqg 
which,  on  account  of  its  nature  and  surroundings,  is  especially  and  wn- 
usually  calculated  to  attract,  that  the  court  or  jury  may  find  an  invitation.* 

In  all  of  the  Turntable  cases  the  invitation  is  implied  from  the 
fact  that  by  reason  of  the  turntable  being  left  unlocked,  so  that  it 
could  be,  and  was,  used  by  children  as  a  plaything,  it  was  espeo- 
ially  and  unusually  attractive.  No  issue  of  negligence  could  arise 
on  the  allegations  of  this  petition  by  reason  of  the  proximity  of  de- 
fendant's pole  to  the  public  highway.  Plaintiff's  son  was  not  in- 
jured while  using  the  highway,  but  while  going  upon  and  using  for 
purposes  of  amusement  the  property  of  defendant.  Oay  v.  RaSr 
road  Co.,  141  Mass.  407,  6  N.  E.  236.  It  has  been  held  that  rail- 
way cars  and  cattle  pens  and  chutes  used  in  the  herding  of  cattle 
are  not  such  specially  and  unusually  attractive  structures  as  to 
come  within  the  doctrine  of  the  Turntable  cases,  and  a  child  going 
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upon  such  structures  is  a  trespasser,  and  cannot  recover  for  injuries 
etused  by  the  negligence  of  the  owner  of  such  property,  unless  the 
ict  causing  the  injury  be  willfuL  Barney  v.  Railroad  Co.  (Mo.), 
28  S.  W.  1069,  26  L.  R  A.  847 ;  Railroad  Co.  v.  Cwnningham 
(Tex.  Civ.  App.),  26  S.  W.  474.  We  believe  that  it  would  be 
unwise  to  extend  the  doctrine  of  the  Turntable  cases  to  cases  of  this 
diaracter.  It  would  seriously  retard  the  material  progress  and 
cripple  the  business  interests  of  the  country  if  persons  owning  and 
operating  public  utilities  which,  from  their  very  nature,  require 
the  use  of  structures  and  appliances  placed  in  proximity  to  public 
lighways,  should  be  forbidden  to  use  or  maintain  any  structure  or 
appliance  of  a  kind  calculated  to  attract  and  allure  children  to 
lUempt  their  use  as  playthings,  and  which,  when  so  used,  becomes 
dangerous.  As  said  by  Judge  Gkines  in  the  case  of  Railroad  Co. 
V,  Edwards  (Tex.  Sup.),  36  S.  W.  431,  32  L.  R  A.  825,  we  believe 
that  the  doctrine  upon  which  the  Turntable  cases  have  been  sus- 
tained goes  to  the  limit  of  the  law,  and  sound  public  policy  forbids 
flat  it  be  further  extended. 

We  are  of  opinion  that  the  demurrers  to  the  petition  in  this  case 
were  properly  sustained,  and  the  judgment  of  the  court  below  is  af- 
firmed.   Affirmed. 

lajwrj  t«  parson  eansed  by  Tehlele  ■tiiklai:  telephone  pole  la 
Ugfcway;  liability  of  telephone  eonipany;  eontrlbntory  neslisenee. 

—In  the  case  of  Watts  v.  Southern  Bell  Telephone  d  Telegraph  Co.,  100  Va. 
45, 40  S.  E.  107,  it  appeared  that  the  plaintiff  while  driving  along  a  highway 
on  tn  intensely  dark  night  came  in  contact  with  a  telephone  pole  which  had 
been  erected  by  the  defendant  eighteen  feet  from  the  margin  of  the  highway, 
tttd  nearly  in  the  center  thereof.      This  collision  frightened  the  plaintiff's 
liorae,  which   became  unmanageable   and  ran   away,   causing  the  wagon  to 
eollide  with  another  telephone  pole  of  the  defendant  on  the  margin  of  the 
highway  some  distance  further  on.      The  result  was  that  the  plaintiff  waa 
thrown  violently  from  the  wagon  and  his  ankle  broken.      Although  the  im- 
mediate cause  of  the  accident  was  the  second  pole,  which  was  lawfully  placed 
OD  the  side  of  the  highway,  nevertheless  the  first  pole  was  the  natural  and 
proximate  cause  of  the  accident,  because,  but  for  the  collision  with  it  the 
accident  would  not  have  occurred.     It  was  contended  by  the  defendant  that 
the  highway,  in  the  center  of  which  it  had  placed  its  pole,  had  been  aban- 
doned, and  a  new  road  provided  by  the  board  of  supervisors  at  that  point,  by 
tlia  purchase  of  a  strip  of  land  al<Mig  the  western  margin  of  what  is  known 


456  Amibbican  Electbioal  Cabba. 


Simonton  v.  Citizens'  Electric  Light  A  Fdwnr  Go. 


as  the  old  road,  and  that  the  pole  in  question  was  placed  in  tt 
with  the  knowledge  and  consent  of  a  member  of  the  board  of  i 
But  the  evidence  showed  that  the  old  road  was  in  continued  i 
traveling  public.  It  did  not  appear  that  the  location  of  the  ol< 
altered  in  the  manner  prescribed  by  chapter  43  of  the  Virginii 
was  held  that  there  was  no  such  discontinuanoe  of  the  road  as  to 
telephone  company  from  liability  for  injuries  occasioned  by  the  i 
by  it  in  the  center  of  such  old  road.  The  fact  that  the  pole  wa 
the  road  with  the  consent  of  a  supervisor  is  not  a  defense,  since  the 
was  not  authorized  to  permit  the  defendant  to  obstruct  the  ordii 
the  road  by  the  erection  of  its  poles.  It  was  also  held  in  this  ca 
plaintiff  was  not  guilty  of  contributory  negligence  for  a  faOrn^ 
the  location  of  the  pole.  The  darkness  of  the  night  was  a  suillc 
for  his  failure  to  aee  it. 
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CONTACT  WITH  LIVE  WIRES  IN  STREETS. 


CoLBUBir  V.  Mayob^  Etc.^  of  City  of  Wilmisqtok. 

Delaware;  Buperior  Court  of  Venooaetle, 

1  UAMSUTT  of  MtJNICIPALITr  FOB  DEATH  OF  HORSES  CAUSED  BT  CONTACT  WITH 

UfE  wiBE. — ^llie  plaintifTB  horses  were  killed  by  coming  in  contact  with 
a  highly  charged  electric  wire,  which  had  been  broken  and  was  hanging 
down  in  the  street.  The  defendant  contended  that  the  wire  was  broken 
down  by  a  sleet  storm  of  unusual  severity,  and  that  when  this  became 
known,  policemen  remained  constantly  on  guard  near  the  broken  wire, 
lutil  after  the  accident  in  question,  and  that  the  plaintiff's  driver  was 
given  timely  notice  of  the  danger.  It  was  held  that  if  the  electric  wire 
was  the  property  of  the  defendant  and  was  broken  down  and  suspended 
in  the  street  by  reason  of  the  sleet  adhering  to  it,  and  without  any 
neglect  or  default  of  the  defendant,  the  defendant  would  not  be  respon- 
sible for  such  breaking  or  suspension,  as  this  would  be  what  is  called 
'*  an  act  of  God ;  "  and  that  if  the  driver  of  the  plaintiff's  horses  was 
given  due  and  timely  warning  of  the  danger,  the  defendant  would  not 
be  liable  for  any  injury  resulting  from  a  disregard  of  such  warning. 

Charge  to  jury  in  an  action  on  the  case  for  negligence.    Ren- 
oered  December  1,  1903;  reported  56  Atl.  605. 

Henry  C.  Conrad  and  Daniel  0.  Hastings,  for  plaintiff. 

Robert  O.  Harman,  City  Sol.,  and  Baldwin  Springer,  Asst 
^tj  Sol.,  for  defendants. 

Spbuawce,  J.  (charging  jury)  : 

This  action  was  brought  by  Chas.  H.  Colbum,  the  plaintiff, 
^^inst  the  mayor  and  council  of  Wilmington,  the  corporation 
defendant,  for  the  recovery  of  damages  for  the  death  of  two 
Horses,  and  injury  to  their  harness,  alleged  to  have  been  occasioned 
l>y  the  negligence  of  the  defendant  It  is  not  denied  that  the 
Horses  of  the  plaintiff,  attached  to  a  loaded  furniture  wagon, 
Mrere  killed  on  the  21st  of  February,  1^02,  at  or  near  the  inter- 
section of  Dupont  street  with  the  southerly  side  of  fourth  street. 
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in  the  city  of  Wilmington,  by  coming  in  contact  "with  a  hi^ily 
charged  electric  wire,  which  had  been  broken,  and  was  hanging 
down  into  the  street.  The  plaintiff  claims  that  said  wire  was  the 
property  of  the  defendant,  and  that,  after  due  notice  of  its  broken 
and  dangerous  condition,  the  defendant  negligently  suffered  it  so 
to  remain,  and  that,  without  sufficient  warning,  and  without  the 
fault  of  the  plaintiff's  driver,  his  horses  came  in  contact  with  said 
wire  and  were  killed.  The  defendant  contends  that  said  wire  was 
broken  down  by  a  sleet  storm  of  unusual  severity ;  that  very  soon 
thereafter  this  became  known  to  two  of  the  city  police ;  that  notice 
was  at  once  telephoned  to  police  headquarters,  and  that  one  or 
the  other  of  said  policemen  thereafter  remained  constantly  on 
guard  near  the  broken  wire  until  after  the  accident  in  question; 
that  he  gave  to  the  plaintiff's  driver  due  and  timely  notice  of  his 
danger ;  and  that  there  was  no  negligence  whatever  on  the  part  of 
the  defendant 

It  is  the  duty  of  the  corporation  defendant,  through  its  proper 
officers  and  agents,  to  exercise  due  care  and  diligence  in  keeping 
the  public  streets  of  the  city  free  from  dangerous  obstructionfl^ 
and  in  keeping  its  electric  wires  along  such  streets  in  such  condi- 
tion as  not  to  interrupt  or  endanger  public  travel.  The  care  and 
diligence  required  of  the  defendant  in  both  these  respects  is  reason- 
able care  and  diligence,  proportioned  to  the  danger  or  mischief 
liable  to  ensue  from  the  omission  of  such  care  and  diligence. 

But,  on  the  other  hand,  the  defendant  is  not  an  insurer  against 
all  injuries  which  may  result  from  obstructions  in  the  publie 
streets.  It  is  liable  only  for  such  injuries  as  are  the  result  of  its 
negligence  or  default  in  the  performance  of  some  duty  imposed 
upon  it  by  law. 

If  the  electric  wire  in  question  was  the  property  of  the  defend- 
ant, and  was  broken  down  and  suspended  in  the  street  by  reason 
of  the  sleet  adhering  to  it,  and  without  any  neglect  or  default  of 
the  defendant,  the  defendant  would  not  be  responsible  for  such 
breaking  or  suspension,  as  this  would  be  what  is  called  an  '^  act 
of  God." 
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If,  after  notice  of  the  dangerous  condition  of  the  wire,  whoever 
miy  have  been  the  owner  of  it,  the  defendant  did  not  within  a 
leaaonable  time  remove  or  repair  the  same,  or  take  proper  pre- 
emtions  to  notify  travelers  or  protect  them  from  the  danger,  the 
defendant  would  be  guilty  of  negligence. 

If,  at  and  immediately  before  the  time  of  the  accident,  a  police 
officer  of  the  city,  near  the  suspended  wire,  gave  due  and  timely 
wtming  of  the  danger  to  the  driver  of  the  plaintiff's  wagon,  the 
defendant  would  not  be  liable  for  injury  sustained  by  reason  of 
die  disregard  of  such  warning,  or  other  negligence  on  the  part  of 
tbe  driver. 

X^ligence  is  not  presumed,  and  the  burden  of  proving  it  is 
Dpon  the  party  by  whom  it  is  alleged. 

Where  the  injury  complained  of  is  the  result  of  the  negligence 
of  both  parties,  the  plaintiff  is  held  to  be  guilty  of  contributory 
oq;ligence,  and  cannot  recover,  as  the  law  will  not,  in  such  case, 
undertake  to  measure  and  balance  the  degree  of  responsibility 
attributable  to  each  of  the  parties. 

In  considering  the  question  of  negligence,  the  jury  should  have 
ngurd  to  the  particular  conditions  and  circumstances  attending 
the  accident  The  driver  of  a  loaded  wagon,  going  down  grade 
upon  a  sleety  pavement,  and  with  brakes  coated  with  ice,  should 
proceed  at  a  more  moderate  speed  and  with  more  caution  than 
would  be  required  under  ordinary  circumstances. 

Where  the  evidence  is  conflicting,  the  jury  should  reconcile 
it,  if  they  can ;  but,  if  they  cannot  do  so,  they  should  give  credence 
to  BO  much  of  it  as,  in  their  opinion,  is  entitled  to  belief. 

The  verdict  should  be  for  that  party  in  whose  favor  is  the  pre- 
ponderance or  greater  weight  of  evidence. 

If  the  verdict  should  be  for  the  plaintiff,  it  should  be  for  the 
value  of  the  property  injured  and  destroyed,  as  the  same  appears 
from  the  evidence. 
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Quincy  Gas  &  Electric  Co.  v.  Baumann. 

QumoY  Oas  &  Eleotbio  Co.  v.  Baumanit. 

Illinois;  Supreme  Court. 

1.  INJXTBT  to  PBDESTBIAN  COMI2VO  IIT  CONTACT  WITH  LIVE  KLEOTKO  WHB;  Ifl- 

DBNCB. — The  plaintiff,  a  child  of  eleven  years  of  age,  while  passing  aloag 
the  street,  came  in  contact  with  an  electric  light  wire  belonging  lo  tha 
defendant  which  had  broken  so  that  the  ends  fell  to  the  ground  near  tW 
sidewalk,  and  he  was  severely  burned  thereby.  During  the  trial  tl» 
clothing  worn  by  the  plaintiff  at  the  time  he  was  injured  were  offered 
in  evidence,  and  it  was  held  admissible  since  it  tended  to  illustrate  th* 
manner  in  which  the  injury  was  occasioned. 

Appeal  by  defendant  from  judgment  for  plainti£     Decided 
June  16,  1903;  reported  203  111.  295,  67  N.  E.  807. 

Oovert,  Pope  &  Oovert,  for  appellant 

McCrory  &  Dines  and  Vandeventer  &  Woods,  for  appellee. 

Opinion  by  Wilkin,  J. : 

This  is  an  appeal  from  a  judgment  in  the  Appellate  CSoort  for 
the  Third  District  affirming  a  judgment  rendered  in  the  Circuit 
Court  of  Adams  county  against  the  appellant  for  a  personal  injury 
sustained  by  Bernard  Baumann,  the  appellee.  Appellant  on  July 
30,  1901,  was  operating  an  electric  light  plant  and  lighting  the 
streets  of  the  city  of  Quincy.  One  of  its  wires  suspended  between 
poles  on  Adams  street,  in  that  city,  charged  with  electricity, 
broke,  and  the  ends  fell  to  the  ground  near  the  sidewalk.  The 
first  count  of  the  declaration  charges  that  the  company  permitted 
the  broken  wire  to  remain  upon  the  sidewalk  for  two  hours,  and 
that  the  plaintiff,  exercising  due  care,  came  in  contact  with  one 
end  of  the  wire  so  charged  with  electricity,  and  was  thereby  seri- 
ously injured.  The  second  count  charged  that  the  company  care- 
lessly permitted  the  wire  to  become  weak,  worn  and  defective,  and 
by  reason  of  its  worn  condition  it  broke  and  fell  to  the  sidewalk, 
etc.  The  third  charges  that  the  wire  was  suspended  so  that  it  came 
in  contact  with  a  street  car  trolley  pole,  and  was  permitted  to  rub 
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ilgainst  and  come  in  contact  with  a  bolt,  tap  or  nut  on  that  pole, 
ind  that  thereby  the  inaulation  on  the  light  wire  was  burned  or 
nibbed  off,  and  that  the  company  permitted  the  wire  to  so  remain 
uninsulated  and  exposed,  comiag  in  contact  with  the  pole,  for  a 
month  prior  to  the  injury,  and  that  currents  of  electricity  passed 
thiough  the  pole  when  it  was  wet  from  the  rains,  to  the  ground, 
eniaixig  the  pole  to  take  fire  and  break  the  wire,  etc.  The  evidence 
ixms  that  the  electric  wire  for  more  than  a  month  prior  to  this 
date  was  in  contact  with  the  street  car  pole,  producing  an  arc,  or, 
18  some  of  the  witnesses  describe  it,  causing  the  pole  to  bum,  and 
it  tended  to  show  that  arcing  caused  the  wire  to  bum  apart. 
Appellee,  a  child  eleven  years  old,  while  passing  along  the  street, 
carrying  a  dinner  basket,  came  in  contact  with  the  live  wire  lying 
upon  the  street,  and  was  severely  burned,  resulting  in  great  in- 
jury, more  or  less  permanent.  The  jury  returned  a  verdict  in 
favor  of  the  plaintiff  for  $10,000,  upon  which  judgment  was  en- 
tered, motion  for  new  trial  being  overmled. 

Upon  this  further  appeal  from  a  judgment  of  affirmance  in  the 
Appellate  Court,  among  the  many  errors  assigned,  it  is  ui^d  that 
4e  court  erred  in  the  admission  and  exclusion  of  evidence.  Dur- 
ing the  trial  the  waist  and  pair  of  pants  worn  by  the  plaintiff  at 
the  time  he  was  injured  were  offered  in  evidence,  and  it  is  con- 
tended that  the  court  erred  in  admitting  them  over  the  objection 
of  the  defendant.  We  perceive  no  error  in  this,  as  the  clothing, 
identified  as  being  worn  by  the  plaintiff  at  the  time  of  the  acci- 
dent, tended  to  illustrate  the  manner  in  which  the  injury  was  oc- 
casioned. Its  introduction  in  evidence  was  at  least  a  matter  in 
tie  discretion  of  the  court.  Tvdor  Ironworks  v.  Weber,  129  HI. 
535, 21  IT.  E.  1078;  Painter  v.  People,  147  111.  444,  35  N.  E.  64. 

(Remainder  of  opinion  relates  to  matters  of  practice,  and  is 
therefore  omitted.) 
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Economy  Light  &  Power  Co.  v.  Hiller. 

Economy  Light  &  Power  Co.  v.  Hillxb» 

lUinoia;  Supreme  Court, 

1.  IirjlTBT    TO   PEDE8TBIAN8    FBOM    CONTACT    WITH    BBOKSN    TEIXPHOirB    WOB 

HANOUTO  ACROSS  ELECTRIC  LIGHT  WIRE;  JOINT  uabujtt. — The  eleetric 
current  carried  by  a  telephone  wire  is  not  dangerous  under  ordioaiy 
conditions,  if  it  was  not  in  contact  with  any  other  wire,  but  if  an  eleetiie 
light  wire  should  come  in  contact  with  the  telephone  wire  the  resoH 
would  be  to  impart  to  it  a  current  of  electricity  which  would  be  das- 
gerous.  Where  the  pole  on  which  an  electric  light  wire  is  suspended  was 
shown  to  be  unfit  and  not  braced  as  it  ought  to  have  been,  and  it  appeared 
that  after  a  heavy  rain  storm  the  electric  light  wire  had  sagged  and  eomi 
in  contact  with  the  telephone  wire,  resulting  in  the  telephone  wire  bciag 
burned  off  at  some  distance  from  the  point  of  contact  and  had  falkn 
across  the  electric  light  wire  to  the  ground,  and  the  plaintiff  was  injured 
by  coming  in  contact  with  such  broken  telephone  wire,  it  is  aulBcient  to 
show  a  concurrent  neglect  upon  the  part  of  both  the  telephone  company 
and  the  electric  light  company,  and  that  the  negligence  was  joint  in  its 
character. 

2.  NBOUOENCE  of  telephone  company  IN  FAILING  TO  REPAIR  BROKEN  WOl.^ 

The  negligence  of  the  defendant  telephone  company  in  this  case  eon* 
sisted  in  its  failure  to  repair  the  wire,  which  from  the  evidenee  waa 
shown  to  have  been  burned  out  to  the  probable  knowledge  of  the  oompaqyt 
and  to  remove  the  dangerous  wire  before  the  accident. 
3.  Instruction  to  jubt  as  to  joint  negligence. — ^An  instruction  to  the  jury 
to  the  effect  that  if  from  the  evidence  it  appears  that  the  plaintiff  at 
the  time  of  such  injury  was  in  the  exercise  of  reasonable  care  for  hia 
safety,  **  and  if  you  further  believe  from  the  evidence  that  such  injury, 
if  proved,  was  caused  by  or  through  the  negligence  of  the  defendants,  or 
either  of  them,  as  alleged  in  either  count  of  the  declaration,  then  the 
plaintiff  is  entitled  to  recover  such  damages  as  you  believe,  from  the  evi- 
dence, will  compensate  him  for  the  injury  sustained/'  was  correct  so  far 
as  in  saying  that  if  the  plaintiff  proved  the  allegations  of  either  count 
of  his  declaration,  and  was  injured  by  the  negligence  of  the  defendants, 
or  either  of  them,  he  would  be  entitled  to  recover  his  damages,  but  waa 
faulty  in  not  limiting  the  recovery  to  the  defendant  proven  guilty.  But 
this  instruction,  although  faulty,  is  not  harmful  where  the  court  also 
instructed  the  jury  as  to  the  verdict  which  they  should  render  if  they 
should  find  one  of  the  defendants  guilty  and  the  other  not  guilty. 

Appeal  by  defendants  from  judgment  for  plaintiff.     Decided 
June  16,  1903;  reported  203  111.  518,  68  N.  E.  72. 
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Oamsey  &  Knox,  for  appellants. 
/.  TF.  lyArcy,  for  appellee. 

Opinion  of  Cabtwbioht,  J. : 

Appellee,  a  minor,  suing  by  his  next  friend,  recovered  a  juc^ 
nent  against  appellants,  the  Economy  light  &  Power  Company,  a 
mrporation  maintaining  poles  and  wires  in  the  streets  of  the  city 
of  Joliet  and  famishing  electric  light  and  power,  and  the  Chicago 
Tdephone  Company,  a  corporation  also  maintaining  poles  and 
wires  in  said  streets  and  furnishing  telephone  service,  the  recovery 
being  for  injuries  received  by  appellee  from  contact  with  a  broken 
tdephone  wire  hanging  across  an  electric  light  wire.  The  Appel- 
late Court  for  the  Second  District  affirmed  the  judgment,  and 
appellants  prosecuted  separate  appeals  from  the  judgment  of  the 
Appellate  Court 

At  the  dose  of  the  evidence  each  defendant  asked  the  court  to 
give  a  peremptory  instruction  to  the  jury  to  find  it  not  guilty. 
The  court  refused  to  give  the  instructions.  It  is  contended  that 
bofth  instructions  ought  to  have  been  given,  because  the  injury  to 
the  plaintiff  was  not  the  result  of  the  joint  negligence  of  the  two 
defendants.  The  rule  is  that  all  persons  who  join  in  the  com- 
mission  of  a  wrong  are  jointly  and  severally  liable,  and  the  in- 
jured party  may  sue  all  or  any  of  them.  The  joint  liability  in 
saeh  a  case  is  not  of  the  same  nature  as  a  joint  liability  for  the 
breach  of  a  contract,  but,  where  two  or  more  are  sued,  the  wrong 
complained  of  must  be  joint  in  its  character.  One  is  never  liable 
for  the  wrong  of  another,  and  if  their  acts  are  entirely  distinct 
and  separate  there  cannot  be  joint  liability.  Yeazel  v.  Alexander, 
58  HI.  254;  Chicago  &  Northwestern  Railway  Co.  v.  Scales,  90 
DL  586 ;  Chicago  City  Railway  Co.  v.  Rood,  163  111.  477,  45  N. 
E.  238,  54  Am.  St.  Rep.  478.  There  are  some  wrongs,  like 
alander,  which  cannot  be  joints  but  the  great  majority  of  torts  may 
be  committed  jointly,  and  where  different  persons  owe  the  same 
duty,  and  their  acts  naturally  tend  to  the  same  breach  of  that 
duty,  the  wrong  may  be  regarded  as  joint,  and  both  be  held  liable. 
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We  are  of  the  opinion  that  the  injury  in  this  case  was  the  result  of 
the  joint  negligence  of  the  two  defendants.  At  the  comer  of 
Hickory  and  Division  streets,  in  the  city  of  Joliet,  the  wires  of 
the  defendant,  the  Economy  Light  &  Power  Company,  cross  above 
the  wires  of  defendant,  the  Chicago  Telephone  Company.  The 
electric  current  carried  by  the  telephone  wire  would  not  be  dan- 
gerous, under  ordinary  conditions,  if  it  was  not  in  contact  witfc 
any  other  wire ;  but  if  the  electric  li^t  wire  should  come  in  con- 
tact with  the  telephone  wire,  the  result  would  be  to  impart  to  it  a 
current  of  electricity  which  would  be  dangerous.  While  neither 
one  had  any  direct  control  or  management  of  the  wires  of  the  other 
company,  it  was  the  duty  of  each  to  use  proper  care  to  protect  the 
public  against  the  danger  of  accident  from  its  own  wires.  Botb 
companies  were  using  electricity,  and  the  current  of  the  Economy 
Light  &  Power  Company  was  so  powerful  as  to  be  dangerous  to 
human  life.  In  case  of  the  use  of  a  highly  dangerous  agent  like 
electricity,  the  party  using  it  must  exercise  such  a  degree  of  care 
as  is  commensurate  with  the  danger  to  prevent  injury  to  the 
public.  Alton  Railway  &  Illurainaiing  Co.  v.  Foulds,  7  Am. 
Electl.  Cas.  548,  190  111.  367,  60  N.  E.  537.  The  wires  of  the 
telephone  company  were  so  related  to  the  electric  light  wires  that 
contact  between  them  would  produce  dangerous  results.  At  the 
place  where  the  wires  crossed  at  Hickory  and  Division  streets  the 
insulation  of  the  electric  light  wires  was  bad,  and  in  many  places 
was  entirely  off,  or  ragged,  and  hanging  from  the  vHire.  The 
telephone  wires  beneath  were  not  protected  in  any  way  from  re- 
ceiving the  deadly  current  if  the  wires  came  in  contact.  The  pold 
on  which  the  electric  light  wires  were  suspended  was  unfit  and. 
not  braced  as  it  ought  to  have  been.  There  had  been  a  guy  wire  to 
keep  it  erect,  which  was  gone,  and  on  the  morning  of  the  accident 
the  pole  was  leaning  over  at  an  angle  of  45  degrees,  letting  the 
electric  light  wire  down  to  within  two  or  three  inches  of  the  tele- 
phone wire.  There  had  been  a  heavy  rain  storm  during  the  night, 
and  the  electric  light  wires  had  evidently  sagged  and  come  in  con- 
tact with  the  telephone  wires,  with  the  result  that  the  telephone 
wire  was  burned  off  at  some  distance  from  the  point  of  contact, 
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and  fell  across  the  electric  light  wires  to  the  ground.  The  tele- 
phone wires  passed  through  the  branches  of  shade  trees,  and  were 
not  insulated,  so  that  the  wire  was  liable  to  bum  out  if  it  touched 
the  trees  carrying  the  current  from  the  electric  light  wires  in  wet 
weather.  It  is  uncertain  how  long  the  pole  had  been  leaning, 
bnt  it  had  been  unfit  before  the  accident,  and  no  safeguard  of 
any  kind  had  been  provided  at  that  place,  or  where  the  telephone 
wires  passed  through  the  trees,  or  where  they  were  above  the  elec- 
tric light  wires  at  the  place  where  the  telephone  wires  burned  off. 
The  evidence  showed  the  common  duty  owing  by  both  of  the  de- 
fendants to  the  public,  resulting  from  the  situation  and  proximity 
of  the  wires,  and  the  use  of  the  dangerous  agent  by  the  Economy 
light  &  Power  Company.  The  evidence  tended  to  show  a  oon- 
eorrent  neglect  of  the  common  duty  which  rested  upon  both  the 
defendants,  and  the  negligence  was  joint  in  its  character. 

The  telephone  company  also  insists  that  the  peremptory  instruc- 
tion asked  by  it  should  have  been  given  on  account  of  the  want  of 
negligence  on  its  part.     Counsel  for  that  company  say  that  it 
could  not  repair  the  wires  of  the  Economy  Light  &  Power  Com- 
pany, nor  straighten  the  leaning  pole  without  becoming  a  tres- 
passer ;  that  it  could  not  enjoin  that  company  from  maintaing  its 
poles  and  wires  in  a  dangerous  condition,  or  compel  it  to  make 
them  safe,  and  that  all  the  telephone  company  could  do  to  obviate 
danger  would  be  to  remove  its  wires  from  the  street  when  it  found 
they  were  in  danger  of  contact  with  the  electric  light  wires.    They 
so  construe  the  decision  in  Chicago  Telephone  Co,  v.  Northwestern 
Telephone  Co.,  8  Am.  Electl.  Cas.  81,  199  111.  324,  65  X.  E.  329. 
We  find  nothing  in  that  decision  justifying  the  conclusion  that  the 
telephone  company  would  have  to  remove  from  the  street,  and 
irould  have  no  protection  from  the  negligence  of  the  Economy 
Light  &  Power  Company,  or  the  improper  construction  and  main- 
tenance of  its  wires,  under  such  circumstances  as  are  shown  by  the 
evidence.      It  was  held  in  that  case  that  a  company  operating  a 
telephone  system  was  entitled  to  be  free  from  unreasonable  or  im- 
necessary  interference  such  as  would  prevent  the  practical  opera- 
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tion  of  its  telephone  system.  It  might  require  more  care  on  the 
part  of  the  telephone  company  if  there  were  electric  li^t  wires  in 
the  street  which  were  liable  to  come  in  contact  with  its  wires  and 
cause  injury,  and  the  duty  of  increased  care  and  caution  would 
not  furnish  a  good  reason  for  enjoining  the  putting  up  of  electrie 
light  wires ;  but  we  have  not  decided  that  there  could  be  no  pro- 
tection to  the  property  of  the  telephone  company  against  n^li- 
gence  or  improper  construction  or  maintenance  of  poles  or  wires 
by  another  company.  There  was  evidence  tending  to  show  that 
the  telephone  company  would  probably  know  when  its  wires  wen 
burned  out  or  its  system  interfered  with,  and  after  the  wire  was 
burned  out  in  the  night  time,  and  was  hanging  in  the  dangerous 
condition  in  the  public  street,  nothing  was  done  to  repair  the  dam> 
age  or  remove  the  danger  at  8.30  o'clock  the  next  morning,  when 
the  accident  occurred.  The  court  could  not  say,  as  a  matter  of 
law,  that  proper  inspection  and  diligence  on  the  part  of  the  tele- 
phone company  did  not  require  it  to  discover  the  dangerous  con- 
dition and  remove  the  danger  to  those  using  the  street  before  that 
time.  The  question  whether  the  company  ought  to  have  dis- 
covered the  condition  and  made  repairs  in  time  to  prevent  the 
accident  was  finally  settled  by  the  judgment  of  the  Appellate 
Court.  There  was  no  error  in  refusing  to  give  the  peremptoiy 
instructions  asked. 

The  court,  at  the  request  of  the  plaintiff,  gave  to  the  jury  the 
following  instruction :  "  If  the  jury  believe,  from  the  evidence, 
that  the  plaintiff  has  proved  the  allegations  contained  in  one  or 
more  counts  of  his  declaration  by  a  preponderance  of  the  evidence, 
and  if  the  jury  believe,  from  the  evidence,  that  the  plaintiff  was 
injured  as  alleged,  and  if  you  believe,  from  the  evidence,  that  the 
plaintiff,  at  the  time  of  such  injury,  was  in  the  exercise  of  rea- 
sonable care  for  his  safety,  and  if  you  further  believe,  from  the 
evidence,  that  such  injury,  if  proved,  was  caused  by  or  through 
the  negligence  of  the  defendants,  or  either  of  them,  as  alleged  in 
either  count  of  the  declaration,  then  the  plaintiff  is  entitled  to  re- 
cover such  damages  as  you  believe,  from  the  evidence,  will  com- 
pensate him  for  the  injury  sustained." 
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liis  instruction  was  correct  in  sajing  that  if  plaintiff  proved 
allegations  of  either  count  of  his  declaration,  and  was  injured 
the  n^igence  of  the  defendants,  or  either  of  them,  he  would 
entitled  to  recover  his  damages,  but  it  was  faulty  in  not  limit- 
;  the  recovery  to  the  defendant  proved  guilty.  It  did  not  di- 
tly  authorize  a  recovery  against  both  for  the  negligence  of  one, 
ly  80  far  as  the  CSiicago  Telephone  Company  is  concerned,  the 
nt  gave  two  instructions  to  the  effect  that  unless  it  appeared 
m  the  evidence  that  said  company  was  guilty  of  the  negligence 
uged  in  the  declaration,  or  if  it  appeared  that  the  accident 
3ined  by  reason  of  the  act  or  neglect  of  some  other  party  or 
npany,  they  should  find  it  not  guilty.  The  court  also  gave  to 
i  jury  certain  forms  for  their  verdict  in  case  they  should  find 
e  of  the  defendants  guilty  and  the  other  not  guilty,  so  that  we 
A  the  jury  could  not  have  been  misled,  and  that  the  other  in- 
uetioiiay  read  with  the  defective  one  as  one  charge,  supple- 
inted  it  and  supplied  the  defect  as  to  the  Chicago  Telephone 
mpany.  So  far  as  the  Economy  light  &  Power  Company  is 
ioemed,  there  could  have  been  no  other  conclusion  from  the 
deuce  than  that  which  was  reached  by  the  jury,  and  we  cannot 
;ard  the  instruction  as  harmful  to  that  company  in  view  of  the 
idence.  The  pole  was  not  supported,  and  was  in  a  condition 
lolly  unfit  for  sustaining  the  electric  light  wires  before  and  at 
)  time  of  the  injury.  The  insulation  of  the  wires  was  very  bad, 
d  was  hanging  in  rags  at  that  place  and  other  places  in  the  im- 
3diate  vicinity,  as  well  as  over  the  city  generally.  That  the 
xmomy  Light  &  Power  Company  was  guilty  of  negligence  caus- 
j  the  injury  is  beyond  question. 

An  instruction  that  the  questions  of  negligence  on  the  part  of 
J  defendants  and  care  on  the  part  of  the  plaintiff  were  questions 
fact  for  the  jury  is  objected  to.  The  instruction  further  ex- 
lined  to  the  jury  that  it  was  their  duty  and  province  to  deter- 
le  those  questions  of  fact  under  the  law  and  evidence  in  the 
3,  and  there  was  no  error  in  giving  that  instruction, 
rhe  judgment  of  the  appellate  court  is  affirmed.  Judgment 
med. 
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Chapeboi^e  v.  Pobtland  Gbnebal  Euboteio  Co. 

Oregon;  Supreme  Court, 

1.  Injuries  to  hobss  and  vehicle  bt  contact  with  bboken  wob; 

dENCT  OF  COMPLAINT. — A  oomplaint  alleging  that  the  act  complaiMd  if; 
consisted  in  carelessly  and  negligently  allowing  and  permittaqg  a  vktt 
heavily  charged  with  electricity  be  become  broken  and  hang  down 
a  street  where  the  plaintiff's  horse  was  being  driven,  and  without  Inlf 
of  the  driver  the  horse  was  brought  in  contact  therewith, 
injury  ensued,  is  sufficient  without  further  allegation  that  the 
carelessly  and  negligently  brought  about  or  permitted  the  actual 

2.  EviDENCB  AS  TO  CAUSE  OF  INJUBT. — Where  it  appears  that  the  driver  if* 

horse,  upon  the  horse  suddenly  falling,  springs  to  the  gromid  til; 
observes  for  the  first  time  a  wire  hanging  close  to  the  wheel  of 
wagon,  emitting  sparks  and  fiashes  of  light,  and  subsequently  whik  ill 
horse  was  struggling  to  his  feet  he  was  seen  to  come  in  contact  t§dl 
with  the  wire,  whereupon  he  again  fell,  it  was  held  sufficient  to 
that  the  horse  was  injured  by  an  electric  shock  received  from 
with  a  broken  wire. 

3.   PbESUMFTION    of  negligence;    DOCTRINE  OF   BBS   IPSA   LOQUITUR. — ^Ib  WI 

case  the  only  evidence  adduced  touching  the  negligence  of  the  detateil 
in  allowing  and  permitting  its  wire  to  become  broken  and  remain  ■» 
pended  upon  a  public  street  was  the  simple  fact  that  it  was  loimd  il 
broken  and  suspended,  and  that  the  injury  to  the  horse  ensued.  It  VM 
held  that  such  evidence  was  sufficient  to  establish  a  prima  faeie  tMi, 
and  that  it  imposed  upon  the  defendant  the  burden  of  making  it  appeir 
that  the  unsafe  and  insecure  condition  of  the  wire  was  not  due  to  aaj 
negligence  upon  its  part.  The  doctrine  of  rea  ipsa  loquitur  applied  ui 
the  plaintiff  was  relieved  from  the  burden  of  proving  the  non-eziftflM 
of  an  adequate  explanation  or  excuse. 

4.  Overcoming  presumption. — The  question  as  to  whether  the  presnmptki 

of  negligence  has  been  overcome  by  the  defendant  is  one  of  fact  for  fhi 
jury. 

5.  Reasonable  time  to  repair  defect. — It  is  not  error  to  refuse  to  duifi 

the  jury  that  the  defendant  was  entitled  to  a  reasonable  time  after  tin 
fall  of  the  wire  which  caused  the  injury,  to  repair  or  remofe  it 
Such  an  instruction  is  applicable  only  where  the  wire  has  fallen  withoft 
the  negligence  of  the  defendant,  or  was  caused  by  an  act  of  God,  or  mm 
force,  that  could  not  have  been  provided  against  by  reasonable  foresig^ 
or  precaution. 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
February  24,  1902 ;  reported  41  Ore.  39,  67  Pac.  928. 
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action  was  begun  in  a  justice's  court,  and  taken  to  the  Circuit  Court 

•ppeaL     The  defendant  is,  and  was  at  the  time  of  the  accident  complained 

in  maintaining  and  conducting  upon  College  and  other  public 

in  the  city  of  Portland  a  system  of  poles,  and  wires  extended  thereon, 

the  transmission  of  electricity;   and  for  cause  of  action  it  is  alleged 

the  let  day  of  December,  1899,  at  about  the  hour  of  3  o'clock  a.  m. 

dajt  the  plaintiff  was,  by  and  through  his  employe,  engaged  in  driv- 

Ub  boTM  and  bakery  wagon  upon  said  College  street,     .     .     .     and  that, 

notioe  of  or  fault  upon  the  part  of  plaintiff  or  his  employe,  the 

corporation  carelessly,  unlawfully  and  negligently  allowed  one  of 

efaarged  heavily  with  electricity,  to  become  broken  and  hang  down 

Mid  College  street,  and  that  plaintiff,  nor  his  employe,  did  not  know 

■id  wire  was  broken,  or  was  hanging  down  upon  said  street;  and  that 

nid  wire  of  defendant,  charged  with  electricity,  was  so  hanging  upon 

doM  to  said  College  street,  the  horse  and  wagon  belonging  to  plaintiff 

being  driven  upon  and  along  said  street,  and,  without  fault  on  the  part 

itiff  or  hia  employe,  said  broken  and  hanging  wire,  heavily  charged  with 

ty,  came  into  contact  with  and  struck  the  horse  belonging  to  plaintiff, 

threw  taid  horse  to  the  ground,  seriously  and  permanently  injuring  said 

and  breaking  the  shaft  of  the  bakery  wagon,  and  tearing  the  harness  upon 

!,  to  the  damage  of  the  plaintiff  in  the  sum  of  $150,*'  etc.,  which  is  fol- 

by  allegations  of  special  damages.    The  sufficiency  of  the  complaint  was 

daring  the  trial  by  objections  to  the  introduction  of  evidence,  a 

for  nonsnit,  and  by  a  request  for  an  instruction  to  find  in  favor  of 

difendant. 

Frederick  V.  Holman,  for  appellant 
D.  Salts  Cohen,  for  respondent 

Opinion  by  Wolveeton,  J. : 

We  have  recently  held,  after  a  careful  review  of  the  authorities, 
kit  it  is  sufiBcient,  in  a  declaration  upon  negligence,  to  specify  the 
mticalar  act,  the  commission  or  omission  of  which  caused  the 
ijury,  conjoining  with  it  a  general  averment  that  it  was  negli- 
wtly  and  carelessly  done  or  omitted,  apd  that  it  is  unnecessary 
»go  farther  and  particularize  or  point  out  the  specific  facts  going 
I  establish  the  negligence  relied  upon.  Cederson  v.  Navigation 
C,  38  Or.  343,  62  Pac.  637,  63  Pac.  763.  The  proposition  has 
sen  still  more  recently  sanctioned  in  Boyd  v.  Electric  Co.  (Or.), 
Anu  EleetL  Gas.  605,  66  Pac.  576.  To  the  same  purpose,  see 
wjfder  V.  Electrical  Co.  (W.  Va.),  7  Am.  Electl.  Gas.  473,  28  S. 
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E.  738,  89  L.  R.  A.  499,  64  Am.  St.  Rep.  922.  This  neolts  h^ 
the  significance  of  the  term  *^  negligence,"  as  applied  to  an  act  ooib 
ducing  to  injury.  It  so  qualifies  the  act  as  to  render  it  actunialili 
and  the  allegation  is  treated  as  a  statement  of  an  ultimate  ImI) 
rather  than  a  mere  conclusion  of  law.  But  it  is  insisted  lliat  Am 
is  no  pertinent  allegation  that  the  damage  ensued  from  the  im||^ 
gence  of  the  defendant,  or,  in  other  words  (employing  the  laiiyi^ 
of  the  counsel),  "  it  is  not  alleged  that  the  wire  coming  in  eontifll 
with  and  striking  the  horse  was  in  any  way  due  to  appellant's  n^ 
ligence."  The  act  of  which  plaintiff  complained  consisted  in  cti»> 
lessly  and  negligently  allowing  and  permitting  a  wire  hetTify 
charged  with  electricity  to  become  broken  and  hang  down  upon  t 
street  where  plaintiff's  horse  was  being  driven,  and,  without  &11II 
of  the  driver,  was  brought  in  contact  therewith,  whereby  injuy 
ensued.  Now,  to  fill  the  measure  of  the  contention,  it  was  ineom- 
bent  upon  the  plaintiff  to  go  further,  and  affirm  that  defendint 
carelessly  and  negligently  brought  about  or  permitted  the  aetul 
contact.  This  is  the  logic  of  the  position,  but  it  is  falladoiiB  ii 
requiring  a  redundancy  of  allegation.  The  essential  act  of  negli- 
gence is  the  primary  one  of  allowing  and  permitting  a  wire  chaiged 
with  a  subtle  and  dangerous  energy  to  become  broken  and  hiif 
down  upon  a  public  street,  where  persons  lawfully  traveling  ifm 
liable  to  come  in  contact  with  it.  In  the  absence  of  any  contnlnh 
toiy  act  of  negligence  on  the  part  of  plaintiff  in  bringing  about  the 
contract,  this  becomes  the  proximate  cause,  and  the  injury  is  in- 
disputably consequential,  so  that  it  becomes  a  matter  wholly  of 
supererogation  to  charge  negligence  in  allowing  and  permitting 
the  contact,  and  therefore  was  not  essential  to  good  pleading  or  die 
statement  of  a  good  cause  of  action. 

There  is  evidence  in  the  record  tending  to  show  that  John  Na^ 
an  employe  of  the  plaintiff,  was  engaged  in  driving  the  horse  at- 
tached to  a  wagon  used  for  the  delivery  of  bread  from  a  bakeiji 
and  that  just  after  turning  a  comer  and  entering  upon  CoIlegB 
street  the  horse  suddenly  fell.  Not  being  aware  of  the  cause,  the 
driver  sprang  to  the  ground,  when  he  observed  for  the  first  time  t 
wire  hanging  dose  to  the  wheel  of  his  wagon,  emitting  sparks  and 
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faihes  of  light    At  no  time,  however,  did  he  see  the  wire  come  in 
contact  with  the  horse.    This  occurred  about  3  o'clock  in  the  mom- 
ing,  while  it  was  yet  dark.    The  night  had  been  stormj  and  cold, 
and  the  streets  were  wet.    The  driver  went  for  assistance,  leaving 
the  horse  where  he  fell,  and  it  was  three-quarters  of  an  hour  before 
be  regained  his  feet.    In  the  endeavor  to  liberate  him,  and  while  he 
was  struggling  to  his  feet,  the  wire  was  seen  to  come  in  contact 
with  him,  when  he  again  fell,  as  described  by  one  of  the  witnesses, 
''like  he  was  shot'^    The  witness  further  states  that  the  wire  was 
throwing  off  sparks,  and  at  one  time  he  approached  so  nearly  to  it 
is  to  receive  a  shock  from  the  ground.     The  horse  was  trembling 
badly  when  liberated,  and  seemed  to  be  in  great  agony.    There  was 
blood  upon  the  ground,  and  he  had  a  cut  above  his  eye,  and  another 
on  his  foot.    It  was  also  shown  that  the  wire  parted  and  remained 
sospended  for  an  hour  prior  to  the  accident.     Plaintiff  having 
rested,  defendant  moved  for  a  nonsuit^  but  without  avail,  where- 
upon it  produced  evidence  tending  to  show  that  the  night  was  very 
stormy,  the  wind  reaching  a  maximum  velocity  of  45  miles  an 
hour,  and  an  extreme  velocity  of  56  miles,  which  is  not  extraordi- 
nary ;  that  the  lines  had  been  in  use  for  seven  years,  but  were  of 
first-class  material,  and  that  the  wire  in  question  had  parted  about 
midway  between  poles  standing  130  feet  apart ;  that  the  insulation 
was  not  broken,  except  at  the  point  of  fracture;  that  it  carried 
1,000  volts,  but  where  broken  the  voltage  was  much  less,  being  esti- 
mated at  from  300  to  500 ;  that  the  wires  and  their  f aateninc:s,  and 
the  poles  upon  which  they  were  carried,  were  regularly  inspected  as 
often  as  once  every  other  day  by  a  competent  electrician;  that  the 
company  was  equipped  with  the  standard  and  best  approved  ground 
detectors,  or  appliances  for  detecting  or  discovering  breaks  and  the 
grounding  of  its  wires,  and  that  on  stormy  nights  it  applied  the 
test  every  half  hour ;  that  upon  this  occasion  the  detector  did  not 
indicate  the  parting  of  the  wire,  and  that  the  first  notice  touching 
its  condition  came  through  a  member  of  the  police  force ;  that  there 
were  no  indications  as  to  how  the  wire  came  to  break ;  that  they 
sometimes  broke  of  their  own  accord,  but  the  cause  of  the  present 
fracture  was  ascribed  either  to  the  crossing  of  the  wires  in  a  gale, 


472  Amebican  Electbical  Cases.  [vol.  8 

Chaperone  v.  Portland  General  Electric  Co. 

or  to  the  blowing  of  a  limb  from  a  tree,  or  something  of  the  kind 
across  them,  causing  the  current  to  pass  from  one  to  another,  thus 
severing  one  of  them  by  burning  it  at  the  point  of  contact.  Both 
parties  having  rested,  defendant  moved  the  court  to  direct  a  verdict 
in  his  behalf,  but  this  was  also  refused ;  and  error  is  assigned  both 
as  it  respects  the  motion  for  a  judgment  of  nonsuit  and  the  one  to 
direct  the  verdict. 

In  support  of  its  motion  for  nonsuit,  the  defendant  contends  that 
the  proof  is  insufficient,  in  two  aspects,  to  submit  the  case  to  the 
jury:  (1)  It  does  not  show  that  the  horse  was -injured  by  electric* 
ity;  and  (2)  it  does  not  show  any  negligence  attributable  to  the 
defendant  company  contributing  to  the  injury.  The  latest  declara- 
tion of  this  court  touching  the  quantum  of  evidence  sufficient  to 
carry  a  case  to  the  jury  is  found  in  Perkins  v.  McCulUmgh,  86  Or. 
146,  59  Pac.  182,  wherein  Mr,  Justice  Moore  says: 

**  The  rule  is  well  settled  in  this  State  that  if  there  be  any  eyidence,  how- 
ever slight,  fairly  susceptible  of  an  inference  or  presumption  tending  to 
establish  a  material  allegation  of  the  complaint,  it  is  the  duty  of  the  eonrt 
to  deny  the  motion  for  a  judgment  of  nonsuit,  and  submit  the  question  in- 
volved to  the  jury  for  determinaticMi " — citing  all  the  preceding  cases. 

From  the  evidence  adduced,  it  is  quite  manifest  that  the  jury 
might  reasonably  have  inferred  that  the  horse  came  in  contact  with 
the  heavily  charged  wire,  and  that  the  injury  complained  of  was 
caused  by  an  electric  shock.  The  manner  of  its  falling,  the  prox- 
imity of  the  wire,  the  second  shock,  which  was  observed  by  witness 
to  have  been  produced  by  contact  with  the  wire,  its  result,  and  the 
effect  produced  upon  the  animal,  are  amply  sufficient  from  which 
the  jury  might  reasonably  and  legitimately  have  drawn  the  infe^ 
ence  that  there  was  contact  with  the  wire  in  the  first  instance,  and 
that  the  injury  ensued  from  electricity. 

The  other  question  involves  the  doctrine  or  res  ipsa  loqwUur, — 
the  thing  speaks  for  itself.  The  only  evidence  adduced  touching 
the  negligence  of  the  defendant  in  allowing  and  permitting  its 
wire  to  become  broken  and  remain  suspended  upon  a  public  street 
is  of  the  simple  fact  that  it  was  found  so  broken  and  suspended, 
and  that  the  injury  to  the  horse  ensued ;  no  attempt  being  made  to 
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fliiow  the  cause  of  the  fracture^  or  to  show  any  act  of  commission 
or  omission,  carelessly  or  negligently  suffered  on  the  part  of  the  de- 
fendant, conducing  thereto.  Was  this  sufficient  ?  The  defendant 
was  engaged  in  the  transmission  and  utilization  of  a  subtle  and 
dangerous  energy  over  and  along  a  public  street  by  means  of  ma- 
chinery and  appliances  presumably  under  its  exclusive  manage- 
ment and  control,  because  the  erection  and  maintenance  of  the  sys- 
tem by  the  defendant  has  been  admitted  by  its  pleadings.  The 
dangerous  character  of  the  business  imposed  upon  the  defendant  a 
Teiy  high  degree  of  care  in  the  maintenance  of  its  apparatus  and 
aiqpliances  in  a  secure  and  safe  condition,  and  thus  to  guard  against 
die  danger  of  accident  to  those  in  the  lawful  use  and  enjoyment  of 
Ae  street.  Under  these  conditions,  when  the  plaintiff  had  shown 
the  fracture  and  the  unsafe  condition  in  whichithe  wire  was  found 
(being  suspended  upon  a  public  street),  and  that  injury  actually 
ensued  therefrom,  he  was  relieved  from  the  necessity  of  going 
farther  and  showing  such  facts  as  would  exclude  all  other  hypothe- 
sis or  possibility  (as  that  it  was  not  due  to  the  carelessness  or  un- 
lawful acts  of  any  third  person,  or  other  cause),  because  the  most 
natural  and  reasonable  inference  therefrom  is  that  the  wire  would 
not  have  parted  or  been  out  of  repair,  and  the  accident  would  not 
haTe  happened,  but  for  the  neglect  of  duty  enjoined  upon  the  de- 
fendant ;  thus  taking  the  case  out  of  the  general  rule  of  law  that 
the  mere  proof  of  an  accident  raises  no  presumption  of  negligence. 
The  defendant's  primary  responsibility,  because  of  the  high  degree 
of  care  with  which  it  was  charged ;  the  likelihood  that  the  condi- 
tion would  not  have  existed,  in  the  ordinary  course,  if  due  care  had 
been  observed ;  and  its  exclusive  control  and  management  of  the 
system,  so  that  the  plaintiff  had  not  adequate  or  equal  facilities 
with  the  defendant  for  ascertaining*  or  showing  from  whence  the 
real  and  actual  cause  of  the  parting  of  the  wires  arose, — conjunct- 
ively operated  to  relieve  the  plaintiff  from  the  necessity  of  showing 
more  in  the  first  instance.  Such  a  showing  made  for  him  a  prima 
facie  case,  and  imposed  upon  the  defendant  the  burden  of  making 
it  appear  that  the  unsafe  and  insecure  condition  of  the  wire  was  not 
due  to  any  negligence  upon  its  part ;  and  this  it  could  do  by  show- 
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ing  due  observance  of  that  degree  of  care  enjoined  upon  it,  and,  if 
it  had  succeeded  in  that  respect,  it  should  have  been  exonerated. 
This  is  within  the  doctrine  of  res  ipsa  loquitur, — the  defendant  ' 
being  required  to  give  such  evidence  as  would  exonerate  it^ — and 
the  plaintiff  was  relieved  from  the  burden  of  proving  the  nonexisfeF- 
ence  of  an  adequate  explanation  or  excuse.  Boyd  v.  Electric  Co^, 
supra;  Keasbej,  Electric  Wires,  sees.  271-273 ;  2  Jag.  Torts,  864^  3 
Fov;er  Co.  v.  Buddy,  7  Am.  Elecd.  Cas.  524,  62  K  J.  Law,  505, 
41  AU.  712;  Badway  Co.  v.  Nugent,  86  Md.  349,  38  AtL  77»  ; 
Uggla  v.  Baiiway  Co.,  4  Am.  ElectL  Cas.  389,  160  Mass.  361,  iS 
N.  E.  1126,  39  Am.  St.  Bep.  481 ;  Larson  v.  Baiiway  Co.,  56  111. 
App.  268 ;  Snyder  v.  Electrical  Co.  (W.  Va.),  7  Am.  ElectL  Ca«. 
473,  28  S.  E.  733,  39  L.  R  A.  499,  64  Am.  St  Bep.  922 ;  CUrke  «. 
BaUroad  Co.,  9  App.  Div.  51,  41  N.  Y.  Supp.  78.  Tbe  proof  mb- 
mitted  by  plaintiff  was  therefore  sufficient,  tested  by  the  motiosi 
for  nonsuit. 

This  brings  us  naturally  to  the  question  presaited  by  the  motion 
to  direct  a  verdict    When  plaintiff  made  a  prima  facie  esse,  tki^ 
imposed  upon  the  defendant  the  burden  of  showing,  as  we  ha^^ 
seen,  that  the  fracture  of  the  wire  was  a  condition  not  due  to  its* 
fault,  or  that  it  used  due  care  in  the  construction  and  maintenance 
of  its  system,  and  that  the  accident  was  one  that  could  not  hsv^ 
been  provided  against  by  reasonable  foresight  and  precaution.  Thi* 
burden  should  not  be  confused  with  the  burden  of  nnftlring  tls^ 
better  case  as  between  the  plaintiff  and  defendant    The  plainti» 
must  have  made  the  better  case  in  the  end  by  the  prepondennoe  c*» 
evidence.     When  the  defendant  produced  its  evidence,  the  a* 
rested ;  and  it  became  a  matter  for  the  jury  to  determine  whether 
it  had  succeeded,  or  whether,  notwithstanding  its  attempt  at  ea»" 
eration,  plaintiff's  prima  facie  case  was  even  yet  the  stronger  tad 
more  satisfactory.     The  questions  to  be  passed  upon  were  of  fact, 
and  it  was  not  ^athin  the  province  of  the  court,  under  the  eviden« 
adduced,  to  say  to  the  jury,  by  directing  a  verdict,  that  its  exoncrt- 
tion  had  been  substantiated,  and  therefore  that  plaintiff's  priiiii 
facie  case  had  been  overcome.    So  there  was  no  error  in  finally  sub- 
mitting the  case  to  the  jury.    Baiiway  Co.  v.  Nugent,  supra. 
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As  bearing  upon  the  amount  of  damages  lecoverabley  the  plain* 
tiff  testified  that  he  was  a  judge  of  horses ;  that  he  purchased  the 
injoied  horse  from  private  parties  five  or  six  years  prior  to  the  ac- 
cident^ at  which  time  he  was  six  or  seven  years  old,  and  paid  $100 
for  him, — the  price  asked ;  that  he  had  been  in  constant  use  every 
dsy,  and  was  capable  of  performing  the  work,  but  was  worth  noth* 
ing  for  the  service  at  the  present  time.    Other  testimony  indicated 
more  in  detail  the  character  of  the  injury  and  its  effect  upon  the 
uefttlness  of  the  animal,  and  in  connection  therewith  he  was  ex- 
hibited to  the  jury.     There  was  an  objection  to  the  plaintiff's  tes- 
tifying touching  the  value  of  the  horse,  on  the  ground  that  he  did 
not  show  himself  to  be  an  expert  or  especially  qualified  thereto. 
This  was  overruled,  and  properly  so.     The  horse  was  purchased 
for  the  especial  business  in  which  the  plaintiff  was  engaged,  and 
lued  therein  for  a  considerable  length  of  time,  and  this  was  suffic- 
ient to  qualify  him  to  give  his  opinion  as  to  value.    Mason  v.  Part- 
rick,  100  Mich.  577,  59  N.  W.  239.    Plaintiff  further  testified  that 
he  hired  other  horses  to  take  the  place  of  the  one  injured,  so  as  to 
continue  in  business;  that  such  service  amounted  to  14  days  for 
one  horse ;  and  that  he  was  put  to  the  expense  of  $14  therefor.    It 
was  insisted  that  witness  should  not  have  been  permitted  to  state 
the  amount  paid  for  hire  of  such  horses;  but  the  testimony  was 
relevant  and  competent,  as  it  had  some  tendency  to  establish  value. 
Plaintiff  also  testified  that  he  paid  $4  for  repairs  to  the  wagon 
(mending  or  replacing  the  broken  shaft),  and  $3.35  for  repairing 
the  harness,  necessitated  by  having  been  cut  from  the  horse  while 
down,  in  order  to  release  him.    Referring  to  these  latter  items  of 
damages,  defendant's  counsel  asked  the  court  to  instruct  the  jury 
as  follows : 

"  I  charge  you  that  the  plaintiff  has  failed  to  prove  the  reasonable  value 
of  any  expenses  claimed  to  have  been  incurred  by  plaintiff,  caused  by  the 
injuries  alleged  in  the  complaint  to  the  plaintiff's  wagon  and  harness,  and 
therefore  you  cannot  consider  any  such  damages.  The  testimony  of  plaintiff 
that  he  paid  certain  sums  of  money  was  not  followed  by  any  proof  as  to  their 
reasonable  value,  and  he  cannot  recover  therefor." 
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This  was  refused,  and  error  is  assigned.  It  is  probably  true  that 
testimony  touching  sums  actually  paid  for  expenses  necessarily  in- 
curred  in  repairing  damaged  property  and  utensils  should  ordi- 
narily be  supplemented  with  competent  evidence  that  they  were 
reasonable  for  the  services  rendered.  Oolder  v.  Lund,  50  Neh 
867,  70  N,  W.  379.  But  these  small  items  of  expense  incurred  are 
matters  of  such  common  knowledge  that  we  are  disposed  to  let 
them  rest  with  the  jury,  who  are  fully  competent  and  qualified 
from  their  own  experience  to  determine  as  to  their  reasonable- 
ness. 

Some  instructions  were  asked  and  refused,  of  which  defendant 
complains.  One  of  them  was  intended  to  present  the  same  ques- 
tion as  the  motion  to  direct  a  verdict,  and  hence  needs  no  further 
notice.    Another  reads  as  follows : 

**  That  the  defendant  was  entitled  to  a  reasonable  time  after  the  fall  of  the 
wire  in  which  to  repair  it,  or  to  remove  it  out  of  the  way  of  persona  vaiag 
the  street;  and  if  you  find  that  the  injury  to  the  plaintiff  occurred  before 
the  expiration  of  such  reasonable  time,  then  the  plaintiff  is  not  entitled  to 
recover  anything  in  this  action/' 

The  instruction  is  plainly  applicable  only  to  cases  where  the  wire 
had  fallen  without  the  negligence  of  defendant,  or  was  caused  by 
an  act  of  God,  or  some  force  that  could  not  have  been  provided 
against  by  reasonable  foresight  or  precaution,  and  without  such 
modification  would  have  been  misleading.  It  was  therefore  prop- 
erly refused.  Other  instructions  requested  were  clearly  covered  by 
the  general  charge. 

There  being  no  error  in  the  record,  the  judgment  of  the  court 
below  will  be  affirmed,  and  it  is  so  ordered. 

Injnry  oanaed  by  contact  with  live  wire  aiupended  in  street; 
doctrine  of  rea  ipsa  loqnitnr;  defect  canaed  by  aevere  wind  stomii 
contributory  negligence. — ^The  case  of  Boyd  v.  PortUmd  General  Electrio 
Co,,  41  Ore.  336,  68  Pac.  810,  is  an  action  brought  by  a  minor,  through  his 
father  as  guardian,  predicated  upon  the  same  facts  as  in  the  case  of  Boyd  v, 
Portland  Electric  Co.,  reported  in  7  Am.  Electl.  Cas.  661.  The  following  is 
an  extract  from  the  opinion  of  the  court,  which  may  be  considered  as  supple- 
menting the  poinion  delivered  in  the  case  formerly  reported: 
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"The  def^idanfa  initial  contention,  and  the  one  most  strenuously  insisted 
opoo,  is  that  the  plaintiff  should  have  been  confined  in  his  proofs  to  the 
lUegttionB  of  negligence  contained  in  his  complaint,  and  upon  which  he  relied 
for  reoorery  as  thereby  indicated,  but  that  instead  the  instruction  of  the 
court  just  quoted  set  the  matter  at  large  with  the  jury,  and  permitted  them 
to  find  upon  grounds  not  set  up  in  the  complaint;  that  the  doctrine  rea  ipsa 
lo^twr  affords  no  proof  in  support  of  specific  or  particular  declarations  of 
Mgligent  acts,  such  as  is  relied  upon  here  for  recovery,  namely,  that  the 
wire  was  weak,  or  that  it  was  improperly  strung,  or  that  defendant  neglected 
to  repair  it,  and  that  it  only  has  application  in  a  case  where  negligence  is 
tUeged  in  the  most  general  terms.      It  must  be  conceded  at  the  outset  that 
the  plaintiff  cannot  recover  for  acts  of  negligence  not  counted  upon  in  the 
complaint.    The  €Ulagata  and  probata  must  correspond,  and  proofs  cannot 
be  permitted  to  extend  to  the  establishment  of  any  cause  not  counted  upon, 
for  if  such  were  not  the  rule  there  would  be  many  surprises  during  judicial 
mTestigations,  followed  by  injustice  and  wrong.     Furthermore,  it  is  a  recog- 
sued  principle  of  law  that  he  who  alleges  negligence  must  establish  it,  and 
that  the  mere  proof  that  an  accident  has  happened  raises  no  presumption 
of  negligence.      Rea  ipaa  loquitur  is  a  maxim  of  evidentiary  potency  and 
eoosequence,  and  serves  to  imply  or  raise  a  presumption  of  negligence  as  a 
&et,  when  from  the  physical  facts  attending  the  accident  or  injury  there  is  a 
reasonable  probability  that  it  would  not  have  happened  if  the  party  having 
eootrol,  management  or  supervision,  or  with  whom  rests  the  responsibility  for 
the  sound  and  safe  condition  of  the  thing,  property  or  appliance  which  is  the 
immediate  cause  of  the  accident  or  injury,  had  exercised  usual  and  proper 
care  and  precaution  with  reference  to  it.     The  most  usual  statement  of  the 
rale  is  that  contained  in  an  old  case  {Scott  v.  Docks  Co,,  3  Hurl.  &  C.  596), 
namely:     'There  must  be  reasonable  evidence  of  negligence.     But  where  the 
thing  is  shown  to  be  under  the  management  of  the  defendant  or  his  servants, 
and  the  accident  is  such  as  in  the  ordinary  course  of  things  does  not  happen 
if  those  who  have  the  management  use  proper  care,  it  affords   reasonable 
eridence,  in  the  absence  of  explanation  by  the  defendants,  that  the  accident 
arose  from  the  want  of  care.'     But  '  in  such  case,  however,'  says  the  learned 
author   of  the  American  State  Reports,  in  an   admirable  note  to  Huey  v, 
QoMenheck  (Pa.),  6  Am.  St.  Rep.  790,  792  (s.  c,  15  Ail.  520),  'it  is  hardly 
accurate  to  say  that  negligence  is  presumed  from  the  mere  fact  of  the  injury, 
but  rather  that  it  may  be  inferred  from  the  facts  and  circumstances  disclosed, 
in  the  absence  of  evidence  showing  that  it  occurred  without  the  fault  of  the 
defendant.    Such  a  case  comes  within  the  principle  of  rea  ipsa  loquitur;  the 
facts  and  circumstances  speak  for  themselves,  and,  in  the  absence  of  explana- 
tion or  disproof,  give  rise  to  the  inference  of  negligence/     The  rule  does  not 
relieve  the  plaintiff  from  adducing  any  evidence  within  his  power.      In  Bahr 
V.  Lombard,  53  N.  J.  Law,  233,  21  Atl.  190,  23  Atl.  167,  a  leading  case  upon 
tbe  subject,  it  was  held  that,  where  the  plain tifTs  case  shows  that  he  has  not 
produced  material  evidence  clearly  within  his  reach,  the  mere  proof  by  him 
of  the  occurrence  of  the  accident  by  which  he  was  injured  does  not  raise 
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a  presumption  of  negligence  which  the  defendant  can  be  called  upon  to  rebut. 
The  maxim  or  rule  is,  therefore,  bom  of  necessity,  and  entails  the  buidsa 
upon  the  defendant  of  showing  due  care  when  the  facts  are  within  his  exehb 
sive  knowledge,  so  that  the  plaintiff  cannot  reasonably  be  expected  to  know  or 
prove  them.  There  must  be  something,  however,  in  the  facts  proven  in  each 
case,  that  speak  of  the  negligence  of  the  defendant;  and  the  question  to  ha 
propounded  and  solved  in  every  such  case  is,  do  the  proofs  speak  through 
inference  and  presumption  of  the  negligent  conduct  of  the  defendant?  XImm 
observations  are  supported  by  the  uniform  current  of  authority,  and  appty 
in  all  their  signilScance  to  cases  where  the  injury  has  been  received  from  liv* 
wires  suspended  in  public  streets  and  thoroughfares,  which  are  exelnsivelj 
under  the  control  and  management  of  the  defendant,  whether  natural  perso— 
or  corporations.  1  Shear.  &  R.  Neg.  (6th  ed.),  sees.  60,  60;  Keasbey,  Elee> 
trie  Wires,  sees.  231,  233;  2  Jag.  Torts,  038;  Eaherg  Cigar  Co.  v.  dtp  €f 
Portland,  34  Or.  282,  56  Pae.  061,  43  L.  R.  A.  435,  75  Am.  8t.  Rep.  651; 
Houston  17.  Brush,  66  Vt.  331,  20  Atl.  380;  MuUen  v.  8t.  John,  67  N.  Y.  667, 
15  Am.  Rep.  630;  Beyholt  v.  Railroad  Co.,  06  N.  Y.  662,  47  Am.  Bep.  76; 
Western  Union  Tel  Co,  of  Baltimore  City  v.  State,  6  Aul  Electl.  Cas.  210^ 
82  Md.  203,  33  Atl.  763,  31  L.  R.  A.  572,  51  Am.  St.  Rep.  464;  Bakr  9.  Lorn- 
hard^  supra;  Eleetrio  Co,  v.  Sweet,  57  N.  J.  Law,  224,  30  Atl.  663 ;  Pmmt  Co, 
V.  Ruddy,  7  Am.  Electl.  Cas.  524,  62  N.  J.  Law,  506,  41  Atl.  712;  Thomas  9. 
Telegraph  Co.,  100  Mass.  156;  Cork  v.  Blossom,  162  Mass.  330,  38  N.  B.  406, 
26  L.  R.  A.  266,  44  Am.  St  Rep.  362;  Haynes  v.  Gas  Co,  (N.  C),  5  Am. 
Electl.  Cas.  264,  10  S.  E.  344,  26  L.  R.  A.  810,  41  Am.  St.  Rep.  786;  AflMlmf 
Co.  V.  Cooper  (N.  J.  Err.  &  App.),  37  Atl.  730,  38  L.  R.  A.  637,  64  Am.  St 
Rep.  502;  Cummings  v.  Furnace  Co.,  60  Wis.  603,  18  N.  W.  742,  20  N.  W. 
665;  Tuttle  v.  Railroad  Co.,  48  Iowa  236. 

"  Now,  the  plaintiff  might  have  alleged  generally,  as  was  the  ease  in  Cibop- 
eron  v.  Electric  Co,  (Or.),  67  Pac.  028,  lately  decided,  that  the  defeodaat 
earelessly  and  negligently  allowed  one  of  its  wires,  heavily  charged  with  elee- 
tricity,  to  become  broken  and  hang  down  upon  the  street,  and  by  showing 
that  it  was  so  broken,  suspended  and  charged  with  electricity,  and  the  attend- 
ant circtmistances  of  the  injury,  so  far  as  could  be  reasonably  considered  to  be 
within  his  power,  he  could  thereby  have  made  it  incumbent  upon  the  defendant 
to  disclose  proper  care,  diligence  and  precaution  in  all  substantial  details  of 
construction  and  maintenance  of  the  wire  in  place,  and  thus  purge  itself  of  the 
presumption  of  negligence  arising  from  the  facts  disclosed  by  the  plaintiff.  But 
if  the  plaintiff  chooses  to  narrow  and  circumscribe  his  cause  of  action,  and  specify 
and  particularize  the  cause  of  the  parting  of  the  wires,  and  its  consequent  sus- 
pension upon  the  street,  he  thereby  limits  the  inquiry  to  the  cause  designated 
and  none  other  is  pertinent  or  can  be  entertained  at  the  trial;  but  this  does 
not  destroy  the  utility  or  applicability  of  the  maxim  res  ipsa  loquitur,  if  the 
facts  proven  speak  of  the  negligence  charged.  It  might  be  much  restricted 
and  limited  in  its  utility,  but  it  will  speak  none  the  less  within  the  scope  of 
the  allegations  of  the  complaint.  Two  of  these  specifications,  in  effect,  are 
that  the  company  negligently  provided  a  frail,  weak  and  otherwise  defective 
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wire^  and  that  it  was  improperly  strung.  Now,  the  fact  that  it  broke  or 
koune  severed  was  a  physical  fact,  which  would  be  presumptive  of  negli- 
in  snpplying  a  weak  and  defective  wire,  and  it  would  also  imply  negli- 
m  the  proper  stringing  of  the  wire,  and  thus  call  upon  the  defendant 
to  fij^ain  in  these  particulars,  but  as  to  none  others  outside  of  the  scope 
d  the  pleadings.      The  fact  that  the  pleadings  are  restrictive  lessens  the 

of  the  defendant,  as  it  has  notice  of  the  particular  matters  of  pre- 
negligence,  and  as  to  this  must  explain,  and  thus  rebut  the  inifer- 

It  follows  that  an  instruction  properly  limited,  touching  and  per- 
■itti^g  the  application  of  the  doctrine  of  re«  ipsa  loquittir,  where  the  allega- 
ttm  are  reatrictive,  does  not  set  the  matter  at  large,  and  permit  the  jury 
to  tii  upon  any  ground  of  ne^igence  they  might  surmise,  and  thus  without 
pnpir  notice  of  the  cause  relied  upon  for  the  recovery  mulct  the  defendant 
ii  dsmagee.  lliis  we  believe  to  be  the  dootrine  of  the  cases,  several  of 
wUdi  are  analyzed  in  Boi^  v.  Electric  Co,,  now  standing  on  petition  for 
itlMiriBg,  and  their  applicability  determined.  It  is  unnecessary  to  com- 
■Bt  upon  them  further  here,  except  that  we  believe  Snyder  v.  Electrical  Co. 
(W.  Va.),  7  Am.  Electl.  Cas.  473,  28  S.  E.  733,  39  L.  R.  A.  499,  64  Am.  St. 
lip.  922,  is  so  much  in  point  that  we  will  take  the  liberty,  at  the  expense  of 
hcfity,  of  stating  it  more  at  large.  The  allegaticm  there  was  that  defendant 
Mgligently  suffered  one  of  its  wires  to  be  so  insufficiently  secured  that  it 
CUM  down  and  lay  in  the  street.  Here  the  pleader  particularized,  and  the 
nut  confined  the  proof  to  the  allegation;  yet,  notwithstanding,  it  held  the 
ioctrine  of  res  ipsa  loquitur  applicable.  The  following  language  of  Mr. 
hrtke  Bbavnon,  who  announced  the  opinion  of  the  court,  explains  the  hold- 
Df :  '  It  follows  from  the  views  above  given  that  the  court  did  not  err  in 
Rfadng  to  give  defendant's  instruction  No.  2 — that  the  mere  fact  that 
Sk^der  was  injured  raised  no  presumption  of  negligence  against  the  defend- 
ut  In  an  instruction  in  lieu  of  it  the  jury  was  told  that  the  mere  fact  of 
tks  injury  raised  no  presumption  of  negligence,  unless  the  proof  establishing 
the  injury  showed  the  circumstances  from  which  some  negligence  or  want  of 
are  may  be  attributed  to  the  defendant.  This  was  error  against  plaintiff, 
Kesnse  it  negatived  the  rule  that  the  falling  of  the  wire  and  injury  afforded 
i  pnsM  facie  ease  of  negligence,  and  was  beneficial  to  the  defendant.'  In 
:he  case  at  bar  the  court  carefully  restricted  the  application  of  the  rule  and 
Ioctrine  to  the  allegations  of  the  complaint.  The  jury  were  told,  in  effect. 
It  tbe  very  outset,  that  the  plaintiff  must  recover  upon  the  negligence  alleged, 
tnd,  Utter,  that  the  undisputed  evidence  of  the  defendant  raised  the  pre- 
imnption  that  the  wire  was  sufficient  in  size  and  quality;  thereby  practically 
withdrawing  this  specification  of  negligence  from  their  consideration.  But 
thit  SB  to  the  stringing  of  the  wire  it  would  be  necessary  for  them  to  find 
tlitt  it  was  either  stnmg  in  a  negligent  manner  in  the  first  instance,  or, 
tfter  having  been  properly  strung,  it  was  negligently  allowed  to  get  out  of 
porition,  and  that  defendant  knew  of  it,  or  with  reasonable  diligence  should 
ktve  known  of  it.  Thus  were  the  jury  restricted  in  their  consideration  of 
tbe  presumption  arising  from  the  facts  proved  touching  the  negligence  relied 
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upon  under  the  pleadings,  and  the  instructions  were  as  favorable  to  tl 
defendant  as  it  could  ask. 

"Another  contention  is  that  the  defendant's  uncontradicted  ewUftm 
clearly  showed  that  it  was  not  negligent  in  providing  a  suitable  wire  or  i 
stringing  it  properly,  and  that  the  court  should  have  directed  a  fwdll 
accordingly.  There  are  cases  where  the  defendant's  exoneration  appean  m 
palpably  and  unmistakably  against  the  prima  facie  case  of  presumptive  mtlH 
gence  as  to  warrant  such  a  disposition  of  the  cause.  Of  such  are  SpmiMkli 
V,  Railway  Co^  33  Wis.  582 ;  Menomonie  River  Sash  d  Door  Co.  v.  M\ 
d  N,  R.  Co,  (Wis.),  65  N.  W.  176.  But  where  the  evidence  of  the 
has  affirmative  significance  in  establishing  negligence,  and  the 
complained  of  is  not  left  wholly  to  inference  or  presumption^  the 
becomes  a  matter  for  the  jury,  to  be  determined  by  the  prepondei 
evidence.  Kurz  d  Huttenlocher  Ice  Co.  v.  Milwaukee  d  N.  R.  Co.,  84 
171,  53  N.  W.  850;  Stacy  v.  Railway  Co.,  85  Wis.  225,  54  N.  W.  779. 
plaintiff  produced  evidence  tending  to  show  that  the  wire  which  parted 
blown  against  another,  and  that  the  contact  probably  caused  the  weaker  mt^ 
to  bum  and  the  ends  to  hang  down.  This  had  an  affirmative  tendoMif  M 
show  the  improper  adjustment  of  the  wire,  and  thus,  under  the  authorilUJ 
just  noted,  the  question  of  negligence  became  a  matter  for  the  Jury  ia  mtii 
nection  with  defendant's  attempted  exoneration.  These  obaervatioiis,  vMi 
those  of  Mr.  Chief  Justice  Bean,  in  Boyd  v.  Electric  Co.,  are  euflSdent  to  tt» 
pose  of  the  contention. 

**  The  court  instructed  as  to  what  constituted  an  act  of  Qod,  and  it  ll 
claimed  it  was  without  the  issues  made  by  the  pleadings.  It  waa  not  aMi* 
gether  irrelevant,  however,  under  the  testimony,  and  being,  aa  we  deem  H^  • 
correct  exposition  of  the  law,  no  error  was  assignable  in  respect  to  it. 

"The  following  instruction  was  asked  and  refused,  and  error  is  iiripit 
to  wit :  'Where  the  circumstances  of  an  accident  indicate  that  it  might  bate  tad 
unavoidable,  notwithstanding  reasonable  and  proper  care,  the  plaintiff  ehaij^ 
negligence  cannot  recover  without  showing  that  the  defendant  haa  vkMl 
a  duty  incumbent  upon  it,  from  which  the  injury  followed  aa  a  natal 
sequence.'  The  instruction  was  effective,  if  at  all,  to  eliminate  by  inpUtt^ 
tion  at  least,  the  relevancy  of  the  doctrine  of  res  ipsa  loquitur,  piethmtf, 
applied  by  the  court.  It  stands  upon  an  inconsistent  theory  with  tW^ 
adopted  by  the  court,  and  was  properly  refused.  i 

"  The  question  of  contributory  negligence  was  for  the  jury.  The  plihiUl^ 
was  a  lad  of  about  eleven  years,  who  was  sent  on  an  errand  by  his  tsAtKt:: 
upon  the  public  street,  where  he  had  a  right  to  be,  and  which  he  had  a  r(^ 
to  assume  was  unobstructed.  While  on  the  way  his  cap  blew  off  in  a  Hl^ 
wind,  and,  upon  hastily  replacing  it,  he  ducked  his  head  to  keep  the  iM 
from  his  face,  and,  passing  rapidly  along,  came  in  contact  with  the  IM^ 
pended  wire.  He  had  no  previous  knowledge  of  its  presence,  or  no  reamU 
believe  it  was  there,  except  what  inference  may  have  been  drawn  from  ttl 
fact  that  he  saw  a  wire  suspended  at  the  further  pole  150  feet  distant  th 
evening  before.    It  was  properly  a  matter  for  the  jury  to  determine  whetbi 
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Hn  was  negligence  in  a  boy  of  the  age  of  the  plaintiff,  and  the  instructiond 

suffidenily  apprised  the  jury  of  the  duty  of  the  plaintiff  while  in  the 

of  his  right  to  be  upon  the  public  streets. 

This  disposes  of  all  the  questions  presented,  and,  being  favorable  to  the 

lenty  the  judgment  will  be  affirmed. 

DMtHae  of  vos  ipsa  loavltnr  as  applied  to  lire  wires  ia  streets^ — 

Iht  nile  is,  as  established  by  the  weight  of  authority,  that  the  falling  into 

lis  fkreet  of  a  wire  so  heavily  charged  with  electricity  as  to  be  a  source  of 

to  persons  lawfully  in  the  street,  is  of  itself  presumptive  proof  of 

of  the  company  maintaining  the  wire;  unless  such  proof  is  re- 

iitted,  a  person  injured  thereby  will  be  entitled  to  recover  damages.    Chat- 

ftp^B  Eleeirie  Ry,  Co.  v.  Mingle,  7  Am.  Electl.  Cas.  694,  103  Tenn.  667, 

Mfii  W.  23;  see,  also,  (y Flaherty  v.  Naaea^i  Elec,  Ry.  Co,,  7  Am.  Electl.  Cas. 

M^  36  N.  T.  App.  Div.  74,  54  X.  Y.  Supp.  96;  Neioark  Elec.  L.  d  P.  Co.  v, 

f,  7  Am.  Electl.  Cas.  624,  62  N.  J.  L.  505,  41  Atl.  712;   Gannon  v. 

Gaa  Light  Co.,  7  Am.  Electl.  Cas.  508,  145  Mo.  502,  46  N.  W.  968, 

tf  M.  W.  907   (holding  that  where  a  fireman  in  the  discharge  of  his  duty 

ihy[ied  upon  a  fallen  electric  wire  of  the  defendant,  which  had  broken  and 

m  lying  upon  the  public  highway,  and  was  thereby  killed,  a  prima  facie 

«M  of  nei^igence  on  the  part  of  the  defendant  was  made  out,   and  the 

rested  upon  the  defendant  to  show  want  of  notice  or  other  valid 

i) ;  Snyder  v.  Wheeling  Electrical  Co.,  7  Am.  Electl.  Cas.  473,  43  W. 

Tl  Ml,  28  S.  E.  733  (holding  that  the  doctrine  of  res  ipsa  loquitur  is  appli- 

oUe  where  a  wire,  charged  with  a  deadly  current  of  electricity,  falls  from 

ib  proper  place  of  elevation  to  the  street,  and  there  kills  a  man  lawfully 

^Mtlng  along  and  coming  in  contact  with  it) ;  Jones  v.  Union  Ry.  Co.,  7  Am. 

dceti.  Cas.  447,  18  N.  Y.  App.  Div.  267,  46  N.  Y.  Supp.   321;   Devlin  v. 

ijBCow  Light  Co.,  7  Am.  Electl.  Cas.  563,   192  Pa.  St.   188,  43  AM.   1062 

(holding  that  an  electric  light  company  which,  in  making  alterations  in  its 

Ibe,  allows  an  arc  wire  to  lie  upon  the  pavement  in  a  much  traveled  part 

tf  a  city,  without  gn^^rd  or  warning  to  passers-by,  is  prima  facie  negligent )  ; 

W.  U.  Tel.  Co.  V.  State,  6  Am.  Electl.  Cas.  210,  82  Md.  293,  33  Atl.  763; 

V.  Central  Ry  Co.,  56  111.  App.  263;  Clark  v.  Nassau  Elec.  R.  Co.,  6 

Electl.  Cas.  234,  9  N.  Y.  App.  Div.  51,  41   N.  Y.  Supp.  78    (holding 

that  where  a  horse  stepped  on  the  rail  of  an  electric  street  railway  and 

immediately  fell  to  the  ground  in  a  dying  condition,  and  the  driver,  touching 

the  hames,  received  a  severe  shock,  it  is  prima  facie  proof  of  defective  in- 

aalation  and  so  of  negligence  on  the  part  of  the  railway  company) ;  Suburban 

Mke.  Co.  V.  Nugent,  6  Am.  Electl.  Cas.  238,  58  N.  J.  L.  658,  34  Atl.  1069  (in 

vhich  case  the  dead  body  of  a  policeman  was  found  at  the  foot  of  an  elec- 

trie  li^t  pole  upon  which,  at  about  the  level  of  a  man's  head,  was  fastened 

t  reel  containing  an  uninsulated  wire  rope,  heavily  charged  with  electricity ; 

the  man  had  a  fresh  burn  upon  his  hand  and  his  blood  was  in  the  condition 

Bnial  to  persons  who  have  died  from  an  electric  shock;  it  was  held  sufficient 

fnat  that  his  death  was  caused  by  a  shock  received  by  contact  with  the 
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vire  rope,  and  that  the  maintenance  of  such  reel  and  wire  in  snch  Vm 
and  condition  was  a  gross  neglect  of  the  duty  which  the  eleetrie  eoq 
owed  the  traveling  public) ;  Denver  Coneol,  Elee.  Co,  v.  Bimipmi^  S 
Electl.  Cas.  278,  21  Ck)lo.  371,  41  Pac.  449;  Hayne9  v.  Raleigh  Get  0 
Am.  Electl.  Cas.  264,  114  N.  C.  203,  19  8.  E.  344  (holding  that  the  fMt 
the  wire  charged  with  electricity  was  allowed  to  dan^e  so  near  a  lidM 
that  a  person  walking  on  the  sidewalk  came  in  contact  with  the  win 
was  killed,  raises  a  presumption  of  negligence  of  the  compaqj  niiiiifl 
the  wire,  and  casts  upon  it  the  burden  of  absolving  itself). 


Hereon  v.  City  of  Pittsbubo. 

Pennsylvania;  Supreme  Court. 

1.  INJUBT  to  PEBBON  BT  contact  with  live  WIBE  used  Iir  MUHXCIPAL  N 

SERVICE;  LIABILITY  OF  MUNICIPALITY. — ^The  plaintiff,  a  boy,  OB  Ui 
to  school,  was  injured  by  coming  in  contact  with  a  police  ^U  win* 
had  broken  and  fallen  to  the  street.  The  wire  itself  was  i«^™i«m^ 
in  breaking  it  crossed  the  feed  wire  of  an  electric  railway  and  fcei 
heavily  charged  with  electricity.  It  was  held  that  the  city  wu  Bol 
cepted  from  the  rule  as  to  the  degree  of  care  to  be  used  in  the  opal 
of  electric  wires. 

2.  Knowledge  of  bbeak. — It  appeared  that  the  police  officials  kmm  d 

break  in  the  wire  prior  to  the  accident.  This  knowledge  imponi 
duty  of  examination  upon  the  city  officials,  and  whether  such  doty 
properly  met  under  the  circumstances  was  a  question  of  fact  for  the  j 

3.  Knowledge  of  father  as  to  break. — It  appeared  that  the  father  d 

plaintiff  as  he  went  to  his  work  in  the  morning  noticed  the  brokea 
and  avoided  stepping  on  it,  but  did  not  return  to  his  home  to  wan 
son,  whom  he  knew  would  come  over  the  same  street,  to  avoid  the  win 
was  held  that  the  duty  of  the  father  to  warn  his  son  under  the  eii 
stances  was  not  so  clear  as  to  justify  the  court  in  declaring  it  if  a  n 
of  law. 

Appeal  by  defendant  from  judgment  for  plaintiff.    Dec 
January  5,  1903 ;  reported  204  Pa.  St.  509,  54  Atl.  311. 

Plaintiff  was  injured  by  coming  in  contact  with  a  police  call  wire  whie 
broken  and  fallen  to  the  street.     The  call  wire  was  of  itself  harmles 
after  fjilling  it  became  charged  with  a  heavy  current  of  electricity  from 
wire  of  an  electric  railway.     It  appeared  that  about  8  o'clock  on  the  m 
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wi  ihm  aeddent  the  father  of  the  plaintiff  on  his  way  to  work  saw  the  wire  and 
cmfully  avoided  it.  He  did  not  return  to  his  home,  which  was  a  short  way 
•ff.  to  warn  hia  son.  The  boy  was  injured  in  the  afternoon  on  his  return  from 
i^ooL  There  was  evidence  that  the  police  officials  knew  of  the  break  in  the 
wire  within  an  hour  after  it  occurred.  The  court  admitted,  under  objection 
■ad  exception,  an  ordinance  of  the  city  and  rules  of  the  police  department 
rdating  to  the  inspection  and  use  of  the  city  wires. 

The  court  charged  in  part  as  follows: 

"  While  the  call  wire  was  harmless  in  itself,  yet  by  its  proximate  relations 
to  highly  or  heavily  charged  wires  about  it,  or  in  close  proximity  to  it,  it 
mi^t  by  contact  with  such  wires,  become  a  source  of  great  danger.    Against 
inch  danger  the  city  was  bound  to  guard  by  a  high  degree  of  care.    This  is 
the  rule  of  care,  clearly  stated,  by  the  Supreme  Court  in  Fitzgerald  v,  Edison 
Ekdric  Uuminating  Company,  200  Pa.  540;  50  AH.,  161;  86  Am.  St.  Rep., 
732.    Mr.  Justice  Mitchell,  delivering  the  opinion,  says:    '  Wire  charged  with 
u  electric  current  may  be  harmless,  or  they  may  be  in  the  highest  degree 
dangerous.    The  difference  in  this  respect  is  not  apparent  to  the  ordinary 
Qbeerration,  and  the  public,  therefore,  while  presumed  to  know  that  danger 
Mf  be  present^  are  not  bound  to  know  its  degree  in  any  particular  case.    The 
eompany,  however  (in  this  case  the  city),  which  uses  such  a  dangerous  agent, 
ii  bound  not  only  to  know  the  extent  of  the  danger,  but  to  use  the  very  highest 
dq^ee  of  care  practicable  to  avoid  injury  to  every  one  who  may  be  lawfully 
ia  proximity  to  its  wires,  and  liable  to  come,  accidentally  or  otherwise,  in  con- 
tact with  them.    The  duty  is  not  only  to  make  the  wire  safe,  but  to  keep 
it  io  by  constant  oversight  and  repair.    The  case,  in  this  aspect,  is  analogous 
to  an  action  against  a  municipal  corporation  for  an  injury  from  a  defective 
highway.     The  plaintiff  is  not  bound  to  show  direct  and  express  notice  of  the 
defect  (to  the  city  in  this  case),  but  may  show  that  it  has  existed  for  such  a 
period  that  it  ought  to  have  been  known  to  the  authorities  (in  this  case  the 
city  of  Pittsburg).' 

''This  raises  a  question  for  the  jury,  viz.,  as  to  whether  the  city,  by  the 
oereise  of  proper  care,  under  all  circumstances,  ought  to  have  known  of  this 
highly  dangerous  condition  upon  the  pavement.  If  it  ought  to  have  known; 
if  there  was  such  a  reasonable  time,  or,  rather,  if  such  a  reasonable  time 
ebpsed,  within  which  the  city,  by  the  exercise  of  proper  care,  under  the  cir- 
eunstanees,  would  have  discovered,  or  ought  to  have  discovered,  its  dangerous 
condition  on  the  highway  —  then  the  city  was  guilty  of  want  of  care,  and  is 
responsible  for  the  damages,  at  least  io  the  little  boy,  and  perhaps  to  the 
father;  but  that  is  further  along. 

*'  Not  only  was  it  the  duty  of  the  city  to  exercise  a  high  degree  of  care  in 
the  situation,  by  ordinance  (and  entirely  outside  of  the  ordinance  that  same 
duty  remained),  but  in  the  exercise  of  that  care  it  had  methods  and  means, 
and  it  was  bound  to  secure  the  reasonable  method  and  means  by  which  the 
proper  inspection  could  be  made.  It  had  inspectors,  or  it  was  within  the 
power  of  the  city  to  have  inspectors,  to  make  proper  inspection  at  proper 
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times,  having  due  regard  to  the  locality  and  situation.  Tftat  is.  If  a  dangerous 
condition  might  arise  in  a  section  of  the  town  that  was  very  slightly  pop- 
ulated, where  perhaps  few  passengers  would  go  by  during  the  day,  a  leM  de- 
gree of  care,  in  a  sense  as  to  time  perhaps,  would  be  required  there  than  in  a 
populous  center,  where  it  might  be  that  millmen  or  other  persons  in  laige 
numbers  frequently  passed  (as  in  this  case)  a  point  of  danger.'* 

Defendant  presented  these  points: 

"  ( 1 )  That  under  the  pleadings  and  evidence  in  this  case  the  Terdict  tlMmld 
be  for  the  defendant.  Answer.  Refused.  It  is  for  the  jury  to  say  whetlier 
it  is  or  not. 

"  Notice  to  a  police  or  lineman  employed  by  the  city  of  Pittsburg  that  a 
telephone  wire  is  down  upon  the  street  of  the  city  of  Pittsburg  is  not  noCiee 
to  the  city.  Answer.  Refused,  under  the  evidence  and  testimony  in  thii 
case. 

"  Before  the  jury  can  find  the  defendant  guilty  of  negligence,  it  must  be 
satisfied  by  the  weight  of  the  evidence  that  its  negligence  was  the  proximata 
cause  of  the  injury.  Answer.  Affirmed,  and  the  proximate  cause  of  the  in- 
jury, as  we  instruct  you,  would  be  the  failure  of  the  city,  after  the  lapse  of  a 
reasonable  time,  to  remedy  that  which  it  was  its  duty  to  remedy  in  order  ta 
prevent  injury  to  persons  passing  along  the  sidewalk." 

Verdict  and  judgment  for  Vincent  Herron  for  $6,304,  and  for  Hugh  Herron 
for  $864. 

W.  A.  Blakeley  and  Thomas  D.  Camahan,  for  appellant. 
Joseph  Rowley  and  W.  A.  Hudson,  for  appellee. 

Opinion  by  Mitchell,  J. : 

It  is  the  duty  of  all  parties  using  a  highly  dangerous  agent  to  use 
care  commensurate  with  the  danger,  in  order  to  prevent  injury  to 
persons  or  property  exposed  to  its  influence.  Fitzgerald  v.  Edison 
Electric  Illuminating  Co.,  8  Am.  Electl.  Cas.  684,  200  Pa,  540, 
50  Atl.  161,  86  Am.  St  Rep.  732.  Cities  are  not  excepted  from 
the  rule,  and  the  fact  that  the  agent  is  used  or  supervised  under  the 
police  power  does  not  excuse  negligence  in  such  use.  Moonejf  v. 
Luzerne  Borough,  186  Pa.  161,  40  Atl.  311,  40  L.  R.  A.  811.  The 
cases  deciding  that  municipal  corporations  are  not  liable  for  errors 
of  judgment  or  discretion  rest  on  entirely  different  principles. 

The  wire  in  this  case  was  a  police  call  wire,  and  broke  as  early 
as  8  o^clock  in  the  morning.    The  fact  of  the  break  was  known  to 
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ibe  police  officials  presumably  at  or  near  that  time,  and  according 

to  the  evidence  certainly  as  early  as  9  o'clock.    The  wire  was  very 

li^tly  charged,  and  not  in  itself  dangerous,  but  it  was  a  naked 

wire,  and  strung  on  poles  in  close  proximity  to  other  wires,  some  of 

which  carried  strong  and  dangerous  currents  of  electricity.     The 

&ct  of  the  break,  therefore,  was  notice  that  it  might  become  danger- 

oos,  and  imposed  the  duty  of  examination.    Whether  that  duty  was 

properly  met  under  all  the  circumstances,  the  lapse  of  time,  the 

eondition  and  population  of  the  neighborhood,  the  urgency  of  the 

possible  danger,  etc.,  was  a  question  for  the  jury. 

The  evidence  as  to  the  ordinance,  police  regulations,  etc.,  though 
not  important,  was  not  incompetent.  It  merely  tended  to  make 
more  dear  and  definite  the  responsibility  for  due  care  which  ex- 
kted  outside  of  them. 

The  father  saw  the  wire  on  the  pavement  as  he  went  to  work  in 
the  morning,  and  knew  that  his  son  would  shortly  pass  the  same 
place  on  his  way  to  school.  He  testified  that  he  avoided  stepping 
on  the  wire,  though  he  did  not  know  whether  it  was  dangerous  or 
not.  This  was  the  act  of  a  prudent  man.  Whether  he  ought  fur- 
ther to  have  returned  to  his  house,  which  was  close  at  hand,  to  warn 
his  son,  was  not  so  clear  a  duty  that  the  court  could  declare  it  as  a 
matter  of  law.  It  was  a  question  of  reasonable  prudence  or  con- 
tributory negligence  which  was  properly  left  to  the  jury. 
Judgment  affirmed. 
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Wehneb  v.  Laobbfblt. 

Tecoaa;  Court  of  Civil  AppedU. 

1.  Injttbt  to  pebson  bt  contact  with  wibe  hanging  iBOM  POLB  or 

UOHT  COMPANT;  LiABiUTY  OF  COMPANY. — ^The  plaintiff  wu  iBJimd  hf 
contact  with  a  wire  hanging  from  one  of  the  poles  of  the  detaidaat  te 
a  public  street.  Such  wire  was  connected  by  a  similar  wire  with  aa 
electric  wire  at  a  point  where  the  insulation  on  such  wire  was  wora. 
A  dangerous  current  of  electricity  was  thus  conveyed  to  the  bangiiy 
wire.  The  dangerous  condition  had  thus  existed  for  a  period  of  two 
weeks  prior  to  the  time  of  the  accident.  Such  wire  extended  from  ike 
pole  to  a  point  not  more  than  a  foot  or  two  above  the  sidewalk.  The 
plaintiff  was  injured  while  passing  along  the  sidewalk  by  coming  in  coa- 
tact  with  the  hanging  wire.  It  was  held  negligence  for  the  company  to 
permit  such  wire  to  remain  in  such  dangerous  condition.  The  fact  tkMt 
the  wire  did  not  belong  to  the  defendant  or  was  not  placed  upon  the  pole 
by  it  does  not  relieve  it  of  responsibility  since  it  was  hanging  upon  a 
pole  which  was  maintained  by  the  defendant. 

2.  Pboximate  CAUSE  OF  INJURY. —  It  was  not  error  for  the  court  to  refoM 

to  charge  that  the  injury  to  the  plaintiff  was  not  proximately  eaoaed 
by  the  negligence  of  the  defendant.  The  defendant  negligently  per- 
mitted  a  charged  wire  to  come  in  contaet  with  the  hanging  wire  at  a 
point  where  the  insulation  on  the  charged  wire  had  been  worn  away,  thus 
permitting  the  conveyance  of  a  dangerous  current  of  electricity  to  tlw 
hanging  wire,  thereby  endangering  the  lives  of  persons  on  the  atreeL 
Each  of  these  negligent  acts  concurred  and  caused  the  plaintiff's  injuries, 
and  the  defendant  is  liable  therefor. 

Appeal  by  defendant  from  judgment  for  plainti£f.  Decided 
December  11, 1901 ;  reported  27  Tex.  Civ.  App.  520,  66  S-  W.  22L 

Millard  Patterson  and  C.  N.  Buckler,  for  appellants. 
Beall  &  Kemp,  for  appellee. 

Opinion  by  Neill,  J. : 

This  appeal  is  from  a  judgment  against  appellants  in  favor  of 
appellee  for  $1,000,  damages  occasioned  by  the  negligence  of  appel- 
lants in  permitting  a  wire  charged  with  electricity  to  hang  down 
from  the  poles  of  an  electric  light  company  which  they  were  operat- 
ing near  a  public  street     The  conclusions  of  fact  and  law  fully 
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ahow  the  nature  of  the  case.  On  or  about  the  1st  day  of  July, 
1900,  appellants,  Wehner  &  White,  a  partnership  composed  of 
Peter  Wehner  and  Z.  T.  White,  were  in  possession  of  and  operat- 
ing under  a  lease  all  the  property  of  the  El  Paso  Gas,  Electric 
light  &  Power  Company,  a  corporation  organized  for  the  purpose 
if  generating  and  selling  electricity  to  the  city  of  El  Paso  and  its 
inhabitants,  including  its  entire  plant,  posts,  wires,  appliances, 
etc,  and  under  their  lease  from  the  company  had  exclusive  control 
tod  management  of  the  machinery,  works,  poles,  wires,  and  ap- 
pliances of  said  company.  On  that  day,  and  long  prior  thereto, 
Ae  appellants,  as  such  lessees,  maintained  and  operated  along  the 
jdreets  of  said  city  a  large  number  of  poles,  electric  wires,  and 
limps,  for  the  purpose  of  furnishing  electricity  to  the  city  and  its 
ioliabitants.  One  of  the  electric  wires  so  maintained  and  operated 
bv  appellants,  was  suspended  from  poles  along  the  north  side  of 
San  Antonio  street,  one  of  the  principal  thoroughfares  of  said  city, 
ind  charged  with  a  strong  and  dangerous  current  of  electricity. 
Below  and  near  this  wire  was  suspended  from  the  same  poles  one 
that  was  uninsulated,  the  end  of  which  was  broken  and  hanging 
within  a  foot  or  two  of  and  above  the  sidewalk  on  the  north  side 
of  said  street.  The  insulation  of  the  upper  wire,  through  which 
the  strong  electric  current  was  conveyed,  was  worn  and  abraded. 
In  contact  with  one  of  its  abrasions  was  a  small  bale  wire,  which  ex- 
tended therefrom,  and  rested  upon  the  uninsulated  and  broken  wire 
beneath,  thereby  conveying  to  and  charging  it  with  a  strong  and 
dangerous  current  of  electricity  from  the  defectively  insulated  wire 
above;  thus  rendering  the  uninsulated  hanging  wire  very  danger- 
ous to  persons  passing  along  said  street  and  sidewalk.  This  danger- 
ous condition  of  the  wire  existed  on  the  day  above  stated,  and  had 
been  maintained  continuously  for  about  two  weeks  prior  to  and 
up  to  that  time,  and,  by  the  exercise  of  ordinary  care,  could  and 
should  have  been  known  by  the  appellants.  On  the  evening  of  the 
day  stated  the  appellee,  Dagmar  Lagerfelt,  a  little  10-year-old  girl, 
with  a  younger  brother,  while  walking  along  said  sidewalk,  in  ig- 
norance of  the  danger,  came  in  contact  with  the  uninsulated  hang- 
ing wire,  charged  with  a  strong  and  dangerous  current  of  electricity 
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in  the  manner  and  by  the  means  aforesaid,  and  thereby  received 
serious  and  painful  wounds  and  bums,  from  which  she  suffered 
exceeding  physical  and  mental  pain  and  anguish,  and  from,  whidi 
she  still  suffers.  It  was  negligence  in  appellants  to  maintain  said 
wire  charged  with  electicity  so  near  a  public  street  as  to  endanger 
persons  in  the  exercise  of  their  rightful  use  of  it,  and  such  nQ{^ 
gence  was  the  proximate  cause  of  appellee's  injuries. 

Conclusions  of  Law. 

1.  The  appellants  offered  to  prove  by  A.  L.  Justice,  a  phyriciaii 
of  35  years'  practice,  that  a  shock  to  the  human  system  from  elec- 
tricity, such  as  had  been  received  by  appellee,  would  leave  no 
permanent  injury  or  bad  results,  and  that  there  would  be  no  tissiie 
change  on  accoimt  of  such  shock.  The  appellee's  counsel  objected 
to  the  introduction  of  such  testimony,  on  the  grpund  that  it  had 
not  been  shown  that  the  witness  was  competent  to  testify  as  an  ex- 
pert as  to  such  facts.  The  witness,  being  then  interrogated  by  ap- 
pellants' counsel,  said  that  he  had  read  the  best  authorities  on  the 
subject,  and  knew  what  the  authorities  said  and  claimed  to  be  the 
result  of  electricity  upon  the  human  system.  But  at  the  same  time 
he  said  he  was  not  an  expert,  and,  to  be  very  frank,  did  not  feel 
qualified  to  give  an  opinion ;  that  he  did  not  know  what  would  be 
the  probable  result  of  a  shock  from  electricity,  such  as  is  com- 
plained of  in  this  case,  from  actual  experience,  because  he  had  no 
experience  in  treating  such  cases,  but,  from  reading  the  best  author- 
ities on  the  subject,  he  knew  what  they  said  about  the  matter; 
whereupon  the  court  held  that  the  witness  had  not  shown  himself 
to  be  sufficiently  expert  in  the  matter,  and  sustained  the  objection 
and  refused  to  permit  him  to  testify  as  to  such  matters.  The  defi- 
nition of  the  word  "  expert "  is :  "  An  expert  or  experienced  per- 
son; one  instructed  by  experience;  one  who  has  skill,  experience, 
or  extensive  knowledge  in  his  calling  or  in  any  special  branch  of 
learning."  Webst.  Int.  Diet.  An  "  expert,"  as  the  word  imports, 
is  one  having  had  experience.    Lawson,  Exp.  Ev.,  2nd  ed.,  230, 
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Bale  36,  which  follows  the  definitioii  by  the  same  author,  is  thus 
stated: 

"Therefore,  to  render  the  opinion  of  a  witness  admissible  on  the  ground 
ihBi  it  is  the  opinion  of  an  expert,  the  witness  must  have  special  skill  in  the 
rabjeet  oonceming  which  his  opinion  is  sought  to  be  given." 

Then,  quoting  from  Carr  v.  Northern  Liberties,  35  Pa,  324,  78 
Am.  Dec.  342,  he  says : 

''Matter  of  opinion  is  entitled  to  no  weight  with  a  court  or  jury,  unless 
it  comes  from  persons  who  first  give  satisfactory  evidence  that  they  are 
fOiMBBcd  of  such  experience,  skill,  or  science  in  such  matters  as  entitle  their 
opinions  to  pass  for  scientific  truth." 

Of  all  others  the  witness  was  best  qualified  to  know  whether  he 
was  an  expert  on  the  subject  concerning  which  his  opinion  was 
sought  to  be  given.  To  his  credit,  learning,  and  candor,  be  it  said, 
he  knew  himself  well  enough  to  know  that  he  was  not  an  expert,  and 
did  not  feel  qualified  to  give  an  opinion  on  the  subject  of  inquiry. 
Frankly  expressing  to  the  court  this  knowledge  and  opinion  of 
lumself,  it  became  apparent  that,  if  he  gave  any  opinion,  it  could 
not  be  such  as  would  be  ^^  entitled  to  pass  for  a  scientific  truth." 
When  a  witness  states  he  knows  nothing  about  the  subject  of  in- 
quiry, and  that  he  is  not  qualified  to  give  an  opinion,  he  should  not 
be  permitted  to  express  any ;  for,  in  order  to  say  something  con- 
cerning a  matter,  the  witness  should  know  something.  Wheeler  v. 
Blandin,  22  N.  H.  167,  and  Id.,  24  N.  H.  168.  In  the  case  be- 
fore us  the  witness  had  no  experience,  and  did  not  consider  himself 
either  an  expert  or  qualified  to  give  an  opinion.  He  only  knew 
what  the  books  said  upon  the  subject.  It  was  not  sought  to  be 
shown  that  he  had  formed  an  opinion  from  the  books,  or,  if  he  had, 
what  such  opinion  was.  While  an  expert  may  testify  to  an 
opinion  of  his  own  derived  from  books,  for  one  to  do  so  he  must  be 
an  expert  and  have  an  opinion  of  his  own  upon  the  subject  of  in- 
quiry. Books  of  science  and  art  are  not  admissible  in  evidence  to 
prove  the  opinions  contained  therein.  Lawson  Exp.  Ev.  202.  If 
they  are  not^  how  can  one  who  knows  their  contents,  but  has  formed 
no  opinion  of  his  own  upon  the  subject  under  consideration,  be 
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allowed  to  testify  to  what  the  books  say  ?  The  books  themsdvoi 
would  be  the  best  evidence,  and  they  are  no  evidence  at  alL  The 
vidtness  testified  to  everything  he  knew  about  the  effect  of  llie 
electric  shock  upon  the  child,  and  the  court  did  not  err  in  refusbg 
to  permit  appellants  to  prove  anything  more  by  him. 

2.  It  is  a  matter  of  no  consequence  who  was  in  fact  the  owner  of 
the  uninsulated  broken  wire  which  hung  from  appellants'  polei 
over  the  street,  and  shocked  and  injured  the  appellee  with  its  eleo- 
trie  current  Macon  v.  Railway  Co.  (Ky.),  7  Am.  ElectL  Cafli 
630,  62  S.  W.  498.  The  negligence  of  appellants  consisted  ia 
allowing  the  wire  to  remain  in  a  condition  dangerous  to  persou 
using  the  street.  Therefore  the  court  did  not  err  in  refusing  to 
allow  appellants  to  prove  that  the  wire  did  not  belong  to  them,  hot 
was  owned  by  some  one  else,  if  the  property  of  any  one.  It  was  (m 
the  poles  maintained  by  them,  and  in  position  and  condition  to  re- 
ceive a  dangerous  current  of  electricity  from  a  wire  they  did  own, 
and  injure  persons  passing  along  the  street  This  condition  and 
position  they  knew,  or  by  the  exercise  of  ordinary  care  could  hiw 
known,  and  have  reasonably  anticipated  the  danger  to  the  publiCi 
The  business  of  supplying  the  public  with  electricity,  for  li^tii^; 
or  other  purposes,  involves  the  handling  of  a  highly  dangerous 
agent,  and  therefore  requires  a  corresponding  degree  of  care  on  dio 
part  of  one  who  undertakes  it,  to  prevent  injury  to  persons  passing 
along  streets  where  his  wires  are  strung.  And  one  who  lets  the  lua 
of  a  structure,  e.  g.,  a  telephone  pole,  for  electric  wires  thereto,  is 
liable  for  defects  in  the  structure  by  which  electricity  is  caused  to 
escape  from  the  lessee's  wires,  injuring  third  persons.  Telegnjik 
Co.  V.  Thorn,  6  Am.  Electl.  Cas.  283,  12  C.  C.  A.  104,  64  Fed. 
287.  In  the  case  cited  defendant's  broken  telegraph  wire,  whidi 
hung  to  the  groimd,  came  in  contact  with  a  third  party's  electrio 
wire  on  the  same  pole,  and  a  shock  was  communicated  to  plaintiff 
from  the  latter  wire  through  defendant's  wire,  and  the  court  held 
the  defendant  liable. 

3.  By  special  charge  No.  1  appellants  asked  the  court  to  cfaaigB 
the  jury  as  follows :  "  There  being  no  testimony  in  this  case  that  the 
injury  to  the  plaintiff  was  proximately  caused  by  the  negligence  of 
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die  defendants,  you  are  therefore  instructed  to  return  a  verdict  for 
the  defendants."  The  refusal  of  the  court  to  give  the  instruction  is 
issigiied  as  error.  In  connection  with  this,  we  are  asked  to  oon- 
nd^  the  sixth  assignment,  which  complains  of  the  court's  refusal 
to  give  appellant's  fifth  special  charge,  which,  though  argumenta- 
tive, is  in  e£fect  the  same  as  the  first  We  have  stated  in  our  preced- 
ing conclusions,  which  we  think  fully  waranted  by  the  evidence, 
the  agencies  and  means  by  which  appellee  was  injured.  From  the 
evidence  upon  which  our  conclusions  are  based,  we  cannot  perceive 
how  it  can  seriously  be  contended  that  appellant's  negligence  was 
not  the  proximate  cause  of  the  injuries  sustained  by  the  appellee. 
"  The  proximate  cause  of  an  event  must  be  understood  to  be  that 
which,  in  a  natural  and  continuous  sequence,  unbroken  by  any 
new,  independent  cause,  produces  that  event,  and  without  which 
the  event  would  not  have  occurred."  Shear.  &  R  Neg.,  5th  ed., 
sec.  26. 

"Wliere  there  is  negUgence,  and  injury  flowing  from  it,  and  there  is  also 
tn  intermediate  cause,  disconnected  from  the  negligence,  and  the  operation 
of  this  cause  produces  injury,  the  person  guilty  of  the  negligence  cannot  be  held 
responsible  for  the  injury.     The  inquiry  must  always  be  whether  there  was 
tDj  intermediate  cause  disconnected  from  the  primary  fault,  and  self-operant- 
iog,  which  produced  the  injury.    .    .    .    Intervening  agencies  sometimes  inter- 
rupt the  current  of  responsible  connection  between  negligent  acts  and  injuries, 
Imt  as  a  rule  these  agencies,  in  order  to  accomplish  such  result,  must  entirely 
rapercede  the  original  culpable  act,  and  bo  in  themselves  responsible  for  the  in- 
jury, and  it  must  be  of  such  a  character  that  they  could  not  have  foreseen 
or  anticipated  by  the  wrongdoer.     If  it  required  both  agencies  to  produce  the 
result,  or  if  bolh  contributed  thereto  as  concurrent  forces,  the  presence  and 
aaaistance  of  one  will  not  exculpate  the  other,  because  it  would  still  be  the 
efBcient  cause  of  the  injury.    The  intermediate  cause  must  supercede  the  orig- 
inal wrongful  act  or  omission,  and  be  sufficient  of  itself  to  stand  as  the  cause 
of  the  plaintiff's  injury,  to  relieve  the  original  wrongdoer  from  liability.    *  One 
of  the  most  valuable  of  the  criteria  furnished  us  by  the  authorities  is  to  ascer- 
tain whether  any  new  force  has  intervened  between  the  fact  accomplished  and 
the  alleged  cause.     If  a  new  force  or  power  has  intervened  of  itself  sufficient 
as  the  cause  o  fthe  misfortune,  the  other  must  be  considered  too   remote.* 
The  new  force  of  power  here  would  have  been  harmless  but  for  the  displaced 
wire,  and  the  fact  that  the  wire  took  on  a  new  force,  with  the  creation  of  which 
the  company  was  not  responsible,  yet  it  contributed  no  less  directly  to  the 
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injury  on  that  account."    Ahem  v.  Telegraph  Co.  (Or),  7  Am.  Eleetl 
349,  33  Pac.  403,  36  Pac.  640,  22  L.  R.  A.  640. 

The  following  quotation  from  the  opinion  on  motion  for 
hearing  shows  the  similarity  of  that  case  to  the  one  under 
sideration : 

"  The  suspended  telephone  wire,  while  it  was  charged  with  electridtj 
contact  with  the  electric  wire,  was  not  less  dangerous  than  the  eleotrie  win^ 
itself  would  have  been,  similarly  suspended  as  to  the  streets" 

Here  we  have  a  case  where  the  appellant  negligently  permitted 
an  uninsulated  wire  to  hang  from  their  poles  within  a  foot  or  two 
of  a  public  street.  They  negligently  permitted  the  wire  above  i% 
which  was  charged  with  electricity,  to  become  abraded  as  to  iti 
insulation,  and  negligently  suffered  these  two  wires  to  become  and 
remain  connected  by  a  smaller  wire,  which  conveyed  the  dangmons 
current  of  electricity  to  the  hanging  wire,  thereby  endangering 
lives  of  persons  on  the  street.  Each  of  these  negligent  acts  con- 
curred and  caused  appellee's  injuries.  Had  it  not  been  for  ooming 
in  contact  with  the  hanging  wire  it  would  not  have  occaned. 
Railway  Co.  v.  Sweeney  (Tex.  Civ.  App.),  36  S.  W.  800,  and 
cases  cited.  The  court  did  not  err  in  refusing  to  give  the  requested 
special  charges. 

The  charge  of  the  court  is  a  correct  enunciation  of  the  principles 
of  law  applicable  to  the  evidence,  and  none  of  the  assignments 
which  complain  of  it  is  well  taken.  Power  Co.  v.  Maxwell,  3  Tei. 
Ct  Rep.  328,  65  S.  W.  78;  Perham  v.  Electric  Co.  (Or.),  7  Am. 
Eleetl.  Cas.  487,  53  Pac.  14,  40  L.  R.  A.  800,  72  Am,  St  Rep. 
730;  Electric  Co.  v.  Simpson  (Colo.),  5  Am.  Eleetl.  Cas.  278,  41 
Pac.  499,  31  Ia  R.  A.  566,  note,  and  immediately  succeeding  cases 
of  same  nature. 

No  error  is  assigned  which  requires  a  reversal  of  the  judgment^ 
and  it  is  affirmed. 
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Oix>ucESTEB  Electric  Co.  v.  Kaneias. 

United  States  Circuit  Court  of  Appeal^  First  Oirouit. 

1.  IlJUST   TO    PERSON    CAUSED    BT    CONTACT    WITH    LIVE    WIRE ;    EVIDENOB    Or 
OIUninON   AFTER  INJURY. 

In  an  action  for  a  personal  injury  caused  by  the  plaintiff's  hand  coming 
in  contact  with  one  of  the  defendant's  wires  which  was  defectively  insulated, 
mdence  is  admissible  showing  the  height  of  the  wire  above  the  place  where 
the  plaintiff  was  walking,  five  or  ten  minutes  after  the  accident,  as  bearing 
apon  the  questi<m  as  to  whether  or  not  the  wire  was  so  situated  as  to  un- 
retaonably  and  carelessly  expose  the  plaintiff  to  danger. 

In  error  to  Circuit  Court  of  the  United  States  for  the  District  o£ 
Massachusetts.  Decided  January  22,  1903;  reported  120  Fed. 
490. 

John  Lowell  and  James  A.  Lowell,  for  plaintiff  in  error. 
William  A.  Pew,  Jr.,  for  defendant  in  error. 

Opinion  by  Aldsioh^  District  Judge: 

In  this  case  the  plaintiff  was  injured  by  coming  in  contact  with 
an  electric  wire,  which  was  used  to  conduct  a  current  of  suflBcient 
voltage  to  be  dangerous.    The  wire  entered  a  building  over  a  roof 
or  platform  to  which  there  was  a  door  opening,  and  through  which 
people  sometimes  passed.    The  wire  was  four  or  five  feet  above  the 
platform,  but  its  exact  height  was  in  controversy.    It  is  admitted 
that  the  insulation  about  the  wire  was  badly  defective,  and  that  the 
wire  had  been  suspended  over  this  platform  for  something  like 
twelve  years.    The  question  of  the  necessity  of  inspection,  and  the 
question  whether  the  defendant  was  lacking  in  due  care  in  not  dis- 
covering the  defective  condition,  were  questions  of  fact  for  the 
jury,  and  we  think  there  was  sufficient  evidence  to  entitle  the 
plaintiff  to  go  to  the  jury.     So  much  as  to  the  plaintiff's  first  as- 
signment of  error. 

The  remaining  assignment  relates  to  the  admission  of  the  state- 
ment of  Preston  O.  Wass  as  to  the  situation  of  the  wire  five  or  ten 
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minutes  after  the  accident^  who  said  it  was  within  easy  reach.  The 
evidence  of  Wass  did  not  relate  to  the  condition  of  the  wire, — in 
other  words,  to  the  question  of  improper  insulatory  covering  whick 
created  the  conditions  that  caused  the  injury, — ^but  to  the  question 
of  the  situation  or  height  of  the  wire ;  and  that  was  material  upon 
the  question  whether  or  not  it  was  so  situated  as  to  unreaaonaUy 
and  carelessly  expose  the  plaintiff  to  danger.  Whether  it  vms  so 
situated  that  a  woman's  hand  would  fall  upon  it  when  dropped 
from  her  head,  as  the  plaintiff  testified,  or  within  easy  reach,  as 
testified  by  Mr.  Wass,  is  perhaps  not  very  decisive  on  the  quesfciim 
whether  it  was  so  situated  as  to  unreasonably  expose  people  to 
danger.  However  that  may  be,  we  diink  the  evidence  wbb  oomr 
petent 

The  wire  in  question,  as  shown  by  the  exhibit^  was  a  on&^ighlli 
inch  copper  wire  of  firm  consistency.  It  is  a  matter  of  common 
understanding  that  the  strength  of  a  wire  of  such  size  and  eansiatr 
ency  is  su£B.cient  to  withstand  the  strain  to  which  this  wire  was  sub- 
jected without  stretching.  There  is  no  evidence  tliat  the  wire  broke 
from  its  fastenings  at  the  ends  of  the  90-foot  stretch.  Indeed,  it  is 
admitted  that  it  did  not.  We  think  the  trial  court  might  have 
reasonably  inferred,  therefore,  that  the  strain  to  whidii  the  wire 
was  subjected  would  not  have  materially  or  substantially  changed 
the  situation,  and  that  the  evidence,  therefore,  might  not  only  have 
been  admitted,  but  considered  by  the  jury.  We  make  no  question 
as  to  the  general  rule,  which  is  well  established,  that,  in  order  to 
make  statements  of  the  condition  of  the  thing  in  questicm  before  Cft 
after  the  injury  admissible  as  evidence,  it  must  be  shown  to  be  in 
the  same  condition  as  it  was  at  the  time  of  IJie  injury;  and  this 
rule  plainly  enough  results  from  the  fact  that  the  situation  or  con- 
dition at  the  particular  moment  is  the  decisive  question.  The  rule, 
however,  is  subject  to  many  qualifications.  Though  the  thing  is 
slightly  changed,  evidence  of  its  condition  before  and  after,  under 
certain  restrictions,  may  be  given  as  tending  to  show  the  condi- 
tion at  the  exact  time  of  the  injury.  It  must  not  be  remote,  how- 
ever, in  respect  to  time,  and  the  conditions  must  be  substantially 
the  same.    In  other  words,  if  evidence  is  offered  of  the  condition  at 
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I  time  before  or  after  the  accident,  the  circumstances  must  be  such 
IB  to  show  that  its  then  condition  would  have  some  bearing  upon 
tbe  question  as  to  what  the  condition  was  at  the  time  of  the  acci- 
dent.   Of  course,  if  there  was  a  substantial  or  radical  change,  it 
would  not  be  competent.   If  the  change  was  immaterial,  or  slight  in 
reapect  to  displacement  or  the  situation,  it  would  still  have  some 
tendency  to  show  its  condition  when  it  caused  the  injury.    The  pre- 
fliding  judge  must  necessarily  pass  upon  the  question  of  remoteness, 
ind  the  question  of  fact  whether  the  condition  is  tlie  same,  or  sub- 
stantially the  same,  as  at  the  moment  of  the  accident,  or  so  near 
the  condition  as  to  have  some  tendency  to  show  how  it  was  then. 
Hie  strain  to  which  the  wire  was  subjected  may  have  made  some 
sli^t  change  in  the  situation  of  the  wire,  but,  under  the  circum- 
itanoes  described,  not  so  substantial  a  change,  in  our  opinion,  as  to 
render  the  evidence  incompetent. 

The  only  dispute  in  argument  upon  the  exception  in  question 
was  whether  the  wire  was  something  like  four  or  something  like 
five  feet  high ;  and  we  think  under  the  circumstances  that  the  situa- 
tion of  the  wire  after  the  strain  would  be  evidence  for  the  jury, 
under  proper  explanations,  upon  the  question  of  its  condition  at  the 
time  of  the  accident  Of  course,  to  make  evidence  of  a  subsequent 
or  prior  condition  admissible,  the  situation  must  be  such  as  to 
justify  the  inference  that  the  then  condition  was  substantially  the 
same  as  at  the  time  of  the  accident.  It  is  not  an  unusual  thing  in 
trials  for  the  judge,  acting  upon  an  inference,  at  one  stage  of  the 
trial  to  admit  evidence,  and  at  a  subsequent  stage  of  the  trial,  upon 
a  situation  which  shows  the  inference  to  be  not  well  founded,  to 
withdraw  the  evidence  from  the  jury,  with  instructions  not  to  con- 
sider it.  Another  way  of  dealing  with  such  evidence,  not  unfa- 
miliar, where  the  question  whether  the  conditions  are  substantially 
the  same,  involves  a  serious  conflict  upon  the  evidence,  is  to  leave 
the  evidence  with  the  jury  provisionally,  under  instructions  that  it 
18  not  evidence,  and  should  not  be  considered  unless  the  jury  find 
the  condition  to  be  substantially  the  same  as  at  the  time  of  the 
injury. 
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In  many  cases  it  is  impossible  to  show  the  exact  condition  at  the 
exact  time  of  the  injury,  as,  for  instance,  where  the  person  is  killed. 
Under  such  circumstances,  the  question  whether  the  condition  at  a 
subsequent  time  is  the  same  is  necessarily  a  matter  of  inferencei 
and  whether  it  is  so  nearly  or  so  substantially  the  same  as  to  have 
a  tendency  to  show  its  condition  at  the  time  of  the  injury  is  also 
necessarily  a  matter  of  inference.  A  slight  change  or  a  sli^t  dis- 
placement would  not  necessarily  render  the  evidence  incompetenti 
but  the  change  would  call  for  proper  explanation  by  way  of  instmo- 
tions  to  the  jury. 

The  cases  are  numerous  to  the  e£Fect  that  if  there  has  been  no 
change,  or  if  the  change  is  slight  or  not  of  a  substantial  or  material 
character,  the  evidence  is  admissible.  In  this  view,  it  becomes 
largely  a  matter  of  discretion  for  the  court  to  determine  what  evi- 
dence shall  be  admitted ;  and,  as  said  in  a  note  to  1  Greenl.  Ev.  seci 
14t,  ^^  it  largely  depends  upon  the  thing,  and  the  facts  of  each  case 
must  control,  and  precedents  are  of  little  value."  In  the  case  at  bar 
the  wire  remained  on  its  attachments.  The  thing  was  there  in  all 
substantial  respects  the  same  as  before  the  pressure  was  put  upon 
it ;  and  the  question,  as  has  been  said,  would  not  be  whether  there 
had  been  any  slight  change,  but  whether  the  fair  inference  would 
be  that  the  change  had  been  so  substantial  as  to  render  the  evidence 
not  of  consequence  upon  the  question  of  the  condition  at  the  pre- 
cise moment  of  the  injury. 

In  this  case  the  presiding  judge,  acting  upon  the  idea  that  there 
might  have  been  some  displacement,  withdrew  the  evidence,  and 
twice  cautioned  the  jury  distinctly  and  emphatically  not  to  con- 
sider the  evidence  of  the  witness  in  question.  With  these  views, 
we  think  the  attitude  of  the  Circuit  Court  suflSciently  favorable  to 
the  plaintiff,  and  the  exceptions  are  therefore  overruled. 

The  judgment  of  the  Circuit  Court  is  aflSrmed,  with  costs  for  the 
defendant  in  error. 
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Other  Cases  Relating  to  Injuries  Caused  by  Contact  with  Wires 

in  Streets  and  Highways. 

1.  Deatk  <if  mvle  ooming  in  contact  with  live  wire;  contribntory 
MgUgcnee  of  driTer.^-The  case  of  Jones  v.  Finch,  128  Ala.  217,  29  So.  182, 
Its  ID  action  to  recover  for  the  death  of  a  mule  occasioned  by  contact  with 
atdephone  wire  suspended  in  the  highway.    The  court  said: 

*"  This  is  an  action  prosecuted  by  Finch  against  Jones  &  Hooks,  sounding  in 
damages,  for  the  alleged  destruction  of  a  mule  belonging  to  plaintiff  by  the 
defendants.  The  gist  of  the  action  is  that  defendants  negligently  diverted  an 
dietric  current  from  a  trolley  wire  down  into  the  street  beneath  it,  and  into 
plaintiff's  mule,  passing  along  the  roadway,  causing  its  death.  The  quo  tnodo 
iifiilliciently  stated  in  the  complaint.  That  the  defendants  negligently  caused 
a  telephone  wire  to  fall  and  remain  across  the  trolley  wire,  hanging  down  into 
tke  street,  where  it  would  come  into  contact  with  passing  animals,  charged 
with  the  deadly  electric  current  from  the  trolley,  and  that  this  telephone  wire 
10  eharged  came  in  contact  with  the  plaintiff's  mule,  and  killed  it,  was  proved 
beyond  adverse  inference  by  uncontroverted  evidence.  That  the  driver  of  the 
■ale  did  not  see  the  suspended  wire  until  it  came  in  contact  with  the  animal, 
aid  felled  it  to  the  ground,  is  also  shown  by  undisputed  evidence.  On  this 
ftate  of  case,  the  negligence  of  the  defendants  was  an  efficient  proximate  cause 
of  the  result  ccmiplained  of,  and  it  is  of  no  consequence  that  the  n^ligence  of 
the  owner  of  the  trolley  wire  in  not  providing  fenders  against  the  telephone 
wire  was  a  conjunctive  cause  of  the  disaster.  And  the  driver  having  a  right 
to  aasmne  that  the  way  was  free  from  such  dangerous  obstruction,  and  not  be- 
coming aware  of  its  presence  before  the  animal  was  stricken,  is  not  chargeable 
with  contributory  negligence.  Tiie  trial  court,  therefore,  properly  overruled 
the  demurrer  to  the  amended  complaint,  sustained  the  demurrer  to  the  plea  by 
vhich  it  wan  sought  to  set  up  contributory  negligence,  and  gave  the  affirm- 
ative charge,  with  hypothesis,  for  the  plaintiff.  McKay  v.  Telegraph  Co.,  6 
Am.  Electl.  Gas.  223,  111  Ala.  337,  19  South.  695,  31  L.  R.  A.  589;  Quail  v. 
Telephone  Co.,  6  Am.  Electl.  Cas.  303,  34  N.  Y.  Supp.  470,  Crosw.  Electricity, 
lees.  248,  249." 

2.  Dosroe    of   care   to   be   exercised   by    a    street   railway    com- 

yiay   wbore    a    trolley    line    haai    broken    and    fallen    in    street. — 

h  the  case  of  Neal  v.  Wilmington  a/nd  N,  C.  Elec.  Ry.  Co,.  3  Penn.  (Del.) 

497,  53  Atl.  338,  it  appeared  that  a  guy  wire  supporting  an  electric  trolley 

line  had  fallen  and  become    charged  with  electricity.    The  plaintiff's  intestate 

while  walking  along  the  highway  came  in  contact  with  such  wire  and  was 

killed.    The  defendant  company  had  notice  of  the  broken  wire  and  permitted 

it  to  remain  in  the  condition  it  was  in  at  the  time  of  the  accident  for  several 

hours.    It  was  held  that  the  defendant  was  bound  under  such  circumstances 

to  exercise  such  care  to  prevent  injury  as  a  reasonably  prudent  man  would 

oercise  under  such  circumstances,   considering  the  dangerous   character   of 
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the  wire,  the  existing  conditions,  and  the  surrounding  circumstanoes;  that 
traveler  on  a  highway  is    entitled  to  assume  that  it  is  reasonably  safe,  aiL« 
while  required  to  use  reasonable  care  and  caution  to  avoid  danger,  is  not 
quired  to  search  for  obstructions  and  dangers  therein;  that  where  the  pr^^^ 
imate  cause  of  the  death  of  the  plaintiff's  intestate  was  the  defendant's  -xgi^ 
ligence  in  permitting  a  guy  wire  to  fall  into  a  street  and  become  charged  irttk 
electricity,  it  was  immaterial  that  the  negligence  of  some  third  person  may 
have  contributed  to  the  accident. 

3.  Variaaoe   between   declaration   and   proof. — ^The   case   of   Ctus. 
herland   Telegraph    d    Telephone   Co,   v.    Hunt,    108   Tenn.  697,    69   8.  ?r. 
729,  was   an  action   for   damages  for   personal   injuries  caused  by  comwy 
in    contact    with    the    wires    of    the    defendant    on    a    city    street    Us 
error  assigned  was  that  there  was  a  complete  variance  between  the  deelti^ 
tion  and  the  proof  as  to  the  acta  of  negligence  of  the  company  which 
the  injury.    It  was  insisted  that  the  declaration  charged  that  the  wires 
down  in  the  streets  because  of  the  defective  and  rotten  condition  of  the  pokiw 
while  by  the  proof  it  was  shown  that  the  wires  were  down  because  of  a  stoiM 
wihich  had  blown  down  the  poles,  detached  the  wires  and  thrown  trees  aaA 
abstructions  across  them.     The  court  said: 

*The  gravamen  of  the  charge  in  the  declaration  is  the  rotten  and  mutfo 
dondition  of  the  poles  and  fastenings,  and  nothing  is  said  in  either  of  th* 
counts  about  a  storm  causing  the  falling  of  the  wires.    But  there  are  in  tiM 
declaration— especially  in  the  third  and  fourth  counts — ^very  specific  chaifst 
that  the  company  allowed  its  wires  to  remain  down  in  the  streets  in  a  daogei^ 
ous  condition  for  an  unreasonable  length  of  tiem,  and  with  knowledge  ol  tidt 
danger.    There  is  some  evidence  of  defective  and  unsafe  poles  along  the  stredi 
and  near  the  place  of  this  injury,  and,  if  the  declaration  should  be  strict^ 
confined  to  damage  resulting  from  the  use  of  defective  and  unsafe  poles  ii 
the  reason  for  the  falling  of  the  wires,  there  is  evidence  enbugh  in  the  record, 
under  the  rule,  to  support  the  verdict  and  judgment.    But  we  are  of  opinkto 
that  the  declaration  (especially  in  the  third  and  fourth  counts)  sets  oat  tn 
causes  of  action,  or  two  features  of  negligence— one  the  use  of  defective  poH 
and  the  other  the  allowing  wires  to  remain  down  in  the  streets  an  unreasooiUc 
length  of  lime —  and  the  two  grounds  of  negligence  may  be  considered  u 
separately  alleged.    That  is,  the  allegation  charging  that  the  wires  were  dowi 
an  unreasonable  length  of  time  can,  under  the  wording  of  the  declaration,  be 
considered  as  the  act  of  negligence  for  which  damages  are  sought,  irrespeetm 
of  the  reasons  which  caused  the  wires  to  be  down ;  and  upon  this  feature  of  tlie 
case  there  is  ample  evidence  to  sustain  the  finding  of  the  jury  and  judgment  of 
the  court.    We  are  of  opinion  therefore  that  there  is  not  a  fatal  variance  be 
tween  the  declaration  and  proof,  and  there  is  ample  evidence  to  sustain  the 
verdict  and  judgment,  and  it  is  affirmed,  with  costs." 
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Lexinoton  Ry.  Co.  v.  Faints  Admb. 

Kentucky;  Court  of  Appeals, 

I  IHJUET  to  person  BT  contact  with  pulley  WIEB  used  in  hoisting  ABO 

IAMP6. — ^The  plaintiff's  intestate  was  killed  by  an  electric  shock  re- 
ceived from  contact  with  a  pulley  wire  used  in  lowering  and  hoisting  an 
arc  lamp.  The  pulley  wire  was  not  insulated  and,  coming  in  contact 
with  the  feed  wire  of  the  electric  lamp,  had  become  dangerously  charged 
with  electricity.  The  pulley  wire  at  the  point  where  it  was  attached 
to  the  reel  was  within  four  and  one-half  feet  of  the  ground,  and,  there- 
fore, convenient  to  the  touch  of  a  man  or  boy.  It  was  held  sufficient 
to  establish  negligence  upon  the  part  of  the  defendant. 

1  Dutt  to  pbkvent  ACCIDENTS. — Those  who  manufacture  or  use  electricty 
for  private  advantage  must  do  so  at  their  peril ;  the  only  way  to  prevent 
accidents  where  a  deadly  current  is  used  is  to  have  perfect  protection  at 
those  points  where  people  are  likely  to  come  in  contact  with  it. 

1  OoNTBiBUTOBY  NSOLIGENCE. —  Where  a  boy  inadvertently  or  purposely 
touches  a  deadly  electric  wire  within  easy  reach,  without  knowledge  of 
the  danger,  he  is  not  guilty  of  contributory  n^ligence;  as  to  whether 
or  not  under  the  facts  in  this  case  the  plaintiff  was  guilty  of  negligence  is 
for  the  jury  to  decide. 

Appeal  by  defendant  from  judgment  for  plainti£F.     Decided 
January  28, 1903 ;  reported  24  Ky.  L.  Rep.  1334,  71  S.  W.  628. 

B.  C.  Stall,  Morton  &  Darnell,  and  Breckinridge  &  Shelby,  for 
appellant 

AUen  &  Duncan,  for  appellee. 

Opinion  by  Settle,  J. : 

One  Eastin  Fain,  a  boy  14  years  of  age,  was  killed  in  the  city  of 
Lexington,  December  18,  1899,  by  an  electric  shock  received  from 
one  of  the  wires  of  appellant.  His  father,  the  appellee,  A.  J.  Fain, 
having  qualified  as  administrator  of  his  estate,  brought  suit  against 
appellant  in  the  Fayette  Circuit  Court,  and  upon  the  trial  recov- 
ered a  verdict  and  judgment  for  $1,500.    A  new  trial  was  refused 
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by  the  lower  court^  and  appellant  asks  a  reversal  of  that  judgment 
by  this  court. 

It  appears  from  the  record  that  appellant,  at  the  data  mentioned, 
was  operating  an  electric  light  plant  in  Lexington,  and  furnishing 
electric  light  to  the  city  by  means  of  arc  lamps  located  at  Tariom 
places  therein.    One  of  the  arc  lamps  was  suspended  over  the  center 
of  the  intersection  of  Chestnut  and  Sixth  streets,  and  was  attadied 
to  a  wire  rope  strung  between  two  poles ;  one  erected  on  the  south- 
west corner  of  Sixth  and  Chestnut  streets,  and  the  other  on  the  co^ 
ner  diagonally  opposite.     To  this  wire,  called  the  "  span  wire," 
was  fastened  a  pulley  wire,  which  ran  from  the  top  of  the  arc  lamp, 
then  passed  through  a  pulley  fastened  to  the  suspension  wire  at  the 
center  of  the  street,  thence  to  a  pole  situated  on  the  southwest  on*- 
ner  of  Chestnut  and  Sixth  streets,  there  through  another  pulkj  tt 
the  side  of  the  pole,  thence  down  the  street  side  of  the  pole  to  a  reel, 
which  was  located  on  the  side  of  the  pole  about  four  feet  six  indei 
from  the  ground.    To  this  reel  the  pulley  wire  was  attached,  andhy 
means  of  the  reel  the  pulley  wire  was  wound  and  unwound,  and  die 
arc  lamp  raised  and  lowered.     The  pole  to  which  the  red  and 
pulley  wire  were  thus  attached  was  in  the  pavement  or  sidewilk, 
about  30  inches  inside  of  the  curb  intersection  of  the  sidewalk  d 
the  streets.     The  main  wire  connected  with  the  power  house,  and 
over  which  the  electric  current  is  conveyed,  runs  along  the  east  ride 
of  Chestnut  street.     Two  wires  make  connection  with  the  mam 
wire  at  the  pole  located  on  the  northeast  comer  of  Sixth  and  Qiest 
nut  streets,  and  these  two  wires,  passing  diagonally  across  Chestnut 
street  in  manner  as  the  span  wire,  were  attached  to  the  pole  on  the 
southwest  comer  of  said  streets,  and  thence  taken  back  and  cmr 
nected  with  the  lamp.    These  wires,  called  "  feed  wires,"  conduct 
the  electric  current  through  the  lamp,  and  produce  illumination  at 
the  carbon  points.     The  span  and  pulley  wires  are  between  the 
feed  wires,  and  a  few  inches  apart  from  the  feed  wires  at  a  pwnt 
where  attached  to  the  pole,  and  even  closer  at  other  points.    It  ia 
alleged  in  the  petition,  and,  we  think,  conclusively  established  by 
the  evidence,  that  on  the  date  named,  and  for  some  time  priot 
thereto,  the  appellant  negligently  permitted  the  pulley  wire  men: 
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tioned  to  be  and  remain  without  any  or  proper  insulation,  and  to 
became  at  frequent  intervals,  if  not  continuously,  heavily  and 
dangerously  charged  with  electricity.    While  passing  along  Chest- 
nut street  about  7  o'clock  in  the  evening,  and  evidently  without 
knowing  that  the  pulley  wire  was  charged,  or  likely  to  become 
ehaiged,  with  electicity,  appellee's  intestate  touched  or  took  hold  of 
it  with  his  hand,  whereby  he  received  the  charge  of  electricity 
whidi  caused  his  death.    The  intestate  was  in   company  with 
hk  brother,  Elmore,  at  the  time  of  the  catastrophe,  who  was  a  year 
or  more  his  junior  in  point  of  age.    The  brothers  were  on  their  way 
to  a  temperance  lodge  not  far  from  their  home.    In  his  testimony 
given  on  the  trial,  Elmore  said,  in  reference  to  what  happened  to 
Ilia  brother :  "  We  got  to  Chestnut  street,  and  the  light  wasn't 
burning,  and  my  brother  said  it  was  mighty  dark  along  here. 
That  light  wasn't  burning.    We  went   on  down   the   street.     I 
went  on  the  ri^t  side  and  he  went  on  the  left  side   (of  the 
pole),  and  as  he  got  to  the  pole  he  caught  hold  of  the  wire,  and,  as 
aoon  as  he  touched  it,  it  got  to  dangling  and  throwing  him  around, 
and  directly  threw  him  out  in  the  street  about  six  or  eight  feet." 
The  question  was  then  asked  the  witness,  "  Did  he  shake  the  wire 
himself  ?"  to  which  he  replied,  "  No,  sir."   The  contention  of  ap- 
pellant's counsel  seems  to  be  that  Eastin  Fain  deliberately  pulled 
and  jerked  the  pulley  wire,  and  that  his  death  was  caused  by  the 
pulley  wire  being  thus  forced  into  contact  with  one  of  the  feed 
wires  at  a  point  where  the  insulation  was  defective.    In  support  of 
this  contention  the  testimony  of  Robert  Clardy  is  cited,  who  testi- 
fied to  having  seen  two  or  three  flashes  at  the  lamp,  appearing  be- 
fore the  flame  came  out  on  the  wire  between  the  lamp  and  the  pul- 
ley.    Clardy's  wife  and  the  negro  Reuben  Edwards  testified  in 
some  sort  to  the  same  effect,  but  the  reliability  of  this  testimony  is 
by  no  means  conclusive.    On  the  other  hand,  Elmore  Fain,  who  is 
an  intelligent  boy,  and  the  only  eye-witness  in  position  to  know 
and  speak  as  to  the  conduct  of  Easton  Fain,  testifies  that  the  in- 
stant his  brother  took  hold  of  the  wire  his  body  began  to  dangle, 
and  was  jerked  from  side  to  side  of  the  pole,  and  finally  cast  into 
the  street.    No  other  witness  claims  to  have  seen  Eastin  Fain  at 
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the  time,  except  the  negro  Edwards,  and  according  to  his  admission 
upon  cross-examination  the  pole  was  between  him  and  the  boy. 
So  what  he  sajs,  and  what  was  said  bj  Clardy  and  wife,  in  r^ard 
to  the  disturbance  of  the  wires  and  flashes  at  the  lamp,  is  explained 
by  what  was  said  by  Elmore  Fain,  and  is  consistent  with  the  theory 
that  Eastin  Fain  was  being  jerked  by  the  wire,  rather  than  that  he 
was  jerking  it.  In  the  light  of  the  evidence  there  were  but  two 
ways  by  which  the  current  could  be  communicated  to  the  pulley 
wire, — either  by  coming  in  contact  with  one  of  the  feed  wires,  or 
by  receiving  it  directly  from  the  lamp.  The  insulation  of  the  feed 
wire,  according  to  the  evidence,  was  manifestly  imperfect  The 
night  was  dark,  the  weather  wet  and  blustering.  The  jury  doubt- 
less believed,  and  were  warranted  by  the  eviden^ce  in  finding,  that 
the  pulley  wire  met  the  pole  within  a  few  inches  of  the  feed  wire; 
that  such  nearness  was  a  faulty  and  dangerous  construction;  that 
the  insulation  of  the  feed  wire  was  imperfect  and  defective;  and 
that  these  wires  contained  so  much  slack  that  in  stormy  or  windy 
weather  they  were  blown  against  the  pulley  wire,  thereby  permi^ 
ting  the  escape  of  the  electricity  when  the  wire  came  in  contact 
with  anything  furnishing  a  ground  connection,  whidi  connectioQ 
was  provided  when  Eastin  Fain  took  hold  of  the  pulley  wire.  It 
is  not  unusual  for  persons  of  mature  age  and  judgment,  when 
standing  near  a  tree  or  post,  to  lean  against  it ;  nor  is  it  unnatural 
for  a  boy  to  touch  any  object  that  he  may  pass  in  walking  along  a 
street  or  sidewalk.  The  pulley  wire,  when  it  was  attached  to  the 
reel,  was  within  4  1-2  feet  of  the  groimd,  and  therefore  convenient 
to  the  touch  of  man  or  boy ;  and,  there  being  nothing  in  its  appear- 
ance to  excite  alarm  or  suspicion,  it  is  hardly  probable  that  a  boy 
would  know  its  dangerous  character  or  appreciate  the  necessity  of 
avoiding  contact  with  it  in  passing.  We  think  it  a  self-evident 
proposition  that  it  was  the  duty  of  appellant^  in  using  the  streets 
of  the  city  of  Lexington,  by  permission  of  the  municipal  authori- 
ties, for  purposes  of  private  gain,  to  so  conduct  its  business  as  not 
to  injure  persons  passing  along  such  streets,  and  to  keep  the  high- 
ways occupied  by  their  apparatus  in  substantially  the^ame  condi- 
tion as  to  convenience  and  safety  as  they  were  in  before  such  occu- 
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pancj.  The  law  applicable  to  this  case  has  been  well  settled  in 
Kentucky  in  the  several  cases  that  have  been  brought  to  this  court 
for  final  adjudication.  It  is,  that  those  who  manufacture  or  use 
electricity  for  private  advantage  must  do  so  at  their  peril,  and  thei 
only  way  to  prevent  accidents  where  a  deadly  current  is  used  is  to 
have  perfect  protection  at  those  points  where  people  are  likely  to 
come  in  contact  with  it.  McLoughlin  v.  Light  Co.,  6  Am.  ElectL 
Cas.  255,  37  S.  W.  851,  34  L.  R  A.  812 ;  Schweitzer's  Adm'r  v. 
Electric  Co.,  7  Am.  Electl.  Cas.  571,  52  S.  W.  830;  Thomas' 
Aim's  V.  Oas  Co.,  7  Am.  ElecU.  Cas.  588,  66  S.  W.  398 ;  Macon  v. 
Mway  Co.,  7  Am.  Electl.  Cas.  630,  62  S.  W.  496. 

It  is  not  deemed  necessary  to  discuss  in  detail  the  instructions 
given  in  this  case  by  the  lower  court.  In  so  far  as  they  attempt  to 
set  forth  the  degree  of  care  required  of  appellant,  they  were  more 
favorable  to  it  than  the  law  and  evidence  authorized,  for  they,  in 
flibstancey  told  the  jury  that  appellant  was  only  required  to  usci 
SQch  means  as  would  prevent  the  escape  of  the  current ;  instead  of 
which  they  should  have  been  instructed  that  it  was  appellant's  duty 
to  know  the  condition  of  the  wire,  and  to  use  the  utmost  care  to 
keep  it  safely  protected  by  proper  insulation  in  order  that  those  ex- 
poeed  to  likelihood  of  contact  with  it  might  escape  injury.  The 
instruction  as  to  contributory  negligence  complained  of  by  appel- 
lant was  certainly  as  favorable  to  it  as  the  law  allowed,  as  by  it  the 
jury  were  told  that : 

"If  said  Fain  purposely  took  hold  of  said  pully  wire,  and  by  so  doing 
ctosed  it,  or  any  wire,  to  come  in  contact  with  another  wire  charged  with  an 
electric  current,  this  was  negligence  on  the  part  of  said  Fain." 

The  Supreme  Court  of  North  Carolina,  in  Haynes  v.  Gas  Co.,  5 
Am,  Electl.  Cas.  264,  114  N.  C.  203,  19  S.  E.  344,  26  L.  R  A. 
810,  41  Am.  St.  Eep.  786,  which  was  an  action  to  recover  damages 
for  the  death  of  a  10-year-old  boy  by  coming  in  contact  with  a  live 
electric  wire  on  the  ground,  said : 

"A  child  is  held  to  such  care  and  prudence  as  is  usual  among  children  of 
bis  age  and  capacity.  The  defendant  contends  that  the  deceased  was  ten  years 
«rf  age;  a  very  healthy,  intelligent,  moral  and  industrious  boy.  Let  us  as- 
nune  this  to  be  true.    As  he  returned  to  his  home  the  morning  of  his  death, 
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passing  along  the  streets  of  the  city,  he  was  trespassing  on  no  one's  prof 
He  was  walking  where  he  had  a  right  to  walk,  not  by  mere  permteu 
invitation,  but  because  he,  as  one  of  the  public,  had  an  absolute  right 
do.  The  wire  was  on  the  sidewalk.  Only  one  witness  saw  him  when  Hie 
hold  of  the  wire,  and  the  wire  threw  him  in  the  ditch.'  That  witness  tci 
tliat  '  He  did  not  have  to  reach  for  it.  He  just  reached  out  his  hand 
took  it.  He  did  not  have  to  stoop.'  No  witness  testified  that  there  wms 
thing  from  which  even  an  adult  could  have  inferred  that  this  wire  wms  ( 
ing  a  deadly  current  of  electricity,  or,  indeed,  any  current  at  all.  • 
We  should  be  very  loath  to  declare  an  adult  guilty  of  negligence  for  gra 
a  wire  such  as  this  one  under  circumstances  such  as  the  defendant  ooi 
surround  the  deceased.  We  certainly  cannot  declare  that  this  boj,  ^ 
conduct  must  be  judged  with  due  regard  for  his  boyish  nature  and  li 
negligently  caused  his  own  death.  The  instruction  that  'upon  the  evt 
the  plaintiff's  intestate  was  not  guilty  of  oonfributory  negligence'  i 
have  been  given." 

It  is  rare^  indeed,  that  two  cases  can  be  found  the  facts  of  ^ 
are  so  nearly  alike  as  in  the  case  before  us  and  the  North  Can 
case,  supra.  The  boy  Fain  was,  when  killed,  traveling  on  the 
walk,  where  he  had  a  right  to  be.  The  deadly  wire  was  in 
reach.  He,  boylike,  inadvertently  or  purposely  touched  or 
hold  of  it,  without  knowing  of  th6  danger  of  so  doing,  as  ther€ 
nothing  in  its  appearance  to  give  him  warning  of  the  preaeni 
the  mysterious  and  deadly  current  with  which  it  was  chai 
Under  such  circumstances  it  may  be  doubted  whether  there 
any  proof  of  contributory  negligence  to  go  to  the  jury;  bul 
question  of  whether  he  was  guilty  of  negligence  in  thus  taking 
of  the  wire  was  properly  submitted  to  the  jury  by  the  instruc 
of  the  lower  court,  and  we  think  the  conclusion  of  the  jury  th 
was  not  guilty  of  such  negligence  is  fully  sustained  by  the  evidt 
We  do  not  approve  of  some  of  the  phraseology  of  the  instructic 
to  compensatory  damages  given  by  the  lower  court,  but,  as  the 
diet  allows  only  reasonable  compensation  to  the  decedent's  e 
for  the  loss  of  his  life,  and  it  is  manifestly  evident  that  the 
were  uninfluenced  by  passion  or  prejudice  in  fixing  the  am 
thereof,  we  are  convinced  that  appellant  was  not  prejudiced,  nc 
substantial  rights  injured  by  the  giving  of  the  instruction. 

Being  of  the  further  opinion  that  the  lower  court  did  not  e: 
the  appellant's  prejudice  in  the  giving  or  refusing  of  instruct 
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nor  in  refusing  it  a  new  trial,  the  judgment  is  affirmed,  with  dam- 
ages. 

Pttf«et    imimlAtion    at   places    of   probable    eoatact. — It    is    the 

doty    of    a    company    maintaining    and    using    in    its    wires    a    deadly 

durrent  of  electricity  to  furnish  perfect  protection  at  those  points  where 

pec^le  are  liable  to  come  in  contact  with  the  wires.    Overall  v.  Lauiaville  Eleo, 

L  Co.,  7  Am.  ElecU  Gas.  521,  21  Ky.  L.  Rep.  886,  54  A.  S.  1102.     In  this 

ease  the  court  said :    "Electricity  is  the  most  powerful  and  dangerous  element 

known  to  science.  It  cannot  be  seen,  and  it  is  as  silent  as  it  is  deadly,  and  it 

fdlows  that  those  who  manufacture  and  use  it  for  private  advantage  must  do 

ID  at  their  peril.    The  only  way  to  prevent  accidents  where  a  deadly  current  is 

i»  to  have  perfect  protection  at  those  points  where  people  are  liable  to 

in  contact  with  it.    To  instruct  the  jury  that  '  it  was  the  duty  of  the 

defendant  to  observe  the  highest  degree  of  care  and  skill  usually  exercised  by 

pmd^nt  persons  engaged  in  the  same  or  similar  business,  to.  keep  its  wires 

io  insulated  as  to  be  treasonably  safe  and  free  from  danger  to  persons  who 

might  come  into  contact  with  them'  was  not  sufficient.    The  law  requires  at 

those  points  where  such  contact  is  likely  to  take  place,  perfect  protection 

from  this  unseen  and  terrible  power.''  See  also  Schweitzer's  Adtn/r,  v,  Electrio 

Co.,  7  Am.  Electl.  Cas.  671,  21  Ky.  U  Rep.  608,  52  S.  W.  830. 

The  rule,  as  stated  by  Mr.  Joyce  (Joyce  on  Electric  Law,  S  446)  is  as  fol- 
lows: "A  company  maintaining  electrical  wires  over  which  a  high  voltage  of 
dectricity  if  conveyed,  rendering  them  highly  dangerous  to  others,  is  under  the 
duty  of  using  the  necessary  care  and  prudence  at  places  where  others  may  have 
the  right  io  go,  either  for  work,  business  or  pleasure,  to  prevent  injury.  It 
is  Ae  duty  of  the  company  under  such  conditions,  to  keep  the  wires  perfectly 
faiflulated,  and  it  must  exercise  the  utmost  care  to  maintain  them  in  this 
(oodition  at  such  places." 

Latent  defects  in  insulation. — It  frequently  happens  that  fronii  the  ap- 
pearance of  an  electric  wire  a  man  of  ordinary  intelligence  cannot  distinguish 
whether  the  wire  is  dead  or  live,  or  whether  it  has  been  properly  insulated. 
If  the  defects  in  the  insulation  are  latent  and  not  discernable,  a  person  who 
comes  in  contact  with  such  wire  is  not  guilty  of  contributory  negligence. 
Clements  v.  Louisiana  Elcc.  L.  Co,,  4  Am.  Electl.  Cas.  381,  44  La.  Ann.  692, 
11  So.  51.  One  who  touches  an  electric  wire  where  the  insulating  material  is 
worn  off  cannot  be  adjudged  guilty  of  negligence  as  a  matter  of  law  where 
it  appears  that  he  did  not  know  that  the  wire  was  charged,  nor  think  it  was 
so  electric  wire.  GHIfin  r.  United  Elec,  Co,,  104  Mass.  492,  41  N.  E.  675,  49 
Am.  St.  Rep.  477.  And  one  who  has  no  knowledge  of  the  fact  that  an  electric 
▼ire  being  wet  destroys  the  insulation  for  the  time,  is  not  guilty  of  con- 
tributory negligence  in  grasping  such  wire  with  his  hand  when  he  comes  in 
contact  with  it.  Qiraudi  v.  Electric  Imp.  Co,,  5  Am.  Electl.  Cas.  318,  107 
Cal.  120,  40  Pac   108,  48  Am.  St.  Rep.  114. 


506  American  Electsical  Cases.  [vol.  8 

Lutolf  V.  United  Electric  Light  Co. 

LuTOirF  V.  United  Eleotbio  Light  Co. 

Maaaaohuaetta ;  Supreme  Judicial  Court, 

1.  Death  or  pedestrian  caused  bt  electric  shock  while  standing  rbab 

ELECTRIC  LIGHT  POLE. — ^Thc  plaintiff's  husband  was  killed  while  upon  tlie 
sidewalk  of  a  public  street  by  means  of  an  electric  shock  receiyed  wha 
he  was  near  an  electric  light  pole  which  supported  a  lighted  street  lamp, 
and  at  a  time  when  the  current  which  fed  the  lamp  was  causing  abnonnil 
manifestations  upon  the  pole  and  the  apparatus  attached  to  it.  It 
appeared  that  the  defendant  employed  men  who  twice  each  night  dnm 
past  each  street  lamp,  and  while  so  passing  looked  to  see  whether  the 
lamp  was  burning  properly,  and  if  so,  passed  on  without  stopping,  aid 
that  one  of  these  men  had  so  driven  past  the  place'  of  the  acddoit  qb 
the  previous  night  and  had  then  observed  nothing  unusual  or  out  of  ths 
regular  order.  The  negligence  on  the  part  of  the  company  was  held  to 
turn  upon  the  question  whether  the  system  of  inspection  was  all  that 
due  care  required  of  it  under  the  circumstances;  and  that  under  ths 
existing  conditions  the  care  which  such  a  company  should  exercise  in  tht 
oversight  of  its  apparatus  for  the  purpose  of  promptly  discovering  de- 
fects is  within  the  proper  province  of  the  jury. 

2.  Gross  negligence  of  employees  of  electric  light  company. — ^When  tho 

servant  of  the  defendant  company,  in  charge  of  its  power  house,  was  ii- 
formed  that  the  electric  light  pole  was  on  fire  and  that  one  of  the  wires 
was  down  at  that  place,  and  he  did  not  at  the  time  of  receiving  nek 
information  turn  off  the  current  as  he  had  the  means  and  authority  to 
do;  and  when  an  inspector  directed  in  response  to  such  information  to 
visit  and  inspect  the  electric  light  pole  and  the  lamp,  did  not  arrive  at 
the  place  within  a  reasonable  time  thereafter,  the  jury  could  property 
find  that  there  was  gross  negligence  on  the  part  of  the  defendast^ 
servants. 

Exceptions  brought  by  defendant  from  judgment  for  plaintifi. 
Decided  June  19,  1903;  reported  67  N.  E.  1025. 

The  court  refused  the  following  resquests  for  rulings  on  behalf  of  the  de- 
fendant: (4)  There  is  no  sufficient  evidence  that  the  plaintiflTs  intestati 
was  exercising  due  diligence  at  the  time  of  his  death.  (5)  There  is  no  eri* 
dence  that  it  was  any  part  of  the  duty  of  plaintiff's  intestate  or  that  he  wu 
under  any  obligation  to  examine  into  the  condition  of  the  pole,  but,  on  the 
contrary,  he  voluntarily  exposed  himself  to  danger,  of  which  he  had  been 
amply  warned  and  which  he  had  full  opportunity  to  avoid,  and  the  plaintiff 
cannot  recover.  ( 6 )  Upon  all  the  evidence  in  the  case,  the  plaintiff's  intestate 
having  been  warned  to  keep  away  from  the  pole,  and  having  persisted  iB 
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and  examining  it,  such  act  on  his  part  was  negligent  whether  he 
m  the  precise  nature  of  the  danger  or  not,  and  contributed  to  the  injury, 
L  the  plaintiff  cannot  recover. 

/.  B.  Carroll  and  W.  H.  McClintocJc,  for  plaintiff. 
W.  8.  Robinson,  for  defendant. 

Opinion  by  Babxer,  J. : 

The  action  is  a  statutory  one  for  causing  the  death  of  the  plain- 

'•  husband.      The  briefs  of  both  parties  assume  that  he  was 
while  upon  the  sidewalk  of  a  public  street,  and  by  means  of 

deetric  shock  received  when  he  was  near  an  electric  light  pole 
supported  a  lighted  street  lamp,  and  at  a  time  when  the  cur- 
M  which  fed  the  lamp  was  causing  abnormal  manifestations 
ipn  the  pole  and  the  apparatus  attached  to  it. 

Hie  exceptions  taken  at  the  jury  trial  are  to  the  refusal  to  give 
pien  requests,  and  to  ^^  the  instructions  given  not  in  harmony  with 
Ittd  requests."  The  bill  sets  out  over  sixteen  pages  of  the  charge, 
ml  has  no  statement  of  any  specific  objection  to  any  instruction 
inttined  in  it.  The  first  request  was  that  upon  all  the  evidence 
k  plaintiff  was  not  entitled  to  recover.  The  second,  third  and 
Mtatfa  were  addressed  to  the  question  of  the  defendant's  negli- 
IHOBy  or  that  of  the  gross  negligence  of  its  servants.  The  fourth, 
!&  and  sixth  related  to  the  question  of  the  due  care  or  negli- 
BQoe  of  the  person  killed.  After  the  verdict  the  defendant  filed  a 
otion  for  a  new  trial  because  the  verdict  was  against  the  evidence 
id  tlie  weight  of  the  evidence  and  because  the  damages  were  ex- 
«ive.  After  the  filing  of  the  motion,  the  judge  who  presided 
'  the  trial  died,  and,  the  motion  having  been  heard  and  overruled 
r  another  judge,  the  defendant  excepted  to  the  disallowance  of 
B  motion  by  that  judge. 

Ho  argument  outside  of  those  addressed  to  the  exceptions  to  the 
fbaal  to  give  the  other  requests  has  been  made  in  support  of  the 
eeption  to  the  refusal  to  give  the  first  request,  and  we  overrule 
it  ezoeption,  for  the  reasons  to  be  stated  in  connection  with  our 
eiaion  as  to  the  exceptions  to  the  other  requests. 
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Upon  the  question  of  negligence  upon  the  part  of  the  defendint 
corporation  itself,  as  distinguished  from  that  of  its  servants  or 
employees,  the  evidence  tended  to  show  that  the  pole  and  its  appli- 
ances had  been  installed  for  three  years  or  more,  and  were  put 
of  one  circuit  of  street  lamps  in  a  system  of  such  circuits  by  meiiii 
of  which  the  defendant  lighted  the  streets  of  Springfield.  Thil 
these  street  lamps  were  fed  by  electricity,  distributed  sometimei 
from  the  defendant's  power  house  in  the  city,  and  sometimes  from 
a  mill  at  Indian  Orchard.  That,  when  the  lamps  were  giviB| 
light,  the  parts  of  the  system  in  the  streets  carried  a  dangerooi 
electric  current.  That  defects  in  insulation  of  wires,  or  defed 
in  the  poles  or  other  parts  of  the  apparatus  in  the  streets,  mig^ 
make  the  defendant's  structures  in  the  streets  dangerous  to  pa 
sons  who  might  be  there.  That  the  defendant  employed  men  wh 
twice  every  night  drove  past  each  street  lamp,  and,  while  so  pta 
ing,  looked  to  see  whether  the  lamp  was  burning  properly,  and,  i 
so,  passed  on  without  stopping,  and  that  one  of  these  men  had  8 
driven  past  the  place  of  the  accident  on  the  previous  night,  an 
had  then  observed  nothing  unusual  or  out  of  the  regular  ordei 
That  the  defendant  also  employed  another  set  of  men,  calle 
"  trimmers,"  who  went  to  each  lamp  once  in  nine  days,  loweie 
the  lamp,  cleaned  the  globes  and  renewed  the  carbons,  and  n 
placed  the  lamps;  and  that  it  was  the  duty  of  these  men  at  tl 
same  time  to  look  things  over  and  see  that  there  was  nothing  oi 
of  the  way  with  the  lamp  or  its  apparatus  or  connections ;  and  thi 
the  trimmer  of  the  circuit  in  which  was  this  lamp  had  visited  i 
and  trimmed  it  on  the  eighth  day  before  the  accident,  and  that  li 
had  then  made  the  examination  which  it  was  his  duty  to  ipaki 
and  then  there  was  nothing  out  of  the  way,  so  far  as  he  could  ol 
serve.  That  when  the  current  was  turned  on  to  this  circuit  oi 
the  evening  of  the  accident  the  lamp  began  to  act  abnormally,  an< 
that  from  that  time  until  the  current  was  turned  oflF  at  the  Indiai 
Orchard  power  house  at  9.15  p.  m.  the  lamp  continued  to  ad 
abnormally,  and  that  parts  of  the  apparatus  were  burned,  anc 
there  were  manifestations  of  the  presence  of  electricity  at  the  pole 
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ind  at  different  parts  of  the  connections  between  the  pole  and  the 
limp. 

Whether  the  jury  should  have  been  instructed  that  there  was 
BO  evidence  of  negligence  on  the  part  of  the  corporation  itself 
torus  upon  the  question  whether  the  system  of  inspection  was  all 
tkt  due  care  required  of  it  under  the  circumstances.  Under  it 
BO  one  had  a  duty  of  making  a  thorough  examination,  even  by  the 
ej%  of  the  lamp  and  its  connections,  oftener  than  once  in  nine 
dtys,  and  all  such  examinations  were  made  in  connection  with 
the  manual  work  of  cleaning  globes  and  renewing  carbons.  The 
Tifflts  twice  each  night  of  the  inspectors  who  drove  past  showed 
nmply  that  the  lamp  was  in  working  order  at  that  time,  and  had 
no  tendency  toward  ascertaining  the  presence  of  circumstances 
which  might  then  be  present  and  which  at  any  moment  might  make 
the  apparatus  dangerous.  Electric  wires  exposed  in  the  open  air 
to  the  action  of  the  elements,  and  all  the  apparatus  of  the  pole  and 
lamp  as  they  grow  older,  have  an  increasing  tendency  to  become 
defective,  while  the  destructive  agency  which  they  carry  remains 
active.  Under  such  a  condition  of  things,  the  care  which  a  cor- 
poration having  a  lighting  plant  extended  throughout  a  city  should 
eiendse  in  the  oversight  of  its  apparatus,  with  a  view  promptly 
to  discover  defects  giving  rise  to  the  greatest  danger,  is  one  which 
IB  peculiarly  proper  for  the  determination  of  a  jury  of  the 
neinage.  In  our  opinion  it  was  proper  in  this  instance  to  sub- 
mit it  to  the  jury,  and  certainly,  in  our  view,  it  would  have  been 
wrong  to  rule,  as  matter  of  law,  that  there  was  no  evidence  of  neg- 
%ence  in  this  respect  on  the  part  of  the  defendant  itself. 

The  seventh  request  was  that,  under  the  pleadings,  no  liability 
could  be  attributed  to  the  defendant  by  reason  of  any  alleged  de- 
fective or  improper  method  of  inspection.  We  think  the  allega- 
tion that  the  defendant  negligently  and  carelessly  suffered  and 
permitted  its  wires  to  be  out  of  repair  was  enough  to  raise  the  ques- 
tion of  a  proper  method  of  inspection. 

Upon  the  circumstances  bearing  upon  the  question  of  gross  neg- 
ligence of  the  defendant's  servants,  there  was  much  conflicting 
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testimony,  especially  as  to  the  time  when  different  things  oociurred 
On  the  part  of  the  defendant  there  was  testimony  that  the  cnrreni 
was  turned  on  to  the  circuit  at  7.51  p.  m.  On  the  part  of  the 
plaintiff  there  was  testimony  that  it  was  turned  on  before  dark, 
which  would  have  been  still  earlier.  Evidence  on  the  part  of  die 
defendant  tended  to  show  that  the  deceased  received  the  shock  yerj 
soon  after  8  p.  m.,  and  on  the  part  of  the  plaintiff  that  the  shod 
was  received  after  half-past  8,  and  but  little  before  9  o'dcx^ 
Before  the  fatality,  word  was  sent  to  a  fire  engine  station,  tele* 
phone  messages  were  sent  to  the  defendant's  city  power  statioo, 
and  a  fireman  visited  the  scene  and  tried  to  put  out  the  fiie  on  tlie 
post  with  an  extinguisher.  The  deceased  was  not  in  the  etnet 
until  shortly  before  he  was  hurt,  and  the  time  of  his  appeanxm^ 
and  of  the  other  circumstances  mentioned,  and  of  other  oocu^ 
rences,  more  or  less  material,  were  given  differently  by  differait 
witnesses.  It  would  have  been  competent  for  the  jury  to  find 
from  the  evidence  that  before  8  o'clock  a  servant  of  the  defenidAit 
at  its  city  power  house,  who  had  the  means  and  the  authority  to 
cause  the  current  to  be  instantly  shut  off  from  the  circuit  in  nAick 
was  the  lamp,  had  received  two  separate  telephonic  messages,  one 
informing  him  that  the  pole  was  on  fire  and  the  second  one  tliat  i 
wire  was  down  there.  They  could  also  find  that  if,  in  respooBe 
to  the  information  so  received,  this  servant  had  then  caused  die 
current  to  be  shut  off  from  the  circuity  no  accident  would  have 
happened,  and  that  he  could  have  caused  the  current  to  be  shut 
off  simply  by  telephoning  to  the  man  in  diarge  at  the  Indian 
Orchard  power  house,  and  that  all  that  he  did  toward  putting  an 
end  to  the  dangerous  condition  of  things  was  to  order  an  inspector 
to  go  to  the  place.  The  testimony  also  tended  to  show  that  it 
ordinarily  would  take  from  five  to  eight  ndnutes  to  go  from  the 
place  where  the  inspector  was  when  sent  to  the  place  of  the  acci- 
dent, and  would  have  justified  a  finding  that  half  an  hour  or  more 
elapsed  between  the  time  when  the  inspector  was  sent  out  and  the 
time  when  the  deceased  received  the  fatal  shock,  and  that  the  in- 
spector did  not  arrive  upon  the  spot  until  after  the  deceased  had 
been  injured.      In  our  opinion  the  jury  properly  could  find  that 
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there  was  gross  negligence  on  the  part  of  the  servant  of  the  de- 
fendant at  the  power  house  in  not  ordering  the  current  to  be  turned 
>ff  when  he  received  the  telephonic  messages,  and  on  the  part  of 
be  inspector  in  not  arriving  at  the  scene  of  the  accident  in  a  rea- 
)nable  time  after  receiving  the  order  to  go  thither. 
The  other  requests  which  were  refused  relate  to  the  question  of 
He  care  on  the  part  of  the  plaintiff's  intestate.  While  the  evi- 
mce  as  to  his  conduct  immediately  before  he  received  the  fatal 
ock  was  conflicting,  there  was  evidence  which  would  have  justi- 
nI  a  finding  that  he  had  occasion  to  pass  over  the  sidewalk  which 
laaed  next  to  the  electric  light  pole,  and  that  while  upon  the  side- 
ilk  for  that  purpose,  and  near  the  pole,  and  without  touching  or 
tempting  to  touch  it,  he  received  the  fatal  shock.  We  think 
at^  in  view  of  this  evidence,  neither  of  the  three  rulings  requested 
x>n  this  branch  of  the  case  properly  could  have  been  given.  The 
dings  given  upon  this  branch  of  the  case  seem  to  us  to  have  been 
ifficiently  favorable  to  the  defendant. 

The  remaining  exception  is  to  the  disallowance  of  the  motion 
►r  a  new  trial.  So  far  as  appears,  the  defendant  voluntarily  pro- 
eded,  after  the  death  of  the  judge  who  presided  at  the  trial,  to 
ive  the  motion  heard  by  another  judge.  For  this  reason  the  de- 
mdant  cannot  be  heard  to  say  that  the  judge  who  heard  the  mo- 
cm  could  not  deny  it. 
Exceptions  overruled. 


1 
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Nebraska;  Supreme  Court, 

1.  INJTTRT  Caused  bt  Live  Gut  Wire;  Contbibutobt  Neguokncc. 

Evidence  that  deceased,  a  lad  of  17  years,  knew  that  a  guy  wire  of  u 
electric  light  post  carried  an  electric  current,  and  that  he  voluntarily  laid 
his  hands  upon  it  after  being  told  by  a  younger  companion  to  watch  out, 
and  get  away,  does  not  conclusively  establish  contributory  negligence  where 
it  also  appears  that  the  current  had  been  running  over  this  guy  wire  for 
several  days,  with  notice  to  defendant,  and  that  the  wire  had  been  handled, 
pulled  and  shaken  frequently  by  various  parties  during  that  time,  and,  a  lev 
minutes  previously  to  the  fatal  occurrence,  by  deceased,  and  by  others  in  hit 
presence,  without  harm. 

2.   VOLUNTABY   CONTACT. 

Instructions  to  the  effect  that  if  such  a  lad,  knowing  such  a  guy  wire  was 
carrying  an  electric  current,  voluntarily  took  the  wire  in  hiB  handB,  hli 
doing  so  was  such  negligence  as  precluded  any  recovery  for  his  death  ircMi 
the  act,  held  properly  refused. 

(Syllabus  by  the  Court.) 

Error  by  defendant  from  judgment  for  plaintiff.    Decided  Oo- 
tober  16,  1901 ;  reported  62  Neb.  710,  87  N.  W.  536. 

Woolworth  &  McHughy  for  plaintiff  in  error. 

John  C,  Cowin,  for  defendant  in  error. 

Opinion  by  Hastings,  C.  : 

Action  for  causing  the  death  of  Robert  Vocasek  through  an  elec- 
tric shock  from  a  guy  wire  attached  to  a  post  in  plaintiff  in  error^g 
electric  lighting  plant.  Verdict  for  plaintiff  below.  Defendant 
brings  error  by  18  assignments,  only  3  of  which  are  relied  upon  in 
the  briefs  and  argument :  (1)  That  the  evidence  conclusively  shows 
such  negligence  on  the  part  of  plaintiff's  intestate  as  to  entirely 
preclude  any  recovery  on  account  of  his  death;  (2)  that  the  trial 
court  did  not  properly  submit  to  the  jury  the  issues  as  to  such  con- 
tributory negligence,  particularly  in  refusing  defendant's  instruc- 
tions No.  3  and  No.  5;  and  (3)  error  in  permitting  testimony  as 
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to  the  existence  of  a  wife  and  other  children  of  the  deceased's 
■    father,  the  plaintiff.    The  errors  will  be  discussed  in  their  order. 
As  to  the  first,  it  seems  clearly  established  that  the  deceased 

hew,  before  the  fatal  contact,  that  the  guy  wire  carried  an  electric 
current    It  appears  also  that  it  had  for  some  days  become  quite  the 
ngalar  thing  for  the  boys  of  the  vicinity  to  gather  about  the  post! 
and  guy  rope  and  experiment  with  the  current,  and  defendant's 
eridence  indicates  that  on  the  night  of  the  injury  25  or  30  or  more 
persons,  variously  denominated  "  kids  "  and  "  boys,"  had  gathered 
tioond  the  place.    It  seems  that  pretty  shortly  after  the  lamps  were 
lifted  on  July  3,  1896,  the  deceased,  with  one  Strangland,  came 
to  the  place,  and  there  found  one  Dwyer ;  deceased  being  17,  the 
others  15,  years  of  age.     Strangland  touched  the  guy  wire  with  a 
nail  stuck  through  a  piece  of  weed  a  few  inches  long,  and  received 
quite  a  shock,  which  he  supposes  deceased  must  have  known  of. 
Deceased  grasped  and  pulled  on  or  shook  the  wire  twice,  dropping 
it  quickly  (as  his  companions  suppose,  because  of  the  shock  re- 
ceived).   Both  of  deceased's  companions  had  touched  the  wire  on 
previous  occasions,  and  received  some  shock.    It  appears  from  the 
tertimony  of  both  these  lads  that  other  boys  were  touching  the  wire 
that  night.    It  appears  also  from  the  testimony  of  a  police  oflScer, 
Philip  Connell,  that  other  boys  were  catching  hold  of  the  guy  wire, 
and  pulling  it,  causing  sparks  at  the  point  where  it  rubbed  against 
the    electric    light    wire.      It    appears     that    on     the     second 
time    that    deceased    seized    the    wire    one,    at    least,    of    his 
yoimger     companions     suggested     that    he     "  watch     out,"     to 
wUch    he    replied    by    asking    if    doctors    did    not    give    elec- 
tricity    to     people,     and     Dwyer     replied,     *'  Yes,     a     certain 
amount."     After  something  more  than  half  an  hour  of  this,  the 
two  companions  tried  to  coax  deceased  to  "  go  up  town."    Strang- 
land, at  least,  seems  to  have  used  some  playful  force,  but,  after 
going  some  90  or  100  feet,  he  broke  from  them,  and  turned  back. 
About  9  o'clock  the  policeman,  Connell,  testifies  that,  crossing  the 
street  from  the  pole  and  guy  wire  to  Koutsky's  saloon,  he  met  de- 
ceased, and,  as  he  reached  the  saloon  door,  looked  back,  and  saw 
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him  throw  up  his  hands  and  f all,  and  on  going  across  found  him 
dead.  The  saloon  keeper,  Koutsky,  says  he  saw  him  put  his  handi 
on  the  wire,  and  he  dropped  dead.  Some  effort  is  made  to  discredit 
the  two  lads  who,  at  the  time  of  the  trial,  a  year  later,  were  stiU 
only  16  years  of  age.  It  seems  hardly  worthy  of  counsel  to  do  sol 
Their  testimony  is  not  volunteered,  nor  seemingly  colored  bjr  tsf 
bias  for  the  defendant,  at  least  on  the  part  of  Strangland,  wiA 
whom  Dwyer's  testimony  is  quite  in  harmony ;  and  ConneU's  Mt 
ment  does  not  necessarily  conflict  with  either,  the  only  discrepu^ 
being  as  to  the  time  after  they  left  till  the  fatality  occurred,  ni 
the  disagreement  as  to  that  is  not  serious.  The  fact  that  OmsA 
did  not  see  Vocasek  till  just  as  he  was  crossing  to  his  deadi  inffi* 
cates  simply  that  all  three  had  started  away  without  his  observiag 
them,  or  before  he  came.  There  seems  no  doubt  as  to  the  pneiil 
character  of  the  occurrences.  We  are  not  of  the  opinion  that  IImJ 
constitute  per  se  contributory  negligence^  which  must  relieve  At 
defendant  from  liability  for  this  result  of  its  admitted  failure  ti 
exercise  due  care  of  its  dangerous  current.  The  fact  that  a  Iiip 
number  of  young  men  and  boys  were  playing  with  this  wire,  tooek- 
ing  it,  and  catching  it,  and  pulling  it  away  from  its  contacts  wiA  || 
the  other  wire,  and  so  making  sparks,  and  that  deceased  himsdf 
had  with  impunity  handled  it  earlier  in  the  evening,  was  enongk 
to  disarm  his  caution,  and  deprive  of  its  negligent  character  th 
contact  which  killed  him.  Unless  the  doctrine,  which  oomud 
partly  claim  in  their  brief,  but  expressly  renounced  at  the  aig*' 
ment,  that  a  youth  of  17  is  to  be  presumed  to  know  and  considffi 
even  against  the  evidence  of  his  own  eyes  and  sense  of  touch,  thi 
a  waste  current  of  electricity  through  a  guy  wire  is  dangerous,  thei 
this  is  not  per  se  contributory  negligence. 

As  to  the  second  point,  instruction  No.  3  asked  by  defendant 
expressly  tells  the  jury  that  voluntarily  taking  hold  of  a  wire  carrf- 
ing  a  current  from  an  electric  light  wire  was  such  negligence  as  pw* 
eludes  recovery  for  the  resulting  death.  If  the  foregoing  oondti- 
sion  as  to  the  effect  of  such  a  condition  of  affairs  with  such  a  d^wB 
of  continuance  as  in  this  case  is  correct,  the  instruction  was  righflj 
refused. 
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Instniction  No.  5  also  refused,  is  to  much  the  same  effect,  with 
the  additional  suggestion  that,  if  the  deceased  had  a  reasonable 
Wief  that  his  action  was  safe,  it  was  still  negligent.    As  we  have 
eonduded  that  what  he  had  seen  and  experienced  was  sufficient  to 
pVe  the  youth  a  reasonable  belief  that  his  action  was  safe,  and 
tlierefore  it  was  not  negligent,  it  follows  that  this  instruction  was 
rightly  refused.    The  fact  that  sparks  came  from  the  point  of  con- 
(let  of  the  wires  when  the  guy  wire  was  pulled  would  seem  to  indi- 
cate that  pulling  broke  the  connection,  and  the  fatal  result  was 
iither  due  to  his  simply  seizing  the  wire,  as  described  by  the  wit- 
ness Koutsky.    But,  whatever  weight  might  be  given  to  the  sugges- 
tion that  the  fatal  current  was  due  to  deceased's  pulling  of  the 
vires  into  contact,  if  taken  by  itself,  the  other  matter  in  this  in- 
struction 5  vitiates  it.    It  can  hardly  be  possible  that  our  youth  are 
required,  at  the  peril  of  thbir  lives,  to  learn  the  actual,  as  distin- 
goifihed  from  the  reasonably  apparent,  qualities  of  wires  stretched 
in  much-frequented  city  streets. 

The  third  error,  of  course,  has  to  do  only  with  the  amount  of 
damages,  and  not  with  the  ri^ht  of  recovery.  The  jury  assessed 
the  full  amount  of  damages  allowed  by  the  statute,  and  it  is  claimed 
that  the  trial  court  should  not  have  permitted  testimony  that  plain- 
tiff had  a  wife,  the  mother  of  Bobert,  and  other  children,  his  broth- 
ers and  sisters.  Defendant  claims  that  these  facts  appear  in  other 
parts  of  the  record  without  objection,  and,  if  their  appearance  at 
the  place  complained  of  is  error,  it  is  without  prejudice.  Of  course, 
the  establishment  of  the  poverty  of  plaintiff,  or  the  dependence 
upon  him  of  the  mother  and  other  children,  as  a  direct  ground  for 
the  jury's  action  upon  the  matter  of  damages,  is  wholly  inad- 
missible. The  cases  cited  by  plaintiff  in  error  seem,  so  far  as  we 
have  examined  them,  to  be  of  that  nature.  Such  is  Judge  Cooley's 
line  of  argument  in  Railway  Co,  v,  Bayfield,  37  Mich.  205.  But 
where  it  is  claimed  that  deceased  at  the  time  of  the  injury  was  con- 
tributing to  the  assistance  of  the  next  of  kin,  his  father,  in  the 
performance  of  the  latter's  legal  duty  of  supporting  the  mother 
and  other  children,  the  fact  of  the  existence  of  such  mother  and 
other  children  would  seem  to  be  entirely  admissible,  not  as  a  direct 
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ground  for  the  jury's  action,  but  as  showing  what  deceased  waa 
doing,  and  likely  to  do,  to  make  his  life  pecuniarily  valuable  to 
plaintiff.  The  evidence  is  admissible  not  as  establishing  directly  m 
greater  right  to  consideration  from  the  jury,  but  as  showing  wha^ 
consideration  plaintiff  was  actually  receiving,  and  likely  to  receive 
in  the  future,  from  his  son. 

It  is  therefore  recommended  that  the  judgment  of  the  lower 
court  be  affirmed. 

Day  and  Kibkpatrick^  CO.,  concur. 

Pb»  Curium  :  For  the  reasons  stated  in  the  foregoing  opinion, 
the  judgment  of  the  District  Court  is  affirmed. 

Gny  wires  oharced  with  eleotrieitj. — In  the  case  of  J7ayet  9, 
Raleigh  Oas  Co.,  5  Am.  Electl.  Gas.  264,  114  N.  C.  203,  19  8.  K 
344,  a  boy  of  the  age  of  ten  years,  while  walking  along  the  sidewalk 
of  a  city  street,  took  hold  of  a  guy  wire*  attached  to  an  electric  light 
pole  and  received  a  fatal  shock  of  electricity.  Such  guy  wire  came  in  conttet 
with  a  "feed  wire,"  and  was  thus  charged  with  the  deadly  current.  The  com- 
pany maintaining  the  wire  was  held  negligent.  The  court  said:  "N^ligoice 
has  been  said  to  be  a  failure  of  duty.  Proof  that  there  was  a  live  wire,  carry- 
ing a  deadly  current,  down  in  the  highway  surely  raised  a  presumption  that 
some  one  had  failed  in  his  duty  to  the  public.  When  to  this  waa  added  proof 
that  this  death-carrying  wire  was  put  above  the  street  by  the  defendant  and 
was  its  property  and  under  the  management  and  control  of  its  servants,  and 
thaf  by  contact  with  that  wire  the  deceased,  having  a  right  to  be  on  the  street, 
was  killed,  a  complete  prima  facie  case  of  negligence  was  made  out,  and  the 
burden  was  cast  upon  the  defendant  to  show  that  this  live  wire  was  in  the 
street  through  no  fault  of  its  servants  and  agents.  .  .  .  It  is  due  to  the 
citizens  that  electric  companies,  that  are  permitted  to  use  for  their  own  pur- 
poses the  streets  of  a  city  or  town,  shall  be  required  to  exercise  the  utmost 
degree  of  care  in  the  construction,  inspection  and  repair  of  their  wires  and 
poles,  to  the  end  that  travelers  along  the  highway  may  not  be  injured  by  their 
appliances.  The  danger  is  great  and  the  c&re  and  watchfulness  must  be  com- 
mensurate to  it.  .  .  .  All  the  reasons  which  support  the  rigid  enforcement 
of  tfie  rigid  rule  against  the  carriers  of  passengers  by  steam,  apply  with  double 
force  to  those  who  are  allowed  to  place  above  the  streets  of  a  city  wires  charged 
with  a  deadly  current  of  electricity,  or  liable  to  become  so  charged.  The  re- 
quirement does  not  carry  with  it  too  hca\7  a  burden.  Human  skill  can  easily 
place  wires  and  poles  so  that  they  will  not  break  and  fall,  unless  subjected  to 
some  strain  that  could  not  be  anticipated,  and  it  can  as  readily  prevent  the 
possibility,  under  ordinary  circumstances,  of  the  contact  of  wires  that  should 
not  be  allowed  to  touch  one  another." 
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Vftlee  of  dmacer* — ^If  there  is  nothing  to  indicate  that  a  guy  wire  located 
mr  a  sidewalk  and  used  to  support  an  electric  light  pole,  is  charged  with 
deetricity,  and  a  traveler  along  the  highway  touches  such  wire  and  receives 
t  ihoek,  he  is  not  guilty  of  contributory  negligence.  Turton  v,  Potf}elton 
ikctl  Co^  185  Pa.  Si.  406,  39  Atl.  1053. 


New  Okaha  Thomson-Houston  Electbio  Liqht  Co.  v. 

Johnson. 

Nebraska;  Supreme  Oourt. 

L  BiKFPniG  ON  8C1IAP  IRON  CHABOED  WITH  ELECTBicnT. — ^Evidence  held  not 
to  support  a  finding  that  plaintiff's  intestate  came  to  his  death  from 
aoddentally  stepping  upon  scrap  iron  electrically  charged  from  the  wires 
of  the  electric  light  company. 

1  Efidbnck. — Evidoice  held  to  show  that,  if  fatal  contact  was  with  de- 
fendant's guy  wire,  such  contact  was  voluntary,  and  after  warning,  on 
deceased's  part. 

3.  PncAunoN  bt  company. — Defendant  company  held  to  be  under  a  duty 

to  exercise  all  reasonable  precaution  against  passing  a  dangerous  current 
of  electricity  through  a  guy  wire  attached  to  a  pole  on  a  vacant  and 
unindosed  lot  in  a  densely  peopled  part  of  a  city. 

4.  iKToncATioN ;    CONTBIBUTOBT   NEOUGENCE. — Where    there   is   very   slight 

evidence  of  intoxication,  it  is  not  error  to  refuse  an  instruction  telling 
the  jury  that  contributory  negligence,  caused  by  intoxication,  would  be 
a  defense,  the  court  having  fully  instructed  as  to  what  would  constitute 
contributory  negligence. 
(Syllabus  by  the  Court.) 

Error  by  defendant  from  judgment  for  plaintiff.    Decided  Feb- 
ruary 4,  1903;  reported  (Neb.)  93  N.  W.  778. 

/.  R.  Andrews  and  A.  W.  Jefferis,  for  plaintiff  in  error. 

Charles  A.  Goss  and  Thomas  F.  Lee,  for  defendant  in  error. 
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Opinion  by  Hastings,  C.  : 

July  15,  1900,  Charles  Johnson  was  killed  by  an  electric  ahock 
obtained  from  a  guy  wire  attached  to  a  pole  maintained  by  the  de- 
fendant company  upon  lot  2  in  block  87  in  die  city  of  Omaha.  Thii 
lot  was  uninclosed  and  unoccupied.  There  was  no  public  aDej 
through  the  block,  but  there  was  a  pathway  used  by  the  public  to- 
wards the  west  side,  running  from  Dodge  street  north  to  Capitol 
avenue.  It  also  appears  that  the  vacant  lot  on  which  the  pole  wu 
standing  was  sometimes  used  by  teamsters  in  turning  around  thdr 
wagons,  and  a  footpath  ran  along  its  west  side  next  to  Burket's  nO' 
dertaking  establishment,  and  foot  passengers  crossed  die  lot  ii 
various  directions  toward  Capitol  avenue.  The  company's  pole 
seems  to  have  been  about  100  feet  south  of  Capitol  avenue  and  20 
feet  north  from  the  south  end  of  the  lot.  This  south  end  of  tiie  bt 
was  bounded  by  a  board  fence,  and  between  this  fence  and  the  pok 
was  a  pile  of  galvanized  roofing,  consisting,  as  one  witness  said,  of 
half  a  load.  Another  said  it  was  a  light  load  for  an  express  wagn 
It  is  described  as  consisting  of  pieces  18  inches  square  and  smaller. 
The  guy  wire  had  formerly  been  attached  to  a  stiunp  or  stake  abort 
50  feet  southwesterly  from  the  pole,  but  had  been  for  some  weda 
detached,  and  the  lower  end  coiled  up  and  deposited  in  a  box  jurt 
south  of  the  fence  on  top  of  which  the  wire  rested.  It  seems  to  haTC 
rubbed  against  a  wire  carrying  a  heavy  electric  current  until  it  hid 
worn  the  insulation  from  the  latter  and  had  itself  become  charged 
with  a  powerful  current.  Plaintiff  claims  that  the  company  wii 
bound  to  know  and  guard  against  such  danger.  The  guy  wire,  oa 
the  day  of  the  accident,  rested  on  this  scrap  iron  about  15  feetaoui 
of  the  pole.  It  tlien  passed  along  over  such  scrap  iron,  and  up  over 
the  fence,  and  then  down  into  a  coil  in  the  wooden  box  directly 
south  of  the  fence.  It  is  alleged  that  the  plaintiff's  intestate  had  no 
knowledge  of  electricity,  and,  unaware  of  any  danger  from  contact 
with  the  wire  or  with  the  scrap  iron,  and  while  walking  in  the 
vicinity  of  the  guy  wire,  without  negligence  on  his  part,  he  stepped 
on  some  of  the  scrap  iron  and  received  a  shock  because  of  which  he 
fell  upon  the  pile  of  scrap  iron  and  upon  the  wire,  with  fatal  result 
He  was  35  years  old,  strong,  vigorous,  industrious,  and  economical, 
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ind  earning  $60  per  month.  The  action  was  brought  by  his  widow 
OD  ber  own  behalf  and  her  young  son's.  The  company  denied  that 
ghe  was  the  widow  or  administratrix  of  Charles  Johnson ;  admitted 
its  ownership  of  the  electric  plant ;  denied  the  rest  of  plaintiff's 
lUegations;  and  alleged  that  plaintiff's  intestate  was  guilty  of  •con- 
tributory negligence,  without  which  his  injury  would  not  have 
been  received.  The  reply  denied  such  contributory  negligence. 
Tbe  jury  found  for  the  plaintiff  in  the  sum  of  $1,300.  Motion  for 
new  trial  was  overruled,  and  from  that  judgment  the  company 
brings  error. 

Fifty-three  assignments  of  error  are  laid  in  the  petition.  The 
brief  filed  on  behalf*  of  the  company,  however,  complains  only  of 
error  in  refusing  a  peremptory  instruction  for  the  defendant  at  the 
trial;  error  in  refusing  to' require  plaintiff's  attorney,  who  testified 
at  the  trial,  to  state  on  cross-examination  the  amount  of  his  contin- 
gent fee;  and  error  in  refusing  instruction  11  tendered  on  defend- 
ant's behalf,  to  the  effect  that,  if  the  jury  should  find  that  plaintiff's 
intestate  was  under  the  influence  of  liquor,  which  caused  him  to 
n^lect  ordinary  precautions,  and  by  that  reason  he  came  in  contact 
with  the  wire,  and  was  killed,  they  should  find  for  the  defendant^ 
even  if  they  also  found  that  the  defendant  had  been  negligent  in 
r^rd  to  the  guy  wire.  The  reasons  why  the  defendant  claimg 
it  was  error  to  refuse  its  request  for  a  peremptory  instruction  are 
summarized  in  counsel's  brief  as  follows : 

"(1)     The  defendant  therefore  claims  that  because  of  the  failure  of  the 
plaintiff  to  establish  the  allegation  in  his  petition  that  he  received  his  shock 
of  electricity,  while  walking  in  the  pathway,  by  reason  of  his  feet  coming  in 
eontact    with    scrap    iron,  and  for  the  further  reason  that  he  was  a  mere 
h'cenaee,  to  whom  the  defendant  owed  no  duty,  that  the  court  should  have 
Aistained  the  motion  of  the  defendant  to  instruct  the  jury  to  return  a  verdict 
for  the  defendant.      (2)   That  the  testimony  fails  to  show  that  the  alleged 
negligence  of  the  defendant  was  the  cause  of  the  deceased's  death.  ( 3 )  That  the 
uncontradicted  evidence  of  five  witnesses,  and  the  circumstances  surrounding 
the  whole  transaction,  show  clearly  that  the  deceased  came  to  his  death  owing 
to  his  own  gross  negligence  and  carelessness;  that  no  two  reasonable  minds 
eould  possibly  differ  in  regard  thereto,  and  the  court  should  have  given  in- 
struction No.   1  asked  by  defendant.     For  the  above  reason  this  judgment 
should  be  reversed." 
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The  matters  necessary  to  be  determined  in  passing  upon  this 
seem  to  be :  First  Is  the  evidence  sufficient  to  maintain  plainti£P 
claim  that  her  intestate  received  an  electric  shock  by  his  feet  com- 
ing in  contact  with  scrap  iron  as  alleged  ?  Seoond.  If  the  evidenoB 
is  sufficient  to  sustain  that  conclusion,  was  the  condition  of  the  wiie 
and  the  scrap  iron  the  result  of  negligence  of  any  duty  owed  by  die 
defendant  to  the  deceased?  Third.  Does  the  evidence  estaUiah 
conclusively  the  contributory  negligence  of  the  deceased  t  FaartL 
Was  it  error  on  the  part  of  the  trial  court  to  reject  the  cross-exami- 
nation of  plaintiff's  attorney  as  to  the  amoTm.t  of  his  contingent  fee^ 
he  having  testified  in  the  case  ?  Fifth.  Was  it  error  on  the  part  of 
the  trial  court  to  refuse  the  eleventh  instruction,  as  to  oontribotMjr 
negligence  from  intoxication  ? 

An  examination  of  the  testimony  submitted  on  the  plaintiff's 
behalf  compels  the  conclusion  that  the  shock  received  by  the  dfr 
ceased  was  not  caused  by  an  accidental  stepping  upon  any  of  these 
pieces  of  ganvanized  iron  which  lay  between  the  pole  and  the  fenoa 
The  deceased  had  been  engaged  in  moving  his  furniture  that  day 
With  the  teamster  who  hauled  it,  Gust  Nelson,  he  passed  Nelboig'f 
saloon,  on  Dodge  street,  south  and  a  little  west  from  this  guy  wira 
and  in  the  same  block.  While  there  it  appears  that  information 
was  brought  in  that  an  employe  in  Norris'  restaurant,  next  dooi 
east  of  the  saloon,  had  received  a  shock  from  this  guy  wire.  Thi 
deceased  and  his  companion  started  north  along  the  pathway  acrosi 
the  block,  just  west  of  the  saloon  which  has  been  mentioned,  and 
the  restaurant  keeper,  Norris,  testified  that  he  told  them  not  to  go 
back  there ;  that  there  was  a  live  wire,  and  that  they  would  be  killed. 
Nelson  neither  admits  nor  denies  this  statement.  They  seem  to 
have  gone  north  as  far  as  the  rear  end  of  Burket^s  undertaking  es- 
tablishment, which  was  at  that  time  the  first  building  west  from  the 
lot  on  which  this  pole  and  guy  wire  was  situated.  The  fence  along 
the  south  end  of  the  latter  lot  commenced  some  12  or  15  feet  to  the 
east  of  the  southeast  comer  of  Burket's  building.  To  the  east  side 
of  Burket's  building  was,  as  stated,  a  pathway  nmning  north  to 
Capitol  avenue.  Between  the  comer  of  the  Burket  building  and 
the  fence  was  a  pool  of  water.    It  had  been  raining  very  hard  that 
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Abj,  as  all  of  the  witnesses  agree,  and  the  day  before.    The  pool  of 
water  was  an  inch  or  so  in  depth,  and  two  or  three  yards  in  diame' 
ter,  and  was  dose  to  the  west  end  of  this  fence.     The  guy  wire 
lested  on  the  fence  about  four  feet  from  its  west  end.     Nelson 
UBma  to  have  stopped  at  some  point  outside  of  the  vacant  lot  where 
the  pool  stood,  and  west  from  the  wire,  and  Johnson  approached  it 
£rom  the  west    Nelson  is  either  unable  or  unwilling  to  say  pre- 
cisely how  Johnson  came  in  contact  with  it,  but  knows  that  a  few 
minutes  later  Johnson  was  lying  on  the  ground,  with  his  feet  still 
b  this  pool  of  water,  his  head  towards  the  east,  face  downwards, 
and  with  this  guy  wire,  and  one  hand  at  least,  and  perhaps  both 
di  them,  under  him.    A  lad  in  the  neighboring  building  to  the  east 
says  that  his  attention  was  attracted  by  a  loud  report  like  that  of  a 
gon ;  that  he  looked  out,  and  saw  Johnson  fall  forward,  and  im- 
mediately ran  to  call  somebody,  and  found  Mr.  Bell,  and  a  police- 
man.   The  policeman  does  not  testify,  but  the  witness  Bell  declares 
that  while  Johnson  was  lying  on  the  ground  with  the  wire  under 
him  and  his  feet  in  this  pool  of  water,  so  strong  a  current  of  elec- 
tricity was  passing  through  his  body  that  when  he  took  hold  of 
Johnson's  wet  clothing  he  received  a  shock,  and  it  gave  out  sparks ; 
and  when  the  policeman  took  hold  of  Johnson's  pants  it  brought  a 
strong  discharge.    Johnson  was  finally  pried  off  the  wire  with  a  dry 
board,  and  carried  away.     There  is  no  testimony  that  the  scrap 
iron  extended  into  the  pool  of  water.    It  seems  clearly  established 
that  Johnson  fell  forward  with  his  feet  extending  into  that  pool. 
It  seems  clearly  impossible  that  any  shock  could  have  been  sus- 
tained by  stepping  upon  one  of  these  fragments  of  scrap  iron  lying 
upon  the  ground  saturated  with  water.    Of  course,  the  shock  could 
have  been  sustained  by  stepping  upon  scrap  iron,  which  was  itself 
in  contact  with  the  wire,  only  as  the  result  of  insulation  both  of  the 
wire  and  the  iron.    If  either  the  wire  or  the  iron  was  "  grounded  " 
— ^that  is,  was  in  contact  with  moist  earth — it  would  be  a  better  con- 
ductor than  would  the  human  feet  and  body,  and  no  current  through 
the  latter  capable  of  producing  an  injury  would  be  so  caused.  There 
is  an  entire  failure  to  establish  either  the  contact  with  the  scrap 
iron  or  the  latter's  insulation,  and  no  evidence  from  which  the  jury 


1 


522  American  Electbicai.  Cases.  [vol.  8 


New  Omaha  Thomson-Houston  Electric  light  Ck>.  v.  Johnson. 


could  find  it,  except  the  fact  of  the  shock  being  received.  Pract 
cally  that  much  was  admitted  by  plaintiff's  counsel.  In  order  thit 
the  fact  of  the  shock  being  received  may  furnish  an  inference  that 
it  came  from  the  scrap  iron,  the  supposition  that  it  was  otherwi« 
obtained  must  be  excluded.  That  is  far  from  being  done.  Three 
witnesses  swear  in  positive  terms  they  saw  the  deceased  walk  up 
to  and  seize  in  his  hands  the  guy  wire  close  to  the  point  where  it 
passed  over  the  fence  after  resting  upon  the  pile  of  scrap  iron.  It 
seems  impossible,  under  such  circumstances,  to  sustain  the  jury  ii 
finding  that  the  deceased  received  his  injury  from  accidentally  step- 
ping upon  a  charged  piece  of  the  scrap  iron.  Of  course,  deoeaaed'i 
taking  up  the  vdre  in  his  hands,  if  it  was  resting  on  the  pile  of 
scrap  iron,  and  he  drew  it  away  from  such  contact  while  his  o^ 
feet  were  in  the  pool  of  water,  would  make  his  own  body  completa 
a  ground  circuit,  and  fully  account  for  the  shock  that  he  reoei?ei 
It  seems  true  that,  as  he  lay,  his  body  was  partly  upon  the  pile  of 
scrap  iron,  but  there  is  nothing  to  support  the  inference  that  Ik 
shock  which  threw  him  down  there  came  from  contact  with  it,  aid 
it  does  appear  that,  as  soon  as  his  body  was  gotten  off  the  wire,  the 
current  stopped,  and  there  was  no  diflBculty  in  removing  him.  It 
is  clear  that  he  fell  forward  with  his  feet  still  in  the  water,  where  i 
shock  from  stepping  on  scrap  iron  would  be  impossible. 

The  extensive  argument  of  counsel  that  there  was  no  duty  owed 
by  this  electric  light  company  to  the  public  to  render  their  appli- 
ances and  guy  wires  on  this  vacant  lot  safe  can  hardly  be  sustained. 
The  public  was  in  the  habit  of  passing  back  and  forth  across  it  ia 
various  directions,  but  principally  along  the  path  upon  the  etfk 
side  of  Burket's  building,  which  came  within  15  or  20  feet  of  tbo 
pole  and  of  the  lower  end  of  the  guy  wire.    It  appears  that  the  wire 
had  been  loosened  and  across  the  power  wire  for  several  wedffl. 
There  is  evidence  tending  to  show  that  an  electrician  in  the  employ 
of  the  company  had  discovered  that  the  guy  wire  was  chaiged  wi4 
a  current  nearly  four  weeks  before  this  accident  occurred.    While 
it  is  true  that  a  bare  licensee  usually  takes  the  risk  of  the  premises 
as  he  finds  them,  yet  he  has  rights.    It  is  clear  that  the  general  pub* 
'•'  was  licensed  by  its  condition,  and  the  practice  which  grew  out  of 
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tbt  condition,  to  pass  over  this  lot  To  throw,  without  warning, 
I  deadly  electric  current  down  this  guy  wire,  would  seem  to  be 
strictly  analogous  to  running  a  licensee  down  without  warning, 
wiiidi,  it  has  been  often  held,  may  not  bo  done. 

The  defendant's  claim  that  contributory  negligence  of  the  de- 
eetsed  conclusively  appears  could  hardly  be  maintained  if  the  evi- 
dence was  sufficient  to  warrant  the  jury  in  finding  that  he  came  to 
his  death  by  stepping  upon  one  of  these  pieces  of  roofing  iron.  If 
we  were  able  to  say  that  the  evidence  warranted  the  jury's  finding 
as  to  that,  we  would  be  compelled  to  say  that  it  could  not  be  held, 
IB  a  matter  of  law,  that  stepping  on  such  piece  of  iron  was  contribu- 
tDiy  negligence  on  the  part  of  one  igjiorant  of  the  dangers  from 
electricity.  The  evidence  going  to  establish  contributory  negli- 
gence is  just  as  conclusive  in  favor  of  the  proposition  that  he  came 
to  his  death  by  voluntarily  taking  hold  of  the  wire,  as  to  which  he 
admittedly  had  warning.  It  is,  therefore,  only  by  holding  that  the 
specific  n^ligence  alleged  was  not  the  cause  of  his  death,  and  that 
Ae  evidence  does  not  support  such  a  finding,  that  the  contributory 
negligence  can  be  held  to  be  conclusively  shown.  As  we  have  held 
that  the  evidence  is  not  sufficient  to  warrant  any  inference  that  he 
died  from  stepping  upon  an  electrically  charged  piece  of  scrap 
iron,  it  seems  to  follow  that  it  must  be  held  that  he  voluntarily  ap- 
proached and  seized  the  wire.  It  seems  clear  that  the  tTial  court 
dionld  have  instructed  for  a  verdict  in  favor  of  defendant  upon  this 
evidence,  and  that  for  this  reason  the  judgment  must  be  reversed. 
It  is  not  necessary,  in  this  view  of  the  case,  to  discuss  the  alleged 
error  in  refusing  to  allow  the  plaintiffs  attorney,  when  produced, 
as  a  witness,  to  be  questioned  as  to  the  amount  of  his  contingent 
fee.  It  would  seem  clear  that,  where  an  attorney  proffers  himself 
as  a  witness,  and  admits  that  he  has  a  contingent  fee  in  the  case, 
the  jury  are  entitled  to  know  and  consider  the  amount  of  that  fee 
as  one  of  the  circumstances  affecting  his  credibility. 

With  regard  to  the  instruction  11  tendered,  the  trial  court  seems 
to  have  instructed  fully  as  to  what  would  be  the  effect  of  contribu- 
tory negligence  if  that  question  was  to  be  submitted  to  the  jury. 
WheAer  such  contributory  negligence  was  caused  by  intoxication 
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or  Otherwise  would  seem  not  to  be  material.  The  proof  of  intoxica- 
tion was  very  slight.  One  witness  said  that  he  seemed  to  have  been 
drinking,  and  there  is  testimony  of  his  having  taken  one  glass  of 
beer  with  the  witness  Nelson.  It  is  not  thought  that  there  was  anj 
error  in  refusing  to  give  special  prominence  to  this  question  of  in- 
toxication  as  tending  to  make  probable  the  truth  of  the  podtife 
statement  of  the  witnesses  who  were  swearing  to  the  deoeasef  s 
voluntarily  picking  up  the  wire,  when  it  clearly  appears  that  he  hid 
full  knowledge  that  one  person  had  just  received  a  severe  shod, 
and  that  he  was  warned  against  it 

It  is  recommended  that  the  judgment  of  the  District  Court  be 
reversed,  and  the  case  remanded. 

EiRKPATBiCK  and  LoBiNGiER^  OC.,  concur. 

Per  Curium  :  For  the  reasons  stated  in  the  foregoing  opiniom, 
the  judgment  of  the  District  Court  must  be  reversed,  and  the  case 
remanded. 


Hamilton  v.  Bobdewtown  Electric  Light  &  Motor  Co.  bt  al 

Supreme  Court;  "New  Jersey. 

1.  Duty  as  to  nrsuiATioN. — It  is  the  duty  of  a  company  maintaining  in  i 
public  street  an  insulated  electric  light  wire  carrying  a  dangerous  carrot 
to  use  reasonable  care  that  an  uninsulated  telegraph  wire  does  not  ooow 
in  contact  therewith  and  remain  so  long  as  to  wear  off  the  insulatioi, 
so  that  the  current  is  diverted  into  the  telegraph  wire,  and  by  it  carried 
to  a  third  wire,  from  which  it  is  conducted  to  and  against  and  injuni 
a  person  lawfully  using  the  public  streets. 

2.   UNINSULAIVD    wire    COlfINO    IK    CONTACT   WITH    KUECTBIO    UOHT    WISE. — ^It 

is  the  duty  of  those  maintaining  an  uninsulated  telegraph  wire  in  a 
public  street  to  use  reasonable  care  that  it  does  not  break  and  come  in  con- 
tact with  in  insulated  electric  light  wire  carrying  a  dangerous  current,  and 
remain  so  long  as  to  wear  off  the  insulation,  and  divert  the  current  from 
the  electric  light  wire  through  it  to  another  wire,  to  the  injury  of  a  person 
lawfully  using  the  public  street 
(Syllabus  by  the  Ck)urt.) 
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Demurrer  to  declaration.     Decided  June  9,   1902;  reported 
X.  J.  Law,  85,  52  Atl.  290. 

Charles  E.  Roberts,  for  plaintiff. 

Howard  Flanders  and  Samuel  W.  Belden,  for  defendant  Borden- 
town  Electric  Light  &  Motor  Co. 

Edward  A.  &  William  T.  Day,  for  defendant  Delaware  &  A. 
Tel^raph  and  Telephone  Co. 

J.  H.  Gaskill,  for  defendant  Pennsylvania  R.  Co. 

Opinion  by  Gabrbtson^  J. : 

This  suit  is  by  an  administratrix  to  recover  damages  for  the 
benefit  of  the  next  of  kin  of  the  intestate,  who  is  alleged  to  have 
been  killed  through  the  n^ligence  of  the  defendants  under  the  fol- 
lowing circumstances:  The  Bordentown  Electric  light  &  Motor 
Company  maintained  a  line  of  poles  and  electric  light  wires  carry- 
ing an  intense  and  dangerous  current  in  Burlington  street,  in  the 
city  of  Bordentown.    This  line  was  crossed  above  it  by  a  telegraph 
wire  maintained  by  the  three  other  defendants.    This  last  line  ran 
around  into  Carpenter  street,  in  Bordentown,  and  was  there  crossed 
above  it  by  a  wire  of  the  Bordentown  Telephone  &  Telegraph  Com- 
pany, not  a  defendant  to  the  suit.     The  wire  of  the  Postal  Tele- 
gmph  &  Telephone  Company,  Delaware  &  Atlantic  Telegraph  & 
Telephone  Company,  and  Pennsylvania  Railroad  Company  broke, 
and  came  in  contact  with  the  wire  of  the  Bordentown  Electric 
Light  &  Power  Company,  swinging  against  it,  and  wearing  off  the 
insulation  of  the  wire,  and  thereby  became  charged  with  the  danger- 
ous current  carried  by  the  wire  of  the  electric  light  company.    The 
wire  of  the  Bordentown  Telephone  &  Telegraph  Company  broke, 
and  fell  into  Carpenter  street,  and  the  plaintiff's  intestate  took  hold 
of  it  to  remove  it  from  obstructing  the  street,  when  it  came  in  con- 
tact with  the  highly  charged  telegraph  wire  of  the  three  companies, 
which  was  below  it,  and  thereby  became  in  its  turn  charged  with  the 
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current  which,  had  gone  into  the  wire  of  the  three  companies  by 
reason  of  the  contact  with  the  electric  light  wire,  and  so  the  danger-    j 
ous  current  of  the  electric  light  wire  was  transmitted  to  and  killed 
the  plaintiffs  intestate. 

The  allegation  of  negligence  and  breach  of  duty  on  the  part  of 
the  defendants  was  that  the  wire  of  the  Postal,  Delaware  (a  Atlasr 
tic,  and  Pennsylvania  Companies  had  become  cut  and  broka:i,  and 
had  been  negligently  and  carelessly  permitted  by  all  the  defendants 
to  swing,  rub,  and  come  in  contact  with  the  electric  light  wire  for  so 
long  a  time  that  the  insulation  of  the  electric  light  wire  became 
worn  oflE  by  the  rubbing,  so  that  the  electric  current  of  great  power 
and  intensity  from  the  electric  light  wire  was  communicated  to  and 
ran  along  and  through  the  wire  of  the  Bordentown  Telephone  k 
Telegraph  Company  to  the  plaintiffs  intestate,  thereby  killing 
him.    This  seems  to  be  a  sufficient  allegation  of  negligence  on  fhe 
part  of  the  defendants.     It  is  assimied  that  the  defendants  were 
each  maintaining  wires  in  the  public  highways  in  the  exercise  of  a 
franchise ;  hence  each  was  bound  to  take  reasonable  care  not  to  in- 
jure other  users  of  the  street.    It  was  the  duty  of  the  electric  lig^t 
company  to  use  reasonable  care  that  other  uninsulated  telegraph 
wires  that  crossed  it  should  not  be  allowed  to  come  in  contact  with 
its  wire,  which  was  insulated,  and  which  carried  a  powerful  electric 
current,  and  remain  for  so  long  a  time  in  contact  therewith  as  to 
wear  away  the  insulation,  and  divert  the  powerful  current  to  the 
telegraph  wire,  to  the  probable  injury  of  persons  who  should  come 
in  contact  with  the  telegraph  wire,  or  in  contact  with  other  wires 
which  might  be  brought  in  touch  with  the  charged  telegraph  wire. 
It  was  the  duty  of  the  three  companies  maintaining  the  telegraph 
wire  to  use  reasonable  care  to  prevent  their  wire  from  coming  in 
contact  with  the  highly  charged  electric  light  wire,  and  remain  in 
contact  therewith  in  such  a  way  and  for  so  long  a  time  as  to  wear 
oflF  the  insulation  and  divert  the  current  to  its  own  wire,  to  the 
danger  of  those  who  should  touch  it,  or  touch  another  wire  with 
which  it  might  come  in  contact.    Telephone  Co.  v.  Bennett,  7  Am. 
Electl.  Cas.  543,  62  N.  J.  Law,  742,  42  Atl.  759. 
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One  cause  of  demurrer  assigned  is  that  there  is  no  allegation  in 
declaration  that  the  decedent  left  any  widow,  children,  or  next 
of  kin.  The  plaintiff  avers  in  the  declaration  that  "  the  next  of 
Idn  of  the  deceased  and  the  said  plaintiff,  as  administratrix,  as 
iforesaid,  by  reason  of  the  premises,  were  forced  to  pay,  lay  out, 
ind  expend,  and  necessarily  did  lay  out  and  expend,  divers  large 
rums  of  money,"  etc.,  "  and  that  the  next  of  kin  of  the  deceased 
lave,  by  reason  of  the  premises,  sustained  and  suffered  great  loss, 
njury,  and  damage,  to  wit,  the  sum  of  twenty  thousand  dollars, 
Aereby,  and  by  force  of  the  statute  in  such  case  made  and  pro- 
ided,  an  action  hath  accrued  to  said  plaintiff  as  administratrix 
I  the  goods  and  chattels,  rights,  and  credits  of  the  said  deceased, 
or  the  exclusive  benefit  of  said  next  of  kin."  There  is  a  necessary 
nference  from  these  allegations  that  there  are  next  of  kin.  The 
ledon  being  brought  for  their  exclusive  benefit,  the  plaintiff  cannot 
(eoover  except  upon  showing  that  they  exist.  In  McQlone  v.  Trans- 
forlaiion  Co.,  37  N.  J.  Law,  304,  it  was  held  not  necessary  to  name 
die  widow  and  next  of  kin,  but  that  a  general  allegation  that  there 
is  in  existence  a  person  or  persons  injured  to  whose  benefit  a  recov- 
ery will  inure  is  sufficient  This  appears  in  the  allegations  set 
f(nth. 

The  demurrer  is  overruled,  with  costs. 
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Thomas  v.  Wheeling  Electrical  Co. 

We9t  Virginia;  Supreme  Court  of  Appeal*. 

1.  Duty  of  elbctbic  companies  as  to  insulation  of  dangbbous 

It  is  the  duty  of  electric  companies  to  use  very  great  care  to  keep  tkt 
insulation  of  dangerous  wires  perfect  at  places  where  people  have  a  righi 
to  go  for  work,  for  business,  or  for  pleasure. 

2.  Neoliqencb  of  elbctbic  compant. — ^When  injury  to  a  person  oomea  horn 

contact  with  a  live  electric  wire,  because  of  bad  insulation  at  a  place 
there  ought  to  be  good,  safe  insulation  for  safety  to  persona,  it  ia  a 
of  negligence  on  the  part  of   the  electrical  corporation,   rendering  it 
prima  facie  liable. 

3.   CONTBIBXTTOBT  NBGUGBNCB  IN  TAKING  HOLD  OF  ELBCTBIC  WIBB — ^If  OOe  tiki 

hold  of  an  electric  wire  at  a  place  where  it  ought  to  be  tafe^ 
insulated,  and  is  injured  by  reason  of  defective  insulation^  ke 
not  knowing  its  defect,  he  is  not,  for  so  doing,  guilty  of  contribntoty 
n^ligence  forbidding  recovery  of  damages.  One  coming  in  oontaet  with 
a  live  electric  wire  in  discharge  of  duty  will  not,  on  account  of  ao  eon- 
ing  in  contact,  be  guilty  of  contributory  negligence,  if  it  was  the  dntj 
of  the  corporation  to  properly  insulate  the  wire  at  the  place  of  injniy, 
and  it  has  neglected  to  do  so,  and  the  person  does  not  know  of  the  dcteltfi 
insulation. 

4.  Assumption  as  to  insulation. — ^In  places  where  electric  wires  shoold  bt 

insulated  for  safety  to  persons,  one  may  assume  that  they  are  so  in- 
sulated, if  he  did  not  know  to  the  contrary. 

5.  Anticipation  of  injubt  fbom  defectivelt  insulated  wibbs. — A  corport- 

tion  or  person  operating  a  plant  for  electric  lighting  must  antidpati 
injury  as  likely  to  happen  to  persons  from  contact  with  its  wires  Ij 
reason  of  defective  insulation  at  places  where  the  law  requires  smh 
insulation. 

6.  Setting  aside  excessive  vebdict. — ^The  verdict  of  a  jury  in  an  aetion  for 

death  from  wrongful  act  cannot  be  set  aside  for  ezcessiveness  in  u 
amount  under  $10,000,  their  assessment  being  final,  unless  the  verdiel 
be  the  result  of  passion,  prejudice,  partiality,  or  corruption  on  the  ptrt 
of  the  jury. 

Error  by  defendant  from  judgment  for  plaintiff.    Decided  De- 
cember 12,  1903;  reported  (W.  Va.)  46  S.  E.  217. 

Caldwell  &  Caldwell  and  «7.  A.  Howardy  for  plaintiff  in  error. 
J.  J.  Coniff,  for  defendant  in  error. 
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Opinion  by  Bbannon^  J. : 

On  the  front  of  the  Grand  Opera  House,  on  the  oomer  of  Mar- 
ket and  Twelfth  streets,  in  the  city  of  Wheeling,  is  a  balcony  8  feet 
long,  3  feet  wide,  30  inches  high,  with  a  rail  8  inches  wide.  Out 
from  the  building  at  the  street  curb  stood  a  pole,  and  from  it  two 
wires  conveying  electricity  for  light,  belonging  to  the  Wheeling 
Electrical  Company,  extended  by  a  sharp  angle  to  a  bracket  on 
the  north  wall  of  the  opera  house.  These  wires  passed  close  to 
the  rail  of  the  balcony,  18  or  20  inches  from  it,  one  6  inches  above 
the  other.  The  balcony  is  used  for  people  to  go  out  upon  through 
i  window  of  the  opera  house  opening  upon  it.  There  had  been  a 
converter  or  transformer  on  this  balcony  from  which  two  wires 
nun  to  the  main  wires  just  mentioned;  but  the  transformer  was 
removed,  and  the  two  wires  connecting  it  with  the  wires  outside 
die  balcony  were  cut  away  at  the  point  of  their  union  with  the 
tiro  wires  outside  the  balcony,  and  in  doing  so  the  defendant  left 
ike  ends  of  the  wires  stick  out,  and  did  not  properly  wrap  them, 
ind  did  not  cover  them  with  tape,  and  the  old  insulating  material 
did  not  cover  the  point,  and  was  worn  and  dangerous.  It  was 
clearly  shown  that  the  wires  in  this  condition  were  extremely  dan- 
gerous ;  this  was  not  a  disputed  fact,  the  officers  of  the  company 
stating  on  the  stand  that  they  were  so  dangerous  that  contact  with 
them  would  kill.  They  remained  in  such  condition  a  long  time, 
without  inspection.  An  opera  company  which  had  leased  the 
bailding  for  a  term  had  been  performing  in  it,  and  had  tacked 
advertising  banners  on  the  balcony,  and,  when  about  to  close  its 
performance  there,  employed  Earl  J.  Thomas,  21  years  of  age, 
5  feet  11  inches  high,  to  gather  these  banners  on  Market  street, 
and  he  went  out  upon  this  balcony  to  untaek  from  the  balcony 
some  banners  which  had  been  tacked  upon  it,  one  of  them  on  the 
north  end  of  the  balcony  by  which  the  wires  ran,  the  banner  being 
tacked  on  the  top  rail  and  on  the  lower  part  of  the  balcony.  While 
engaged  in  this  work,  between  7  and  8  o'clock  of  the  night  of  2d 
November,  he  came  in  contact  with  one  of  the  electric  wires.  He 
was  seen  grasping  the  wire  with  his  left  hand,  his  right  hand  on 
VOL.  VIII — 34 
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the  left  wrist,  leaning  against  the  comer  of  the  brick  wall  at  tk 
junction  of  balcony  and  wall,  apparently  fastened  or  transfixed  Ij  , 
the  shock,  and  when  jerked  away  by  a  person  who  went  to  his  rah 
cue  fell  lifeless  to  the  balcony  floor.    He  was  apparently  dead  yAak 
standing  against  the  wall  with  the  wire  in  his  hand.     Whether 
he  took  hold  of  the  wire  to  steady  himself  when  intending  to  leiA 
down  to  loose  the  lower  comer  of  the  banner,  or  how  or  why  hB 
took  hold  of  it,  does  not  appear.    He  was  simply  seen  grasping  it, 
fastened  to  it     The  upper  comer  of  the  banner  had  been  loosed 
by  him.    His  administrator  brought  an  action  against  the  companj 
to  recover  damages  for  his  death,  and  by  the  verdict  of  the  jmj 
recovered  $7,500,  on  which  judgment  was  rendered.    The  compangr 
brings  the  case  here,  assigning  43  errors. 

Complaint  is  made  that  the  second  count  states  the  duty  rest* 
ing  on  the  defendant  as  too  high  and  stringent.    That  is  mere  alle- 
gation of  law,  and  immaterial.    Pleadings  should  state  facts,  not 
law.    Facts  only  are  necessary  to  be  stated,  not  arguments  and  in- 
ferences.   Where  a  declaration,  after  stating  facts,  alleges  that  it 
thereupon  became  the  duty,  etc.,  the  allegation  is  to  be  understood 
as  a  mere  legal  liability  supposed  to  result  from  the  facts,  and  as 
an  assertion  that  the  defendant  became  bound  in  law  to  a  Icgil 
liability,  and  not  as  a  substantive  allegation.     The  allegation  of 
duty  is  superfluous  where  the  facts  show  a  legal  liability,  and  ii 
useless  where  they  do  not    1  Chitty,  Plead.  236 ;  2  Chitty,  Pleai 
476.     It  is  not  claimed  that  the  facts  stated  in  this  count  do  not 
raise  a  duty.    The  matter  complained  of  is  surplusage.    It  would 
not  vary  or  prescribe  the  proof.     "  It  is  only  necessary  to  state 
facts,  and  never  is  it  necessary  to  aver  matters  of  law  in  a  dedara- 
tion."    "  Surplusage  never  vitiates  a  declaration,  and  is  treated 
as  if  it  had  never  been  inserted  therein."    Hogg's  Plead.  &  Forms, 
59;  Andrews'  Stephen's  Plead.  411. 

The  defendant  complains  of  the  following  instruction  given  for 
the  plaintiff:  "  The  court  instructs  the  jury  that  it  was  the  duty 
of  the  defendant  to  not  only  protect  any  portion  or  portions  of  its 
wires  in  close  proximity  to  the  north  end  of  the  balcony,  mentioned 
in  evidence,  that  may  be  exposed,  by  proper  insulation,  so  that 
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erMms  coming  in  contact  therewith  in  the  performance  of  their 
xA  would  not  he  injured,  but  it  was  also  the  duty  of  the  defend- 
it,  by  proper  inspection  from  time  to  time,  to  see  that  said  insula- 
OD  was  kept  in  a  proper  condition."  It  is  said  that  this  instruc- 
m  takes  for  granted  that  the  wire  was  exposed  and  not  properly 
sulmted.  I  do  not  think  so.  It  simply  states  a  legal  proposition, 
id  does  not  intimate  an  opinion  on  the  facts.  Other  instructions 
Id  the  jury  that  it  must  pass  on  those  facts  on  the  evidence. 
It  is  further  argued  that  the  instruction  misleads.  It  is  claimed 
It  it  should  have  incorporated  the  principles  of  instruction  12  in 
lycfer  V.  Wheeling  Electrical  Co.,  7  Am.  Electl.  Gas.  473,  48 
:  Va.  672,  28  S.  E.  733,  39  L.  R.  A.  499,  64  Am.  St.  Rep.  922, 
at  it  should  have  submitted  the  question  whether  the  defendant 
IS  bound  to  anticipate  injury  to  any  one  from  the  position  of  the 
ire,  or  that  persons  would  come  in  contact  with  it  in  performing 
ly  work.  As  we  said  in  the  Snyder  Case,  an  electrical  company, 
dng  a  dangerous  power,  is  required  to  use  very  great  care  and 
ligence  to  avoid  danger.  It  is  bound  to  anticipate  danger  and 
roperly  insulate  its  wires,  and  inspect  and  keep  them  so,  at  certain 
laoes,  but  not  everywhere.  It  is  bound  to  expect  certain  accidents 
I  certain  ways  or  from  certain  causes,  but  not  all  accidents  from 
reiy  cause.  Whether  a  place  is  such,  under  the  evidence,  as  to 
)qaire  insulation,  is  generally  a  question  for  the  jury.  Whether, 
f  sach  a  place,  the  accident  is  such  that  might  have  been  antici- 
ited,  is  a  question  of  fact  for  the  jury.  But  sometimes  negligence 
I  a  question  of  law  for  the  court.  "  Where  there  is  no  controversy 
1  regard  to  the  facts  or  inferences  that  may  be  fairly  drawn  from 
lem,  the  question  of  negligence  is  one  of  law  for  the  court."  Wool- 
ine's  AdmW  v.  0.  &  0.  R.  R.  Co.,  36  W.  Va.  329,  15  S.  E.  81, 
6  L.  R.  A.  271,  32  Am.  St.  Rep.  859 ;  Johnson  v.  Railroad  Co.,  25 
1.  Va.  570 ;  Ketterman  v.  Railroad  Co.,  48  W.  Va.  606,  37  S.  E. 
33.  It  is  undisputed  that  the  balcony  was  for  persons  to  go  upon, 
id  that  they  did  go  upon  it,  and  that  the  wire  was  distant  only  20 
iches  from  its  railing,  and  was  thus  in  close  proximity  to  the  bal- 
ny.  "  A  company  maintaining  electrical  wires  over  which  a  high 
Jtage  of  electricity  is  conveyed,  rendering  them  highly  dangerous 
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to  Others,  is  under  the  duty  of  using  the  necessary  care  and  pn- 
dence  at  places  where  others  may  have  the  ri^t  to  go,  either  for 
work,  business,  or  pleasure,  to  prevent  injury.  It  is  the  doty  d 
the  company,  under  such  conditions,  to  keep  the  wires  per&o^ 
insulated,  and  it  must  exercise  the  utmost  care  to  maintain  tfaan 
in  this  condition  at  such  places."  Joyce  on  Electric  Law,  see.  4tf ; 
1  Thompson  on  Negligence,  sec.  800 ;  Brown  v.  Edison  (Md.)  7  Aa 
Electl.  Cas.  576,  90  Md.  400,  45  Atl.  182,  46  L.  R  A.  746,  78  A& 
St.  Eep.  442 ;  Perham  v.  Portland  Co.,  7  Am.  Electl.  Cas.  487,  U 
Ore.  451,  53  Pac.  14,  24,  40  L.  R  A.  799,  72  Am.  St  Rep.  710; 
Clements  v.  Louisiana  Co.,  4  Am.  ElectL  Cas.  881,  44  La.  AatL 
692,  11  South.  61,  16  L  R  A.  43,  32  Am.  St.  Rep.  848;  If.  17. 
Co.  V.  State  (Md.),  6  Am.  ElectL  Cas.  210,  33  AtL  763,  81  L.  B 
A.  572,  51  Am.  St.  Rep.  464 ;  Snyder  v.  Elec.  Co.,  7  Am.  Ebed 
Cas.  473,  43  W.  Va.  661,  28  S.  E.  733,  39  L  R  A.  499,  64  An 
St  Rep.  922.  Persons  on  the  balcony  mi^t  thoughtlenly  lea 
over  or  stretch  out  the  arm  and  come  in  contact  with  the  wire.  A 
workman  repairing  the  balcony  or  painting  it,  or  hanging  show 
banners  on  it  or  removing  them  from  it,  mi^t  come  in  contKt 
with  it  These  considerations  tell  us  that  the  court  did  not  err  in 
telling  the  jury  in  this  instruction  that  insulation  was,  at  this  btl- 
cony,  a  duty  imposed  by  law  upon  the  defendant  It  took  fim 
the  jury  only  one  question,  that  is,  whether  the  defendant  wu 
under  duty,  at  the  balcony,  to  insulate  its  wires,  and  inspect  them 
and  keep  them  insulated.  It  does  not  intimate  that  the  defendant 
was  bound  to  anticipate  the  particular  accident  It  is  argued  thit 
the  instruction  implies  that  the  defendant  must  anticipate  accident 
It  does  not  do  this.  I  think  that  where  the  place  is  one  that  de- 
mands insulation  of  wires,  there  the  company  is  held  to  anticipate 
contact  with  the  wires;  for  it  is  the  fact  that  persons  may  there 
come  into  such  contact  that  imposes  the  duty  of  the  insulation. 
When  injury  to  a  person  is  received  at  such  a  place  from  want 
of  proper  insulation,  the  company  using  the  wires  is  prima  facie 
liable,  unless  there  be  contributory  negligence.  It  is  a  clear  duty 
to  insulate  in  such  places.  It  is  true  that  sometimes,  I  may  say 
generally,  one  is  only  bound  to  anticipate  such  combination  of  ci^ 
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««M*>W5e8  and  accidents  and  injuries  as  he  may  reasonably  fore- 
flit  as  likely  to  happen,  taking  into  account  his  own  past  ezperi- 
IMS  and  the  practice  of  others  in  similar  circumstances,  together 
vitfi  wliat  is  inherently  probable  in  the  condition  of  the  instru- 
MDt  (wires  in  this  case)  as  it  relates  to  the  conduct  of  the  business. 
ft  we  said  in  Snyder  v.  Electrical  Co.,  7  Am.  Electl.  Cas.  473,  43 
W.  VtL  672,  28  S.  K  733,  39  L.  R.  A.  499,  64  Am.  St.  Rep.  922. 
bt  where  law  requires  a  particular  precaution  for  safety,  and  if 
luDige  flowing  from  its  omission  makes  it  a  cause  of  liability,  the 
bove  rule  does  not  apply.  In  other  words,  the  law  demands  in- 
ihtion,  and  if  damage  arise  from  its  want  the  law  gives  action  for 
I  amission.  Therefore,  when  the  defendant  failed  to  insulate,  it 
18  bound  to  anticipate  accident  from  that  failure.  It  must  foresee 
■t  it  is  likely  to  happen.  The  accident  is  the  result  of  the  neglect 
•the  probable  from  it  These  views  sustain  the  court  in  giving 
aintiff's  instruction  1,  and  refusing  defendant's  14  and  15.  The 
rmer  says  that  though  the  defendant  did  fail  to  insulate  and  in- 
eet,  yet  that  if  injury  by  contact  with  the  wire  under  the  cir- 
matances  of  the  case  was  not,  and  could  not  be,  foreseen  by  an 
dinarily  prudent  and  careful  man  as  reasonably  likely  to  flow 
jm  failure  to  insulate  and  inspect,  then  the  injury  was  not  the 
ozimate  cause  of  such  failure,  and  the  jury  should  find  for  the 
i£endant.  The  other  instruction  is  substantially  the  same.  Notice 
I  instruction  12  in  the  Snyder  case  the  words  "  together  with 
hat  is  inherently  probable  in  the  condition  of  the  wires  as  they 
ilate  to  the  conduct  of  its  business."  Even  under  this  the  de- 
sndant  would,  in  this  case,  be  bound  to  anticipate  accident.  Would 
;]iot,  in  the  conduct  of  its  business,  be  bound  to  look  for  accident 
torn  known  defect  of  wires,  from  an  omission  of  a  plain  duty  im- 
oaed  upon  it  by  law  ? 

The  plaintiff's  instruction  2  is  contested.  "  The  court  instructs 
le  jury  that  if  they  believe  from  the  evidence  that  Earl  Thomas 
18  attempting  to  release  the  banner  on  the  north  side  of  the  bal- 
ny  mentioned  in  evidence,  and  leaned  over  the  balcony  in  such 
way  that  he  was  brought  in  clos^  proximity  to  the  wire  of  the 
fendant,  and  that  by  some  accident  his  hand  came  in  contact  with 
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said  wire,  and  that  said  wire  at  the  point  of  contact  was  impropeify 
insulated,  and  that  he  thereby  received  from  said  wire  the  shod 
of  electricity  which  caused  his  death,  and  further  believe  that  be 
received  such  a  shock  of  electricity  by  reason  of  the  failure  of  the 
defendant  to  properly  insulate  its  wires  at  the  point  where  Bail 
Thomas  came  in  contact  therewith,  then  the  jury  should  find  a 
verdict  for  the  plaintiff."    It  is  said  there  was  no  evidence  thatbj 
accident  the  hand  of  Thomas  came  in   touch   with   the  wire. 
Whether  he  purposely  did  so,  or  his  hand  unintentially  came  in 
contact,  or  whether  he  did  so  to  steady  himself,  or  to  save  himself 
from  falling,  were  questions  for  the  jury  on  the  evidence.    It  is 
said  that  it  took  from  the  jury  the  question  whether  he  received  hii 
death  from  "  the  "  shock  of  electricity,  instead  of  "  a  "  shock.    Thii 
is  too  refined  a  criticism.     The  words  ''  if  they  believe  from  tha 
evidence  "  applied  to  this  cause,  and  left  it  to  the  jury  to  say 
whether  death  came  from  the  shock  of  electricity. 

Instruction  3  seems  proper — "  The  court  instructs  the  jury  that 
if  they  believe  from  the  evidence  that  one  of  the  wires  of  the  de- 
fendant, in  close  proximity  to  the  north  end  of  the  balcony  men- 
tioned in  evidence,  was  not  properly  insulated,  and  that  Eari 
Thomas  was  attempting  to  release  the  banner  on  the  north  end  of 
said  balcony,  and  leaned  over  said  balcony,  and,  without  negligence 
on  his  part,  was  thereby  brought  in  contact  with  said  wire  where 
it  was  improperly  insulated,  and  by  reason  of  such  contact  received 
a  shock  of  electricity  from  said  wire  which  caused  his  death,  then 
the  jury  should  find  a  verdict  for  the  plaintiff." 

Instruction  4 :  "  The  court  instructs  the  jury  that  even  if  they 
believe  from  the  evidence  that  Earl  Thomas  knew  of  the  presence 
of  the  wire  of  the  defendant  company  near  the  balcony  mentioned 
in  evidence,  and  further  believe  that  when  in  the  act  of  releasing 
or  attempting  to  release  the  banner  on  the  north  end  of  said  balcony 
he  was  brought  in  such  close  proximity  to  such  wire  that  he  took 
hold  of  the  same  to  support  himself,  this  fact  will  not  excuse  the 
defendant  from  liability  if  the  jury  believe  from  the  evidence  that 
Earl  Thomas  did  not  know  that  it  was  dangerous  to  touch  said 
wire,  and  that  he,  in  taking  hold  of  said  wire,  received  such  a 
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ioik  of  electricity  by  coming  in  contact  therewith  that  his  death 
VM  caused  thereby,  and  provided  further  that  the  jury  believe 
ndi  shock  was  caused  by  defective  or  improper  insulation  of  said 
me  at  the  point  where  Thomas  came  in  contact  with  it."  It  is 
mi  there  was  no  evidence  going  to  show  that  Thomas  took  hold  of 
the  wire  to  support  himself,  and  there  was  no  need  for  him  doing 
10^  the  rail  of  the  balcony  being  in  front  of  him,  and  he  would  not 
me  a  wire  30  inches  away.  Now,  the  jury  had  from  evidence 
ad  the  nature  and  circumstances  to  say  how  Thomas  came  to  take 
lold  of  the  wire,  to  form  a  conclusion  upon  that  question,  by  infer- 
mee  from  the  circumstances,  and  this  objection  cannot  be  held 
p)od.  It  is  also  said  that  the  jury  could  not  find  that  he  did  not 
bow  it  was  dangerous  to  take  hold  of  the  wire,  he  having  had  ex- 
perience in  working  with  electric  wires.  If  a  wire  is  insulated, 
diere  is  little  or  no  danger  in  taking  hold  of  it,  as  all  persons  of 
experience  know.  Hence  the  courts  have  said  that,  as  it  may  be 
presumed  that  in  places  where  there  should  be  there  is  such  insula- 
ticm,  a  person  is  not  guilty  of  contributory  negligence  in  taking 
bold  of  one,  if  the  person  do  not  know  of  defective  insulation.  It 
WIS  dark  at  the  time  of  the  occurrence.  Oriffin  v.  United  Elec.  Co., 
6  Am.  Electl.  Cas.  262, 164  Mass.  492,  41  N.  E.  675,  32  L.  R  A. 
400,  49  Am.  St  Rep.  477 ;  Clements  v.  La.  Elec.  L.  Co.,  4  Am. 
Electl.  Cas.  381,  44  La.  Ann.  692,  11  South.  51,  16  L.  R.  A.  43, 
32  Am.  St.  Rep.  348 ;  Brown  v.  Elec.  Co.,  7.  Am.  Electl.  Cas.  576, 
90  Md.  400,  45  Atl.  182,  46  L.  R.  A.  745,  78  Am.  St.  Rep.  442 ; 
Joyce  on  Electric  Law,  sec.  445.  It  is  said  the  last  part  of  the 
instruction  does  not  tell  the  jury  that  it  must  find  from  the  evidence 
18  to  insulation.  The  instruction  opens  with  the  requirement  that 
iey  find  facts  from  evidence,  not  from  guess ;  such  is  the  purport 
rf  the  instruction.  Can  we  surmise  that  the  jury  did  not  know 
his? 

Plaintiff's  instruction  5 :  "  The  court  instructs  the  jury  that  if 
hey  find  for  the  plaintiff  they  shall  assess  such  damage  as  they 
hink  fair  and  just,  not  exceeding  ten  thousand  dollars."  This  is 
Q  the  language  of  section  6,  ch.  103,  Code  1899.  Certainly  there 
!an  be  no  error  in  an  instruction  in  the  words  of  the  law.    It  seems 
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to  be  urged  that  the  instruction  should  not  have  been  given  in  lliis 
form,  but  that  the  court  should  have  instructed  that  the  jury  most 
give  only  compensative  damages  for  pecuniary  loss,  and  not  for 
solace  or  consolation,  to  the  father,  who  gets  the  recovery  as  sob 
distributee,  and  it  does  not  appear  that  the  deceased  contributed 
to  the  father's  support.  In  connection  with  the  instruction  it  ii 
urged  that  the  construction  given  this  statute  in  Turner  v.  RaH- 
road,  40  W.  Va.  675,  22  S.  E.  83,  and  Sample  v.  Light,  50  W.  Va. 
474,  40  S.  E.  597,  694,  57  L.  R.  A.  186,  is  not  the  proper  oonstmc- 
tion.  Those  cases  hold  that  in  actions  for  death  under  the  statute  no 
damages  found  by  the  jury  can  be  deemed  excessive  to  set  aside  the 
verdict,  its  determination  being  absolute  and  exclusive  as  to  whit 
amount  is  fair  and  just,  unless  the  verdict  evinces  passion,  preju- 
dice, partiality  or  corruption  in  the  jury.  Authorities  are  cited 
from  other  States  to  show  that  in  them  the  statute  only  contem- 
plates actual,  pecuniary  loss.  The  construction  given  a  statute 
similar  to  ours  in  two  Virginia  cases  cited  by  Judge  Dbiti  in  (lie 
Turner  case  agrees  with  that  case.  As  shown  in  the  Viigiiui 
cases,  and  by  Judge  Snyder  in  Searle  v.  Railroad  Co.,  32  W.  Va. 
377,  9  S.  E.  251,  our  statute  differs  from  the  English  act  and  flie 
acts  of  other  States  in  that  those  acts  give  damages  for  "  pecuniaiy 
injuries  resulting,"  whereas  our  statute  omits  those  words,  limiting 
recovery  to  compensation  for  "  pecuniary  injuries,"  and  says  that 
"  in  every  such  action  the  jury  may  give  such  damages  as  they  shaD 
deem  fair  and  just,  not  exceeding  ten  thousand  dollars."  Code 
1887,  ch.  103,  sec.  6.  Observe  the  statute  is  broad.  It  says, 
"  whenever  the  death  of  a  person  shall  be  caused  by  a  wrongful 
act,  neglect  or  default,  .  .  .  the  person  who,  or  the  corpora- 
tion which,  .  .  .  shall  be  liable."  Id.  sec.  5.  It  applies  to 
persons  and  corporations,  making  them  equally  liable,  and  the 
power  given  the  jury  applies  to  both.  There  is  no  discrimination. 
We  are  cited  to  Ricketts  v.  Ches.  &  0.  R.  Co.,  33  W.  Va.  433, 10 
S.  E.  801,  7  L.  R  A.  354,  25  Am.  St.  Eep.  901,  holding  that  eo^ 
porations  are  not  liable  to  punitive  damages  for  wrongs,  but  only 
compensatory  damages,  even  where  the  act  is  wanton,  willful  and 
malicious  on  the  part  of  those  acting  for  the  corporation,  unless 
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act  is  expressly  or  impliedly  authorized  or  ratified  by  it  Such 
18  to  be  the  better  rule,  though  there  are  eases  to  the  contrary. 
e  Share  Co.  v,^  Prentice,  47  U.  S.  101,  13  Sup.  Ct.  261,  37  L. 
97;  SpeUman  v.  Richmond  B.  Co.  (S.  C),  14  S.  E.  947,  28 

St  Rep.  858,  876;  Warner  v.  Sovihem  Pacific  Co.  (Cal.), 
Pac  187,  54  Am.  St  Rep.  327 ;  B.  £  0.  B.  Co.  v.  Barger 
,.),  45  Am.  St  Rep.  319,  and  note ;  1  Sedgw.  on  Dam.  sec  380. 

is  because  corporations  act  only  through  agents,  and  are  held 
)  incapable  of  malice  and  wantonness.    Many  cases,  however, 

that  as  they  act  only  by  agents,  if  not  held  as  individuals  for 
•  acts,  they  would  enjoy  an  immunity  above  others  by  that  rule, 
might  do  great  wrong  without  the  ability  in  courts  to  deter 
rs  by  making  an  example  of  them.  However,  the  Legislature 
M>wer  to  subject  them  to  punitive  damages,  and  we  think  that 
LB  done  so  in  this  act.  It  is  an  exception  to  the  general  rule. 
90ver,  the  jury  in  this  case  was  not  confined  to  damages  at  once 
ing  to  the  father  of  Thomas.  It  could  include  probable  pecuni- 
iamages  that  might  ensue  in  future ;  for  the  father  was  a  work- 
lan,  and  might  come  to  great  age  and  want,  might  be  a  para- 
.  So  we  cannot  say  this  verdict  is  clearly  punitive  for  smart 
By.  Searle  v.  BaUway  Co.,  32  W.  Va.  377,  9  S.  E.  248.  We 
ot  overrule  the  Turner  case.  We  regard  it  sound  law  under 
statute.  But  it  is  said  that  even  under  that  case  we  ought  to 
side  the  verdict,  because  its  amount  shows  it  to  be  the  child  of 
Ion,  prejudice,  or  partiality.  It  may  be  a  hard,  severe  verdict 
[nount;  but  if  the  jury  has  almost  unlimited  discretion,  we 
ly  see  our  way  to  interfere.  There  is  nothing  delwrs  the  record 
low  such  passion,  nothing  but  the  circumstances  of  the  case ; 
the  case  being  one  of  death,  we  do  not  see  our  way,  in  view  of 
ower  of  the  jury  under  the  Turner  case,  to  set  aside  its  actions. 
;  would  seem  generally  to  render  the  meaning  given  the  statute 
lese  cases  nugatory.  Rare  must  be  the  cases  where  the  court 
interfere  for  passion,  prejudice,  or  partiality.  The  power  of 
18  under  this  statute  being  so  wide,  it  is  not  improper  to  address 
em  the  admonition  to  be  cautious,  fair,  just,  and  reasonable  in 
g  damages. 
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Exception  is  made  to  the  action  of  the  court  in  refusing  instroe- 
tions  asked  by  the  defendant.  It  asked  22,  and  was  granted  10.  A 
number  of  those  refused  presented  the  theory  of  contributory  n^li- 
gence  by  Thomas  as  a  defense.  In  the  first  place,  the  court  gave 
four  instructions  fairly  and  sufficiently  presenting  this  defense^ 
and  others  touching  it  were  merely  repetitive.  In  the  next  plaoe^ 
contributory  negligence  was  not  admissible  really  in  the  case;  at 
any  rate,  upon  writ  of  error  we  can  see  that  we  ought  not  to  reveras 
on  that  ground,  because  it  was  not  an  adequate  defense,  and  if  ths 
jury  had  found  for  it,  the  verdict  would  have  been  wron^  Hia 
evidence  clearly  shows,  even  the  evidence  of  the  defense,  that  the 
defendant  left  the  wire  uninsulatd,  and  the  original  insulation  had 
become  old  and  dangerous.  Thomas  was  at  work  on  the  baUxmy 
removing  banners  put  there,  by  consent  of  the  lessee  of  the  theater, 
to  advertise  a  show  exhibiting  in  the  opera  house,  and  thus  Thomia 
was  there  of  right.  He  did  not  know  of  the  defective  insulatioiL 
It  was  dark,  between  7  and  8  o'clock  in  a  November  ni^t.  Then 
was  some  light  in  the  street,  and  a  little  light  at  the  theater  win- 
dow, not  its  main  entrance,  not  enough  to  detect  the  bad  insulatioB. 
Thomas  had  some  experience  with  electric  wires,  but  that  told  hna 
that  wires  were  usually  covered  and  safe,  and,  under  the  law  givoi 
above,  he  had  a  right  so  to  assume.  Add  to  this  decision  of  courts 
that  to  touch  a  wire,  ignorant  of  defective  insulation,  is  not  n^g^ 
gence.  How,  then,  can  we  attribute  negligence  to  Thomas  to  atone 
for  the  gross,  long-continued  neglect  of  a  company  at  this  public 
place  to  use  the  ordinary  care  of  protecting  the  wire  ?  One  touching 
a  wire  where  the  insulating  material  is  worn  off  is  not  guilty  of 
contributory  negligence  if  he  did  not  know  its  condition.  Chriffm 
V.  United  Elec.  Co.,  6  Am.  Electl.  Gas.  252,  164  Mass.  492,  41  N. 
E.  675,  32  L  R  A.  400,  49  Am.  St.  Rep.  477.  One  taking  hold 
of  an  electric  wire  badly  insulated,  ignorant  of  it,  not  denied  re- 
covery. Giraudiv.  Elec.  Co.,  5  Am.  Electl.  Gas.  318, 107  CaL  120, 
40  Pac  108,  28  L  R.  A.  596,  48  Am.  St.  Rep.  114.  Gontributory 
negligence  is  not  imputed  to  one  who  fails  to  look  out  for  danger 
when  there  is  no  reason  on  his  part  to  apprehend  it.  Every  one  has 
a  right  to  presume  that  another,  owing  a  special  duty  to  guard 
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against  danger,  has  performed  it.    Engel  v.  Smith  (Mich.),  46  N. 
W.  21,  21  Am.  St  Rep.  549.    I  consider  this  law  sound,  and  very 
apt  in  this  case.    ^^  One  coming  in  contact  with  an  electric  wire  in 
the  necessary  discharge  of  duty  will  not  on  that  account  he  guilty  of 
eontributory  negligence,  if  it  was  the  duty  of  the  corporation  own- 
ing such  wire  to  keep  it  insulated,  and  it  has  neglected  this  duty, 
and  there  was  nothing  in  the  appearance  of  the  wire  to  indicate  to 
the  person  injured  such  neglect,  though  he  had  been  cautioned  to 
be  careful  of  the  wires  and  to  keep  away  from  them,"    Clements  v. 
La.  Elec.  L.  Co.,  4  Am.  Electl.  Cas.  381,  44  La.  Ann.  692,  11 
South.  51,  16  L.  R.  A.  43,  32  Am.  St.  Rep.  348.    "  Nor  will  con- 
tributory negligence  be  ascribed  to  an  innocent  person  because  he 
failed  to  suspect  that  a  corporation  exposing  dangerous  wires  on  a 
aide  of  a  building  would  neglect  properly  to  insulate  them."     1 
lliompson  on  Negligence,  sees.  190,  800.    This  is  a  very  late  and 
fine  work  of  high  authority  on  an  important  subject.     "  In  many 
attuations  a  man  is  justified  in  law  in  acting  on  the  presumption 
that  other  men  have  acted  lawfully,  rightly,  carefully,  and  prop- 
erly, until  he  is  in  some  way  admonished  to  the  contrary.    For  ex- 
ample, a  workman  employed  to  load,  ride  on,  and  unload  an  ele- 
vator is  not  necessarily  negligent  in  assuming  that  the  elevator  is 
aafe."     1  Thompson  on  Negligence,  sec.  190.     Of  course,  under 
these  principles,  there  is  no  error  in  refusing  an  instruction  requir- 
ing the  jury  to  find  for  the  defendant. 

The  defendant  makes  many  exceptions  to  the  refusal  to  allow 
certain  questions  to  be  answered,  some  of  which  seem  not  to  be  much 
lelied  upon.  Seeing  that  there  was  a  very  full  presentation  of  both 
aides  in  the  evidence  to  the  jury,  and  as  the  case  is  not  to  be  retried, 
and  they  involve  no  important  or  new  principles,  we  shall  not  dis- 
cuss them  to  any  extent.  It  is  complained  that  the  court  ought 
not  to  have  allowed  Feinler,  Richardson,  and  Wilson  to  testify  that 
they  knew  of  no  inspection  of  the  wires  by  tlie  company.  They 
were  about  the  building,  and  had  opportunity  for  investigation.  It 
was  proper  to  go  to  the  jury  for  what  it  was  worth. 

It  is  complained  that  the  court  would  not  allow  questions  to  be 
answered  as  to  whether  banners  had  not  previously  been  often  safely 
put  on  and  taken  from  the  balcony.    I  do  not  see  that  this  is  admis- 
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sible.    Certainly  not  sufficient  in  materiality  for  reversaL    It  only 
tends  to  show  negligence  in  Thomas,  and,  as  we  have  seen,  that  de> 
fense  cannot  prevail.    In  f act^  evidence  to  prove  this  was  before  tlw 
jury.    As  to  many  questions  we  may  guess  the  expected  anawWi 
and  what  was  intended  to  be  proven,  but  it  is  not  shown.    Unleii 
a  question  necessarily  imports  an  answer,  we  must  be  told  idiat  H 
was  proposed  to  prove,  else  we  cannot  say  that  the  witneaa  oooU 
give  any  answer,  or  what  answer  would  have  come,  and  cannot  teD 
of  its  materiality.    We  could  not  be  asked  to  reverse  under  sndi 
circumstances.    Jackson  v.  Hough,  38  W.  Va.  236, 18  S.  E.  57S; 
Oreever  v.  Bank,  99  Va.  547,  39  S.  K  159.    The  question  specified 
in  assignment  15  was  answered,  and  the  answer  was  not  excluded. 
This  objection  applies  to  assignments  10, 11, 12, 16, 17, 18, 19,  20, 
21,  22,  23,  24.    But  I  may  remark,  as  to  the  claim  that  some  of  tb 
questions  aimed  likely  to  show  that  the  damage  came  from  the  wiie 
of  another  company,  that  the  evidence  is  clear  and  unansweraUe 
that  Thomas  yvas  seen  with  his  hand  on  defendant's  wire,  and  tfait 
this  killed  him,  as  he  was  leaning  against  the  wall  just  there,  and 
when  he  was  pulled  away  dropped  dead,  and  the  defendant's  win 
was  incontestably  bad.    What  else  could  have  killed  him  ?    Such 
proposed  evidence  would  have  been  without  force  before  the  jmy, 
and  its  rejection  is  without  materiality  on  writ  of  error.    We  can 
see  this  plainly.    The  theory,  too,  that  deceased  might  have  been 
injured  by  having  a  stick,  ironed  at  ends,  and  thus  produced  the 
injury,  is  utterly  without  force. 

For  these  reasons,  with  some  reluctance  as  to  the  amount  of  ihe 
judgment,  we  affirm  it. 

Proof  of  aeKliffOAoe  as  alleged. — In  the  case  of  Barrett  v.  Indepeidm$ 
Telephone  Co.,  65  S.  W.  128  (Tex.  Civ.  App.  1902),  which  was  an  action 
against  a  telephone  company  for  negligently  permitting  its  wires  to  cone 
in  contact  with  high  current  wires,  thus  injuring  the  plaintiff,  it  was  hdd 
not  error  to  require  the  plaintiff  to  prove  the  negligence  as  he  had  alleged  it 
in  his  complaint. 

Decree  of  oare  to  be  naed  as  to  i&snlation. — ^The  courts  in 
nearly  all  the  cases  hold  that  a  company  maintaining  electric  wires 
which,  because  of  the  dangerous  character  of  the  current  carried  by 
them,  are  likely  to  cause  injury  to  those  coming  in  contact  with  them,  shall 
exercise  the  utmost  care  to  keep  such  wires  in  a  condition  of  perfect  intiit 
ation  at  places  where  persons  in  the  exercise  of  their  rights  may  come  in 
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eontiet  with  them.    In  addition  to  the  cases  cited  in  the  opinion  in  the  above 
me,  the  idllowing  ma^  be  cited :    Mao<m  v,  Paduoah  8t.  Ry.  Co.,  7  Am.  Electl. 
Ou.  630,  23  Ky.  Law  Rep.  46,  62  S.  W.  406    ( holding  that  persons  using 
cketrieity  for  lighting  or  propelling  cars,  or  other  business,  must  exercise 
tlie  highest  degree  of  care  for  the  protection  of  all  persons  in  all  places  where 
ndr  persoBS  have  a  right  to  be) ;  MoLaughlin  v,  Louisville  Bleetl.  L,  Co,,  6 
im.  Electl.  Cas.  265,  37  S.  W.  (Ky.)  851,  34  L.  R.  A.  812;  Overall  v,  Louie- 
mOe  Bleeil  L,  Co,,  7  Am.  Electl.  Cas.  521,  47  S.  W.  (Ky.)  442;  Schweitzer'e 
Aim'r  v.  Eleetrio  Co.,  7  Am.  Electl.  Cas.  571,  52  S.  W.  (Ky.)  442;  Thomae' 
Aim'r  v.  MaywUe  Bt.  Ry.  Co,,  7  Am.  Electl.  Cas.  587,  56  S.  W.  (Ky.)  153; 
WUl  «.  Bdi90n  BleotL  lUum,  Co.,  7  Am.  Electl.  Cas.  (Pa.  Sup.  Ct.)  642  (hold- 
ing that  a  company  using  bo  dangeroua  an  agency  as  electricity  is  bound  to  use 
the  very  highest  degree  of  care  to  avoid  injury  to  every  one  who  may  be  law- 
fully in  proximity  to  its  wires,  and  liable  to  come  accidentally  or  otherwise 
im  eootaet  with  them;  not  only  to  make  its  wires  safe,  but  to  keep  them  so) ; 
Newark  Eleot.  L.  d  P.  Co  v.  CHurdner,  6  Am.  Electl.  Cas.  275  (U.  S.  Cir.  Ct. 
Appw  3rd  Cir.) ;  Hwynee  v.  Raleigh  Que  Co.,  5  Am.  Electl.  Cas.  264;  114  N. 
C  203,  19  8.  £.  344;  Denver  Consolidated  Ekctl,  Co,  v,  Simpson,  5  Am.  Electl. 
Ou.  278,  21  Colo.  371,  41  Pac.  499  (holding  that  while  it  undoubtedly  is  the 
better  practice  to  charge  the  jury  that  vhe  defendant  was  boimd  to  exercise  that 
tmaonMe  care   and   caution  which  should   be  exercised   by   a   reasonably 
pnidcnt  and  cautious  person  under  the  same  or  similar  circumstances,  that 
the  care  increases  with  the  danger,  and  that,  where  the  business  in  question 
)»  attended  with  great  peril  to  the  public,  the  care  to  be  exercised  by  the 
ftnatk  conducting  the  business  is  commensurate  with  the  increased  danger — 
itill  where  peril  to  the  public  is  inherent  in  the  very  nature  of  the  business, 
iit  la  sot  error  to  instruct  the  jury  that  the  duty  of  the  defendant  is  the 
ttereise  of  the  utmost  care) ;  Oiraudi  v.  Electric  Imp  Co.,  5  Am.  Electl.  Cas. 
318,  107  Col.  120,  40  Pac.  108;  Ennis  v.  Cray,  5  Am.  Electl.  Caa.  325>  87  Hun, 
355,  34  N.  Y.  Supp.  379. 

In  other  cases  it  has  been  held  that  a  wire  carrying  along  a  public  street, 
in  a  densely  populated  city,  electricity  with  a  voltage  sufficient  to  inflict  serious 
physical  injuries,  is  a  constant  and  imminent  menace  to  the  safety  of  those 
who  approach  it,  and  requires  a  degree  of  care  in  its  creation  and  maintenance 
commensurate  with  its  liability  to  do  injury.  Wittleder  v.  Citizens'  Electl. 
lUum.  Co.,  7  Am.  Electl.  Cas.  681;  47  App.  Div.  419;  02  N.  Y.  297;  Newark 
Elect.  L.  d  P.  Co.  V.  McOilvery,  7  Am.  Electl.  Cas.  529,  62  N.  J.  Law,  451, 
41  Atl.  955;  Larson  v.  Central  Ry.  Co.,  56  111.  App.  263;  6  Am.  Electl.  Cas. 
302,  note.  In  the  case  of  Perham  v.  Portland  Elect.  Co.,  7  Am.  Electl.  Cas. 
487,  33  Oreg.  451,  53  Pac.  14,  72  Am.  St.  Rep.  730,  40  L.  R.  A.  799,  it  was 
held  that  the  care  demanded  of  electric  companies  must  be  commensurate 
with  the  danger,  and,  where  their  wires  are  carrying  a  highly  dangerous  cur- 
rent of  electricity,  the  law  imposes  upon  the  company  the  utmost  degree  of  care 
In  their  construction,  inspection  and  repair,  so  as  to  keep  them  harmless  at 
places  where  persons  are  liable  to  come  in  contact  with  them;  and  whether 
SQeh  care  has  been  exercised  in  a  given  case  is  ordinarily  for  the  jury. 
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DANGEROUS  WIRES  IN  ACCESSIBLE  PLACES. 


Nelson  v.  Bbanfoed  Lightino  &  Wateb  Co. 

Connecticut;  Supreme  Court  of  Errors, 

1.  IVJVKT  TO  BOT  BY  CONTACT  WITH  WIBB  ON  IRON  BBIOOB;   PBOOF  OT  imU« 

GENCE. — ^An  iron  bridge  was  constructed  over  a  stream  by  a  munldpftlity. 
It  was  frequently  used  by  the  boys  in  the  neighborhood  to  dive  from 
into  the  stream.  The  defendant  erected  its  wires  over  and  along  tiM 
trusses  of  the  bridge.  The  bridge  was  used  thereafter  in  the  same  way 
by  boys  in  bathing  in  the  stream.  The  wires  of  the  defendant  were  Bot 
insulated  so  as  to  make  them  safe  to  personal  contact.  There  was  bo 
notice  given  that  such  wires  were  dangerous  to  touch.  The  plaintiirt 
intestate  was  killed  by  an  electric  shock  from  one  of  such  wires  whilt 
upon  a  truss  of  the  bridge  preparing  to  dive  into  the  stream.  It  wai 
held  that  the  evidence  was  sufficient  to  prove  the  negligence  of  ths  de- 
fendant in  the  erection  of  its  wires. 
2.  Dbqbee  of  cabb  bequibbd  of  company  kbbcting  wibbs  on  budob. — la 
determining  the  precautions  to  be  used  to  protect  human  life,  the  de- 
fendant was  bound  to  consider  all  the  uses  to  which  the  bridge  wu 
customarily  put.  The  plaintiff's  intestate  was  rightfully  on  the  tnm 
of  the  bridge  and  it  was  the  duty  of  the  defendant  to  not  uiiBi 
expose  him  to  dangers  which  reasonable  care  could  h&ye  avoided. 
failing  to  properly  insulate  the  wires,  to  string  them  beyond  the 
of  anyone  standing  on  any  part  of  the  bridge,  and  to  notify  the 
of  the  bridge  of  the  danger,  the  company  was  guilty  of  negligenoe. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
March  4,  1903 ;  reported  76  Conn.  548,  54  Atl.  303. 

Seymour  C.  Loomis  and  Earnest  C,  Simpson,  for  appellanik 

Charles  S.  Hamilton,  for  appellee. 

Opinion  by  Baldwin.  J. : 

In  1887  the  town  of  Branford  built  a  highway  bridge  over  the 
Branford  river,  with  a  draw.  It  was  a  truss  bridge,  with  a  railing 
on  each  side.  On  the  westerly  side  of  it,  outside  the  railing,  was 
a  platform,  with  steps  leading  down  to  a  small  landing  for  boats, 
which  was  eight  feet  below  the  roadway.    Ever  since  the  construe- 


f 


Danoesous  Weeubs  in  Accessible  Places.  643 

Nelson  v.  Braniord  Lighting  &  Water  Co. 

tion  of  this  bridge  the  boys  aiul  young  men  in  the  neighborhood 
bad  been,  with  the  knowledge  of  the  selectmen,  in  the  custom  of 
bsthing  from  it  in  summer,  and,  while  so  doing  of  running  and  ex- 
ercising themselves  upon  and  jumping  and  diving  from  all  parts  of 
the  bridge  and  draw ;  the  smaller  boys  confining  themselves  to  the 
landing,  platform,  and  floor,  but  the  larger  ones  diving  and  jump- 
ing from  the  railing^  and  trusses.     In  1896  the  defendant  con- 
ttracted  a  line  of  wires  for  electric  lighting  purposes  along  the 
li^[hway,  and  bolted  one  of  its  poles  to  the  piles  of  the  bridge  at 
eadi  side  of  the  draw.    An  iron  pipe  was  attached  to  each  pole, 
through  which  the  wires  were  carried  down  to  the  bottom  of  the 
river  and  across  the  bottom.    In  the  summer  of  1900,  in  lieu  of 
this  arrangement  of  the  wires,  overhead  wires  were  strung  between 
these  poles,  which  could  be  detached  and  removed  whenever  a  vessel 
passed  through  the  draw.    These  ran  over  14  feet  above  the  floor  of 
tiie  bridge,  and  that  nearest  the  west  edge  of  it  was  about  5  feet  5 
inches  above  the  peak  of  the  truss  and  17  inches  west  of  its  west 
face.    The  selectmen  inspected  the  defendant's  line  m  1896,  and 
approved  it.    They  were  not  consulted  as  to  the  change  of  construc- 
tion made  in  1900,  and  it  did  not  appear  tbat  they  approved  it  The 
use  of  the  bridge  for  bathing  purposes  continued  thereafter  as  be- 
fore, with  their  knowledge  and  that  of  the  defendant.    The  wires 
above  the  draw  were  insulated  so  as  to  protect  them  against  the 
weather,  but  not  so  as  to  make  personal  contact  with  them  safe. 
The  current  was  turned  on  every  day  towards  dark,  and  then  they 
Were  dangerous  to  handle.    No  notice  of  such  danger  was  given  by 
fte  defendant,  although  it  knew  that  the  bridge  had  so  much  iron 
ixpon  it  as  to  be  a  good  conductor  of  electricity,  and  that  the  current 
^as  liable  to  diversion  if  one  standing  on  the  bridge  should  touch 
the  wire  overhead,  particularly  if  he  were  wet  at  the  time.     In 
July,  1901,  at  about  a  quarter  before  7  in  the  evening,  the  plain- 
tiff's intestate,  a  boy  of  16,  who  had  been  in  the  water,  while  bath- 
ing from  the  bridge,  walked  up  the  west  truss,  clothed  only  in 
lathing  trunks,  to  the  peak,  which  was  over  17  feet  above  the  river, 
and  asked  some  boys  below  if  they  thought  he  would  touch  bottom 
if  he  dove  from  there.    He  then  faced  about  to  the  west,  and — 
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whether  voluntarily  or  instinctively  to  prevent  a  fall  did  not  appear 
— caught  hold  of  the  nearest  of  the  overhead  wires,  and  was  kiUed 
almost  instantaneously  by.  an  electric  shock.  He  knew  that  tbe 
wire  was  an  electric  light  wire,  and  that  a  boy  had  received  a  shod: 
a  year  before,  while  climbing  the  nearest  of  the  poles  for  the  pur- 
pose of  diving,  but  it  did  not  appear  that  he  knew  that  the  wins 
were  dangerous  to  handle. 

The  Superior  Court  has  found  that  the  defendant  failed  to  prove 
that  it  was  not  negligent  in  running  the  overhead  wire  as  it  did, 
with  no  greater  precautions  against  danger  to  bathers,  and  failed 
also  to  prove  that  the  boy  was  guilty  of  contributory  ni^ligmoe. 
There  is  nothing  in  the  facts  specially  found  inconsistent  with  then 
conclusions.    The  defendant  was  bound  to  a  very  hi^  degree  of 
care  in  the  use  for  its  own  purposes  of  a  highway  bridge.    MeAdam 
V.  Central  Ry.  &  E.  Co,,  6  Am.  Electl.  Gas.  348,  67  Conn.  445, 
447,  35  Atl.  341.    In  determining  what  precautions  against  dangsr 
to  human  life  were  reasonably  necessary,  it  was  bound  to  ooniidar 
all  the  uses  to  which  the  bridge  was  customarily  put    It  is  found 
that  it  was  convenient  to  the  defendant  to  have  the  wires  no  hi|^ 
above  the  truss ;  but  convenience  in  such  a  matter  is  a  subordintte 
consideration.    The  bridge,  as  part  of  a  public  highway,  was  open 
to  general  public  use.    Under  the  law  of  this  State  the  purposes  of 
a  highway  are  not  regarded  as  wholly  restricted  to  serving  the  rij^t 
of  passage.    He  who  is  standing  on  one  as  a  mere  sightseer,  to  grat- 
ify his  curiosity,  is  rightfully  there.     Bunnell  v.  Berlin  Iron 
Bridge  Co.,  66  Conn.  24,  36,  33  Atl.  533.    The  custom  of  boys  to 
to  dive  from  the  bridge  was  known  to  the  defendant*    The  seledr 
men,  who  represented  the  town  which  owned  it,  had  known  of 
this  practice  for  14  years.    So  far  as  appears,  they  had  expressed 
no  disapproval.     Silence  for  so  long  a  time  might  naturally  be 
taken  as  importing  acquiescence.     It  was  for  them,  and  not  fa 
the  defendant,  to  determine  how  the  town  property  should  bo 
used.    As  far  as  the  defendant  is  concerned,  the  plaintifPs  intestate 
was  rightfully  on  the  truss,  and  the  defendant  owed  him  the  duty 
of  not  unnecessarily  exposing  him  to  dangers  to  life  which  reason- 
able care  on  its  part  could  avoid.    It  could  hr.ve  insulated  the  wires 
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more  effectively.  It  could  have  strung  them  out  of  the  reach  of 
one  standing  on  any  part  of  the  bridge.  It  could  have  carried 
them  across  the  river,  as  it  originally  did,  in  a  pipe  laid  on  the 
bottom  of  the  river.  It  could  have  put  up  a  notice  of  danger. 
The  trial  court  had  the  right  to  take  into  view  what  the  company 
Imd  not  done  as  well  as  what  it  had  done  in  determining  whether 
it  bad  fulfilled  its  burden  under  the  default,  of  disapproving  the 
diarge  of  negligence. 

The  default  also  threw  upon  it  the  burden  of  proving  its  claim 
that  the  plaintiff's  intestate  was  not  himself  in  the  exercise  of 
due  care.    There  were  circumstances  indicating  that  he  was  lack- 
ing in  this.    There  was  no  proof  of  any  justifying  cause  for  his 
grasping  the  wire,  and  it  was  in  proof  that  he  grasped  it  at  a 
time  of  the  day  when  he  had  reason  to  apprehend  that  the  cur- 
rent mi^t  have  been  turned  on.     But,  while  he  knew  the  pur- 
pose which  the  wire  served,  it  was  not  shown  that  he  knew  that 
there  was  danger  in  touching  it.    It  was  encased  in  a  preparation 
of  cotton  fibre  and  paint    Had  the  casing  been  rubber  or  gutta 
percha,  the  danger  from  contact  with  it  would  have  been  slight 
A  boy  of  his  age  is  not  necessarily  chargeable  with  knowledge  of 
the  different  modes  of  insulation  and  their  comparative  effect. 
That  he  had  knowledge  that  the  casing  contained  a  wire,  and  that 
•n  electric  li^t  wire,  did  not,  as  matter  of  law  or  of  logical  neces- 
sity, show  that  he  was  not  in  the  exercise  of  due  care,  under  the 
circumstances  of  his  situation.     It  was  to  be  and  was  considered 
by  the  trial  court,  but  it  was  not  absolutely  controlling. 

The  only  proof  on  the  point  of  damages  was  that  the  intestate 
was  a  bright,  active,  intelligent  boy  of  16,  6  feet  2  inches  high,  who 
for  nearly  3  years  had  been  a  general  clerk  in  a  village  grocery, 
and  driver  of  the  delivery  wagon.  This  was  not  insufficient  to  up- 
hold the  award  of  $5,000.  It  is  true  that,  since  this  amount  is, 
under  our  statute,  the  extreme  limit  of  recovery  in  an  action  for 
a  wrong  resulting  in  the  death  of  the  injured  party,  the  plaintiff 
thus  receives  all  that  could  be  given  for  the  loss  of  the  most  valuable 
life.  It  is  also  true  that  the  life  of  this  lad  cannot  be  considered 
as  possessing  any  extraordinary  value.    He  had,  however,  a  long 

VOL.  VIII — 35 


646  Amebican  Eleotbioal  Cases.  [vol.  8 

Nelson  v.  Branford  Lighting  &  Water  Co. 

expectation  of  life.  While  his  earnings  for  the  next  four  or  five 
years  would  belong  to  his  father,  he  had  reason  to  expect  to  be  aUft 
to  earn  thereafter,  for  a  considerable  period,  much  more  than  tibft 
cost  of  his  personal  supports  What  damage  resulted  from  the  lew 
of  his  earning  capacity  it  was  for  the  Superior  Court  to  measure^ 
as  best  it  could,  and  there  is  nothing  in  the  case  which  can  be  said, 
as  matter  of  law,  to  require  a  lower  estimate.  Braughel  v.  South' 
em  New  Eng.  Telephone  Co,,  73  Conn.  614,  620,  48  AtL  753,  84 
Am.  St  Rep.  139.  While  no  evidence  was  oflFered,  from  tables  of  mo^ 
tality  or  otherwise,  of  the  boy's  expectation  of  life,  none  in  a  trial 
to  the  court  was  needed,  for  judicial  notice  could  be  taken  of  die 
probability  which  such  tables  disclose.  17  Amer.  &  Eng.  Ency.  <tf 
Law,  tit.  "  Judicial  Notice,"  p.  900.  It  is  to  be  presumed,  in  sup- 
port of  the  judgment,  that  the  court  found  that  his  net  eamingi 
annually  after  he  would  have  come  of  age  would  have  exceeded  the 
amount  of  the  interest  which  could  probably  during  the  same 
period  be  obtained  on  $5,000 ;  for  otherwise  the  judgment  would 
amount  to  an  annuity,  equivalent  to  such  earnings,  in  perpetuity. 
It  is  also  to  be  presumed  that  due  allowance  was  made  for  the  an- 
ticipation of  these  earnings  by  force  of  a  judgment  which  was  pay- 
able immediately.  The  evidence,  which  has  been  included  in  the 
record  under  the  provisions  of  Gen.  St.  1902,  sec.  797,  discloses  no 
cause  for  correcting  the  finding,  in  any  of  the  particulars  requested 
by  the  appellant. 

The  superintendent  of  the  defendant  company,  having  been 
qualified  as  an  expert,  testified  in  chief  that  he  constructed  its  line, 
and  had  the  pole  at  the  side  of  the  draw  nearest  to  the  point  where 
the  boy  was  killed  bolted  to  the  piling  of  the  bridge.  He  was  then 
asked  his  reason  for  doing  so,  rather  than  for  setting  it  out  in  the 
stream.  Objection  being  made,  the  reason  was  claimed  as  tending 
to  show  that  it  was  put  in  a  proper  place;  but  the  court  excluded 
the  evidence.  The  duty  which  the  defendant  owed,  in  constructing 
its  line,  to  regard  the  safety  of  those  using  the  bridge  for  bathing 
purposes,  required  it  to  use  reasonable  care  to  select  a  proper  loca- 
tion for  this  pole.  The  witness  should,  therefore,  have  been  allowed 
to  state  the  reason  which  governed  its  action  in  that  respect.  The 
record  of  the  evidence,  however,  shows  that  immediately  after  this 
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nling  of  the  court  the  witness  was  asked  whether,  on  the  day  of 

the  injury  to  the  plaintiff's  intestate,  the  entire  line  was  in  all 

WBpects  properly  constructed,  and  gave  an  affirmative  answer. 

Under  Gen.  St  1902,  sec.  797,  it  is  proper  for  us  to  examine  the 

wiiide  record  in  disposing  of  this  assignment  of  error,  and  the  ques- 

txHi  and  answer  thus  admitted  are  found  in  the  statement  of  the 

endence,  though  not  in  the  special  finding  of  the  court.     In  view 

of  that  answer,  no  substantial  harm  can  have  been  done  by  the  ex- 

efaision  of  the  preceding  question. 

The  same  witness,  having  testified  in  chief  that  the  cross-arm  on 
the  pole  above  described  was  15  feet  lower  than  that  on  the  pole 
standing  next  in  the  line  on  the  same  side  of  the  draw,  and  that  this 
WIS  done  to  lessen  the  strain  on  the  former  and  the  risk  of  the 
filling  of  the  wires  in  a  high  wind,  was  asked  on  cross-examina- 
tion as  to  what  would  have  been  the  expense  of  putting  in  an  inter- 
mediate pole  to  reduce  the  strain,  and  then  elevating  the  wires 
across  the  draw,  and  replied  that  it  would  have  cost  about  $60. 
He  objection  to  this  cross-examination  was  properly  overruled. 
The  defendant  was  not  an  insurer  of  the  safety  of  those  under- 
taking to  walk  up  the  truss.  It  was  not  bound  to  guard  it  at  any 
cost  It  was  bound  to  guard  it  within  reasonable  limits,  and  in 
determining  those  limits  the  expense  of  adopting  another  mode  of 
stringing  the  wires  was  a  legitimate  subject  of  consideration. 

Another  expert  was  introduced  by  the  defendant,  who  had  in- 
spected the  line  over  the  bridge  in  1902.  The  defendant  claimed 
tliat  it  was  then  in  the  same  condition  as  at  the  time  of  the  accident, 
eorcept  as  to  one  small  section.  As  a  preliminary  to  showing  by 
him  that  it  was  properly  constructed  as  it  stood  in  1901,  he  was 
asked  to  describe  it  as  it  was  when  he  saw  it,  except  as  to  the  par- 
ticular section  which  it  was  admitted  had  been  changed.  The  court 
excluded  this  inquiry,  and  did  not  exceed  the  limits  of  its  discre- 
tion in  so  doing.  The  evidence  sought  was  remote  in  character; 
corroborative  at  best;  and  the  same  object  could  have  been  at- 
tained by  a  hypothetical  question,  based  on  the  testimony  of  those 
witnesses  who  had  described  the  arrangement  of  the  line  in  1901. 

There  is  no  error.    The  other  judges  concurred. 
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CONSOLIDATBD  ElbCTBIC  LiOHT  &  POWEB  Oo.  ▼.  HsALT  XT  UX. 

Kansas;  Supreme  Court. 


1.  Attbaotivb  NinsANCB. —  It  is  the  law  of  this  State  thai  one  who 

tains  on  his  premises  what  is  called  an  "  attractive  nuisance  "  (that  is, 
a  place  which,  though  patently  dangerous  to  those  of  ordinary  knowledge 
and  prudence,  is  so  enticing  to  others  excusably  lacking  in  intelligoMt 
and  caution  as  to  induce  them  to  venture  to  it)  is  liable  for  leralti^f 
injuries  to  the  latter;  and  the  same  rule  applies  to  one  who  "'•**tfiiw 
on  his  own  premises  a  dangerous  instrumentality,  not  in  itself  attraetif% 
but  placed  in  such  immediate  proximity  to  an  attractive  situation  on  tin 
premises  of  another  as  to  form  with  it  a  dangerous  whole,  notwitk- 
standing  the  attractive  situation  on  the  other  premises  may  not  be  sf 
itself  dangerous. 

2.  Elbctbio  WIBX8  ON  CUT  VIADUCT;  DMXCTiVB  nrsuiATioxf. — An  eleetiie 

company  laid  its  wires  on  the  viaduct  of  a  city  street,  outside  bat  doM 
to  the  traveled  way,  between  which  wires  and  way  was  a  railiqg  <r 
balustrade,  over  which  small  boys  were  in  the  habit  of  climbing  tad 
getting  close  to  the  wires.  The  wires  were  defectively  insulated,  sf 
which  fact  and  of  the  habit  of  the  boys  the  company  had  knoidedge.  Om 
of  the  boys,  when  in  the  act  of  climbing,  was  killed  by  coming  in  eontaet 
with  the  uninsulated  wires.  Held,  the  company  is  liable. 
(Syllabus  by  the  Court.) 

Error  by  defendant  from  judgment  for  plaintiffs. 

Decided  December  6, 1902 ;  reported  65  Kan.  798,  70  Pac  881 

Kagy  &  Horn  and  Huichings  &  KepUnger,  for  plaintiff  in  e^ 
ror. 

Oetty,  Hutchings  £  Dean,  for  defendants  in  error. 

Opinion  by  Dosteb,  C.  J. : 

The  Consolidated  Electric  Light  &  Power  Company  waa  givei 
permission  by  the  city  of  Kansas  City  to  carry  its  electric  wires  on 
a  viaduct  constituting  a  part  of  one  of  the  streets.  This  the  com- 
pany did  by  stringing  them  on  timbers  projecting  out  from  the  side 
of  the  viaduct  or  bridge.  There  were  a  number  of  wires  placed 
at  distances  of  about  a  foot  to  several  feet  from  the  ends  of  the 
boards  constituting  the  floor  of  the  bridge.    The  sides  of  the  bridge 
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vere  guarded  by  an  iron  railing  or  balustrade^  several  feet  high, 
numingy  substantially  speaking,  over  the  ends  of  the  boards  con- 
rtitiiting  the  bridge  floor.    However,  many  of  the  boards  projected 
beyond  (that  is,  outside)  the  bridge  railing.     The  electric  wires 
alongside  the  viaduct  were  very  defectively  insulated.   Their  insu- 
ladcg  covers  had  rotted  away  in  many  places.    This  fact  the  com- 
pany knew.     Small  boys  were  in  the  habit  of  climbing  over  the 
fiaduct  railing  immediately  by  the  electric  wires.  This  fact  the  com- 
pany also  knew.  Holly  Healy,  a  boy  about  10  years  old,  and  of  the 
average  intelligence  and  characteristics  of  boys  of  that  age,  climbed 
over  the  railing,  and  came  in  contact  with  one  of  the  electrically 
diarged  wires,  and  was  killed.    It  is  probable  that  the  moment  be- 
fore he  had  been  standing,  or,  rather,  moving  about,  on  the  project- 
ing ends  of  the  bridge  boards  or  the  projecting  wire  supports.    Suit 
was  brou^t  by  his  parents  to  recover  damages  for  his  death.  Judg- 
ment went  in  their  favor  in  the  court  below,  to  reverse  which  error 
lias  been  prosecuted  to  this  court. 

The  matter  principally  discussed  is  the  question  of  the  com- 
pany's liability  under  the  circumstances  stated.    As  to  the  boy,  who 
was  not  at  the  time  on  the  highway  proper,  but  who  was  engaged  in 
a  dangerous  sport  immediately  outside  of  it,  was  the  company  neg- 
ligent in  maintaining  its  wires  in  an  uninsulated  condition,  where 
4e  was  liable  to  come  in  contact  with  them  ?    To  our  minds,  there 
can  be  no  doubt  as  to  the  answer.     It  was  liable.    To  an  adult  it 
niigfat  not  have  been.     To  a  small  boy,  in  the  buoyancy  of  sport, 
tad  lacking  the  intelligence  and  discretion  of  older  years,  it  was 
liable,  in  view  of  the  fact  that  it  knew  that  children  of  his  class 
^rere  in  the  habit  of  venturing  in  dangerous  proximity  to  its  negli- 
gently kept  wires.    The  place  where  the  boy  met  his  death  was  one 
of  those  denominated  in  the  books  "  attractive  nuisances,"  the 
keepers  of  which,  according  to  those  decisions  which  we  regard  as 
the  sounder  exposition  of  the  law,  are  liable  to  one  who,  without  in- 
culpating fault  on  his  part,  is  injured  thereby.     It  is  true,  the 
company  did  not  maintain  the  bridge  and  the  railing  and  the  eleva- 
tion above  ground,  constituting  an  attractive  climbing  place  for 
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hojQ,  and  it  may  be  that  its  wires  were  not  themselves  attracdi 
playthings  for  the  boys,  but  it  maintained  them  in  such  immediat 
proximity  to  that  which  was  attractive  as  to  constitute  them  an  ii 
tegral  part  of  the  whole.  It  put  its  wires  within  the  attractive  a 
vironment.  It  identified  itself  in  that  way  with  the  attractii 
place.  If  one  maintains  a  dangerous  instrumentality  on  his  o^ 
premises^  immediately  against  the  premises  of  another,  and  withi 
the  sphere  of  the  attractive  influence  of  something  on  the  latte 
and  a  third  one,  venturing  on  the  latter,  is  injured  by  coming  i 
contact  with  the  former,  he  would  seem  entitled  to  a  reooverj 
that  is,  assuming  the  necessary  knowledge  to  charge  tbo  dereli< 
party.  The  electric  company  had  knowledge  in  this  case.  I 
counsel  attempt  to  explain  that  it  had  not.  But  it  had.  We  hai 
gone  carefully  through  the  evidence,  and  are  convinced.  Tl 
principle  applicable  to  this  case  has  been  several  times  declared  i 
this  state.  It  was  done  in  the  recent  cases  of  Price  v.  Water  Co, 
68  Kan.  551,  50  Pac.  450,  62  Am.  St.  Rep.  625,  and  Biggs  t 
Barb  Wire  Co.,  60  Kan.  217,  56  Pac.  4,  44  L.  R  A.  655.  The  sul 
ject  has  been  thoughtfully  considered  in  the  second  edition  o 
Thompson  on  Negligence  (vol.  1),  under  the  head  of  "  Injuries  t 
Children  from  Defects  in  Premises,"  beginning  with  section  102-1 
It  is  immaterial  that  the  viaduct  railing  and  its  elevation  abov 
ground  may  not  have  been  dangerous.  They  probably  were,  bi 
for  reasons  peculiar  to  themselves.  The  boy  did  not  come  to  hi 
death  because  of  dangers  incident  to  the  mere  act  of  climbing 
Nor  is  it  material  that  the  company's  wires  were  not  attractive 
The  attractions  of  the  viaduct  railing  as  a  place  for  sport,  and  th 
defectively  insulated  wires,  as  instrumentalities  of  danger,  wer 
united  together  as  a  whole.  We  assume  that  the  city  is  not  liable 
but,  if  it  were  charged  with  liability,  it  would  be  no  answer  to  i 
to  say  it  did  not  furnish  the  element  of  danger.  It  would  be  su: 
ficient  to  reply  that  it  furnished  the  attraction  to  entice  int 
danger.  When  the  company  answers  that  it  did  not  furnish  the  a 
traction,  it  is  sufficient  to  reply  that  it  furnished  the  danger  to  con 
bine  with  the  attraction.     It  could  have  neutralized  the  harmfii 
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■  — . 

ingredient  of  attractiveness  in  the  compound  by  guarding  against 
die  danger,  and  to  require  it  to  do  so  is  not  to  impose  upon  it  any 
greater  burden  than  though  it  were  responsible  for  both  the  hurtful 
c(Hi8tituents. 

Other  claims  of  error  were  made,  particularly  as  to  instructions, 
but  none  of  them  were  well  founded,  and  the  judgment  of  the  court 
below  is  therefore  affirmed.    All  tlie  justices  concurring. 
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Waltees  v.  Dexveb  Consolidated  Electbio  Light  Co. 

Colorado;  Court  of  Appeals, 

1.  L^JtTRT  FBOM   CONTACT  WITH    WIBE   FASTENED   ON   HOUSE;    PBESUMPTION   OF 

NEGLIGENCE. — The  plaintiff,  a  boy  of  twelve  years  of  age,  was  severely  in- 
jured by  a  shock  received  from  touching  a  defectively  insulated  electric 
wire  fastened  on  a  building  within  easy  reach  from  a  window.  It  was 
held  that  the  facts  were  sullicient  to  make  it  a  presumptive  case  of  neg- 
ligence against  the  defendant. 

1  CoNTEiBUTOBY  NEGLIGENCE. — ^The  question  as  to  whether  or  not  the  plaint- 
iff was  negligent  in  reaching  out  the  window  and  attempting  to  replace 
tlie  glass  insulator,  which  had  fallen  from  its  bracket,  is  for  the  jury. 

1  KnuGENCE  IN  PEBMiTTiNG  WIRE  TO  BE  UNINSULATED. — Whether  or  not 
the  wire  in  question  was  uninsulated  at  the  time  of  th^  accident,  or 
whether  the  defendant  was  guilty  of  negligence  in  permitting  such  con- 
dition is  a  question  of  fact  for  the  jury.  An  instruction  to  the  jury 
was  based  upon  the  theory  that  defendant  was  relieved  from  all  care  as  to 
the  uninsulated  wire  except  as  to  persons  having  some  duty  or  business  to 
perform  at  the  exposed  point  is  erroneous.  It  was  the  duty  of  the  de- 
fendant  to  exercise  reasonable  care  under  all  the  circumstances  to  have  and 
maintain  the  wire  at  this  place  in  a  reasonably  safe  condition. 

Appeal  by  plaintiff  from  judgment  for  defendant  Decided 
Karch  10,  1902 ;  reported  (Colo.  App.),  68  Pae.  117. 

H.  T.  McNeal  and  Wells  £  Taylor,  for  appellants. 

Wolcott  &  Vaile  and  Williavi  W,  Field,  for  appellee. 

Opinion  by  Guntee,  J. : 

Verdict  was  for  defendant,  and  from  the  judgment  thereon  is 
this  appeal.  At  a  former  trial  defendant  objected  to  the  introduo- 
tion  of  testimony,  upon  the  ground  that  the  complaint  herein  did 
Hot  state  facts  sufficient  to  constitute  a  cause  of  action.     This 
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objection  was  sustained,  and  judgment  of  dismissal  entered, 
was  reversed.  Walters  v.  Light  Co.,  7  Am.  Electl.  Cas.  515,  12 
Colo.  App.  145,  54  Pae.  960.  The  pleadings  herein  are  the  same 
as  on  the  former  appeal. 

1.  The  wires  of  defendant  used  in  illuminating  the  residence  of 
plaintiff's  father  ran  to  insulators  ^^A"  and  ^^  B  "  on  iron  brackets 
affixed  to  the  rear  wall  of  the  residence;  thence  to  a  transformer; 
thence  into  the  residence.     The  transformer  and  insulators  weie 
situate  about  14  inches  beneath  the  bath  room  window.    At  a  point 
on  the  main  wire  just  before  it  reached  insulator  A  a  union  wii 
made  between  the  main  wire  and  the  wire  leading  to  the  trans- 
former, and  to  effect  this  the  original  insulation  was  removed  frwn 
the  main  wire  and  transformer  wire  at  the  point  of  union.    After 
the  wires  were  spliced  at  this  point  they  were  soldered  together,  and 
to  reinsulate  them  insulating  tape  should  have  been  wrapped 
around  the  point  of  union.     There  was  evidence  from  whidi  it 
might  be  reasonably  concluded  that  at  this  point,  for  the  distance 
of  about  1  1-2  inches,  the  wire  was  exposed  at  the  time  of  the  acci- 
dent, and  about  2  inches  of  insulating  tape  unwound  and  hanging 
down.    Plaintiff,  aged  between  12  and  13  years,  looked  out  of  tlie 
bath  room  window  about  6 :30  in  the  morning,  and,  seeing  glass  in- 
sulator A  off  the  bracket,  reached  down,  took  hold  of,  and  replaced 
it.     As  he  did  so  a  shock  was  received,  producing  the  injuries, 
damages  for  which  are  sought  to  be  recovered  herein.    Immediately 
thereafter  he  was  found  unconscious,  his  hand  upon,  or  close  to,  the 
iminsulated  section  of  the  wire  mentioned.     There  was  evidence 
sufficient  to  go  to  the  jury  that  a  section  of  the  wire  was  uninsu- 
lated at  the  time  of  the  accident;  that  thereby  plaintiff  sustained 
the  injuries  complained  of.     If  the  jury  believed  these  facts  it 
made  a  presumptive  case  of  negligence  against  defendant    In 
Light  Co,  v.  Simpson,  5  Am.  Electl.  Cas.  278,  21  Colo.  371,  41 
Pac.  499,  31  L.  R.  A.  566,  plaintiff  was  traveling  a  public  alley. 
He  came  in  contact  with  one  of  defendant's  wires  charged  wiA 
electricity,  which  wire  had  become  detached  from  its  overhead 
fastening,  and  was  hanging  to  within  about  two  feet  of  the  ground. 
As  result  of  such  contact  plaintiff  received  a  severe  shock,  and  was 
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flerionsly  injured.  He  had  judgment  below.  The  court,  speaking 
to  an  allied  error  of  the  trial  court  in  instructing  upon  what  con- 
atitnted  prima  facie  negligence,  said : 

*In  substance,  the  court  instructed  the  jury  that  if  they  found  that  the 
defendant's  wire  was  so  charged  with  electricity  as  to  become  dangerous  to 
persona  coming  in  contact  with  it,  and  that  the  wire  had  become  discon- 
McCed  or  detached  from  its  fastenings,  and  hung  down  in  a  public  alley,  so 
ss  to  endanger  public  travel,  that,  of  itself,  was  prima  facie  evidence  of 
■ifllflinici  on  the  part  of  defendant.  Strictly  speaking,  except  in  some  rela- 
dflDS  apringing  out  of  contract,  the  mere  happening  of  an  accident  is  not 
any  evidence  of  negligence.  Thomp.  Carr.  p.  209,  sec.  9.  But  in  some  cases 
id  tort  it  has  been  held  that  the  existence  of  certain  facts,  unexplained,  is 
some  evidence  of  negligence.  Thomaa  v.  Telegraph  Co.,  100  Mass.  156,  and 
StptneM  V.  Gae  Co.,  5  Am.  Electl.  Cas.  264,  114  N.  C.  203,  19  S.  £.  344,  26 
L.  R.  A.  810,  41  Am.  St.  Rep.  786,  are  cases  in  point,  and  are  authority  for 
tie  instruction  given  in  this  case." 

In  Haynes  v.  Oas  Co.,  supra,  a  boy  aged  about  10  years  took  hold 
of  a  wire  on  the  sidewalk  over  which  he  was  passing,  and  was  killed 
by  an  electric  current.    Inter  alia  the  court  said : 

^  Proof  that  there  was  a  '  live '  wire  (carrying  a  deadly  current)  down  into 
the  highway  surely  raises  presumption  that  some  one  had  failed  in  his  duty 
to  the  public.  When  to  this  was  added  proof  that  this  death-carrying  wire 
was  put  above  the  street  by  the  defendant,  and  was  its  property,  and  under 
the  management  and  control  of  its  servants,  and  that  by  contact  with  that 
wire  the  deceased,  having  a  right  to  be  on  the  street,  was  killed,  a  complete 
prima  facie  case  of  negligence  was  made  out,  and  the  burden  was  cast  upon 
the  defendant  to  show  that  this  *  live '  wire  was  in  the  street  through  no  fault 
of  its  servants  and  agents." 

In  Tramway  Co.  v.  Beid,  4  Am.  Electl.  Cas.  332,  4  Colo,  App. 
63,  35  Pac.  269,  the  court  said : 

"  The  fact  being  established  that  injuries  were  caused  by  electricity,  and 
that  the  car  was  so  charged  with  the  fluid  as  to  injure  a  person  by  contact 
with  any  part  of  it,  if  not  establishing  negligence  per  se,  made  such  a  prima 
facie  case  as  to  require  defense,  either  to  show  that  the  injuries  were  not 
caused  by  that  agency  or  through  the  careless  use  of  the  agent." 

See,  also,  RailuHiy  Co.  v.  Cooper,  7  Am.  Electl.  Cas.  444,  60  N. 
J.  Law,  219,  37  Atl.  730,  38  L.  R.  A.  637,  64  Am.  St.  Eep.  592. 
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2.  It  is  contended  that  the  evidence  disclosed  such  oontribatoiy 
n^ligence  as  to  bar  a  recovery.  The  complaint  stated  the  facts 
fully  and  distinctly.  There  was  evidence  to  support  its  allegatioiUL 
The  court's  holding  in  Walters  v.  Light  Co.,  supra,  that  the  com- 
plaint stated  a  cause  of  action,  and  that  the  question  of  contribu- 
tory negligence  should  have  been  submitted  to  the  jury,  in  effect 
decided  this  contention.    It  is  there  said : 

"  The  question  of  negligence  is  a  mixed  one  of  law  and  fact,  and*  ezoept  li 
rare  cases,  its  determination  belongs  to  the  jury.  .  .  .  Where,  apom  fads 
in  its  possession,  the  character  of  the  conduct  is  in  any  degree  involTed  ia 
doubt,  it  is  never  proper  for  the  court  to  withdraw  the  question  of  negUgeaee 
from  the  jury.  ...  He  (plaintiff)  was  rightfully  in  his  father's  home, 
and  he  was  rightfully  at  the  window.  Seeing  something  out  of  place  whiek 
was  attached  to  the  house,  directly  under  the  window,  and  within  his  reach, 
it  might  very  naturally  occur  to  him  to  replace  it,  and  his  act  in  so  doiB|^ 
if  he  had  no  knowledge  of  the  purpose  of  the  attachment,  and  no  reaaon  to 
apprehend  danger  from  it,  could  hardly  be  called  recklessness." 

3.  As  it  was  the  plaintiff's  right  to  have  his  case  submitted  to  the 
jury,  it  was  also  his  right  to  have  this  done  under  proper  instruc- 
tions. The  gist  of  the  charge  of  plaintiff  was  that  defendant^ 
through  negligence,  permitted  the  wire  in  question  to  be  in  an  unin- 
sulated condition.  It  was  for  the  jury  to  determine  whether  or  not 
the  wire  was  uninsulated  at  the  time  of  the  accident,  and,  if  so  un- 
insulated, whether  the  defendant  was  guilty  of  negligence  in  per- 
mitting such  condition.  A  material  factor  in  determining  the  de- 
gree of  care  which  defendant  should  bestow  by  proper  inspection 
and  otherwise  in  maintaining  the  wire  in  a  reasonably  safe  condi- 
tion was  the  location  of  the  wire  in  question.  If  located  at  a  point 
readily  accessible,  the  law  would  require  greater  care  of  defendant 
to  preserve  the  wire  insulated  than  if  the  wire  was  located  at  an  in- 
accessible point     In  Walters  v.  Light  Co,,  supra,  it  is  said: 

"  We  may  concede  that  at  places  where  there  is  no  apparent  possibility  of 
injury  ensuing  from  electric  wires  it  would  not  be  negligence  to  leave  theni 
uncovered,  and  that  no  duty  to  keep  them  insulated  would  exist  unless  it  wai 
imposed  by  some  express  law.  But  by  this  concession  the  question  whether, 
con»istcntly  with  the  degree  of  care  exacted  in  the  management  of  an  agency 
so  dangerous  as  electricity,  it  was  or  was  not  the  duty  of  defendant  to  have 
its  wires  insulated  at  the  particular  place  where  this  injury  occurred,  is  hj 
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lonmns  disposed  of.  .  .  .  The  insulator  was  a  harmless  looking  object; 
there  was  nothing  to  give  notice  of  the  deadly  force  hidden  in  the  wire ;  the 
•oddent  was  one  liable,  and  which  the  defendant  must  have  known  was  liable, 
to  htppen  at  any  dwelling  to  which  electric  appliances  were  similarly  affixed, 
and  in  which  there  were  children,  or  persons  ignorant  of  the  purpose  of  the 
appliances,  or  the  nature  of  the  electric  fluid.    •    . 

A  part  of  instruction  No.  8  was : 

"And  the  court  instructs  the  jury  that  the  only  matter  which  can  be 
considered  by  the  jury  as  bearing  upon  the  question  as  to  whether  or  not  the 
defendant  was  negligent  is  the  condition  of  the  wire  with  which  Clifton 
Wood  Walters  came  in  contact,  and  the  condition  of  the  insulation  upon  that 
wire  at  the  time  Clifton  Wood  Walters  was  injured." 

A  part  of  instruction  No.  9  was : 

"And  although  you  may  believe,  from  the  evidence,  that  the  defendant  was 
i^igent  in  placing  these  wires  and  transformer  or  converter  at  the  place 
where  they  were  fastened  to  the  walls  of  the  house,  .  .  .  still  such  negli- 
gence, if  any  there  was,  cannot  be  considered  by  you  in  this  case,  and  must  not 
influence  your  verdict  in  any  manner  whatever." 


The  effect  of  these  two  instructions  was  to  tell  the  jury  that  it 
eould  not  consider  the  location  of  the  transformer  in  determining 
the  degree  of  care  that  should  be  exercised  in  preserving  the  wire 
in  q^estion  uninsulated.     As  stated,  the  location  was  a  material 
factor  in  determining  the  degree  of  care  to  be  exercised  by  defend- 
ant in  maintaining  the  wire  in  question  in  a  reasonably  safe  condi- 
tion, and  for  such  purpose  it  should  have  been  considered  by  the 
jury.     The  giving  of  these  two  instructions,  we  think,  constitutes 
reversible  error.    Instruction  No.  18  in  effect  told  the  jury  to  find 
the  issues  for  defendant.    Such  instruction  is : 

"The  court  instructs  the  jury  that  if  they  believe  from  the  evidence  that 
the  defendant  knew,  or  ought  to  have  known,  that  the  insulation  upon  the 
wire  in  question  was  defective  and  out  of  repair,  still  the  plaintiff  cannot 
recover  in  this  case  unless  you  further  believe  from  the  evidence  that  under 
aU  the  circumstances  proven  in  this  case  the  defendant,  exercising  reasonable 
eare,  would  have  or  ought  to  have  anticipated  that  some  person  might  have 
some  duty  or  business  to  perform  at  the  point  where  the  insulation  upon  the 
wire  was  defective  during  the  night  and  before  the  hour  in  the  morning  when 
the  electricity  was  turned  off  from  the  wires  in  question,  and  might,  while 
exercising  ordinary  care  to  prevent  injury  to  himself,  and  while  performing 
mch  duty  and  business,  come  in  contact  with  such  wire." 
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This  instruction  absolved  the  defendant  from  all  care  as  to  the 
uninsulated  wire  except  as  to  persons  having  some  duty  or  businesa 
to  perform  at  the  exposed  point.  It  was  not  claimed  that  the  phun* 
tiff  (a  child)  had  any  duty  or  business  to  perform  at  such  point 
The  jury,  obeying  the  charge,  could  not  do  otherwise  than  find  for 
defendant.    Such  instruction  is  not  the  law. 


"The  accident  was  one  liable,  and  which  the  defendant  must  haye 
was  liable,  to  happen  at  any  dwelling  to  which  dectric  appliances  was 
similarly  affixed,  and  in  which  there  were  children,  .  .  .  and  we  eaimoi 
say,  as  a  matter  of  law,  that  proof  would  not  be  admissible  under  tlie  aver- 
ments of  the  complaint,  which  woiild  justify  a  verdict  that  in  leaving  the  win 
exposed  as  alleged  the  defendant  was  guilty  of  negUgence/'  Walters  v,  Li§ki 
Co^  supra. 

The  defendant  owed  to  this  plaintiff  the  duty  of  exercising  reas- 
onable care  under  all  the  circumstances  to  have  and  to  maintain 
this  wire  in  a  reasonably  safe  condition.  If  it  failed  in  this  duty, 
and  the  plaintiff  was  free  of  contributory  negligence,  liability  at- 
tached. 

There  is  no  sufficient  reason  for  prolonging  this  opinion  to  emir 
sider  the  many  other  errors  assigned.  The  questions  thereby  ppe» 
sented  will  probably  not  arise  on  a  second  trial,  if  one  be  had.  There 
was  sufficient  evidence  of  defendant's  negligence  for  the  question  to 
go  to  the  jury.  The  degree  of  care  exacted  of  the  defendant  in 
operating  its  plant  is  settled : 

*'  The  highest  degree  of  care  which  skill  and  foresight  can  attain  consisteBt 
with  the  practical  conduct  of  its  business  under  the  known  methods  and  tke 
present  state  of  the  particular  art."  Light  Co,  v,  Simpson,  supra;  Tramwo^ 
Co,  V.  Reid,  supra. 

The  question  of  contributory  negligence  upon  the  facts  herein 
should  go  to  the  jury.  This,  in  effect,  was  also  ruled  upon  the 
former  appeal.  These  two  questions  of  negligence  and  contribu- 
tory negligence  should  have  gone  to  the  jury  under  proper  instruc- 
tions.   They  were  not  so  submitted. 

4.  The  ruling  herein  disposes  also  of  Levina  E.  Waters  against 
the  Denver  Consolidated  Electric  Light  Company,  as  it  is  con- 
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trolled  by  the  same  facts  and  submitted  upon  the  same  abstract  and 
briefs. 
Cases  reversed.    Reversed. 

lasalation  of  wires  attached  to  bnildinss. — If  an  electric  wire  is  at- 
tiehed  to  a  building  at  a  place  where  it  may  be  easily  reached  by  those  law« 
fuUj  in  or  about  the  building,  the  company  erecting  such  wire  is  held  account- 
able for  the  maintenance  thereof  in  a  safe  condition  commensurate  with  the 
dingers  connected  therewith,  and  the  likelihood  of  persons  being  injured  by 
contact.     See  Oiraudi  v.  Elec.  Imp.  Co,,  5  Am.  Electl.  Cas.  318,  107  Cal.  120, 
40  Pac.  108,  48  Am.  St.  Rep.  114;  Qriffin  v.  United  Eleo,  L,  Co,,  6  Am.  Electl. 
Cis.  2o2,  163  Mass.  402,  41  N.  £.  675,  40  Am.  St.  Rep.  477.     In  the  case  of 
Qiraudi  v,  Elec.  Imp,  Co.  the  trial  court  was  sustained  in  refusing  to  in- 
itruct  the  jury  "  with  reference  to  the  use  of  the  agencies  of  nature,  such  as 
fire,  steam,  gas  or  electricity,  the  court  instructs  you  that  persons  employing 
nidi  agencies  and  introducing  them  into  cities  in  the  form  of  commodities 
lor  the  public  use,  while  held  to  a  considerable  degree  of  care  in  the  service 
d  these  dangerous  elements,  are  not  required  to  use  such  extraordinary  care 
•B,  while  it  would  render  the  element  absolutely  harmless  under  all  conaitions, 
would  also  render  its  use  impracticable.    The  public  who  receive  the  benefits 
of  the  convenience  and  comfort  from  the  supply  of  the  commodity  are  pre- 
mmed  to  know  enough  of  the  nature  of  the  element  to  avoid  the  dangers 
which  must  arise  out  of  its  practical  use.    The  duties  of  the  person  supply- 
ing the  commodity  and  of  the  public  using  it  are  reciprocal.     It  may  depend 
■pon  the  exercise  by  the  other  of  such  ordinary  knowledge  of  the  character 
of  the  commodity  and  such  common  prudence  in  its  presence,  as  the  circum- 
stances of  the  time  and  place  require." 

In  the  case  of  Keefe  v.  Narraganseft  Elec.  L.  Co.,  21  R.  I.  575,  43  Atl.  642, 
4  Am.  Neg.  Rep.  218,.  a  company  was  held  not  responsible  where  a  girl  climbed 
out  of  the  window  of  a  house  and  from  there  to  the  jet  of  an  adjoining  house, 
where  she  was  injured  by  contact  with  electric  light  wires,  since  it  was  un- 
i^eaaonable  to  require  the  company  to  anticipate  such  action. 

VOL.  vin — 36 
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Cumberland^  Mayor  of,  v.  Lottig* 

Maryland,  Court  of  Appeals. 

I.  INJUBT  TO  CHILD  BY  CONTACT  WITH  ELECTBIC  WIBB  ON  BOOF;   OONTKIBUTOT 

nbolioenoe. — ^The  plaintiff,  a  child  of  the  age  of  six  or  eight  years,  wUfc 
on  the  roof  of  a  house  under  the  charge  of  his  mother  in  the  night  Umm^ 
for  the  purpose  of  watching  a  play  or  burlesque  which  was  bdng  ghoi 
in  a  theater  across  the  street,  was  injured  by  contact  with  aa  dfletrii 
wire  numing  along  the  roof  of  the  house.  It  appeared  that  the  molte 
knew  of  the  existence  of  the  wire  and  had  warned  the  other  ddUni 
with  her  against  it.  It  was  held  that  the  defendant  was  not  liaUe^  1M 
it  could  not  be  required  to  remedy  a  defect  in  a  wire  at  a  place  whtn  ft 
had  no  reason  to  believe  it  would  ever  be  touched ;  that  under  tiie  fMb 
in  the  ease  there  was  contributory  negligence  precluding  a  reoovery. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Dedded 
April  1,  1902 ;  reported  95  Md.  52,  51  AtL  841. 

Albert  A.  Davb,  James  A.  McHenry  and  Daniel  W.  Dovihyfm 

appellant 

Richd.  T.  Semmes  and  John  0.  Wilson,  for  appeUea 

Opinion  by  Fowler,  J. : 

This  is  an  action  to  recover  damages  for  injury  resulting  frtm 
contact  with  an  electric  wire  which  was  maintained  by  the  city  rf 
Cumberland  along  and  over  the  cornice  of  the  roof  of  a  hoQie  ii 
that  city  occupied  by  the  mother  of  the  plaintiff.  There  'was  aiw- 
diet  in  favor  of  the  plaintiff  for  $4,000,  and  the  defendant  has  ap- 
pealed. 

The  questions  to  be  considered  arise  on  exceptions  to  the  rulingi 
on  instructions  given  the  jury,  and  also  on  an  exception  taken  by 
the  defendant  to  the  remarks  of  the  learned  judge  below  while  de- 
livering an  oral  opinion  upon  the  prayers  which  counsel  for  the  re- 
spective parties  had  submitted  for  his  consideration.  It  appean 
from  the  evidence  in  the  case  that  the  plaintiff  is  a  lad  six  or  eij^t 
years  old,  and  that  he  lived  with  his  mother  and  stepfather  in  tk 
city  of  Cumberland,  on  the  south  side  of  Little  Frederick  street, 
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opposite  the  south  side  of  the  city  hall,  the  second  story  of  which 
was  used  as  a  theater,  or  so-called  ^^Academy  of  Music"  On  the 
sjght  the  plaintiff  was  injured  his  mother  borrowed  a  stepladder 
imm  a  nei^bor,  and  by  means  of  it  she  was  able  to  reach  ^^  the 
tnp  door  "  in  the  roof,  and  in  this  way  she  got  out  upon  the  roof, 
taking  with  her  the  plaintiff.  Several  persons  had  preceded  the 
plainfi^  and  his  mother,  all  having  reached  the  roof  by  the  same 
means  of  egress.  It  appears  from  the  evidence  that  they  all  (seven 
in  number^  the  plaintiff  and  his  mother  included)  went  upon  the 
roof  for  the  purpose  of  looking  into  and  through  the  windows  of  the 
dieater  to  witness  the  play  or  burlesque  which  was  being  given 
fliere  that  ni^t.  Mrs.  Mansfi^,  the  mother  of  the  plaintiff,  testi- 
fied as  follows : 

*  I  liye  in  Cumberland,  ^n  the  soutl^^ide  of  Little  Frederick  street,  which 

iqftntes  mj  house  from  the  city  haU  building,  in  a  rented  house.    It  is  a 

two-stpry  house  and  the  roof  can  only  be  reached  by  a  stepladder.    The  roof 

k  Qot  perfectly  flat,  but  slants  very  little,  and  is  covered  with  tin,  and  is 

coraeeted  with  the  ground  by  a  sheet-iron  pipe.     The  injury  occurred  on  the 

25t]i  day  of  August,  1808,  between  8  and  0  o'clock  at  night.    It  was  not  a 

my  dark  joight,  but  I  do  not  think  it  was  moonlight.    There  waa  an  arc 

ligbt  in  front  of  the  house  on  a  pole,  but  could  not  say  how  close  to  the 

boiue.    One  wire  was  across  the  top  of  the  house  and  another  along  the  house. 

Iks  one    across    the    top    of    the    house    extended    between    two    poles, 

Mvl  was  high  enough  above  the  roof  for  the  boy  to  reach  it  lying  on  his 

itomach.     I  was  sitting  on  a  chair,  and  he  was  lying  in  front  at  my  feet. 

There  was  a  rug  and  a  carpet  between  me  and  the  roof.    There  was  seven  in 

■11  present.    The  girls  went  up  ahead  of  me,  and  Arthur  wanted  to  go,  and 

ht  voold  not  go  unless  I  did.    They  took  a  chair  up,  and  some  carpet  with 

Umbl    The  chair  was  for  me  to  sit  on.    I  was  hardly  seated  until  the  girls 

readied  out  and  touched  the  wire.    I  told  them  not  to  touch  them,  as  we 

did  not  know  what  they  were,  and  just  then  he  touched  it.    I  hardly  had  the  ^-  . 

iPDids  out  of  my  mouth  and  I  knew  what  it  was.     I  grabbed  him,  and  thg<jgTN 

wire  flaw  from  his  hands.    If  I  had  not  been  there,  nothing  would  of  siCl^edVy  / 

Mm,  because  the  balance  all  run.    There  was  flames,  and  he  was  burned^oat^ 

the  left  hand,  right  elbow,  and  both  knees,  and  his  body  on  his  right  arm  waS 

burned  through  the  jacket.     I  was  looking  at  the  play  in  the  Academy  of 

Mnsic  from  the  roof.    This  was  in  August,  in  warm  weather.    The  Academy 

of  Music  is  on  the  second  floor  on  the  level  with  the  top  of  our  house.    It  was 

the  night  the  Academy  was  opened,  and  the  show  was  a  burlesque.     I  was 

DOt  there  long  enough  to  see  anything,  because  just  as  I  got  there  the  boy 

vas  burned.    The  girls  were  looking  at  the  play.     They  were  there  flrst.     1 

ook  Arthur  up  with  me,  as  well  as  the  other  one.    We  climbed  up  the  step- 
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ladder,  and  went  right  np  and  acroes  the  roof.    I  was  a  good  deal  forfhir 
back  than  they  were.    They  were  at  my  feet,  lying  down.     I  borrowed  tb 
stepladder  that  evening  from  Mr.  Brown,  and  my  daughter  brought  it  ^ 
there.    I  have  lived  in  the  property  since  last  April,  one  year  ago,  and  lor 
15  years  before  I  lived  across  the  street.     I  lived  altogether  upstairs.    Tliof 
is  four  rooms  and  a  kitchen  in  the  house.    The  porch  is  part  of  our  homi 
I  had  never  been  up  there  before,  but  the  girls  took  Arthur  up  there  brfoit 
without  me.    The  wires  were  there  before  we  moved  in,  and  there  never  wm 
a  wire  put  there  after  we  moved  in.    We  had  only  been  in  then  from  iprii^ 
until  August  when  the  accident  happened.    As  I  ¥rent  up  I  took  the  boy  witik 
me,  and  as  I  sat  down  Miss  Peterman  touched  the  wire,  and  I  t<dd  her  Ml 
to  touch  the  wire,  because  we  did  not  know  what  it  was.    Just  then  he  took 
hold  of  it,  and  as  he  took  hold  of  it  I  knew  what  was  wrong  right  away  fna 
the  flashes  that  flew.    The  minute  I  saw  it  I  ran  and  grabbed  hint    Thi 
flashes  were  terrible.     It  brightened  up  everything  around   it.     The  turn 
was  three  or  four  feet  from  the  edge  of  the  roof  where  the  boy  was  \jia^ 
The  girls  was  closer  to  the  edge  of  the  roof.    The  boys  were  further  beck 
The  wire  was  over  his  head.    It  was  as  far  up  as  he  could  reach.    I  wu  at 
his  feet.    They  were  lying  on  rugs  and  carpets.    As  the  girls  let  go,  Aitinr 
touched  it.    Whether  they  pulled  it  down  I  could  not  say.    As  I  spoke  of  fk^ 
he  took  hold  of  the  part  that  was  not  covered.    I  did  not  know  the  wire  wh 
there  until  I  went  up  there.    I  knew  the  wires  were  dangerous,  and  told  tka 
that" 

John  Mansfield,  the  stepfather  of  plaintiff,  testified  that  he 
looked  at  the  wire  next  morning  after  the  accident ;  that  it  vis 
about  18  inches  off  the  roof  before  the  defendant  caused  it  to  be 
raised ;  that  it  was  about  four  feet  inside  the  edge  of  the  roof,  bat 
afterwards  said  he  judged  it  might  be  about  18  inches  from  thit 
point.  This  witness  was  inside  the  theater  looking  at  the  play,  and 
therefore  saw  nothing  of  tiie  accident.  Martin  Murphy,  another 
witness  for  the  plaintiff,  and  related  to  his  mother  by  marriage,  tee- 
tified  that  he  was  a  lineman,  and  was  engaged  in  putting  up  electric 
wires,  etc. ;  that  he  went  upon  the  roof  to-  examine  the  wire.  But 
the  view  we  have  formed  by  the  case  makes  it  unnecessary  to  con- 
sider his  or  any  of  the  other  testimony  not  relating  directly  to  the 
accident  itself.  Mrs.  Mansfield  and  the  plaintiff  are  the  only  wit- 
nesses in  the  case  whose  testimony  describes  the  accident.  The  tee* 
timony  of  the  latter  is  very  brief.    Tt  is  as  follows : 

"  I  rememher  the  night  I  was  on  the  roof  and  the  hurt.  I  am  six  yean 
old.  ...  I  was  lying  on  the  roof  on  mv  stotnnch.  I  touched  the  win 
with  my  left  hand,  and  I  don't  rememher  anything  after  that.    It  humed  me." 
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We  are  all  of  opinion  that  thid  is  a  clear  case  of  contributory 
Dejj^igence,  and  hence  we  are  of  opinion  that  the  defendant's  first 
prtjer,  asking  the  court  to  take  the  case  from  the  jury,  should 
me  been  granted.  It  appears  from  the  testimony  we  have  above 
edted  that  Mrs.  Mansfield  was  living  in  the  house  in  question  as  a 
Bnanty  and  that  the  wire  was  in  the  same  position  when  the  acci- 
mt  happened  that  it  was  when  she  moved  into  the  house,  and  just 
4iexe  it  had  always  been.  It  did  not  run  across  the  roof,  but  it 
ras  located  from  3  or  4  feet  to  18  inches  from  the  outer  edge  of  the 
mmice.  The  roof  was  not  intended,  nor  had  it  ever  been  used, 
or  any  such  purpose  as  the  plaintiff  and  his  mother  and  their 
nends  were  using  it  The  question  as  to  whether  Mrs.  Mansfield 
md  her  son  were  rightfully  or  wrongfully  on  the  roof  is  a  matter 
rf  little  consequence  in  this  case,  for,  even  if  it  could  be  conceded 
4ey  were  using  the  roof  for  a  purpose  for  which  it  was  intended, 
yet,  in  our  opinion,  the  evidence  shows  a  reckless  disregard  of 
danger,  and  that,  too,  of  a  danger  which  was  fully  appreciated. 
Sie  knew  the  wires  were  dangerous,  and  so  told  her  friends.  But, 
iriiether  she  knew  it  or  not,  she  was  bound  to  know  it.  It  is  too 
hte  now,  when  everybody  must  be  presumed  to  know  the  danger  of 
handling  electric  wires,  to  say  that  any  one  in  his  right  mind  can 
be  exculpated  from  the  charge  of  reckless  carelessness  who  would 
act  as  Mrs.  Mansfield  acted  according  to  her  own  testimony.  She 
eifter  saw  or  could  have  seen  the  wires  in  time  to  have  avoided 
placing  or  allowing  her  child  to  lie  down  immediately  under  the 
irire.  According  to  her  own  testimony,  her  friend  or  friends  on 
he  roof  with  her  reached  out  and  touched  the  wire,  and  her  son  was 
lear  enough  to  imitate  their  foolish  example. 

Of  course,  we  have  not  considered  the  question  of  negligence 
el  rum  on  the  part  of  the  defendant,  for  that  is  conceded  by  its  de- 
ense  of  the  plaintiff's  contributory  negligence.  In  other  words, 
lie  position  of  the  defendant  is  substantially  this : 

"We  deny  we  are  guilty  of  negligence  because  one  of  our  wires  running 
long  the  edge  of  the  cornice  of  your  house  happened  to  be  defective,  without 
ir  knowledge,  at  a  point  where  we  hnd  no  reason  to  believe  you  would  ever 
D,  especially  at  night,  to  look  at  a  play  across  the  street;  but,  if  we  were 
Bgligent,  your  own  rashness  is  the  proximate  cause  of  your  injury." 
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The  plaintiflF  cited  and  relied  upon  Western  Union  TeL  Co.  v. 
State,  6  Am.  Electl.  Cas.  210,  82  Md.  293,  33  AtL  763,  31  L.  Rl 
572,  51  Am.  St  Rep.  464,  and  Brovm  v.  lUvminating  Co,,  7  Ahl 
Electl.  Cas.  576,  90  Md.  400,  45  Atl.  182,  46  L.  R  A.  745,  78 
Am.  St.  Bep.  442.    In  the  case  first  cited  this  court  said : 

*'  Now,  the  deceased  at  the  time  of  the  injury  was  upon  a'^pnblie  hi^wij 
at  a  spot  where  he  had  a  right  to  be,  and  was  going  along  it  to  his  home  ii 
a  lawful  and  proper  manner.  The  sidewalks  of  the  city  are  for  the  vm  cf 
all  persons  who  have  occasion  to  pass  along  them,  and  while  in  the  eMirciiB  of 
this  unquestioned  right  are  entitled  to  be  protected  and  safe  from  all  injuy 
on  account  of  dangerous  obstructions." 

And  in  Brown's  case,  supra,  the  facts  were  entirely  differeat 
from  those  we  have  here.    In  that  case  it  appeared  that  a  boy  11 
years  old  was  sent  upon  a  roof  covering  the  front  window  of  th 
store  about  three  feet  wide,  which  extended  across  the  Entire  front 
of  the  building  just  below  the  second-story  window.    An  open  nin 
spout  or  gutter  ran  along  the  front  edge  of  this  roof,  and  &- 
charged  its  contents  by  a  down  spout  attadied  to  the  front  of  tk 
building.     The  boy  was  directed  by  his  employer  to  go  upon  fte 
roof  which  covered  the  store  window  to  clean  it  and  the  rain  spoflt, 
and  while  thus  engaged  he  came  in  contact  with  an  electric  wir^ 
and  was  injured.    This  court  said  it  was  error  to  have  taken  iiik 
case  from  the  jury,  and  that,  outside  of  any  contractual  relaticnis 
between  the  parties  to  the  suit,  the  very  naturie  of  the  business  tins 
conducted  by  the  electric  company  imposed  upon  it  a  legial  duty  to 
see  that  its  wires,  when  strung  where  persons  were  liable  to  come  in 
contact  with  them,  were  properly  placed  and  insulated  with  ^efe^ 
ence  to  the  safety  of  such  persons,  and  that  this  was  especially  so  in 
reference  to  a  person  who,  in  the  exercise  of  a  lawful  occupation  in 
a  place  where  he  had  a  legal  right  to  be,  was  liable  to  be  injured  by 
contact  with  the  wires.    But  these  are  very  different  cases  from  the 
one  at  bar.    The  defendant,  as  we  have  seen,  never  had  any  notice 
that  the  roof  was  going  to  be  used  in  the  manner  and  for  the  pin^ 
pose  for  which  it  was  used.     Can  it  be  said  that  the  plaintiff  and 
his  mother,  as  was  said  of  Nelson  in  Western  Union  TeL  Co.  v. 
State,  supra,  were  upon  a  public  highway,  or  in  a  place  the  de- 
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bodant  supposed  they  would  ever  go,  or  that  they  were  acting  in 
a  proper  manner  ?    Of  course,  if  the  plaintiff  or  a  workman  had 
gone  upon  the  roof  in  the  daytime  to  do  some  necessary  and  proper 
inskf  a  different  case  would  have  been  presented.    As  was  pointed 
md,  however,  the  wires  were  harmless  during  the  day,  and  no  in- 
jaxj  oould  have  possibly  happened  to  any  one  working  there  during 
Ikb  usual  hours.    It  certainly  needs  no  authority  to  show  that  it 
II  not  proper  to  get  on  one's  housetop  and  lie  down  in  dangerous 
poodmity  to  the  edg^  of  the  cornice  only  a  few  feet  below  electric 
wiiea.    Such  conduct  may  not  be  a  breach  of  the  law,  but  clearly  it 
w  a  most  glaring  act  of  negUgence.     Nor  do  we  see  how  the 
views  expressed  by  this  court  in  Brown's  case,  supra,  can  possi- 
Uy  support  the  contention  of  the  plaintiff  in  this  case.     The  evi- 
dence of  the  infant  plaintiff's  mother  showing,  as  we  have  said,  that 
ihe  recklessly  and  carelessly  took  him  into  a  place  of  danger,  there 
on  be  no  recovery ;  because,  if  he  was  too  young  to  know  of  the 
dtngttrous  character  of  the  wire,  his  mother's  negligence  must  be 
impiited  to  him,  and,  if  he  was  old  enough  to  know  better  than  to 
tike  hold  of  the  wire,  his  own  negligence  would  be  fatal  to  his 


In  conclusion,  a  word  in  regard  to  the  remaining  exception, — 
Alt  relating  to  the  comments  or  oral  opinion  of  the  trial  judge  in 
Ae  presence  of  the  jury.    Having  disposed  of  the  case  by  what  we 
kave  already  said,  we  do  not  deem  it  necessary  to  pass  upon  all 
Ae  criticisms  made  upon  the  oral  opinion  delivered  below.    It  is 
iqiroduced  in  the  record,  and  we  assume  it  to  be  correctly  reported. 
We  think  the  trial  judge  was  in  error  when  he  told  the  jury  that  the 
li^t  of  the  plaintiff  to  recover  was  not  at  all  dependent  upon  how 
fte  roof  was  used  by  him  and  his  mother ;  "  that  they  might  use  it 
fer  any  purpose,  for  even  an  unlawful  or  immoral  purpose ;  "  and 
"  that  their  right  to  use  it  for  any  purpose  cannot  be  questioned  in 
Ais  case."    From  what  we  have  already  said,  it  will  be  seen  we 
4>not  agree  with  those  views.    Again,  the  trial  judge  told  the  jury 
Acre  was  no  evidence  that  the  wire  was  pulled  in.    But  Dr.  Car- 
penter testified  that  Mrs.  Mansfield  told  him  that,  if  she  had  not 
pthold  of  the  child,  the  wire  would  have  dragged  him  off  the  roof. 


to  prove  the  same  point,  but  what  we  have  quoted  is  bu£ 
the  present  purpose.  It  is  difficult,  we  know,  for  the  jn 
member  all  the  evidence  upon  every  disputed  question  oi 
it  is  for  this  reason  that  the  trial  judge  should  be  extre 
tious  to  avoid  commenting  upon  the  wei^t  or  the  failt 
dence.  In  the  recent  case  of  Coflin  v.  Brown  (decided  at 
her  term,  1901 ;  not  yet  officially  reported),  50  Atl.  667 
Boyd,  J.,  delivering  the  opinion : 

"  We  &re  awmre  that  it  ia  Bometimea  difficult  for  the  court  to  aM 
for  its  rulings  without  saying  Bomethiug  that  may  imiiileDtiottaU; 
jury.  But  if  a  judge  makes  a  statement  which  shows  his  o] 
question  of  fact  which  the  jury  is  to  pass  on,  it  is  very  apt  t 
impression  on  some,  if  not  all,  of  the  jurors,  and  great  can  should 
to  avoid  it." 

It  follows  that  the  judgment  will  be  reversed. 
Judgment  reversed,  without  a  new  trial. 

Injorr  to  treap*asev  ob  prlvat*  lands  bjr  «oBt*«t  wltt  U 
In  the  case  of  MeCaugKna  v.  OufOtto  d  Conmna  Eleo.  Co.,  120  If 
N.  W.  73.  the  plaintilT's  intesUte  was  killed  hy  eonUet  with  ■  g« 
to  sustain  an  electric  light  pole,  which  became  charged  with  aUei 
contact  with  an  electric  light  wire.  It  appeared  that  such  pa 
wire  was  located  upon  premiaee  used  by  a  railroad  company  and 
it  to  railroad  busineBi.  There  was  a  notice  erected  upon  the  pn 
ing  in  substance:  "  Dangerousl  The  public  is  hereby  warned  not 
upon  these  grounds  as  this  is  not  public  property."    The  defends 
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exoept  upon  the  theory  that  the  decedent  reached  up  and  took  hold  of  tEe 
fire  and  pulFed  it  down,  receiving  the  shock  which  caused  his  death.  There 
111  no  evidence  showing  actual  knowledge  on  the  part  of  the  officers  of  the 
eompany  of  the  fact  that  the  wire  was  a  live  wire.  It  was  held  that  the 
cridence  failed  to  show  that  the  decedent  was  a  traveller  in  a  public  way,  and 
tktt  the  defendant  owed  no  duty  to  the  decedent  of  guarding  the  premises. 
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I.  Ihxdet  to  laboreb  working  on  building  fboh  contact  with  wibs; 

DUTT  AS  TO  INSULATION. — ^The  plaintiff's  intestate  was  a  laborer  engaged 

in  hanging  and  taking  down   signs  from   buildings.    He  was   injured, 

when  thus  employed,  by  contact  with  an  electric  wire.    It  was  held  that 

in  the  exercise  of  ordinary  care  and  foresight  tlie  defendant  should  have 

known  that  sign  hangers,  painters  and  other  mechanics  would  be  required 

in  the  pursuit  of  their  respective  occupations  to  come  in  proximity  to  its 

wires  erected  on  signs  and  cornices  in  front  of  the  building  where  the 

accident  occurred;   it  was  its  duty  to  use  every  possible  protection  to 

insulate  its  wires  at  such  points;  and  if  personal  injuries  resulted  to  a 

person  lawfully  engaged  in  the  performance  of  his  duties  at  such  place, 

without  negligence  upon  his  part,  the  defendant  was  liable  therefor. 

2>  Proof  of  defective  insulation. — The  fact  of  the  death  of  the  plaintiff's 

intestate  from  the  contact  with  the  wire  is  conclusive  proof  of  defective 

insulation  and  of  the  negligence  of  the  defendant;   the  question  as  to 

whether  the  plaintiff  was  guilty  of  contributory  negligence  or  not  is  for 

the  jury. 

^  Failure  of  plaintiff  to  protect  himself  bt  use  of  rubber  gloves,  etc. 

— In  instructing  a  jury  as  to  the  use  of  rubber  gloves,  boots  and  coat  to 

prevent  injury  from  contact  with  electric  wires,  it  is  proper  to  submit  the 

question  as  to  whether  a  person  engaged  as  a  sign  hanger  should  properly 

take  such  precautions  for  his  safety  under  the  circumstances  of  the  case. 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
March  17,  1903 ;  reported  173  Mo.  654,  73  S.  W.  654. 

This  is  an  action  by  plaintiff,  who  is  the  widow  of  Bernard  Geismann, 
against  defendant  company,  to  recover  $5,000  damages  for  the  negligent 
killing  of  her  husband  in  the  city  of  St.  Louis  on  the  24th  day  of  January, 
1898.     At  the  time  of  the  accident  the  deceased  was  a  laborer,  engaged  in 


570  Amebioan  Elbctbigal  Cases.  [vol.  8 

QeUmaim  v.  Missouri  Edison  Electric  Co. 

hanging  and  removing  signs.    The  defendant  at  that  time  was  a  lighting  •o^ 
poration,  engaged  in  supplying  electric  light  and  electric  power  to  eonmmim 
in  the  city  of  St.  Louis.    The  deceased  was  an  employe  of  a  concern  kiiovi 
as  Schurk  General  Ironworks,  in  the  capacity  of  laborer,  and  as  such  it 
his  duty  to  hang  or  remove  signs  in  different  parts  of  said  city.    He  wma 
by  his  employers,  with  other  workmen,  to  remove  a  sign  which  was  fc^wgiiy 
in  front  of  the  store  numbered  111  North  Broadway,  in  said  city,  which  wii 
occupied  by  a  tailor  doing  business  under  the  name  of  "  Brooks,  the  Tailor." 
The  petition  sets  out  several  ordinances  of  the  city  of  St.  Louis  regulating  tb 
placing  of  electric  wires,  etc.,  and  then  alleges  their  violation  by  defendant; 
but,  as  they  were  eliminated  from  the  case  by  the  ruling  of  the  court,  it  ii 
unnecessary  to  say  more  with  respect  to  them.    The  case  therefore  rests  €■ 
the  subsequent  averments  of  the  petition  of  the  defendant's  negligence,  whi^ 
are  that  while  the  deceased,  without  negligence  on  his  part,  was,  on  the  dsj 
mentioned,  engaged,  in  the  line  of  his  duty,  in  removing  the  sign,  ''one  o( 
the  loosened  wires  with  which  the  sign  had  been  attached  to  the  building  im- 
mediately over  the  front  of  said  store  came  in  contact  with  one  of  the  flJi 
wires  of  defendant,  upon  which  said  wire  the  insulation  had,  through  lle^ 
gence  and  carelessness  of  the  defendant,  and  in  violation  of  the  said  ordinanees 
and  provisions  aforesaid,  been  permitted  to  become  out  of  repair  and  won 
off  to  an  extent  that  the  dangerous  and  deadly  electric  current  passing  throqgk 
the  same  had  become  exposed  and  dangerous  to  those  required  to  be  fhsra- 
about,  and  in  consequence  thereof  the  said  Bernard  Gelsmann  received  sa 
electric  shock  from  said  exposed  current,  which  caused  him  to  lose  oonsei^ 
ness,  thereby  precipitating  him  upon  his  head  to  the  stone  pavement^ 
fifteen  feet  below,  and  inflicting  injuries  by  reason  whereof  he  died  on  the  Sd 
day  of  February,  1898;  that  said  wire  had,  through  the  negligence  of  de- 
fendant, been  permitted  to  become  out  of  repair,  and  the  insulation  thereof 
to  be  worn  off,  and  the  dangerous  current  passing  through  the  same  to  lie 
exposed,  for  a  long  time  prior  to  said  24th  day  of  January,  1898,  which  fi^ti 
defendant  knew,  or  by  the  exercise  of  ordinary  care  on  his  part  might  ha?e 
known,  but  that  the  said  Bernard  Geismann,  owing  to  his  inexperience  witk 
electric  wires  and  currents,  did  not  know,  and  by  the  exercise  of  ordinary  eait 
on  his  part  could  not  have  discovered."    The  answer  admitted  the  defendant*! 
corporate  existence,  and  put  in  issue  all  the  other  allegations  of  the  petitics, 
and  further  stated    (1)   that  the  deceased  did  not  receive  a  shock  from  u 
electric  wire  that  caused  him  to  afll ;   ( 2 )  that  he  was  negligent  in  approadh 
ing  the  wires  mentioned  in  the  petition,  because  they  were  strung  far  abofe 
the  reach  of  persons  passing  along  the  sidewalk,  and,  if  said  wires  were  bare 
of  insulation,   the  deceased,  by  the  exercise  of  ordinary  care,   could  have 
known  that  fact,  and  he  was  therefore  negligent  in  approaching  the  wiree^ 
for  the  purpose  he  did,  without  first  assuring  himself  that  the  insulation 
thereof  was  in  good  condition;  and  (3)  that  he  was  guilty  of  negligence  ia 
approaching  defendant's  said  wires,  they  being  of  the  size  and  appearance  of 
those  usually  employed  to  conduct  electric  currents  of  high  tension  and  of 
dangerous  character,  and  then  handling  other  wire,  without  first  providing 
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Uttielf  with  a  coat,  gloves,  and  foot  gear  of  rubber.    All  the  new  matt«r  of 
fle  tnswer  was  denied  by  the  reply. 

The  facts  as  disclosed  by  the  evidence  are  about  as  follows :    Deceased  waa 
ttthe  time  of  his  injury  37  years  of  age,  and  was  earning  $9  per  week  in 
patting  up  and  taking  down  signs.    He  had  a  wife  and  four  children  who 
i«re  dependent  upon  him  for  support.    On  the  day  of  the  accident,  deceased 
od  two  other  men  were  sent  by  his  employer  to  take  down  a  wooden-frame, 
favas-covered  sign,  about  3  feet  in  width  and  10  feet  in  length,  and  weighing 
25  to  35  pounds.    The  sign  was  suspended  about  22  feet  from  the  sidewalk, 
od  at  the  top  of  the  first  story  of  a  building  abutting  on  the  public  street, 
ne  back  or  lower  part  of  the  sign  was  nailed  to  the  tailor's  sign,  and  the 
front  or  upper  side  was  supported  by  guy  wires  16  to  18  feet  long,  which 
were  attached  to  the  building  in  the  recesses  on  either  side  of  the  bay  window. 
The  front  of  the  building  was  26  feet  in  length,  on  a  north  and  south  line 
with  a  bay  window  about  8  feet  wide,  oxtcnding  out  about  2  feet  8  inches 
from  the  second  story  line.    The  sign  in  question  had  been  taken  off  the 
building  and  replaced  three  or  four  times,  and  it  had  been  up  only  four  to  six 
weeks  when  the  deceased  and  his  companions  were  sent  to  take  it  down. 
There  was  evidence  that  Scliurk,  deceased's  employer,  had  repeatedly  cautioned 
his  men   (among  them,  the  deceased)   to  "take  care  of  electric  wires  about 
thdr  work,"  and  that  the  deceased  had  worked  about  electric  wires,  in  put- 
ting up  and  taking  down  signs,  once  or  twice  a  week  during  the  time  he  was 
in  that  employ.     Corrigan,  with  whom  the  deceased  had  worked,  did  not 
know  whether  he  knew  the  danger  of  electricity.    They  had  never  talked 
about  the  danger  of  electricity.     It  was  a  bright,  dry  day.    Defendant  intro- 
duced evidence  tending  to  show  that  rubber  gloves,  coats,  and  boots  were  a 
safeguard  to  persons  working  about  electric  wires,  and  that  the  deceased  had 
not  provided  himself  with  such  clothing.    The  plaintiff's  witnesses  testified 
that  sign  hangers  could  hardly  wear  rubber  coats,  gloves,  and  boots  at  their 
work,  and  that  such  clothing  was  never  worn  by  men  engaged  in  their  occu- 
pation.   The  defendant's  high  voltage  electric  lighting  wires  were  strung  along 
the  iron  cornice,  above,  behind,  and  beneath  the  sign  which  was  to  be  removed, 
and  the  tailor's  sign  just  below  it.    But  the  evidence  tends  to  prove  that  when 
the  deceased  and  his  companions,  Corrigan  and  Meyer,  arrived  at  the  building, 
Corrigan  put  a  ladder  against  the  front  wall,  about  thref*  feet  from  its  south 
line,  and  ''when  the  ladder  touched  the    (tailor's)    sign  there  was  a  little 
flaah  of  electricity,"  and  they  moved  it  north  eight  or  ten  inches,  "  so  the 
wire  wouldn't  ground."     Corrigan  called  his  fellow  workmen's  attention  to 
that  flash — told  them  to  be  careful.    Then  he  and  the  deceased  went  up  the 
ladder   and   loosened   the  south   end   of   tlie   sign.     Meyer    remained   on   the 
pavement  to  act  as  they  lowered  it  to  him.     Meyer  received  tlie  south  end 
of  the  sign,  it  was  let  down  on  his  shoulder,  and  Grcismann   and   Corrigan 
went  to  the  north  side  of  the  bay  window  to  cut  the  guy  wire — the  remain- 
ing attachment  of  the  sign.     Each  looked  at  the  electric  light  wires  on  that 
side  of  and  about  the  bay  window,  and  '*  they  appeared   to  be  all   right." 
Corrigan  testified  *'  that  apparently  the  wires  looked  all  right,"  and  he  said 
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to  Geismann,  relative  to  the  wire,  **  it  appears  to  be  all  right."    There 
a  recess  on  the  cornice  just  north  of  the  bay  window,  in  which  Gorrigaa  aid 
the  deceased  stood.    It  was  two  or  three  feet  deep,  and  three  men  ooidd 
stand  there.    Corrigan  cut  the  guy  wires  north  of  the  bay   window,  aii 
handed  them  instantly  to  the  deceased,  while  Meyer  held  the  sign  beknr. 
Geismann  had  almost  no  weight  to  support— only  to  keep  the  sign  from  Ug^ 
pling  till  Corrigan  could  go  down  the  ladder  to  the  sidewalk.    As  Corriga 
turned  to  go  down  the  ladder,  deceased  cried,  "Oh!  "  which  attracted  hii 
attention,  and  he  turned  back  toward  Geismann  and  saw  a  little  spark,  sad 
Geismann  was  falling.    Corrigan  saw  the  flash,  and  thought  the  loose  cod 
of  the  wire  in  Geismann's  hand  came  in  contact  with  the  defendant's  electric 
wire.    Meyer  saw  the  spark  as  Geismann  cried,  and  he  thought  it  came  friMi 
the  loose  end  of  Geismann 's  wire  touching  defendant's  electric  wire.    The 
deceased  fell  to  the  pavement,  alongside  of  and  eight  inches  from  the  ladder, 
and  he  could  have  caught  it  by  reaching  out  his  hand  as  he  went  down.    He 
made  no  effort,  whatever,  to  catch  anything  to  save  himself.     He  was  abont 
ten  feet  from  the  north  line  of  the  building  when  he  fell,  and  he  had  stopped 
slightly,  and  back  and  forth  two  feet  from  the  cornice,  holding  the  north 
guy  rope,  one  end  of  which  was  attached  to  the  disconnected  sign,  and  about 
seven  or  eight  feet  of  the  loose  end  of  which  was  above  his  hands.    The  de- 
ceased fell  to  the  sidewalk,  and  sustained  a  severe  fracture  of  the  skull.    A 
clot  of  blood  formed  on  his  brain,  uiid  he  died  nine  days  later  without  re- 
gaining consciousness.     It  appears  that  he  had  an  abundance  of  room,  sad 
did  not  need  to  hold  to  the  building  to  retain  his  balance,  and  he  had  noth- 
ing in  his  bands  except  the  guy  wire.     This  guy  wire  held  by  Geismann  could 
not  have  touched  the  defendant's  wire  at  the  point  where  the  ladder  was 
first  put  up,  and  the  sparks  flashed  from  the  wire.     That  was  about  fifteen 
feet  from  where  Geismann  stood  when  he  was  shocked,  and  it  was  around  oil 
the  opposite  side  of  the  bay  window.     Besides,  the  loose  wire  extended  only 
about  seven  or  eight  feet  beyond  his  hands.     The  hands  of  the  deceased  were 
very   hard   and    they   were   contracted — drawn   up   and    clenched — ^sfter   the 
accident,  as  if  he  were  trying  to  hold  something,  and  he  had  a  wire  sear  ob 
the  inside  base  of  the  fingers  of  his  left  hand.     An  electric  shock  would  cause 
contraction  of  the  muscles,  and  the  burn  would  show  a  white,  charred  ap- 
pearance.    **  The  skin  would  be  dry  and  white.     A  white  line  would  be  sud 
as  I  would  expect  to  find  on  the  hand  from  grasping  a  wire  carrying  ele^ 
tricity."     The  evidence  is  conflicting  as  to  the  number  of  defendant's  wir« 
that  were  on  and  about  this  flr^t  story  cornice  on  January  24,  1898.     Schurk 
and  Corrigan  both  testified  that  they  examined  the  place  after  Geismann't 
death,  and  that  there  was  an  electric  wire  back  of  the  sign  and  extending  to 
the  building  north,  that  the  model  used  in  evidence  did  not  show.     It  was  also 
conflicting  as  to  the  condition  of  the  wires,  and  the  amount  of  repairing  that 
was    done   on    them    immediately   after    the   shack    to    Geismann.     CorrigiD 
testified  for  plaintiff  that  '*  the  electric  w  ire  beliind  the  sign  looked  like  a 
secondhand  wire  to  me.     Q.  You  have  seen  enough  electric  light  wires  to  be 
able  to  tell?     A.  I  have  seen  enough  to  know  the  wires."     O'Reilly,  super- 
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fiior  of  city  lighting,  called  by  the  defendant,  testified  as  follows  as  to  the 

plseing  of  the  wires  on  top  of  and  behind  the  signs  in  question.    "  The  whole 

geieral  plan  of  bringing  wires  into  buildings  and  bringing  them  behind  signs 

it  sll  is  improper  construction.    That  is  not  the  proper  way  to  construct 

wires  of  that  character."    And  he  further  stated  as  to  his  examination  of 

tkose  wires:     "I  say  I  found  the  electric  wires  in  fairly  good  condition  for 

wires  that  are  placed  on  signs.    You  know  they  are  not  put  in  in  the  manner 

mial  for  constructing  electric  wires.    They  were  placed  behind  this  sign  on 

tke  tailor  shop.    For  wires  of  that  kind  they  were  in  fairly  good  condition. 

It  is  very  difficult  to  keep  wires  of  that  kind  in  good  condition."    The  wires 

hid  been  up  for  some  time. 

It  appears  that  when  Corrigan  and  Geismann  went  up  on  the  cornice  the 
insolation  was  off  the  wire  in  two  places  near  the  south  line  of  the  building, 
but  the  wires  appeared  all  right  on  the  north  side — north  of  the  bay  window. 
It  also  appeared  that  the  wires  were  in  such  condition  four  months  prior  to 
this  accident,  that  Louis  Scherd,  while  engaged  in  taking  down  the  same 
rign,  saw  places  on  the  south  side  of  the  building  where  the  insulation  was 
off  these  wires,  and  he  received  a  shock  caused  by  the  wire  supporting  the 
ngn  getting  around  the  electric  light  wire  on  the  north  side  of  the  bay 
whidow — the  side  on  which  Oeismann  was  shocked.  He  described  the  char- 
acter of  construction  of  that  wire  as  follows:  "Mr.  Scherd,  will  you  point 
out  to  the  jury  where  the  insulation  was  off  that  you  saw?  A.  Right  here. 
This  is  the  iron  here.  That  holds  the  back  of  the  (tailor's)  sign  up.  There 
are  three  of  them,  one  at  each  end — about  three  or  four  feet  from  the  end — 
and  one  in  the  center.  This  wire  has  been  a  kind  of  slack,  loose,  and  has 
been  rubbing  on  this  iron  here.  The  wind  made  it  rub  on  this  wire,  and  that 
is  haw  the  insulation  came  off." 

Just  after  the  accident  to  Geismann,  six  or  seven  electric  light  men  ap- 
peared, and  they  worked  along  the  defendant's  wires  and  tapped  two  places 
in  front  of  the  building.    J.  F.  Evans  testified  to  the  tapping  of  two  places. 
At  the  request  of  plaintiff,  and  over  the  objection  of  defendant,  the  court 
instructed  the  jury  as  follows : 

*•(!)  The  court  instructs  the  jury  that  if  they  find  from  the  evidence 
that  on  the  24th  day  of  January,  1898,  the  deceased,  Bernard  Geismann,  was, 
in  the  line  of  his  duty  as  a  laborer  or  sign  hanger,  engaged  in  removing  a 
•ign  at  premises  No.  Ill  North  Broadway,  in  the  city  of  St.  Louis;  and  if 
you  further  find  that  while  so  engaged,  and  without  fault  or  negligence  on 
his  part,  the  wires  with  which  said  sign  had  been  attached,  if  any,  came  in 
contact  with  the  wires  of  defendant  through  which  an  electric  current  was 
then  passing;  and  if  you  further  find  that  the  insulation,  if  any,  on  said  wire, 
had  become  out  of  repair  and  worn  off  to  an  extent  to  expose  the  electric 
current,  if  any,  passing  through  the  same;  and  if  you  further  find  that  the 
defendant  knew,  or  by  the  exercise  of  ordinary  care  on  its  part  could  have 
known,  that  said  insulation,  if  any,  had  become  out  of  repair  and  worn  off, 
if  you  find  that  it  was  out  of  repair  and  worn  olT,  nnd  that  the  said  deceased 
did  not  know,  or  by  the  exercise  of  ordinary  care  could  not  have  discovered, 
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it;  and  if  you  further  find  that  because  of  the  exposure,  if  way,  ci  tiw 
trie  current  passing  through  said  wire,  the  said  deceased  received  tm 
shock  and  lost  his  consciousness;  and  if  you  further  find  tliat  bj 
thereof  he  was  precipitated  upon  his  head  to  the  stone  pavenBent  MoWg  Mid 
sustained  such  injuries,  if  any,  that  as  a  direct  result  thereof  he  died  oa  iht 
8d  day  of  February  following — ^then  you  will  find  a  verdiot  for  the  piaiafclf. 

"(2)  The  court  instructs  the  jury  that  it  was  the  duty  of  tbe  d«tadaBt 
to  so  insulate  or  protect  the  wire  in  question  as  to  make  it  reaaonaUy  salt 
to  those  who  may  be  brought  in  contact  with  it,  and  if  they  should  find  that 
the  deceased,  Bernard  Geismann,  came  in  contact  with  said  wire  of  tho  de- 
fendant; and  if  you  find  that  defendant  failed  to  so  insulate  or  prolMfc  ^ 
said  wire  as  to  make  it  reasonably  safe  to  those  who  may  be  tow^jki  fai 
contact  with  it;  and  if  you  further  find  that  by  reason  of  the  lailiin^  If 
any,  to  insulate  said  wire,  the  said  deceased  received  an  electric  jikod^ 
without  any  negligence  on  his  part;  and  if  you  further  fijid  that  bj  ream  if 
such  shock,  if  any,  the  said  deceased  lost  consciousness,  and  fdl  to  ttl 
ground  below  and  was  injured;  and  ii'  you  find  that  he  died  as  the  dinet 
result  of  such  injuries,  if  any — then  you  will  find  a  verdict  for  the  plaiatiiL 

"(3)  The  court  instructs  the  jury  that  if  they  believe  from  the  evidflee 
that  the  said  wire  at  the  place  where  deceased  was  standing  at  the  Has  In 
received  his  injuries,  if  any,  had  all  the  appearances  of  having  bem  piopa^ 
insulated,  that  this  was  then  an  invitation  or  inducement  to  said  dficjiasciil  to 
risk  the  consequences  of  contact  with  the  same  in  the  performanoe  of  Ui 
work  in  lowering  the  sign  in  question. 

"(4)  The  court  instructs  the  jury  that  if  at  the  time  of  and  immediatel; 
preceding  the  injury,  if  any,  to  the  deceased,  Bernard  Qeiamana,  he  wit  ii 
the  exercise  of  such  care  as  ordinarily  careful  and  prudent  persona  uiullj 
exercise  under  the  same  or  similar  circumstances,  then  he  was  not  gniltj  of 
contributory  negligence. 

"(5)  The  court  instructs  the  jury  that,  if  you  find  for  the  plaintiff,  jm 
may,  in  your  verdict,  give  her  such  damages,  not  exceeding  five  thmuud 
dollars,  as  you  may  deem  fair  and  just,  under  the  evidence  in  the  case  witk 
reference  to  the  necessary  injury  resulting  to  her  from  the  death  of  bir 
husband." 

The  defendant,  upon  his  part,  prayed  the  court  to  instruct  the  juiy  si 
follows. 

"(2)  If  the  jury  believe  from  the  evidence  that  plaintiff*s  deceased  hosbtad 
and  the  defendant  were  both  guilty  of  negligence  which  directly  oontribntod 
to  the  injury,  then  the  verdict  should  be  for  the  defendant. 

"(3)  If  the  jury  believe  from  the  evidence  that  the  injuries  to  plaintiff*! 
husband  resulted  from  an  accident,  the  true  cause  of  which  the  jury  cannot 
determine  from  the  evidence,  then  the  verdict  should  be  for  the  defendant" 

"(9)  The  court  instructs  the  jury  that  there  is  no  evidence  before  thea 
in  regard  to  the  ordinances  pleaded,  or  the  acceptance  thereof,  and  the  jury 
will  disregard  them  entirely." 
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WIMi  request  the  court  granted,  and  gave  the  instructions. 
Defendant  further  asked  the  court  to  give  the  following  instructions: 
"(4)  The  jury  are  instructed  that  the  charge  of  negligence  made  by  plaint- 
iff tgainat  defendant  by  this  action  must  be  proved  to  the  satisfaction  of  the 
jtrj  bgr  plaintiff,  by  a  preponderance  of  the  evidence.    The  jury  have  no  right 
to  piesvme  n^igence,  and,  if  the  evidence  does  not  preponderate  in  favor 
d  plaintiff,  then  the  verdict  should  be  for  the  defendant. 

^(5)  The  jury  are  instructed  that  if  they  believe  from  the  evidence  that 
yisintJITs  husband  was  an  experienced  sign  hanger,  and  experienced  in 
tokiiig  down  signs  in  St.  Louis,  and  knew  of  the  danger  of  coming  in  contact 
with  electric  light  and  other  wires  in  the  city  of  St.  Louis,  and  that  he  either 
MW  an  electric  flash  from  defendant's  wire  some  time  before  he  went  upon 
the  coraioe  from  which  he  fell,  or  was  told  thereof  by  his  fellow  worker,  and 
csotioned  against  the  danger  therefrom,  and  thereafter,  from  his  own  care- 
hisiieae  in  handling  uninsulated  wires,  permitted  them,  or  either  of  them,  to 
eane  In  contact  with  defendant's  wire,  then  the  verdict  should  be  for  the 
Mendant. 

"(6)  The  court  instructs  the  jury  that  it  was  the  duty  of  Bernard  Geis- 
ntan,  plaintifTs  deceased  husband,  to  exercise  ordinary  care  upon  his  own 
fut  to  avoid  injury  from  any  wire  he  was  handling  coming  into  contact  with 
Mendant's  wire;  and  if  the  jury  believe  from  the  evidence  that  he  knew,  or 
if  in  the  exercise  of  ordinary  care  in  his  vocation  he  would  have  known,  his 
liibility  to  injury  from  defendant's  wire,  and  that  the  wearing  of  rubber 
eoat,  boots,  and  gloves,  or  either  of  them,  would  have  lessened  his  peril;  and 
if  the  jnry  believe  from  the  evidence  that  the  wearing  ci  some  or  all  of  these 
articles  would  have  been  a  reasonable  and  proper  precaution  for  him  to  take 
for  his  own  safety,  and  the  failure  of  said  Grcismann  to  wear  some  or  all  of 
those  articles  contributed  to  his  injury — then  the  jury  will  find  for  the  de- 
fendant. 

*(7)  The  court  instructs  the  jury  if  they  believe  from  the  evidence  that 
plaintiff's  husband,  Bernard  Oeismann,  knew,  or  by  the  exercise  of  ordinary 
care  could  have  discovered,  his  liability  to  injury  from  defendant's  wire. 
It  was  his  duty  to  use  what  would  be  reasonable  care  under  the  circumstances 
to  avoid  injury  therefrom ;  and  if  the  jury  believe  from  the  evidence  that  he 
failed  to  exercise  reasonable  care  tmder  the  circumstances,  and  that  his 
fadlure  to  use  reasonable  care  contributed  to  his  injury,  then  the  verdict 
should  be  for  the  defendant. 

"(8)  The  jury  are  instructed  that  if  they  believe  from  the  evidence  that 
plaintifTs  husband  was  a  man  of  ordinary  intelligence,  and  experience  in  put- 
ting up  and  taking  down  signs  in  the  city  of  St.  Louis,  and  knew,  or  by  the 
exercise  of  ordinary  care  would  have  known,  of  the  danger  resulting  from 
contact  of  uninsulated  wire  with  a  wire  of  high  electric  power,  and  that  de- 
fendant's wire  was  in  plain  sight,  and  was  seen  by  plaintiff's  husband,  or  that 
he  would  have  seen  it  if  he  had  been  exercising  ordinary  care  for  his  own 
safety,  and  that  he,  under  those  circumstances,  negligently  allowed  an  unin- 
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sulated  wire  in  his  own  hands  to  be  drawn  across  or  come  in  oontaet  wHk 
defendant's  said  wire,  then  the  verdict  should  be  for  the  defendaDt." 

"(10)  The  court  instructs  the  jury  that,  under  the  pleadings  and  the  cfi- 
dence  in  this  case,  they  should  find  for  the  defendant." 

Which  instructions  the  court  refused,  to  which  refusal  of  the  instmetiott 
thus  prayed  the  defendant,  by  its  counsel,  then  and  there  duly  accepted. 

The  court  of  its  own  motion  gave  the  following  instructions,  hayin|^  modiiid 
instructions  offered  by  defendant  so  as  to  read  as  follows: 

''(4)  The  jury  are  instructed  that,  to  entitle  plaintiff  to  recoYer,  tlie  ehaifi 
of  negligence  made  by  plaintiff  against  defendant  by  this  action  mnft  bt 
proved  to  the  satisfaction  of  the  jury  by  plaintiff  by  a  preponderance  of  the 
evidence.  The  jury  have  no  right  to  presume  negligence,  and,  if  the  eridflMt 
does  not  preponderate  in  favor  of  plaintiff,  then  the  verdict  should  be  for  tht 
defendant.  By  the  term  *  preponderance  of  evidence '  is  meant  the  giettv 
weight  of  the  evidence;  and,  in  determining  the  greater  weight  of  the  efi- 
dence,  the  jury  should  not  simply  consider  the  number  of  witnesaes  addneed 
by  either  side,  but  should  also  consider  the  credibility  of  the  witneaaei,  aad 
all  the  facts  and  circumstances  proven  in  the  case. 

"(5)  The  jury  are  instructed  that  if  they  believe  from  the  evidenee  thai 
plaintiff's  husband  was  an  experienced  sign  hanger,  and  experienced  in  tald^ 
down  signs  in  St.  Louis,  and  knew  of  the  danger  of  coming  in  contact  with 
electric  light  and  other  wires  in  the  city  of  St.  Louis,  and  that  he  either  atw 
an  electric  flash  from  defendant's  wire  some  time  before  he  went  upon  tht 
cornice  from  which  he  fell,  or  was  told  thereof  by  his  fellow  worker,  aal 
cautioned  against  the  danger  therefrom,  and  thereafter,  from  his  own  care- 
lessness in  handling  uninsulated  wires,  permitted  them,  or  either  of  them, 
to  come  in  contact  with  defendant's  wire,  whereby  the  alleged  shock  resulted, 
then  the  verdict  should  be  for  the  defendant. 

"(6)  The  court  instructs  the  jury  that  it  was  the  duty  of  Bernard  Geii* 
mann,  plaintiff's  deceased  husband,  to  exercise  ordinary  care  upon  hie  ovi 
part  to  avoid  injury  from  any  wire  he  was  handling  coming  into  contact  with 
defendant't  wire,  and  if  the  jury  believe  from  the  evidence  that  he  knew,  or 
if  in  the  exercise  of  ordinary  care  in  his  vocation  he  would  have  known,  bb 
liability  to  injury  from  defendant's  wire,  and  that  the  wearing  of  rubber 
coat,  boots,  and  gloves,  or  either  of  thero,  would  have  lessened  his  peril;  tad 
if  the  jury  believe  from  the  evidence  that  the  wearing  of  some  or  all  of  tbcM 
articles  would  have  been  a  reasonable  and  proper  precaution  for  him  to  .take 
for  his  own  safety  under  the  circumstances,  and  in  his  situation  as  siga 
hanger,  and  that  the  failure  by  said  Geismann  to  wear  some  or  all  of  thoai 
articles  directly  contributed  to  his  injury — then  the  jury  will  find  for  the 
defendant. 

"(7)  The  court  instructs  the  jury  if  they  believe  from  the  evidence  that 
plaintiff's  husband,  Bernard  Geismann,  linew,  or  by  the  exercise  of  ordinai7 
care  could  have  discovered,  his  liability  to  injury  from  defendant's  wire,  it 
was  his  duty  to  use  what  would  be  reasonable  care  under  the  circumstances 
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lo  tvoid  injury  therefrom ;  tnd  if  the  jury  believe  from  fHe  eyidence  that 
k  Ikiled  to  exercise  reasonable  care  under  the  circumstances,  and  that  his 
fulore  to  use  reasonable  care  contributed  directly  to  his  injury,  then  the 
mdict  should  be  for  the  defendant. 

"(8)  The  jury  are  instructed  that  if  they  believe  from  the  evidence  that 
pliiiitiira  husband  was  a  man  of  ordinary  intelligence,  and  experience  in 
potting  up  and  taking  down  signs  in  the  city  of  St.  Louis,  and  knew,  or  by 
tk  exercise  of  ordinary  care  would  have  known,  of  the  danger  resulting  from 
contact  of  uninsulated  wire  with  a  defective  or  noninsulated  wire  of  high 
liBeiric  power,  and  that  defendant's  wire  was  at  some  point  or  points  not 
properly  insulated,  and  was  in  plain  sight,  and  was  seen  by  plaintifiTs  hus- 
biBd,  or  that  he  would  have  seen  it  if  he  had  been  exercising  ordinary  care 
for  bis  own  safety,  and  that  he,  under  those  circumstances,  negligently  allowed 
a  minaolated  wire  in  his  own  hands  to  be  drawn  across  or  come  in  contact 
with  defendant's  said  wire,  then  the  verdict  should  be  for  the  defendant." 

To  the  giving  of  which  instructions  the  defendant  duly  excepted  at  the 
time. 

Under  the  instructions  of  the  court,  the  jury  rendered  a  verdict  for  th« 
pldntiff  for  the  sum  of  $5,000.  In  due  time  defendant  moved  to  set  the 
firdiet  aside  and  for  a  new  trial,  which  being  overruled,  the  company  brings 
ttt  ease  to  this  court  by  appeal  for  review. 

Albert  Blair  and  OUliam  &  Smith,  for  appellant. 

L.  Frank  OUofy  and  Jesse  A.  McDonald,  for  respondent. 

Opinion  by  Buboess,  J.  (after  stating  the  facts)  : 
The  petition  upon  which  the  case  was  tried  is  bottomed  upon 
eommon-law  negligence,  setting  forth  specifically  the  acts  consti- 
tuting such  negligence,  and  clearly  states  a  cause  of  action.     De- 
fendant says  that  the  evidence  shows  clearly  that  the  deceased  was 
IQilty  of  contributory  negligence,  and  for  that  reason  its  de- 
murrer to  the  evidence  should  have  been  sustained ;  but  we  are  of 
the  opinion  that  the  evidence  as  disclosed  by  the  record,  without 
again  stating  the  facts  in  detail,  was  sufficient  to  take  the  case  to 
the  jury,  and  that  the  demurrer  thereto  was  properly  overruled. 
The  first  instruction  given  in  behalf  of  plaintiff  is  criticised 
upon  the  ground  that 

"  It  is  too  general,  in  that  it  does  not  specify  that  the  defendant  was  negli- 
gent in  not  remedjdng  the  defect  after  it  had  notice,  or  a  reasonable  time 
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liad  elapsed  after  the  insulation  became  out  of  repair  and  worn  off  to  notiee^ 
but  the  mere  fact  of  its  being  out  of  repair  and  worn  off  makes  the  defendaiit 
liable,  and  does  not  restrict  the  injury  of  deceased  to  a  wire  in  his  haad 
coming  in  contact  with  defendant's  wire  where  insulation  was  out  of  repair 
and  worn  off;  nor  does  it  consider  the  defense  that  it  was  by  the  act  of  Geit- 
mann  and  his  associates  that  the  wire  had  been  burned,  the  iwMil^t^Bi  4^. 
teriorated  and  burnt  off." 

Electricity  is  one  of  the  most  dangerous  agencies  ever  dis- 
covered by  human  science,  and,  owing  to  that  f act^  it  was  the  dntf 
of  the  electric  light  company  to  use  every  protection  which  wii 
accessible  to  insulate  its  wires  at  all  points  where  people  have  tli» 
right  to  go,  and  to  use  the  utmost  care  to  keep  them  so;  and  for 
personal  injuries  to  a  person  in  a  place  where  he  has  a  rig^t  to 
be,  without  negligence  upon  his  part  contributing  directly  therslo^ 
it  is  liable  in  damages.    McLaughlin  v.  Louisville  Electric  Light    < 
Co.,  6  Am.  Elect!.  Cas.  266,  100  Ky.  173,  37  S.  W.  851,  34  L 
B.  A.  812.    The  deceased  was,  at  the  time  he  received  the  shod 
which  caused  his  death,  in  a  place  where  his  duty  required  him 
to  be ;  and  it  was  the  duty  of  the  defendant,  in  the  exercise  of  otoi 
ordinary  care  and  foresight,  to  know  that  sign  hangers,  painten, 
carpenters,  and  other  mechanics  would  be  required,  as  occasioii 
might  require  of  them  in  the  pursuit  of  their  respective  oocupft- 
tions,  to  come  in  proximity  to  its  wires  constructed  and  maintained 
on  the  signs  and  cornice  in  front  of  the  building  where  the  acci- 
dent occurred.     As  was  said   in  Overall  v,  Louisville  Electric 
Light  Company  (Ky.),  7  Am.  Electl.  Cas.  521,  471  S.  W.  442: 

"AppeHant  at  the  time  he  was  struck  was  in  a  place  where  his  burinwi 
required  him  to  be,  and  where  be  had  a  right  to  be;  and  it  was  the  dntj 
of  the  electric  light  company  to  know  that  linemen  of  the  telephone  company 
would  have  to  come  in  close  proximity  to  its  wires  in  attending  to  thdr 
duties,  and  it  was  its  duty  to  use  every  protection  which  was  accessible  to 
insulate  its  wires  at  that  point,  and  at  all  points  where  people  have  a  right 
to  go  for  business  or  pleasure,  and  to  use  the  utmost  care  to  keep  them  to, 
and  for  personal  injuries  resulting  from  its  failure  in  that  regard  it  is  liabb 
in  damages." 

The  duty  of  the  defendant  in  the  maintenance  of  its  wires 
under  circumstances  very  similar  is  well  presented  in  Clementi 
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Electric  Light  Co.,  4  Anu  Electl.  Gas.  381,  44  La.  Ann.  692, 
I  Soudi.  61,  16  L.  E.  A.  43,  32  Am.  St.  Rep.  348 : 

"Hie  wire  of  the  defendant  was  spliced,  and  was  not  insulated  as  re- 
lirad  by  the  ordinance.  It  passed  over  a  roof  to  which  people  in  adjoining 
oott  had  access,  and  where,  in  the  course  of  time,  mechanics  must  go  to 
ike  repairs,  or  laborers  to  sweep  off  or  clean  the  roof.  It  was  the  duty  of 
t  eompany,  independent  of  any  statutory  regulation,  to  see  that  their  lines 
m  tale  for  those  who  by  their  occupation  were  brought  in  close  proximity 

them.  In  this  respect  and  in  this  particular  case  we  are  of  the  opinion 
it  the  defendant's  negligence  caused  the  death  of  Clements.  But  notwith- 
ndiBg  this  fault  of  defendant,  if  the  evidence  shows  that  the  plaintiff  him- 
If  was  guilty  of  negligence  contributing  to  the  injury,  he  cannot  recover. 
It  ^pwstion  is  whether  the  act  of  the  party  injured  has  a  necessary  t^idency 
eipoee  him  directly  to  the  danger  which  resulted  in  the  injury  complained 
.  If  the  plaintiff  could,  by  the  exercise  of  reasonable  care,  at  or  just  he- 
re the  happening  of  the  injury  to  him,  have  avoided  the  same,  he  cannot 
eofer  damages  for  the  injury.  When  the  action  of  both  parties  must  have 
aeorred  to  have  produced  the  injury,  it  devolves  upon  the  plaintiff  to 
tour  that  he  was  not  himself  guilty  of  negligence.  He  must  show  affirm- 
ivdy  that  he  was  in  the  exercise  of  due  and  reasonable  care  when  the  in- 
sy  happened.  This  proof  need  not  be  direct,  but  may  be  inferred  from  the 
reoBiBtances  of  the  case.  The  deceased  (Clements)  was  lawfully  on  the 
lOery  roof.  He  was  engaged  in  a  service  that  necessarily  required  him  to 
B  the  risk  of  coming  in  contact  with  defendant's  wires,  either  by  stepping 
m  them  or  going  imder  them.  It  is  probable  that  the  latter  mode  was  the 
ni  convenient,  and  there  is  no  evidence  that  in  so  doing  he  incurred  any 
raster  risk.  The  wires  were  visible,  and,  to  all  appearance,  were  safe. 
he  great  force  that  was  being  carried  over  the  wire  gave  no  evidence  of  its 
dftcDce.  There  was  no  means  for  a  man  of  ordinary  education  to  distinguish 
hither  the  wire  was  dead  or  alive.  It  had  all  the  appearance  of  having 
Kn  properly  iiisulated.  From  this  fact,  there  was  an  invitation  or  induce- 
Wit  held  out  to  Clements  to  risk  the  consequences  of  contact.  He  had  the 
'^i  to  believe  they  were  safe,  and  that  the  company  had  complied  with  its 
Btf  specified  by  law.  He  was  required  to  look  for  patent,  and  not  latent, 
ifeets.  Had  he  known  of  the  defective  insulation,  and  put  himself  in  contact 
ith  the  wire,  he  would  have  assumed  the  risk.  The  defect  was  hidden,  and 
e  insulation  wrapping  was  deceptive.  It  is  certain,  had  it  hern  properly 
ripped,  Clements  would  not  have  been  killed.     His  death  is  conclusive  proof 

tiie  defect  of  the  insulation  and  the  negligence  of  the  defendant.  .  .  . 
ements'  attention  was  not  directed  to  any  particular  danger  from  the 
res.     No    apparent    defect    was    pointed    out    to    him.     The    adomition 

him    was    only    of    a    danger    which     he    knew    to    exist. 
ore    he     advised    him    to  be     cautious    of    going    near    the    wires    or 

keep  away  from  them.  .  .  .  The  electric  wires  gave  no  signal 
danger.     Listening  would  not  have  revealed   any  danger.     It  is  hidden 
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and  silent.  But  they  are  disarmed  of  danger  if  properly  iniolated.  By  1qq|. 
ing  one  can  see  if  there  are  evidences  of  insulation.  If  there  are  evidcMt  if 
it,  and  no  defects  are  visible  after  careful  inspection,  one  whose  employiaeit 
brings  him  in  close  proximity  to  the  wire,  and  which  he  has  to  paas,  titlv 
over  or  under  it,  is  not  guilty  of  contributory  negligence  for  comiqg  it 
contact  with  it,  unless  he  does  it  unnecessarily  and  without  proper  prttnntiflM 
for  his  safety.  It  cannot  be  said  that,  when  Clements  went  on  the  roof  ti 
repair  it,  he  went  into  the  presence  of  known  danger,  and  aaaumed  the  haaiiii 
of  the  employment.  The  employment  was  not  dangerous.  The  wiie%  tf 
properly  insulated,  as  above  stated,  would  have  been  harmlesa," 

So  in  Griffin  v.  Electric  Co.,  6  Am.  ElectL  Cas.  252,  164  Mm 
492,  41  N.  R  675,  32  K  R.  A.  400,  49  Am.  St.  Rep.  477,  a  tii- 
smith,  while  engaged  in  placing  an  iron  conductor  on  a  bnildiog^ 
was  injured  by  receiving  a  shock  from  an  electric  light  win. 
running  along  the  side  of  the  building,  about  12  feet  from  fte 
ground,  by  reason  of  the  conductor  which  he  was  handling  eonuog 
in  contact  with  a  place  on  the  wire  where  the  insulating  material 
had  been  worn  off ;  and  it  was  held  that  the  question  of  defendmlfs 
negligence  and  the  due  care  on  the  part  of  the  plaintiff  were  lor 
tlie  jury,  end  that  it  could  not  be  said,  as  a  matter  of  law,  (hit 
the  condition  of  the  wire  was  so  apparent  that  the  plaintiff  muit 
or*  ought  to  have  seen  it,  although  the  accident  happened  in  the 
forenoon,  and  that,  while  an  expert  might  consider  it  dangeroos 
to  touch  any  wire  unless  he  knew  it  was  a  harmless  one,  no  audi 
degree  of  care  could  be  required  of  the  plaintiff,  who  was  not  n 
expert,  but  that  the  question  of  his  want  of  care  was  for  the  jniy. 

Applying  the  doctrine  of  these  cases,  and  the  underlying  prin- 
ciples by  which  they  are  controlled,  to  the  case  in  hand,  it  is  deir 
that  no  error  was  committed  in  overruling  the  motion  for  noB* 
suit  It  is  true  that  in  cases  referred  to  the  actions  were  grounded 
in  negligence  in  using  improper  insulated  wires,  but  in  each  in- 
stance the  judgment  of  the  court  proceeds  on  the  theory  that  it  is 
a  want  of  due  care  for  a  company  handling  and  transmitting  the 
highly  dangerous  force  of  electricity  to  use  a  wire  known,  or 
which  reasonably  ought  to  have  been  known,  to  be  dangerous,  at  a 
place  where  others  are  lawfully  entitled  to  be.  The  same  prin- 
ciple governs  here.     Although  the  wires  of  the  defendant  com* 
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fULj  were  msulated,  it  is  admitted  that  such  insulation  was  no 
protection  whatever  to  persons  coming  in  contact  with  them,  and 
kooe  the  negligence  of  the  defendant  is  equally  as  great  as^  if  not 
gretter  than,  if  the  danger  had  been  from  insufficiency  or  want 
U  innolation.  The  apparently  perfect  insulation  was  calculated 
to  deoeiye,  and  to  cause  one  unfamiliar  with  the  facts  to  suppose 
the  wires  safe.  It  acted  as  an  invitation  to  persons  at  work  in 
ind  among  the  wires  to  risk  the  consequences  of  contact  trerewith. 
The  law  imposes  upon  the  company  the  duty  of  exercising  the 
utmost  care  and  prudence  to  prevent  such  injury.  As  announcing 
Ae  same  doctrine,  we  refer  to  Newark  Electric  Light  &  Power 
Co.  V.  Garden,  6  Am.  Electl.  Cas.  275,  23  C.  C.  A.  649,  78  Fed. 
74, 37  L  R.  A.  725 ;  Illingsworth  v.  Light  Co.,  5  Am.  Electl.  Cas. 
81*,  161  Mass.  583,  37  N.  K  778,  25  L  R  A.  652 ;  Ennis  v. 
Qray,  87  Hun,  355,  34  N.  Y.  Supp.  379 ;  Perham  v.  Portland 
General  Electric  Light  Co.,  7  Am.  Electl.  Cas.  487,  33  Or.  451, 
58  Pac  14,  24,  40  L  R.  A.  799,  72  Am.  St.  Rep.  730,  Giraudi  v. 
Improvement  Co.,  5  Am.  Electl.  Cas.  318,  107  Cal.  120,  40  Pac. 
108,  28  K  R  A.  596,  48  Am.  St.  Rep.  114;  Haynes  v.  Gas  Co., 
8  Am.  Electl.  Cas.  264,  114  X.  C.  203,  19  S.  K  344,  26  L.  R.  A. 
810,  41  Am.  St  Rep.  786. 

It  follows  from  these  authorities  that  it  was  defendant's  duty, 
in  the  fir^t  place,  to  use  every  protection  which  was  reasonably 
Mseesible  to  insulate  its  wires  at  the  point  of  contact  or  injury  in 
this  case,  and  to  use  the  utmost  care  to  keep  them  so ;  and  the  fact 
of  the  death  of  Geismann  is  conclusive  proof  of  the  defect  of  the 
insulation,  and  negligence  of  the  defendant;  and  as  to  whether 
be  was  guilty  of  contributory  negligence,  or  not,  was  a  question 
for  the  jury. 

Instruction  No.  2  given  in  behalf  of  plaintiff  is  said  to  be 
erroneous  "  because  it  '  ejects '  a  duty  in  the  case  for  the  de- 
fendant to  protect  the  wire  " —  a  duty  not  alleged  in  the  plead- 
ngs  —  and  makes  it  incumbent  on  defendant  to  keep  it  reasonably 
lafe.  The  allegations  of  the  petition  are  broad  enough  to  justify 
lie  instruction,  which  is  in  accordance  with  what  we  have  said, 
dth  the  exception  of  the  duty  of  defendant  to  keep  its  wire  in- 
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sulated  so  that  those  in  the  discharge  of  their  duties  mi^t  not 
be  injured  by  coming  in  contact  with  it,  and  in  this  respect  man 
favorable  to  defendant  than  the  law  authorizes,  in  that  it  only 
requires  that  its  wire  be  kept  reasonably  safe. 

PlaintifiPs  third  instruction  is  also  said  to  be  erroneous,  in  that 
it  tells  the  jury  that,  if  the  wire  where  deceased  was  standing  had 
all  tho  appearance  of  being  properly  insulated,  this  was  an  i^ 
vitation  or  inducement  to  him  to  risk  contact  with  it    While  tliis 
instruction  simply  announces  an  abstract  proposition  of  law,  it  ii 
in  accordance  with  what  is  said  arguendo  in  Clements  v.  EUcbric 
Light  Co.;  Newark  Electric  Light  Company  v.  Garden,  6  Am. 
Elect!  Cas.  276,  23  C.  C.  A.  649,  78  Fed.  74,  37  L.  R  A.  726; 
Perham  v.  Portland  Electric  Co.,  7  Am.  Electl.  Cas.  487,  88  Or. 
461,  63  Pac.  14,  24,  40  L.  R.  A.  799,  72  Am.  St.  Rep.  730;  and 
McLaughlin  v.  Lomsville  Electric  Light  Company,  supra.    Bat 
as  it  does  not  purport  to  cover  the  entire  case  and  authorize  a  re- 
covery, the  judgment  should  not  be  reversed  upon  that  ground 
alone,  for,  when  considered  in  connection*  with  all  the  instructions 
in  the  case,  as  it  should  be,  it  is,  we  think,  nonprejudicial 

The  fifth  instruction  given  on  the  part  of  plaintiff  is  said  to  be 
erroneous  upon  the  ground  that  it  fails  to  state  to  the  jury  the 
proper  grounds  on  which  to  base  plaintiff's  damages.  No  instnc- 
tion  was  asked  by  defendant  on  this  feature  of  the  case.  An  in- 
struction couched  in  substantially  the  same  language  was  approved 
by  this  court  in  Browning  v.  Railroad,  124  Mo.  56,  27  S.  W.  W4, 
with  respect  to  which  it  was  said: 

"  The  defendant  asked  no  instruction  on  the  measure  of  damages,  whatem. 
No  attempt  was  made  by  it  to  point  out  the  proper  elements  of  damage  ii 
such  cases,  or  to  modify  the  general  language  of  the  instruction.     The  in* 
struction  is  not  erroneous  in  its  general  scope;   and  if,  in  the  opinion  ol 
counsel  for  defendant,  it  was  likely  to  be  misunderstood  by  the  jury,  it  wu 
the  duty  of  the  counsel  to  ask  the  modifications  and  explanations,  in  an  in- 
struction embodying  its  view.     The  court  is  not  required,  in  a  civil  case,  to 
instruct  on  all  questions,  whether  suggested  or  not;  and,  as  there  is  nothing 
in  the  amount  of  the  verdict  to  indicate  that  the  jury  were  actuated  by  any 
improper  motive  in  their  assessment,  the  general  nature  of  the  instruction  if 
no  ground  for  reversal." 
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So  in  Barth  v.  K.  C.  Elevated  Ry.  Co.,  142  Mo.  535,  44  S.  W. 
778,  following  the  Browning  case,  an  instruction  in  almost  ex- 
actly the  same  language  as  the  one  given  in  this  case  was  ap- 
proved; the  court  holding  that  the  generality  of  the  instruction 
would  not  constitute  reversible  error,  as  the  right  was  reserved 
to  defendant  to  point  out  the  elements  limiting  the  damages  in  its 
own  instructions. 

No  error  was  committed  in  modifying  the  sixth  and  eighth  in- 
structions asked  by  defendant,  as  by  so  doing  the  jury  could  not 
have  been  misled,  or  defendant  prejudiced  thereby. 

Nor  is  there  merit  in  the  contention  that  the  verdict  is  exces- 
sive or  the  result  of  passion  or  prejudice.  There  is  nothing  dis- 
doeed  by  the  record  indicative  of  either.  The  verdict  met  with 
the  approval  of  the  court  before  whom  the  case  was  tried,  and  will 
not,  under  the  circumstances,  be  disturbed  by  us  upon  either  of 
these  grounds. 

The  weight  of  the  evidence  was  for  the  consideration  of  the 
jury  under  the  instructions  of  the  court,  which  covered  every 
phase  of  the  case,  and  are  free  from  objection. 

It  was  not  necessary,  in  order  to  plaintiff's  recovery,  to  prove 
that  at  the  exact  point  where  the  contact  occurred  the  insulation 
Was  off  the  wire.  If  the  defective  insulation  caused  the  injury 
without  fault  on  the  part  of  plaintiff,  as  he  had  the  right  to  be 
where  he  was  at  the  time  of  the  injury,  that  was  sufficient  There 
were  two  wires  —  one  behind  the  sign  and  below  the  top  of  it, 
while  the  one  that  caused  the  injury  was  strung  in  the  space  be- 
tween the  sign  and  cornice,  along  the  top  of  the  sign,  and  level 
with  the  cornice. 

The  verdict  is  well  supported  by  the  evidence,  and  the  record 
firee  from  substantial  error.  The  judgment  should  be  affirmed. 
It  is  so  ordered.    All  of  this  division  concur. 
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Pennsylvania;  Supreme  Court, 

1.  Defbctiyb  insulation. — The  plaintiff's  intestate  was  engaged  in  paintim 
a  cornice  upon  a  house.    In  the  performance  of  his  duties  he  found  eer- 
tain  wires  of  the  defendant  in  his  way  and  proceeded  to  prop  them  up 
so  that  he  could  work  under  them.    In  so  doing,  he  grasped  an  uninaulateii 
wire  which  caused  his  death.     It  appeared  from  the  evidence  that  the 
defendant  company,  in  extending  its  wire  across  the  comer  of  the  faviU- 
ing,  permitted  it  to  sag  against  the  cornice,  and  in  this  way  some  of  the 
insulating  material  was  worn  off  and  the  wire  became  dangerous.    It 
was  held  sufficient  to  impute  negligence  to  the  defendant  and  to  jueti^ 
a  verdict  in  favor  of  the  plaintiff. 

Appeal  by  defendant  from  judgment  in  favor  of  plaintiff.  De- 
cided October  12,  1903;  reported  56  Atl.  360. 

W.  U.  Hensel,  H.  M,  North,  and  D.  McMvllen,  for  appellinl 

B.  F.  Eshleman  and  W.  F.  Beyer,  for  appellee. 

Opinion  by  Potteb,  J. : 

The  court  below  charged,  in  part,  as  follows : 

"  The  proof  presented  by  the  defendant  is  that  there  were  three  wires; 
that  the  wire  nearest  the  building  was  a  wire  for  the  arc  lamps,  aad  there 
was  no  power  in  this  wire  except  at  night,  and  that  in  the  daytime  it  wai 
what  was  called  a  **  dead  wire ; "  that  this  wire  was  about  one  inch  from  the 
building,  and  that  the  next  wire  was  away  from  the  building  about  thirteen 
inches,  and  was  a  main  feed  wire  for  the  alternating  current;  and  that  tn- 
other  wire,  which  was  also  a  similar  feed  wire,  was  still  farther  away  towardi 
the  west.  It  is  therefore  claimed  that  Fitzgerald  could  not  have  been  in- 
jured by  the  wire  which  went  over  the  corner  or  near  the  corner  of  the  building* 
and  which  he  propped  up,  and  that  it  must  have  been  by  one  of  the  wires 
which  were  away  from  the  building,  and  that  he  himself  was  in  fault  in 
coming  in  contact  with  that  wire.  This,  then,  raises  the  question  of  fact 
for  you  to  determine — whether  or  not  he  was  guilty  of  contributory  negligence. 

"  There  has  been  considerable  dispute  in  regard  to  the  poles  which  carried 
the  three  wires.  One  of  them,  all  agree,  was  located  near  Hartman's  wlr^ 
house,  at  the  corner  of  the  alley  which  runs  back  of  the  railroad  depot  tnd 
meets  North  Christian  street,  and  that  from  this  pole  the  lines  extended 
diagonally  to  a  pole  on  East  Chestnut  street.  The  position  of  this  last- 
mentioned  pole  is  fixed  at  from  thirty  to  sixty  feet  east  of  North  Christian 
street,  on  East  Chestnut  street. 
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"Tht  man  was  killed  by  one  of  these  wires.     He  was  lawfully  upon  the 

99oi  in  the  exercise  of  his  business.     If  it  was  convenient  for  him  to  get  at 

the  cornice  in  the  way  he  did,  he  had  a  right  to  do  so.    If  he  found  the  wires 

fm  his  way,  and  proceeded  to  prop  them  up  so  that  he  could  work  under  them, 

h»  also  had  a  right  to  do  so,  provided  he  did  it  in  a  proper  way.     Whether 

means  he  took  were  such  as  a  prudent  man  should  have  taken  is  a  ques- 

for  you  to  determine.     If  the  weight  of  the  wire  which  fell  on  him  had 

off  itself,  such  as  to  knock  him  into  the  street,  and  the  electric  current 

nothing  to  do  with  it,  that  would  have  been  clearly  his  own  negligence; 

feat  though  he  was  bound  to  know,  in  general,  the  dangerous  nature  of  such 

vires,  and  to  use  proportionate  care  in  interfering  with  them,  he  was  also 

fiiUid  to  presume,  from  the  general  custom,  that  they  were  properly  in- 

■■htfd,  unless  the  defect  in  their  covering  was  visible  to  such  an  examination 

M  he  ought  to  have  made.     But,  if,  while  he  was  acting  as  a  prudent  man 

ihoiild  have  acted,  the  wire  fell  upon  him,  and,  to  save  himself,  he,  without 

iult,  grasped  an  uninsulated  wire,  which  caused  his  death — he  being  in  peril, 

m  thinking  he  was,  and  not  having  time  nor  opportunity  properly  to  dis- 

fltiminate — he  would  not  be  guilty  of  contributory  negligence  on  this  account. 

How  this  accident  happened  is,  however,  under  the  facts  proven,  for  this  jury 

to  ateertain." 

Defendant  presented  these  points: 

"If  the  jury  believe  from  all  the  evidence  that  the  wire  which  Fitzgerald 
propped  up  was  a  dead  wire,  and  that  the  live  wire  which  caused  his  death 
liu  thirteen  inches  clear  of  the  building,  and  that  the  said  live  wire  did  not 
iiterfere  with  his  painting,  but  that,  after  the  wire  which  was  propped  fell, 
W  etught  the  live  wire  with  his  hand,  thereby  causlDg  his  death,  there  can 
It  80  recovery  in  the  case,  and  the  verdict  must  be  for  the  defendant.  An- 
■■V:  This  point  cannot  be  aiBrmed  as  stated.  We  refer,  for  its  answer,  to 
tVfBMiml  charge,  in  which  we  have  endeavored  already  to  set  forth  the  re- 
ipcetire  liabilities  of  the  parties. 

"The  present  use  plaintiff  in  this  suit  is  the  administrator  of  Mrs.  Fitz- 

IHlld,  the  widow,  who  died  the  26th  day  of  January,  1900.      In  this  suit 

tWw  oan  be  no  recovery  except  in  her  own  immediate  right ;  and,  if  the  jury 

ind  for  the  plaintiff,  they  can  assess  only  such  damages  as  the  widow,  Mary 

K  Fitzgerald,  suffered  by  reason  of  the  loss  of  her  husband  from  the  time 

•f  kis  death  to  the  time  of  her  death,  a  period  of  four  years  and  four  and  a 

^  BOBths.     Answer:    We  answer  this  by  saying,  while  it  was  proper  to 

Wig  this  snit  in  the  name  of  the  widow,  and  her  administrator  is  properly 

nWtituted,  we  cannot  affirm  the  part  of  the  point  which  restricts  the  assess- 

•ttt  of  damages  to  the  time  of  her  death.    The  suit  was,  in  accordance  with 

tte  law,  brought  by  her  for  the  use  of  herself  and  her  minor  child.     But  if 

ttii  Qoatention  would  be  correct,  all  rights  of  the  minor  to  participate  in  it 

*»Bld  be  practically  taken  away,  so  far  as  the  time  after  her  death  is  con- 

'frned,  for  there  can  be  but  one  suit  to  ascertain  the  damages  occasioned  by 

^miOB  of  decedent's  death." 
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We  do  not  see  that  this  case  could  properly  have  been  taken 
from  the  jury.  Its  determination  turned  upon  disputed  questions 
of  fact.  There  was  evidence  tending  to  show  that  the  defendant 
company  extended  its  wire  across  the  comer  of  a  building,  and  so 
close  as  to  permit  of  its  sagging  against  the  cornice,  and  that  in 
this  way  some  of  the  insulating  material  was  worn  off,  making  the 
wire  dangerous.  No  reason  appeared  for  thus  trenching  upoi 
private  property,  as  the  wire  was  not  seemingly  used  to  convey 
current  to  those  premises.  But  if  it  had  been  used  for  that  pu^ 
pose,  prudence  would  have  required  the  wire  to  be  stayed  or 
fastened  so  that  the  insulation  should  not  be  rubbed  off.  Nor 
was  it  shown  that  the  accident  was  caused  by  anything  else  than 
the  dangerous  wire.  In  this  respect  this  case  differs  from  ETUM 
V.  Allegheny  County  Light  Company,  8  Am.  Electl.  Cas.  — ^  204 
Pa.  568,  64  Atl.  278,  cited  by  appellant  It  clearly  appeared  ia 
that  case  that  the  plaintiff  fell  from  some  cause  entirely  uncon- 
nected with  the  presence  of  the  wire,  and  that  he  came  in  contact 
with  the  wire  only  in  the  course  of  his  fall.  In  the  present  case 
it  was  at  least  a  disputed  question  as  to  whether  or  not  the  acci- 
dent was  caused  by  the  deceased  coming  directly  in  contact  with 
the  live  wire.  This  question,  as  well  as  that  of  the  contributory 
negligence  of  the  deceased,  was,  we  think,  properly  left  to  th^ 
jury,  and  they  have  found  those  questions  in  favor  of  the  plaintiff « 

The  1st,  2d,  3d,  4th  and  5th  assignments  of  error  are  in  viola- 
tion of  Kule  31  of  this  court,  in  that  there  is  no  reference  to  the 
page  of  the  paper  book  where  the  matter  referred  to  may  be  found 
in  its  regular  order  in  the  printed  evidence. 

We  do  not  feel  that  the  extracts  from  the  charge,  which  are 
made  the  subject  of  the  6th  and  7th  assignments  of  error,  contain 
anything  which  can  fairly  be  held  to  unduly  increase  the  burden 
upon  the  defendant  company.  When  read  in  connection  with  the 
context  in  each  instance,  they  are  unexceptional. 

As  to  the  form  of  action,  this  suit  was  properly  brought  by  the 
widow  in  her  own  behalf  and  that  of  her  son,  they  being  the  only 
parties  entitled  to  recover.  If  the  widow  had  lived  until  the  suit 
was  concluded,  the  sum  recovered  would  have  been  divided  be- 
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tveen  her  and  the  child,  as  in  case  of  the  death  intestate  of  the 
husband  and  father.  If  she  had  lived  until  after  the  judgment 
vas  obtained,  but  had  died  before  it  was  paid,  certainly  her  ad- 
mimstrator  would  have  been  entitled  to  take  the  share  coming  to 
her.  As  she  died  during  the  pendency  of  the  litigation,  we  can 
see  no  good  reason  why  her  administrator  was  not  properly  sub- 
stituted to  maintain  the  action  in  her  behalf. 

The  question  as  to  who  should  be  substituted  as  plaintiff  upon 
the  death  of  the  widow  under  the  circumstances  such  as  these  is  of 
no  practical  importance.  The  interest  of  the  child  in  the  pro- 
ceeds remains,  and  can  only  properly  be  paid  to  its  guardian. 

The  suit  might  have  been  carried  to  completion  by  the  next 
friend  or  guardian  of  the  minor.  But  in  any  event,  the  propor- 
tioiiB  in  which  the  sum  recovered  is  to  be  shared  between  the  child 
and  the  estate  of  the  mother  is  a  matter  for  consideration  and  ad- 
justment between  those  representing  them,  respectively,  and  does 
not  concern  the  defendant  company. 

The  assignments  of  error  are  overruled,  and  the  judgment  is 
tffirmed. 

Injuries  to  Laborers  on  Buildings  by  Electric  Shock. 

1.  Liability  of  electric  company;   general  rule. 

2.  Knowledge  of  danger. 

3.  Necessity  of  going  into  proximity  with  dangerous  wires. 

4.  Right  to  rely  on  apparent  safety. 
6.  Evidence  of  negligence. 

6.  Injury  to  trespasser. 

7.  Remote  and  proximate  cause. 

1.  liability  of  eleotric  company;  general  rule. — ^The  general  rule 
applicable  in  all  cases  where  electric  wires  are  erected  in  places  where  per- 
MMit  in  the  exercise  of  their  lawful  rights  are  likely  to  come  in  contact  with 
them,  that  such  wires  be  maintained  in  a  condition  of  perfect  insulation,  ap- 
plies without  material  qualification  to  wires  extended  over  and  along  buildings 
so  placed  as  to  interfere  with  laborers  engaged  in  the  performance  of  duties 

upon  such  buildings.     See  notes  on  pages ante.    The  determining 

question  as  to  the  liability  of  an  electric  company  for  the  maintenance  of 
wires  over  and  upon  buildings  seems  to  be  as  to  whether  or  not  the  company 
■lioald  have  anticipated  the  probability  of  persons  coming  in  contact  with 
such  wires  while  working  in  and  upon  such  buildings.     In  other  words,  under 
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the  rule  as  established  in  all  the  cases,  the  maintenance  of  an  unhitiilated 
wire  charged  with  a  deadly  current  of  electricity  at  such  a  distance  from  the 
side  of  a  building  as  to  interfere  with  the  making  of  needed  repairs  npoB 
the  building  by  the  owner  thereof,  would  be  negligence  and  the  compaiiy  wooU 
be  liable  for  the  injuries  occasioned  by  contact  with  such  an  uniBSolaled 
wire  to  any  person  rightfully  engaged  in  the  performance  of  duiiea  in  eoa- 
nection  with  such  repairs. 

2.   Knowledge  of  dancer. — The  general  knowledge  of  a  workmaa  Uat 
wires  charged  with  an  electric  current  are  dangerous,  especially  electric  lf|K 
wires  which  require  a  comparatively  large  voltage,  is  not  of  itself  suiBciat 
to  convict  him  of  contributory  negligence  where  he  grasps  such  wire  for  tkt 
purpose  of  enabling  him  to  proceed  in  the  performance  of  his  work  apon  tht 
building.     While  an  expert  may  consider  it  dangerous  to  touch  any  win 
unless  he  knows  it  to  be  a  harmless  one,  a  man  of  ordinary  intelligence  wosU 
not  necessarily  know  that  an   injury  would   result  from  contact  witk  u 
eleetric  light  wire  in  an  apparently  perfect  state  of  insulation.     Orifin  a 
United  Eleotric  Light  Co.,  6  Am.  Electl.  Cas.  252,  164  Mass.  492,  41  N.  BL 
676,  49  Am.  St.  Rep.  477.     See,  also,  Giraudi  v.  Elec.  Imp.  Co.,  107  CtL  128^ 
40  Pac.  108. 

8.  H eoeeeitj  of  coins  into  prozimity  with  dansorona  wlioe.   Hi 
necessity  of  going  to  the  place  where  electric  wires  are,  need  not  be  thona  to 
avoid  the  charge  of  contributory  negligence;  convenience  is  enough.     In  tki 
case  of  Will  v.  Edi80n  Eleo.  III.  Co.,  7  Am.  Electl.  Cas.  642,  200  Pa.  St  541, 
60  Atl.  161,  the  plaintiff's  intestate  was  injured  by  contact  with  an  dectrie 
wire  along  the  cornice  of  a  building,  while  engaged  in  painting  the  root 
A  non-suit  was  entered  on  the  ground  of  the  contributory  negligence  of  tin 
decedent.    The  Supreme  Court  reversed  the  court  below  and  held  that  th» 
question  of  contributory  negligence  should   have  been  left  to  the  jury.   Ii 
80  doing  the  court  said.  *'  He«  the  plaintiflf,  was  lawfully  upon  the  roof  in  thi 
exercise  of  his  business.     It  is  said  that  there  was  no  evidence  that  it  WM 
necessary  for  him  to  go  on  the  roof  to  do  the  painting.    No  such  evidenei 
was  required.    His  convenience  was  reason  enough.     It  was  convenient  for 
him  to  get  at  the  cornice  in  that  way,  and  he  had  the  right  to  do  so.   He 
found  the  wires  in  his  way,  and  proceeded  to  prop  them  up  so  that  he  could 
work  under  them.     Whether  the  means  he  took  were  such  as  a  prudent  mu 
should  have  taken  is  not  so  clear  that  it  can  be  determined  by  the  coert 
If  the  weight  of  the  wire,  when  it  fell  on  him,  had  been  such  as  to  knock 
him  into  the  street,  that  would  have  been  so  clearly  his  own  negligence  that 
the  court  could  have  said  so  as  matter  of  law.     But,  though  he  was  bound  to 
know,  in  general,  the  dangerous  nature  of  such  wires,  and  to  use  proportionate 
care  in  interfering  witli  them,  he  was  al^^o  entitled  to  presume  from  the  gen- 
eral custom,  that  they  were  properly  insulated,  unless  the  defect  in  tbdr 
covering  was  visible  to  such  examination  as  he  ought  to  have  made.     All  thsM 
considerations  entered  into  the  question  of  his  negligence  and  made  it  OM 
for  the  jury;  "  and  in  the  case  of  Conaolida-tcd  Oas  Co.  v.  Brooks   (N.  J. 
Law),  53  Atl.  296,  it  appeared  that  the  plaintiff's  decedent  while  engaged  il 
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m  gutter  on  the  edge  of  one  of  the  balconies  on  the  house  of  his 
employer,  eame  in  contact  with  an  electric  wire  which  ran  up  the  ^de  of 
ikm  boon  some  eight  or  ten  inches  from  the  comer  of  the  balcony  and  re- 
shock  therefrom  which  instantly  killed  him.  The  court  htUd  that  the 
fact  that  a  servant  while  engaged  in  painting  such  gutter  came  in  oon- 
tact  with  the  wire  was  not  in  itself  conclusive  evidence  of  contributory  negli- 
asd  that  the  court  would  not  be  justified  in  directing  a  verdict  for  the 
an  electric  light  company,  on  the  ground  that  there  was  no  evi- 
from  which  a  jury  could  conclude  that  it  was  neglectful  of  any  duty, 
ahhmigh  no  one  saw  the  accident,  and  there  was  no  testimony  to  show  how  ft 


4.  BIskt  to  vely  em  apparemt  aafety. — In  the  case  of  Clementg  9. 
LoMiene  Elee.  L.  Co.,  4  Am.  Eleetl.  Cas.  381,  44  La.  Ann.  692,  11  So.  61, 
tki  plalaliff's  0OB  was  a  tin  roofer  engaged  in  the  repair  of  the  roof  of  a 
gillery  and  was  killed  by  coming  in  contact  with  the  electric  light  wire  run- 
■iBg  over  such  roof,  at  a  height  of  about  two  feet  and  four  inches  above  the 
nnf.    To  an  appearances  Uie  wire  was  in  good  condition  although  it  had  been 
lorn  bjr  exposure  to  the  weather  and  had  evidently  lost  some  of  its  insula- 
tiBg  properties.    The  shock  was  received  by  his  attempt  to  step  over  the  wires. 
The  role  was  laid  down  in  this  case  that  a  person  whose  occupation  brings  him 
ii  ^tndmity  to  the  company's  wires  has  a  right  to  believe  that  the  wires 
^ve  been  insulated  and  an  ordinance  relating  to  the  insulation  of  splices  has 
been  complied  with.    He  is  required  to  look  for  patent  defects  in  the  insula- 
tioo  ooly.    If  not  aware  of  a  latent  defect,  he  comes  in  contact  with  the  wire, 
and  is  Injured  without  fault  on  his  part,  the  company  is  responsible.    In  this 
leetkn  the  eourt  said :     "  The  wires  were  visible,  and  to  all  appearances 
■de.    The  great  force  that  was  being  carried  over  the  wires  gave  no 
evidence  of  its  existence.    There  was  no  means  for  a  man  of  ordinary  edu- 
cation to  distinguish  whether  the  wire  was  dead  or  alive.     It  had     all  the 
appearances  of  having  been  properly  insulated.     From  this  fact  there  was 
an  invitation  or  inducement  held  out  to  the  decedent  to  risk  the  consequences 
of  contact.     He  had  a  right  to  believe  they  were  safe,  and  that  the  company 
had  complied  with  its  duties  specified  by  law.     He  was  required  to  look  for 
patent,  and  not  latent  defects.    Had  he  known  of  the  defective  insulation  and 
put  himself  in  contact  with  the  wire,  he  would  have  assumed  the  risk.    The 
defect  was  hidden  and  the  insulation  wrapping  was  defective.     It  is  certain, 
had  it  been  properly  wrapped,  that  the  decedent  would  not  have  been  killed. 
His  death  is  conclusive  proof  of  the  defect  of  the  insulation  and  the  negli- 
gence of  the  defendants/'     See  also  McLaughlin  v.  Louisville  Elec.  Light  Co., 
18  Ky.  Law  Rep.  693,  37  S.  W.  851. 

5*  Evidence  of  aesligence. — Evidence  that  wires  stretched  over  the 
roof  of  a  building  were  improperly  insulated;  that  the  insulation  had  worn 
off  in  five  places  from  the  wires  hanging  below  the  converter  of  the  wall  of 
the  building;  that  at  one  point  there  was  a  bad  splice  entirely  uninsulated, 
and  that  the  defective  insulations  were  old,  was  held  sufiicient  to  make  out  a 
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prima  facie  case  ol  negligence.    Ennia  v,  Qray,  6  Am.  Electl.  Gas.  S25,  87 
Hun  (N.  Y.),  366,  34  N.  Y.  Supp.  379. 

6.  lajiirj  to  trespasser. — Where  a  boy  goes  upon  the  roof  of  a  ooal  shed 
belonging  to  the  defendant  without  his  permission  to  get  a  ball  whieh  had 
been  thrown  there,  and  comes  in  contact  with  an  uninsulated  electrie  light 
wire  running  along  the  roof,  resulting  in  his  death,  the  defendant  was  held 
not  liable  for  the  injury.  The  court  said:  "  If  the  plaintifTs  intestate  was 
not  a  trespasser,  which  we  do  not  decide,  he  was  at  most  a  mere  licensee,  aad 
so  far  as  he  was  concerned  the  defendant  had  a  right  to  arrange  aad 
use  its  property  in  any  lawful  manner,  and  owed  him  no  duty  with  respect  to 
it  except  to  refrain  from  setting  a  trap  for  him  and  from  doing  him  inten- 
tional or  wanton  harm.  The  live  wire  with  which  the  deceased  came  in  con- 
tact was  a  lawful  apparatus,  used  in  the  ordinary  business  of  the  defsBdaati 
and  was  not  designed  as  a  trap."  BulUvan  v.  B,  d  A.  B.  B.  Co.,  166  Ifasi. 
878,  31  N.  E.  128. 

7.  Remote  and  prosiatate  oaase. — In  the  case  of  BUioit  v.  Alb- 
gKeny  County  L.  Co,,  204  Pa.  St.  668,  64  Atl.  278,  the  plaintiff,  while  engsged 
as  a  painter,  fell  from  or  with  a  ladder  that  slipped  from  its  proper  position 
while  he  was  using  it.  In  the  effort  to  save  himself  as  he  fell,  he  reaped  oat 
and  clutched  at  an  electric  light  wire,  which  was  supported  from  brackets  at 
the  side  of  the  building  and  he  was  shocked  and  burned  from  the  aU^ged 
defectively  insulated  condition  of  the  wire.  It  was  undisputed  that  the  de- 
fendant was  in  nowise  responsible  for  the  slipping  of  the  ladder  whieh  was 
the  originating  case  of  the  plaintiff's  fall.  The  trial  court  gave  binding 
instructions  in  favor  of  the  defendant  upon  the  ground  that  the  proximate 
cause  of  the  plaintiff's  injuries  was  his  fall  from  the  ladder,  and  not  his 
grasping  of  the  wire  in  the  line  of  the  fall.  These  instructions  were  snstiined 
upon  appeal. 
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BavTHXEs  Bbix  TsiiEPHONB  &  Tbusgbaph  Co.  v.  MoTysb. 

AlalHuna;  Supreme  Court. 

.  IBJUBT  GAUBBD  BT  UQHTinNO  KNTEBING   BUILDING  OVEB  TSLEPHONB  WIBI8 
WHBBB   the  INSTBUMBNT   had   been    REMOVED;    T.TABILTTY   OF   TELEPHOmB 

OOMPANT. — ^It  appeared  that  a  merchant  had  caused  the  defendant  to 
fot  a  telephone  in  his  store,  and  such  telephone  was  subsequently  taken 
oat;  when  the  telephone  was  removed  the  wires  were  left  in  the  building, 
and  were  twisted  together  and  remained  hanging  on  the  wall;  the  plain- 
tiff came  into  the  store  of  the  merchant  to  make  a  purchase  and  while 
there  m  thunder  storm  came  up  and  she  took  a  seat  near  the  place  where 
the  defendant's  telephone  wires  were  hanging  from  the  wall;  during  the 
•torm  a  bolt  of  lightning  ran  down  the  wires  and  struck  the  plaintiff, 
etuaing  the  injuries  complained  of.  It  was  held  that  the  permitting  of 
the  wires  to  remain  in  the  condition  they  were,  after  the  removal  of  the 
telephone  instrument,  so  that  atmospheric  electricity  striking  such  wires 
at  any  place  might  be  inducted  into  the  building  and  there  discharged, 
to  the  peril  of  persons  and  property,  was  negligence  on  the  part  of  the 
company.  It  was  the  creation  and  maintenance  of  a  dangerous  situation 
without  that  warranting  occasion  for  it  which  may  exist  when  the  wires 
are  in  use,  and  the  company  is  liable  for  whatever  damages  may  result 
to  persons  and  property  rightfully  on  the  premises. 

t.  telCITTINO  TELEPHONE  WIBES  TO  REMAIN  AFTER  REMOVAL  OF  INSTRUMENT 

HEQUGENCE  PER  BE. — In  vicw  of  the  known  capacity  of  electric  telephone 
wires  to  collect  and  carry  dangerous  currents  of  atmospheric  electricity, 
H  is  the  plain  duty  of  a  telephone  company  when  removing  its  instru- 
ments to  also  remove  its  wires;  a  remission  of  this  duty  is  a  positive 
wrong  and  is  negligence  per  «e  to  be  so  declared  as  matter  of  law.  It 
being  the  duty  of  the  company  to  remove  such  wires,  it  is  no  defense  to 
an  action  for  injuries  resulting  from  their  being  negligently  allowed  to 
remain  there,  that  the  company  did  all  that  could  be  done  to  obviate 
the  danger  of  their  being  there. 

Apppeal  by  defendant  fronr  judgment  for  plaintifiF.     Decided 
Xkne  9,  1903 ;  reported  137  Ala.  601,  34  So.  1020. 

Oearge  H.  Fearons,  J.  M.  FaOcener  and  Bay  Bu&htan,  for 
t>pellant. 

Swanson  &  Clayton,  for  appellee. 
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« 

Opinion  by  McClbllan,  C.  J. : 

These  may  be  said  to  be  familiar  facts  in  physics,  ftnd  diera- 
fore  within  the  common  knowledge  of  mankind  and  within  the 
judicial  knowledge  of  courts:  That  atmospheric  eleotiioity^  or 
lightning,  is  frequently  discharged  from  clouds  and  passes  to  the 
earth ;  that  metal  wires  strung  in  the  air  are  good  conductors  of 
electricity,  much  better  than  the  air;  that  animal  bodies,  the 
bodies  of  human  beings  among  the  rest,  are  also  better  oondndon 
than  the  air  or  than  wood;  that  electricity  so  discharged  in  the 
vicinity  of  such  wires  is  liable  and  apt  to  pass  into  them  and  along 
them  to  their  ends,  and  thence  through  the  best  conductor  at  hand 
into  the  earth ;  that,  if  a  human  body  is  in  contact  with  the  end 
of  the  wire,  the  current  will  pass  through  it  to  the  ground,  and 
that,  though  not  in  actual  contact  with  the  end  of  the  wire  whence 
the  current  must  go  to  the  ground,  but  near  to  it,  the  current,  in- 
stead of  passing  through  the  air  to  the  ground,  will  seek  the  better 
conductor  of  the  body,  pass  through  the  air  to  it,  and  throuf^  it  te 
the  earth.  Of  course,  the  higher  the  wires  extend,  the  nearer  to 
the  point  of  discharge  in  the  air,  the  greater  the  likelihood  that 
the  current  will  pass  into  them,  and,  the  greater  the  extent  of  the 
wires  horizontally,  the  more  danger  there  is  of  receiving  and  carty* 
ing  such  electric  currents.  It  may  also  be  said  to  be  oommoa 
knowledge  that  where  two  wires  are  strung  near  to  each  other, 
within  a  foot  or  two,  on  poles,  through  the  air,  after  the  meaner 
of  telephone  and  telegraph  wires,  there  is  a  likelihood  or  liability 
that  lightning,  in  its  descent  from  the  clouds,  will  strike  and  fol- 
low both  of  them  to  their  ends,  unless  diverted  by  other  men 
attractive  conductors,  and  must  necessarily  then  pass  from  them 
to  the  earth  through  the  best  conductor  then  in  its  general  oatb- 
way. 

The  business  of  maintaining  a  telephone  system  by  means  of 
transmitters  and  receivers,  and  of  poles  extending  many  feet  in 
the  air  with  wires  strung  upon  them,  and  extending,  for  the  tran^ 
mission  of  words,  into  houses,  public  and  private,  is  recognised 
as  a  legitimate  business.     It  is,  too,  a  business  of  a  public  or  quasi 
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public  nature,  in  that  those  engaged  in  it  in  a  town  or  city  or  given 
loeality  and  using  public  streets  and  roads  for  their  lines  of  poles 
and  wires  may  be  said  to  be  under  a  duty  to  supply  telephone 
aenrioe  within  such  territory  to  all  persons  who  desire  it  and  pay 
for  it^  so  that  a  system  of  lines  and  instruments  established  in  a 
eommanity  in  a  sense  meets  a  public  demand  and  conserves  public 
emvenienoe.      If,  by  the  exercise  of  such  reasonable  precautions 
as  a  man  of  ordinary  care  and  prudence  would  exercise  in  respect 
of  such  a  dangerous  agent,  injuries  to  persons  and  property  from 
die  conduction  along  the  wires  and  into  houses  of  currents  of 
atmospheric  electricity  may  be  avoided,  it  is  the  duty  of  com- 
panies engaged  in  this  business  to  employ  devices  and  appliances 
to  that  end.      If  the  danger  cannot  be  wholly  avoided,  due  care 
ahoald  be  taken  to  minimize  it;  and,  if  such  care  is  taken,  and 
tiiere  still  inheres  to  the  operation  of  the  system  a  modicum  of 
imavoidable  peril  to  persons  and  property,  its  consequences  are 
to  be  risked  and  submitted  to  in  consideration  of  the  conservation 
of  public  convenience  to  which  they  are  necessarily  incident — ^the 
hniinosB  being  a  legitimate  one,  in  other  words,  though  involving 
peril  to  others,  its  prosecution  with  the  care  that  a  man  of  prudence 
'voold  exercise  in  view  of  its  character  would  not  entail  liability 
for  injuries  which  may  result  notwithstanding  the  exercise  of  such 
doe  care.      The  operation  of  a  railway  is  attended  with  danger 
to  the  people  which  cannot  always  be  guarded  against ;  but,  being 
a  legitimate  business,  and  conducive  to  the  convenience  of  the 
public,  its  operation  is  not  wrongful ;  it  is  not  a  nuisance.      But 
if  a  railway  were  constructed  and  maintained  and  operated  for  no 
food  purpose,  and  subserved  no  proper  end,  it  would  be  a  nuisance, 
and  its  operators  would  be  liable  even  for  injuries  unavoidably 
inflicted  in  its  operation.     And  so — ^to  take  an  example  from  our 
own  decisions — ^the  driving  of  cattle  through  a  frequented  thor- 
oogfafare  may  be  attended  with  more  or  less  danger  to  persons 
noDg  it,  but  their  owner  has  a  right  to  drive  them  there  in  the 
prosecution  of  his  business  if  he  exercise  due  care  to  avoid  injury 
to  others,  and  exercising  that  care  he  will  not  be  responsible  if 
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injury  results  notwithstanding  on  the  principle  that  "  for  the  ocm 
venience  of  mankind  in  carrying  on  the  affairs  of  life,  people,  ai 
they  go  along  public  roads,  must  expect  or  put  up  with  such  mis- 
chief as  reasonable  care  on  the  part  of  others  cannot  aToid." 
Matson  v.  Maupin  &  Co.,  75  Ala.  321,  315.  But  if  a  man^  with- 
out occasion  therefor,  turn  vicious  animals  into  the  street,  or  n^ 
ligently  allow  them  to  be  in  a  street,  and  injury  results,  he  will 
be  liable,  though  he  be  guilty  of  no  wrong  or  negligence  while  tlMj 
are  in  the  street.  And  the  reason  is  plain,  and  the  same  in  bodi 
the  instances  given :  The  presence  of  the  dangerous  thing  is  not 
justified  by  any  consideration  of  public  good  or  convenience;  its 
being  there  is  itself  a  wrong.  And  so  it  is,  and  for  the  same  ret- 
son,  with  lines  of  telephone  wire.  The  only  justification  for  thdr 
being  carried  into  a  building  and  maintained  there  is  the  tele- 
phone service  thus  supplied  by  means  of  them.  If  they  are  put 
there  not  for  liiat  purpose,  but  for  the  mere  convenience  of  the 
telephone  company,  and  allowed  to  be  in  such  condition  as  that 
persons  and  property  in  the  building  are  liable  to  be  injured  bj 
lightning  gathered  and  brought  into  the  building  by  them  and 
there  discharged,  their  mere  presence  is  a  wrong.  So,  when  thej 
were  originally  carried  into  the  building,  and  equipped  and  main- 
tained to  supply  the  service  to  the  owner,  but  at  his  instance  the 
service  has  been  discontinued  and  the  instruments  removed,  and 
the  company,  instead  of  then  removing  the  wires,  merely  cnti 
them  loose  from  the  instrument,  twists  their  ends  together,  and 
leaves  them  thus  dangling  in  the  building,  so  that  atmospheric 
electricity  striking  them  anywhere  along  their  course  on  the  out- 
side will  be  inducted  into  the  building,  and  there  discharged  ta 
the  peril  of  persons  and  property,  this  is  an  unpalliated  wrong  on 
the  part  of  the  company.  It  is  the  creation  and  maintenance  of 
a  dangerous  situation  without  that  warranting  occasion  for  it 
which  may  exist  when  the  wires  are  in  use — without  any  occasion 
whatever,  in  fact ;  and  the  company  is  liable  in  damages  for  what- 
ever injuries  may  result  to  persons  and  property  rightfully  on  the 
premises. 
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The  facts  averred  in  the  sixth  count  of  the  complaint  bring  the 
at  bar  within  the  category  last  stated.      The  defendant  had 
strung  its  wires  for  a  mile  or  more  to  and  into  the  storehouse  of 
one  Thomas,  and  had  there  attached  them  to  a  telephone  instru- 
ment for  the  purpose  of  supplying  him  with  its  telephonic  ser- 
fice,  had  supplied  him  for  a  time  and  imtil  he  made  known  to 
them  that  he  did  not  desire  the  service  longer,  and  requested  the 
company  to  take  out  its  instrument.      This  the  company  at  once 
did,  but  against  the  suggestion,  not  to  say  protest,  of  Thomas,  the 
defendant  failed  to  take  its  wires  out  of  the  house,  but,  cutting 
them  loose  from  the  instrument,  twisted  their  ends  together,  and 
left  them  hanging  in  the  store.     A  mercantile  business  was  being 
earned  on  in  the  place,  and,  of  course,  the  public  were  invited,  and 
were  expected,  and  had  the  right  to  be  in  there  to  make  purchases 
of  Thomas'  wares.     In  view  of  the  known  capacity  of  these  wires 
to  ooUect  and  carry  dangerous  currents  of  atmospheric  electricity 
into  the  store  and  there  discharge  them,  to  the  deadly  peril  of  per- 
WDB  in  there  at  the  time,  and  in  view  of  the  total  absence  of  any 
occasion  for  the  wires  to  be  left  there  at  all,  there  can,  in  our 
opinion,  be  no  doubt  that  the  company  owed  a  plain  duty  not  only 
to  Thomas,  but  also  to  his  customers,  to  remove  the  wires,  and 
thereby  to  obviate  this  peril  to  him  and  -to  them.     Nob  was  there 
my  excuse  or  palliation  for  its  failure  to  perform  this  duty..     Its 
remission  of  it  was  a  positive  wrong,  committed  by-  defendant's 
servant  who  removed  the  telephone  and  twisted  up  and  left  the 
wires.      No  man  of  ordinary  care  and  prudence  would  have  so 
acted.      There  is  not  room  for  two  reasonable  conclusions  as  to 
the  character  of  the  act  in  respect  of  negligence  vel  non.      It  was 
negligence  per  86,  and  to  be  so  declared  as  matter  of  law.      The 
sixth  count  of  the  complaint,  therefore,  though  it  does  not  in  terms 
characterize  this  failure  of  plain  duty  on  the  part  of  the  defendant 
as  n^ligence,  avers  facts  which  constitute  negligence.      The  duty 
was  owed  to  the  plaintiff  on  its  averments.      The  negligence  of  it 
resulting  in  her  injury  is  actionable  by  her.      The  negligence  is 
alleged,  and  also  her  injury  in  consequence  of  it.     The  coimt  suffi- 
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cientlj  stated  a  cause  of  action.     The  demurrer  to  it  was  propecfy 
overruled. 

The  averments  of  this  count  showing  defendant's  said  Avtyy 
that  it  was  a  duty  which  defendant  owed  the  plaintiff^  and  defend- 
ant's neglect  to  perform,  were,  considering  the  evidence  adduoed 
in  connection  with  the  facts  to  which  we  have  adverted  as  beiqg 
within  the  common  knowledge  of  the  court  and  jury,  proved  be- 
yond controversy  and  adverse  inference.      So  far  as  ooust  4   ; 
differed  from  count  6  in  its  averments,  the  proof  failed  to  estab^  j 
lish  count  4,  but  did  without  conflict  establish  count  6 ;  so  Alt 
upon  these  points  of  difference — ^which  were  as  to  the  number  «f 
wires  running  into  the  store  and  the  occasion  of  plaintiff  benig 
there — ^the  plaintiff  was  entitled  to  the  affirmative  charge  under 
count  6,  and  it  follows  that,  if  the  court  erred  in  overruling  the 
demurrer  to  count  4,  the  error  was  without  injury  to  the  defendant 

The  demurrers  to  plea  2  were  properly  sustained.  The  defend- 
ant owed  the  duty  to  remove  the  wires  not  only  to  Thomas,  but  to 
Thomas'  customers  as  well,  and  his  mere  consent  that  they  mi^ 
be  left  there  was  no  defense  to  plaintiff's  action. 

It  being  defendant's  duty  to  remove  the  wires,  it  is  no  defense 
to  this  action,  sounding  in  damages  for  injuries  resulting  from 
their  being  negligently  allowed  to  remain  there,  that  defendant 
did  all  that  could  be  done  to  obviate  the  danger  of  their  being 
there.  The  court,  therefore,  did  not  err  in  sustaining  demurren 
to  pleas  4  and  5. 

The  duty  to  the  plaintiff  being  alleged  and  proved,  as  also  def^- 
ant's  failure  to  perform  that  duty,  and  the  proof  being  without  eon* 
flict,  the  only  question  for  the  jury,  assuming  that  they  believed  Ae 
evidence  as  to  the  wires  being  left  in  the  store  under  the  circonh 
stances  detailed  before  them,  was  whether  these  wires  inducted 
atmospheric  electricity  into  the  store  and  discharged  the  current 
upon  the  person  of  the  plaintiff,  and  whether  she  was  injured 
thereby.  To  say  the  least,  the  evidence  was  overwhelming,  thou^ 
not  perhaps  to  the  exclusion  of  all  ground  for  a  contrary  inferenoBi 
to  the  establishment  of  the  injury  and  of  the  causal  connection 
between  the  wrong  and  it.     It  follows  that  the  court  properly  re- 
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foaed  to  give  the  general  affirmative  charge,  and  the  affirmative 
ditige  on  count  6  for  the  defendant.  For  reasons  given  herein- 
before in  connection  with  what  is  said  last  above,  the  refusal  of 
te  affirmative  charge  on  count  4  involved  no  injury  to  the  de- 
{Hudant. 

Having,  as  above  declared,  reached  the  conclusion  that  the  plain- 
tiff was  entitled  to  the  affirmative  charge  on  the  question  of  negli- 
gBDoe,  it  is  unnecessary  to  discuss  the  refusals  of  the  court  to  give 
flbiges  4,  6,  6  and  7. 

We  find  no  ground  for  reversing  the  judgment  in  the  record,  and 
ills  affirmed. 


Phosnix  Light  &  Fuel  Co.  v.  Bbnwbtt. 

Arizona;  Supreme  Court, 

L  Loss  BT  WOE  OCCASIONED  BT  UGHTNING  ENTEBING  A  HOUSE  OYSB  AN  ELBC- 

mc  IJGHT  wiBB. — ^An  electric  light  company  is  not  liable  for  a  failure 
to  insulate  wires  against  electricity  having  its  origin  in  the  clouds  or 
Atmosphere.  Although  an  electric  lighting  corporation  is  bound  to  exer- 
dse  the  highest  degree  of  skill  and  care  for  the  protection  of  life  and 
property,  its  duty  does  not  extend  so  far  as  to  require  insulation  of  its 
wires  in  a  manner  to  protect  against  injurious  consequences  of  a  lightning 
stroke.  Such  consequences  are  by  law  ascribed  to  inevitable  misfortune, 
or  to  "  the  act  of  €rod/'  and  leaves  the  harm  resulting  from  them  to  be 
borne  by  him  upon  whom  it  falls. 

Appeal  by  defendant  from  a  judgment  in  favor  of  plaintiff. 
Bedded  October  31,  1903 ;  reported  74  Pac.  48. 

Chalmers  &  Wilkinson  and  Hemdon  &  Norris,  for  appellant. 

Alfred  Franklin  and  A.  C.  Baker,  for  appellee. 

Opinion  by  Davis,  J. : 

TbiB  is  an  appeal  by  the  defendant  company  from  a  judgment 
rendered  against  it  in  an  action  for  damages  for  alleged  negli- 
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gence,  which,  it  was  claimed,  resulted  in  the  destruction  of  the 
plaintiff's  property.     The  complaint  upon  which  the  action  was 
founded,  after  stating  the  residence  of  the  parties  and  the  corpo- 
rate character  of  the  defendant,  alleged,  ^^  that,  at  all  the  timei 
hereinafter  mentioned,  defendant  was  engaged  in  the  businea 
of  supplying  electricity,  by  virtue  of  a  public  franchise,  to  iti 
certain  consumers  and  patrons  in  and  near  the  city  of  Phoenii^ 
and  of  wiring  and  equipping  the  houses  and  buildings  of  its  said 
patrons  and  consumers  for  the  purposes  of  lighting  such  houaei 
with  electricity ;  that  on  or  about  the  1st  day  of  April,  1899,  the 
defendant,  in  changing  the  wires  in  the  house  of  plaintiff  on  Nortt 
Second  avenue,  near  the  city  of  Phoenix,  negligently,  wrongfollj, 
and  willfully  caused  the  wire  conducting  electricity  from  iti 
plant  to  plaintiff's  house  to  be  placed  through  the  window  cise- 
ment  of  plaintiff's  said  hou^e,  without  insulating  the  same  is 
any  manner  whatsoever;  that  wholly  by  reason  of  said  n^gUgent 
placing  of  said  wires  as  aforesaid,  and  without  any  knowledge^ 
consent,  or  fault  of  plaintiff,  said  wire  became  charged  with  e]e^ 
tricity  on  or  about  the  18th  day  of  July,  1899,  atfd  set  fire  to  and 
wholly  destroyed  plaintiff's  said  house,  and  furniture  and  effect! 
of  plaintiff  therein,  being  of  the  value  of  five  thousand  dollars,  to 
plaintiff's  damage  in  the  sum  of  five  thousand  dollars ;  that,  at  iB 
the  times  herein  mentioned,  plaintiff  was  a  purchaser  and  con- 
sumer, for  hire,  of  the  electricity  furnished  by  defendant"    A 
motion  to  require  the  plaintiff  to  make  his  complaint  more  defi- 
nite and  certain,  by  stating  how  and  whence  "  said  wire  became 
charged  with  electricity,"  was  denied,  and  a  demurrer  to  the  suffi- 
ciency of  the  complaint  was  overruled.    The  further  answer  of  the 
defendant  was  a  general  denial  of  the  allegations  of  the  complaint, 
and  upon  the  issues  thus  made  the  case  was  tried  before  the  court 
and  a  jury,  resulting  in  a  verdict  and  judgment  in  favor  of  the 
plaintiff  for  the  sum  of  $3,404.60. 

The  evidence  adduced  on  the  trial  showed  the  following  facts: 
That  the  house  of  plaintiff  at  Phoenix,  Ariz.,  was  occupied  by 
himself  and  family  as  a  residence.  It  was  an  ordinary  story  and 
a  half  brick  house,  which  he  had  built  during  the  latter  part  of 
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the  year  1896.    At  the  time  the  house  was  built,  it  had  been  wired 
for  the  purpose  of  electric  lighting  by  persons  not  connected  with 
the  defendant     That  the  first  attachment  with  the  defendant's 
plant  was  made  at  the  front  of  the  house,  the  wires  entering 
tfaiou^  an  upper  window.    The  wiring  remained  in  that  condi- 
tion for  about  two  years.     In  the  spring  of  1899  the  defendant 
changed  its  pole  line  to  the  alley  back  of  the  house,  and  then  the 
wiies  connecting  the  defendant's  plant  with  the  plaintiff's  house 
were  changed  to  the  back  part  of  the  house.     The  defendant 
placed  its  wires  through  the  casement  of  a  garret  window  at  the 
rear  end  of  the  house  in  making  the  new  connection.    This  change 
was  without  the  knowledge  of  the  plaintiff  until  some  time  after 
it  bad  been  made,  but  it  appears  never  met  with  any  protest  from 
kim.  On  the  18th  day  of  July,  1899,  about  9  o'clock  in  the  evening, 
the  house  was  burned,  together  with  a  large  part  of  its  contents. 
A  thunderstorm  had  been  prevailing  on  that  evening.    The  plain- 
tiff was  just  going  to  bed,  when  he  noticed  a  glimmer  on  the  stair- 
way. He  ran  upstairs,  and  saw  that  there  was  a  fire  in  the  window 
casement  on  the  south  side  of  the  window,  which  he  made  ineffect- 
ual efforts  to  extinguish.    About  two  hours  before  this  the  electric 
lights  were  on  in  the  plaintiff's  house,  and  he  was  reading  by  the 
same.     Suddenly  the  lights  went  out — "  just  popped  off."     The 
plaintiff  went  upstairs,  examined  the  wires  in  the  part  of  the 
house  where  the  connection  had  been  made  by  the  defendant,  and 
examined  the  entrance  of  the  wire  into  the  house  to  see  if  it  had 
come  apart    He  observed  the  condition  of  the  wire  at  that  point, 
and  the  insulation.    He  found  the  wires  connected.    The  junction 
with  the  house  wiring  was  on  the  inside  of  the  upper  story.    This 
part  of  the  house  was  not  completely  floored.     The  wires  entered 
the  house  through  augur  holes  in  the  window  casement.     There 
were  no  crockery  tubes  or  clay  bushing  where  the  wire  penetrated 
the   casement.     In   the   unfloored    space   between    the   casement 
and  the  point  at  which  it  passed  under  the  floor,   there  was 
2  or  3  feet  of  slack  in  the  wire.    Plaintiff  could  not  see  that  which 
passed  through  the  casement,  but  such  wire  as  was  visible  to  him 
was  in  a  damaged  condition.  It  was  frayed,  and  the  insulation  was 
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loose  upon  it.   It  was  not  held  tight  at  the  point  of  entrance.    It 
was  an  old  wire,  and  had  been  in  that  condition  from  the  time 
it  was  put  there.    Plaintiff  had  previously  noticed  this  wire,  and 
the  loose  way  in  which  it  was  fixed  up,  but  never  so  closely  as  on 
this  occasion.  There  were  porcelain  spools  on  the  eaves  of  the  bouse, 
from  which  the  wires  ran  into  the  window,  and  similar  insulators 
along  the  garret  joists  on  the  inside.     There  was  no  fuse  box  at 
the  window.    The  plaintiff  used  lampli^t  after  the  electric  lights 
went  out,  and  resumed  his  reading  downstairs.     When  he  first 
saw  the  fire  it  was  in  the  window  casement,  immediately  sur- 
rounding the  wires.     The  blaze  was  2  1-2  feet  in  length,  about 
4  to  6  inches  above  the  wires,  and  some  distance  below.    The  plain- 
tiff was  at  the  time  hiring  the  use  of  electricity  from  the  defendant 
for  lighting  purposes.     On  the  morning  after  the  fire  the  em- 
ployees of  the  defendant  took  down  the  wires  in  the  vicinity  of 
the  plaintiff's  house,  and  found  them  to  be  in  fairly  good  condi- 
tion, except  that  they  were  burned  for  a  distance  of  12  or  14  feet 
from  the  building.     The  transformer,  near  by,  which  controlled 
the  current  to  the  plaintiff's  house,  was  found  to  be  uninjured. 
The  usual  and  ordinary  strength  of  this  current  was  104  volts. 
Evidence  was  introduced  as  to  the  value  of  the  property.     A  num- 
ber of  witnesses  also  testified  as  to  the  condition  of  the  night; 
that  a  severe  electrical  storm  was  raging,  during  which  there  was 
a  peculiarly  bright  flash  of  lightning,  followed  by  a  heavy  clap 
of  thunder,  shortly  after  which  they  noticed  fire  coming  from  the 
roof  of  plaintiff's  house.    There  was  expert  testimony  to  the  effect 
that  electric  light  companies  make  no  attempt  to  insulate  their 
wires  against  lightning,  and  that  it  is  not  practicable  to  do  so. 

Numerous  errors  were  assigned  by  the  appellant,  but  those 
which  we  consider  to  be  fully  determinative  of  this  appeal  are 
predicated  upon  the  instructions  which  were  given  to  the  jury. 
The  gravamen  of  the  complaint  in  this  case  was  the  defendant's 
failure  to  properly  insulate  the  wire  which  it  "  placed  through  the 
window  casement  of  plaintiff's  house."  Hie  peculiar  facts  of  the 
case  afforded  an  unusual  opportunity  for  theorizing  upon  the  cause 
of  this  fire.      It  was  a  theory  of  the  plaintiff  that  the  rain  blown 
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in  at  the  augur  holes  of  the  window  casement  had  wetted  the  wood 
work  and  wires,  creating  what  is  technically  termed  a  ^^  short  cir- 
eait,"  and  setting  fire  to  the  woodwork.  The  evidence  cannot  be 
said  to  sustain  this  theory,  however,  except  upon  the  assumption 
that  the  voltage  was  greater  than  that  of  the  ordinary  current 
which  passed  over  these  wires  from  the  defendant's  plant  for  his 
lighting  purposes.  But  the  plaintiff  contends  that  it  was  equally 
the  duty  of  the  defendant  to  so  insulate  these  wires  as  to  protect 
igainst  an  electrical  current  which  might  have  been  induced  from 
die  clouds  or  atmosphere.  Upon  this  latter  proposition,  sharp 
iasue  was  made  at  the  trial;  the  position  of  the  defendant  being 
fliat  it  was  only  required  to  install  and  maintain*  its  wires  for 
safely  carrying  the  current  from  its  plant  for  the  lifting  of  the 
plaintiff's  house,  and  that  the  plaintiff  must  prove  that  his  loss 
was  occasioned  by  the  electric  current  which  passed  from*  defend- 
ant's plant,  through  said  wires,  into  his  house.  The  instructions 
of  the  court  upon  this  point  are  complained  of  as  being  conflicting 
And  erroneous.  From  the  charge  which  was  given,  we  quote  the 
following: 

"The  court  instructs  you  that  it  does  not  make  any  difference  where  this 
deetricity  came  from.  If  the  electricity  came  in  and  caused  the  fire  by 
nason  of  something  about  these  wires,  and  you  find  that  the  defendant  was 
negligent  in  putting  in  these  wires  and  maintaining  them,  and  that  such 
negligence  caused  the  fire,  it  doesn't  make  any  difference  where  the  electricity 
eomes  from.  But  on  the  other  hand,  I  also  charge  you  that  if  the  wires  were 
inflficient  to  maintain  the  current  of  electricity  from  the  plant  of  defendant, 
and  such  current  as  could  be  reasonably  expected  to  come  in  through  those 
wires  to  light  the  house,  then  the  defendant  is  not  responsible  by  reason  of 
any  increased  voltage  on  those  wires  that  might  come  from  a  stroke  of  light- 
ning, provided  the  wires  were  reasonably  placed  so  as  to  carry  the  current 
that  was  used  in  lighting  the  house.  The  jury  are  instructed  that  defendant 
is  required  to  insulate  its  wires  so  as  to  protect  property  through  which  said 
wires  pass,  against  danger  which  may  arise  from  a  current  of  electricity 
generated  by  defendant's  plant,  and  passing  through  said  wires,  and  not  from 
a  current  generated  elsewhere  and  from  other  agencies,  unless  such  other 
agencies  were  with  the  consent  of  defendant." 


It  appears  from  the  record  that  at  the  conclusion  of  the  evidence 
the  parties  consented  that  the  court  should  deliver  its  charge  to 
the  jury  after  the  argument,  hut  that  the  instructions  requested 
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by  the  respective  parties  were  settled  by  tiie  court  in  advance,  so 
that  they  could  be  used  in  the  argument.  Hiat  the  trial  judge 
marked  as  ^^  Given/'  and  appended  his  name  in  the  manner  re- 
quired by  statute  to,  the  following  instruction,  which  had  been 
requested  by  the  defendant :  "  You  are  further  instructed  that  if, 
in  weighing  the  testimony  in  this  case,  you  are  unable  to  decide 
therefrom  whether  the  fire  was  caused  from  the  electric  current 
generated  by  defendant's  plant  through  said  wires,  or  from  li^t- 
ning  either  passing  through  said  wires,  or  striking  the  house 
directly,  and  in  another  part  of  the  house  than  throu^  the  wires, 
that  you  should  find  your  verdict  for  the  defendant.  It  is  the 
duty  of  the  plaintiff,  by  a  preponderance,  to  prove  that  the  loss 
was  occasioned  by  the  electric  current  passing  from  defendant's 
plant  through  said  wires  into  the  house,  and  this  proof  must  be 
made  by  a  preponderance  of  the  evidence ;  and,  if  plaintiff  fails 
to  make  this  proof,  your  verdict  should  be  for  the  defendant" 
Counsel  for  the  defendant  made  use  of  this  instruction  in  their 
argument  of  the  case,  and  discussed  the  same  before  the  jury.  On 
the  completion  of  the  argument,  the  court  delivered  its  charge  to 
the  jury,  and,  in  so  doing,  modified  this  particular  instruction  by 
adding  thereto  and  giving  in  connection  therewith  the  words, 
"  Except  as  I  have  said  before,  it  does  not  make  any  difference 
where  the  power  came  from — ^whether  of  clouds  and  electricity,  or 
from  the  plant."  Considering  the  very  slight  foundation  in  the 
evidence  for  the  claim  that  any  current  was  on  these  wires  firom 
the  defendant's  plant  at  the  time  of  the  fire,  it  is  readily  apparent 
how  prejudicial  might  have  been  this  modification  after  the  argu- 
ment was  closed.  But  we  think  that  the  chief  vice  of  the  court's 
charge  was  in  the  submission  to  the  jury,  in  this  case,  of  any 
question  as  to  the  defendant's  liability  for  a  failure  to  insulate 
these  wires  against  electricity  having  its  origin  in  the  clouds  or 
atmosphere.  An  essential  ingredient  to  any  conception  of  negli- 
gence is  that  it  involves  the  violation  of  some  legal  duty  which 
one  person  owes  another — a  duty  to  take  care  for  the  safety  of  the 
person  or  property  of  the  other.  This  duty  may  be  assumed  ly 
contract,  or  it  may  be  imposed  by  implication  of  law.     Where  a 
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person,  proceeding  in  a  lawful  business,  exercises  reasonable  care, 
the  law  does  not  make  him  an  insurer  against  those  consequences 
of  his  actions,  which  reasonable  care  and  foresight  could  not  have 
prevented.    The  law  justly  ascribes  such  consequences  to  inevitable 
misfortune  or  to  "  the  act  of  God,"  and  leaves  the  harm  resulting 
from  them  to  be  borne  by  him  upon  whom  it  falls.     1  Thomp. 
Xeg.  (2d  Ed.),  sec.  14.     In  the  conduct  of  an  electric  lighting 
business,  the  defendant  was  engaged  in  handling  a  most  dangerous 
agency,  and,  in  the  generation  and  distribution  of  electricity  from 
its  plant  to  its  patrons,  was  unquestionably  bound  to  exercise  the 
biggest  degree  of  skill  and  care  for  the  protection  of  life  and  prop- 
erty.    He  duty  thus  imposed  clearly  required  that  the  wires 
which  the  defendant  ^^  placed  through  the  window  casement  of 
plaintiff's  house ''  would  be  sufficiently  insulated  to  protect  said 
house  against  injury  from  any  current  carried  on  them  from  the 
defendant's  plant.    This  duty  did  not,  however,  extend  so  far  as  to 
require  the  insulation  of  these  wires  in  a  manner  to  protect  against 
injurious  consequences  of  a  lightning  stroke,  for  the  evidence 
shows  that  it  was  not  practicable  to  insulate  them  against  light- 
ning, and  there  is  nothing  in  the  record  which  indicates  any  as- 
Bimied  or  implied  obligation  of  this  character.    And  what  we  have 
here  said  as  to  lightning  must,  it  seems  to  us,  under  the  facts  of 
this  case,  be  equally  applicable  to  any  induced  current  of  electric- 
ity having  its  origin  in  the  clouds  or  atmosphere,  because  there  is 
absolutely  nothing  in  the  evidence  from  which  the  strength  of 
mcb.  a  current  could  be  estimated.     While  the  learned  trial  judge, 
in  other  portions  of  his  charge,  apparently  intended  to  so  declare 
the  law  as  to  relieve  the  defendant  from  liability  for  the  conse- 
quences of  a  current  of  greater  voltage  than  that  which  would  be 
carried  on  these  wires  for  the  lighting  of  the  plaintiff's  house,  if 
the  wires  were  sufficiently  installed  and  insulated  for  the  latter 
purpose,  we  feel  that,  in  submitting  to  the  consideration  of  the 
jury  in  this  case  any  question  of  negligence  based  upon  the  de- 
fendant's failure  to  insulate  against  a  foreign  current  of  elec- 
tricity, he  was  inviting  them  into  the  realm  of  speculation,  in 
which  conjecture,  and  not  evidence,  must  guide  them,  and  that  the 
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jury  may  readily  have  been  misled  thereby,  to  the  prejudice  of 
the  defendant. 

For  the  errors  pointed  out,  the  judgment  will  be  reversed,  and 
the  case  remanded  to  the  District  Court  for  a  new  trial 

Sloan  and  Do  an,  JJ.,  concur. 


CVMBEBLAND  TeLEGRAPH  &  TELEPHONE  Co.  V.  MaBTIN's  Adm'b. 

Kentucky;  Court  of  Appeals, 


1.  Death  caused  bt  lightning  passing  oveb  telbphonb  wibb;  dutt  to 

TBOT  LICENSEES. — ^The  appellant's  intestate  took  refuge  from  the  raim. 
under  the  porch  of  a  store  building.     The  decedent  did  not  enter  th^ 
store  but  sat  upon  a  dry  goods  box  upon  the  porch  with  his  back  against 
the  grating  over  the  window.     A  telephone  wire  ran  over  the  roof  (»C 
the  porch  and  within  two  or  three  inches  of  it.    Lightning  struck  oi^^ 
of  the  appellant*s  telephone  poles  near  the  store  and  was  conducted  by 
the  wire  to  the  porch,  part  of  it  passing  to  the  irpn  roof,  and  from  the 
iron  roof  to  the  grating  and  thence  through  the  body  of  the  decedent 
to  the  ground,  killing  him  instantly.     It  appeared  that  the  wire  was 
negligently  attached  to  the  building,  but  it  was  held  that  since  the  de- 
cedent was  a  bare  licensee,  having  no  business  upon  the  porch  except  to 
get  out  of  the  rain,  the  appellee  was  under  no  obligation  to  such  decedent 
to  properly  maintain  the  wire,  whatever  its  responsibility  might  hive 
been  had  the  injury  been  occasioned  to  the  owner  of  the  building. 

Appeal  by  defendant  from  judgment  for  the  plaintiff.    Decided 
October  28,  1903 ;  reported  76  S.  W.  394. 

Wm.  L.  Chranberry,  Humphrey,  Bwnett  &  Humphrey,  and  J. 
W.  Alcorn,  for  appellant. 

B.  C.  Warren  and  W,  G.  Welch,  for  appellee. 

Opinion  by  Hobson,  J. : 

Appellee  filed  this  action  to  recover  of  appellant  for  the  dealih 
of  his  intestate,  Walter  Martin,  a  young  man  25  years  old,  chare- 
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ing  that  his  death  was  caused  by  the  negligence  of  appellant.    He 
recovered  judgment  for  $5,000.     The  only  question  we  deem  it 
necessary  to  consider  on  the  appeal  is  whether  the  facts  shown  on 
the  trial  warranted  a  recovery.     These  facts  are  as  follows :    On 
May  18, 1901,  a  dark  cloud  came  up  at  Roland,  Ky.    The  deceased, 
in  company  with  another  young  man  and  some  boys,  took  refuge 
from  the  rain  under  the  porch  of  a  store  building.     Part  of  the 
boys  entered  the  store,  but  the  deceased  remained  on  the  porch, 
sitting  on  a  goods  box,  with  his  back  against  the  grating  over  the 
window.    This  grating  ran  up  near  the  roof,  and  consisted  of  metal 
rods.    A  telephone  wire  belonging  to  appellant,  as  found  by  the 
jury,  ran  over  the  roof  of  this  porch  and  within  two  or  three 
inches  of  it.     The  roof  was  of  metal  and  wet.     Lightning  struck 
one  of  the  telephone  poles  about  600  yards  from  the  porch,  and, 
after  shattering  that  pole  and  several  on  either  side  of  it,  was  con- 
ducted by  the  wire  to  the  porch,  where  it  left  the  wire  for  the  iron 
roof,  or  part  of  it  did,  and  passed  from  the  iron  roof  to  the  grating, 
and  thence  through  the  body  of  the  deceased  to  the  ground,  killing 
iiim  instantly.    There  was  sufficient  evidence  of  negligence  in  the 
Way  the  wire  was  attached  to  the  house  to  go  to  the  jury  if  the  de- 
fendant owed  any  duty  to  the  deceased,  or  if  his  death  was  the 
proximate  result  of  its  negligence.    The  wire  had  been  placed  thus 
On  the  building  in  the  year  1899,  and  there  had  been  some  com- 
plaint then  by  the  owner  about  it,  and  there  had  been  a  promise 
to  remove  it  by  the  person  who  put  it  there ;  and  there  was  some 
complaint  also  in  the  year  1900,  but  for  some  months  before  the 
injury  nothing  appears  to  have  been  said  about  it.    Appellant  did 
not  put  the  wire  there,  but  found  it  on  the  house  when  it  took 
charge,  but  there  was  evidence  of  notice  by  the  owner  that  the  wire 
should  be  removed  after  this.     There  was  some  conflict  in  the  evi- 
dence, but  this  is  as  strong  a  statement  of  the  facts  as  the  proof 
for  appellee  warrants.     In  Pittsburg,  etc.,  R.  R,  Co,  v.  Bingham, 
29  Ohio  St.  364,  the  deceased,  being  out  of  employment,  went  to 
the  passenger  station  of  the  railway  for  pastime  and  as  a  place  of 
safety  during  a  storm.     The  house  was  negligently  constructed, 
and  by  reason  of  this  negligence  fell  during  the  storm,  killing  the 
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deceased.  The  action  was  brought  to  recover  for  his  death.  Th^ 
court,  after  pointing  out  that  actionable  negligence  eixsts  onfy 
where  he  whose  acts  causes  the  injury  owes  to  the  injured  party  a 
duty,  and  referring  to  many  cases  applying  this  principle,  held 
that  the  plaintiff  could  not  recover.  It  said :  "  It  is  doubtless 
true  that  a  railroad  company,  by  erecting  station  houses  and  open* 
ing  them  to  the  public,  impliedly  licenses  all  persons  to  enter.  But 
it  is  equally  true  that  such  license  is  revocable  at  the  pleasure  of 
the  company  as  to  all  persons  who  are  not  there  on  business  con- 
nected with  the  road,  or  with  its  servants  or  agents.  An  implied 
license  to  enter  a  depot  creates  no  additional  duty  upon  the  part 
of  the  company  as  respects  the  safety  of  the  building  entered.  Its 
only  effect  is  to  make  that  lawful  which,  without  it,  would  be  un- 
lawful. Wood  V.  Leadbitter,  13  M.  &  W.  838.  It  is  a  waiver  or 
relinquishment  of  the  right  to  treat  him  who  has  entered  u  i 
trespasser."  In  Lary  v.  Cleveland,  etc.,  B.  B.  Co.,  78  Ind.  388, 
41  Am.  Bep.  572,  some  boys  took  refuge  in  an  old  freight  house 
in  a  storm,  and  one  of  them  was  injured  by  the  falling  of  part  of 
4he  house.  The  court,  after  showing  that  the  railroad  oompiny 
owed  him  no  duty,  applied  the  principle  that,  where  there  is  no 
duty  to  the  person  injured,  there  is  no  actionable  negligenoa  In 
Severy  v.  Nickerson,  120  Mass.  306,  21  Am.  Rep.  514,  a  long- 
shoreman, after  loading  ice  on  a  vessel,  went  on  it  after  finidiing 
his  work  merely  to  gratify  his  curiosity,  and  while  there  fell  down 
an  open  hatchway,  negligently  left  open,  and  broke  his  leg.  It 
was  held  that  the  owner  of  the  vessel  owed  him  no  duty,  and  thit 
he  assumed  all  the  risks  of  the  place.  The  court  said :  "  The  dis- 
tinction which  exists  between  the  obligation  which  is  due  by  the 
owners  of  premises  to  a  mere  licensee,  who  enters  thereon  without 
any  enticement  or  inducement,  and  one  who  enters  upon  lawful 
business  by  the  invitation,  either  expressed  or  implied,  of  the  pro- 
prietor, is  well  settled.  The  former  enters  at  his  own  risk.^*  These 
decisions  are  in  accord  with  the  entire  current  of  authority,  both 
English  and  American.  Thus  in  1  Thompson  on  Negligence,  sec 
946,  it  is  said :  "  As  a  general  rule,  the  owner  of  private  grounds 
is  under  no  obligation  to  keep  them  in  a  safe  condition  for  the 
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St  of  trespassers,  intruders,  idlers,  bare  licensees,  or  others 
come  upon  them  not  by  an  invitation,  express  or  implied,  but 
ieir  own  purposes,  their  pleasure,  or  to  gratify  their  curiosity, 
ver  innocent  or  laudable  their  purpose  may  be."  In  sections 
)52  many  illustrations  of  this  principle  are  given.  Tothesame 
i,  see  note  to  Oodley  v.  Hagerty,  59  Am.  Dec.  736 ;  also  note 
Hhisch  V.  Tarhell,  87  Am.  Dec  667;  Hart  v.  Cole,  (Mass.), 
.  E.  644, 16  L.  R  A.  557 ;  Sterger  v.  Van  Siclen  (N.  Y.),  30 
;.  987,  16  L.  R  A.  640,  28  Am.  St.  Rep.  594.  If  it  be  con- 
1  that  the  deceased  was  not  technically  a  trespasser,  but  a 
see,  still  he  was  a  bare  licensee.  He  had  no  business  at  the 
.  He  went  under  the  porch  to  get  out  of  the  rain,  and  re- 
led  there  entirely  for  his  own  convenience.  Under  the  above 
mties  the  owner  of  the  property  was  under  no  liability  to 
to  keep  it  safe.  If  the  telephone  company  had  owned  both 
uilding  and  the  wire,  it  would  not  have  been  under  any  respon- 
ity  to  the  deceased  for  his  injury,  although  he  was  under  its 
\i  by  its  implied  consent,  as  he  was  there  as  a  bare  licensee,  for 
>wn  convenience.  If  the  telephone  company  would  not  be 
msible  if  it  owned  both  the  wire  and  the  building,  it  is  cer- 
y  under  no  greater  responsibility  when  it  owned  only  the  wire. 
.  had  put  its  own  wire  negligently  on  its  own  building,  and 
endangered  its  being  struck  by  lightning,  it  would  be  respon- 

to  those  it  invited  to  the  building  in  a  dangerous  condition, 
X  would  not  be  responsible  to  those  merely  using  it  for  their 
convenience  as  a  shelter  in  a  time  of  storm.    When  it  put  its 

negligently  on  another  person's  building,  and  was  negligent 
curing  it,  it  violated  its  duty  to  him,  but  it  violated  no  duty 
ose  to  whom  neither  he  nor  it  were  under  any  obligation.  We 
sfore  conclude,  for  the  reasons  stated,  the  plaintiff  made  out 
Ause  of  action  against  appellant.  This  conclusion  makes  it 
cessary  for  us  to  consider  the  other  questions  discussed. 
idgment  reversed,  and  cause  remanded  for  further  proceedings 
stent  herewith. 
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Upon  Petition  fob  Reheabing. 

Opinion  by  Hobson,  J. : 

The  distinguished  counsel  for  appellee  concedes  in  the  petition 
for  rehearing  that  the  facts  of  the  case  are  fairly  stated  in  the 
opinion.    He  also  concedes  the  soundness  of  the  authorities  cited, 
and  that  if  the  telephone  company  had  owned  both  the  house  and 
the  wire  it  would  not  be  responsible  for  the  death  of  the  intestate. 
But  he  insists  that  it  does  not  follow  that  it  is  not  responsible  when 
it  owned  only  the  wire,  and  allowed  it  to  remain  on  the  building 
after  it  was  requested  by  the  owner  of  the  building  to  remove  it 
No  authority  is  cited  by  the  learned  counsel  sustaining  his  oon* 
tention,  and  he  seems  to  misapprehend  the  legal  principle  upon 
which  the  opinion  rests.    This  is  that  there  can  be  no  negligence 
where  there  is  no  legal  duty.    In  1  Shearman  &  Bedfield  on  N^^- 
gence,  sec.  8,  in  defining  negligence  it  is  said :    ^^  The  first  elenien^ 
of  our  definition  is  a  duty.     If  there  is  no  duty,  there  can  be  nc^ 
negligence.    If  the  defendant  owes  a  duty,  but  does  not  owe  it  t^ 
the  plaintiff,  the  action  will  not  lie.    And  there  can  be  no  duty  tef) 
do  any  act  which  one  has  no  legal  right  to  do.    The  plaintiff  moBi 
state  and  prove  facts  sufficient  to  show  what  the  duty  is,  and  that 
the  defendant  owes  it  to  him."    See,  also,  to  same  effect,  Cooley  on 
Torts,  659,  660.     In  Bishop  on  Non-Contract  Law,  sec.  446,  tli6 
rule  is  thus  stated :     ^^  To  sustain  an  action  for  negligence,  tbe 
plaintiff  must  have  suffered  a  legal  injury  whereof  he  is  entitled 
to  complain.    Therefore,  however  great  the  defendant's  negligenoe, 
if  it  was  committed  without  violating  any  duty  which  he  owed 
either  directly  to  the  plaintiff,  or  to  the  public  in  a  matter  whereof 
he  had  the  right  to  avail  himself,  as  explained  in  the  earlier  chap- 
ters of  this  volume,  there  is  nothing  which  the  law  will  redress." 
He  who  handles  an  agency  which  is  of  itself  dangerous  to  human 
life  is  responsible  for  injuries  therefrom  not  caused  by  extraordi- 
nary natural  occurrences  or  the  interposition  of  strangers.  Tlumas 
V.  Winchester,  6  N.  Y.  397,  57  Am.  Dec.  455 ;  Norton  v.  SewdU, 
106  Mass.  143,  8  Am.  Kep.  298.    But  as  to  things  which  are  not 
of  themselves  essentially  instruments  of  danger  the  rule  is  di£fe^ 
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enty  and  for  them  the  negligent  party  is  not  responsible  to  strangers. 

Loop  t\  Litchfield,  42  N.  Y.  351,  1  Am.  Rep.  513 ;  Losee  v.  Clvie, 

51  N.  Y.  494,  10  Am.  Rep.  638 ;  Bldkemore  v.  Railway  Co.,  8  El. 

k  Bl.  1035.    If  the  telephone  company  had  used  over  its  wires  a 
current  of  electricity  which  was  of  itself  dangerous  to  life,  a  differ- 
ent question  would  be  presented ;  but  the  electricity  which  killed 
the  intestate  came  from  the  clouds^  and  was  the  act  of  God.    The 
current  which  the  telephone  company  used  in  its  business  was 
harmless.     It  owed  the  ^intestate  no  duty  to  furnish  him  a  safo 
ahelter  from  the  rain.    When  he  used  the  porch  as  a  shelter,  he 
took  it  as  he  found  it.    The  wire  of  the  telephone  company  was  not 
in  or  of  itself  an  instrumentality  dangerous  to  human  life,  and 
there  was  no  duty  violated  to  the  public  in  a  matter  whereof  the 
intestate  had  the  right  to  avail  himself.    Section  969  of  Thompson 
on  Negligence  has  reference  to  defects  in  premises  which  are  in 
themselves  dangerous.     Section  807  refers  to  the  liability  of  the 
company  owning  the  wire  to  the  owner  of  the  house. 
Petition  overruled. 

fbf  OMued  bj  Hghtntagi  defeotive  wirlac* — ^In  the  case  of  laokton 
V.  Wi800n9in  Teleph.  Co.,  5  Am.  Electl.  Cas.  335,  88  Wis.  243,  60  N.  W.  430, 
it  appeared  that  the  defendant,  a  telephone  company,  in  erecting  its  lines, 
attached  a  wire  to  flag  staffs  upon  two  buildings,  on  elevated  ground,  one  of 
vbich  was  the  plaintiff's  bam.    The  defendant  subsequently  removed  part  of 
its  line,  but  left  the  wire  connecting  the  two  buildings,  and  extending  so  that 
*]|  end  of  it  lay  in  contact  with  the  roof  of  the  bam.    During  a  thunder 
*tonn  the  barn  was  burned,  and  the  flag  staff  upon  the  other  building  was 
shattered  by  lightning,  but  the  building  was  uninjured.    There  was  a  single 
stroke  of  lightning,  and  it  occurred  just  before  the  fire  broke  out.    There 
^€18  a  conflict  of  expert  evidence  as  to  the  probability  of  lightning  being 
Conducted  over  the  wire  from  one  building  to  another.    The  court  held  that 
^e  jury  was  warranted  in  finding  that  the  fire  was  due  to  the  electricity 
Conducted  over  the  wire,  and  that  the  defendant's  negligence  in  leaving  the 
^'^ire   as   it  did  was  the   proximate   cause   of   plaintiff's   loss.     Though   the 
stroke  of  lightning  was  an  **  act  of  God,"  that  fact  could  not  avail  the  de- 
fendant whose  negligence  had  directed  the  stroke  to  the  plaintiff's  barn. 

Where,  in  an  action  based  upon  the  destruction  of  a  storehouse  and  its 
Contents  by  lightning,  it  was  charged  that  the  electric  current  was  conducted 
to  the  building  along  a  telegraph  wire  which  the  defendant  negligently 
allowed  to  come  in  contact  with  the  building,  it  was  held  that  the  question 
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whether  the  fire  was  due  to  the  negligence  of  the  telegraph  company,  or 

an  act  of  God,  was  properly  submitted  to  the  jury.    Miles  v.  Postal  Teleg. 

Cable  Co,,  7  Am.  Electl.  Gas.  696,  55  S.  G.  403,  33  S.  E.  493. 

Death  bj  ligl&tniaK  oonTeyed  over  telephone  wire* — It  is  the  duQr 
of  a  telephone  company  in  contracting  to  place  and  maintain  its  instniments 
in  connection  with  its  wires  for  the  use  of  its  patrons  in  dwellings  mud  cytlier 
buildings,  to  so  place  such  instruments  and  erect  such  wires  as  to  cause  the 
least  possible  injury  to  persons  using  such  instrumoits  or  coming  in  oontact 
with  such  wires.    If,  in  the  exercise  of  the  care  of  a  prudoit  man  in  like  cir- 
cumstances, a  telephone  company  has  reasonable  grounds  to  apprdiend  that 
lightning  will  be  conducted  over  its  wires  to  and  into  a  house,  in  whiek  it 
has  placed  one  of  its  instruments,  and  there  do  injury  to  persons  or  property, 
and  there  are  known  and  approved  devices  for  arresting  or  divertiiig  sneh 
lightning  so  as  to  prevent  such  injury  therefrom,  then  it  is  the  duty  of  the 
company  to  exercise  due  care  in  selecting,  placing  and  maintaining  suck 
known  and  approved  devices  as  are  reasonably  necessary  to  guard  *g^Sift 
accidents  fairly  to  be  expected  to  occur  from  lightning  when  conducted  into 
a  house  over  telephone  wires.    Qriffiih  v.  New  England  Teleph,  d  TM^g.  Oa^ 
7  Am.  Electl.  Gas.  707,  72  Vt.  441,  48  Atl.  643.    In  this  case  there  wtj 
evidence  tending  to  show  that  the  decedent,  while  sitting  under  a  tetepko^ 
instrument,  maintained  in  his  house  by  the  defendant  company  under  i 
contract  with  him,  was  killed  during  a  sudden  storm  by  a  portion  of  i 
diffused  bolt  of  lightning  carried  into  his  house  and  to  said  instruBMot  over 
the  defendant's  wire,  and  that  the  portion  of  the  force  of  lightning  1^  whick 
he  was  so  killed  might  have  been  safely  conducted  to  earth  by  known  md 
approved  appliances,  and  that  such  appliances  were  not  provided  I7  the  d^ 
fendant.    There  was,  therefore,  evidence  from  which   the  jury  might  find 
that  negligence  on  the  part  of  the  defendant  was  the  cause  of  the  decedent's 
death. 

In  the  case  of  Scheiher  v.  United  Teleph,  Co.,  153  Ind.  609,  55  N.  E.  742,  a 
complaint  alleging  injury  caused  by  lightning  conducted  into  a  st<»erooBi 
by  the  defendant's  wires,  on  account  of  their  defective  condition,  and  that 
the  defect  was  due  to  the  removal  of  a  telephone  belonging  to  another  com- 
pany, the  predecessor  of  the  defendant,  and  not  showing  that  the  defendiit 
created  the  dangerous  condition  or  had  any  opportunity  to  put  the  wires  in 
a  proper  condition  before  the  accident,  was  held  insufficient^ 
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HiLLEB  V.  Ouray  Electeic  Light  &  Powee  Co. 

Colorado,  Court  of  Appeals, 

1.  Death  bt  fire  caused  bt  defective  electric  wihinq  ;  sufvicienct  of 
ooMFLAiKT.-^The  plaintiff's  son,  a  minor,  while  confined  in  a  county  jail 
was  killed  by  the  building  catching  fire  from  an  alleged  defect  in  the 
electric  wiring  thereof.  The  complaint  alleged  that  the  defendant  com- 
pany in  wiring  the  building  was  charged  with  the  duty  of  so  erecting 
luch  wires  as  to  enable  the  passage  of  the  electric  current  over  the  same 
with  safety  to  the  occupants  of  the  buildings  and  to  the  buildings  them- 
kIvcs;  and  further  alleged  that  such  company  was  grossly  negligent  in 
performing  such  duty.  It  was  held  that  the  complaint  stated  facts  suffi- 
dcnt  to  constitute  a  cause  of  action  against  the  electric  company. 

ILluulitt  of  county  commissioners. — ^A  statute  (Colo.  Qen.  Stats,  sec. 
1829),  making  it  the  duty  of  the  county  commissioners  to  personally 
ezamine  the  jail  and  the  management  thereof  during  each  session  of 
the  board,  and  to  correct  all  irregularities  and  improprieties  therein 
foimd,  imposes  no  obligation  upon  them  individually  to  protect  the  lives 
of  the  inmates  of  the  jail,  and  a  failure  of  such  commissioners  to  prop- 
erly inspect  the  electric  wiring  of  the  jail  by  reason  of  which  the  jail 
caught  fire  and  burned,  causing  the  death  of  the  plaintiff's  intestate, 
affords  no  cause  of  action  for  such  death  against  the  commissioners  in 
their  individual  capacities. 

Error  by  plaintiff  from  judgment  sustaining  demurrers  to  com- 
plaint.   Decided  October  13,  1902 ;  reported  70  Pac  447. 

Stuart  £  Murray  and  Story  &  Story,  for  plaintiff  in  error. 

Henry  &  Sigfrid,  for  defendants  in  error. 

Opinion  by  Wilson,  P.  J. : 

While  Harry  W.  Hawkins,  a  minor,  was  confined  in  the  jail 
of  Ouray  county,  charged  with  a  criminal  offense,  the  building 
caught  on  fire,  and  he  suffered  death  from  suffocation.  The  fire  is 
diarged  to  have  been  the  result  of  defective  electric  wiring  of  the 
building.     Mrs.  Miller,  the  mother  of  the  deceased,  brought  this 
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suit  to  recover  damages  for  the  alleged  negligence  which,  caused 
the  death  of  her  son,  joining  as  defendants  the  Ouray  Electric 
Light  &  Power  Company,  the  three  county  commissioners,  as  in- 
dividualsy  the  sheriff,  and  the  sureties  upon  his  official  bond.  The 
electric  light  company  interposed  a  demurrer  to  the  complaint,  as 
did  also  the  county  commissioners.  Each  of  these  demurrers  was 
sustained  upon  the  ground  that  as  to  those  parties  the  complaint 
did  not  state  facts  sufficient  to  constitute  a  cause  of  action,  and 
this  question  alone  is  involved  in  the  appeal  to  this  court 

These  portions  of  the  complaint  which  will  be  sufficient  for  the 
understanding  of  this  opinion  are  as  follows : 

"(2)  That  at  all  of  the  times  hereinafter  mentioned  the  defendaat  tki 
Ouray  Electric  Light  &  Power  Company  is  and  was  a  corporation  maintalnim 
and  operating  an  electric  lighting  plant  and  furnishing  electric  light  in  tl» 
buildings  within  the  city  of  Ouray,  in  the  county  aforesaid,  and,  as  a  part  <if 
said  business,  it  from  time  to  time  furnished  and  placed  in  the  boildi^ 
in  said  city  wires  for  conveying  the  electrical  current  used  in  lightiog  tht 
buildings,  and,  representing  that  it  had  skilled  and  educated  workmen,  witk 
sufficient  electrical  knowledge  to  place  in  said  buildings  the  necessary  wim, 
over  which  to  convey  the  electric  current  used  for  furnishing  light,  in  nidi 
manner  that  there  would  be  no  danger  therefrom,  and  that  such  wires  woolS 
be  properly  and  safely  insulated  from  the  buildings  and  from  each  other,  and 
was  charged  with  the  duty  of  providing  skilled  workmen,  having  suffieicnt 
knowledge  in  the  use  of  electricity  to  wire  the  buildings  in  such  manner  ti 
would  enable  the  current  to  be  delivered  over  said  wires  with  safety  to  tht 
occupants  and  to  said  buildings.     .     .    . 

**{S)  That  at  the  time  of  the  arrest,  imprisonment,  and  death  of  nid 
Harry  W.  Hawkins,  the  only  county  jail  within  and  for  said  county  of  Ooray 
was  a  building  wholly  built  of  wood,  tar  paper,  and  other  inflammable  ma- 
terials, containing  an  iron  and  steel  cage  or  cages,  in  which  the  prismen 
were  confined;  that  no  beds  were  provided  in  said  jail,  excepting  bunehci 
of  dry  hay  placed  in  said  cages  during  the  nighttime,  and  stowed  in  ths 
corridor  of  the  building,  outside  of  said  cages,  when  not  in  use  for  beds;  thit 
said  building  was  not  provided  with  any  proper  means  of  ventilation;  wai 
wholly  unfit  for  the  purposes  for  which  it  was  used;  was  artificially  lighted 
by  currents  of  electricity  sent  over  the  wires  placed  in  said  building  and 
connected  with  its  electric  light  plant  by  the  defendant  the  Ouray  Electric 
Light  &  Power  Company;  that  said  wires  were  carried  into  said  building 
by  said  defendant  by  passing  them  through  a  knot  hole  in  the  side  of  the 
building,  without  protecting  said  wires  from  chafing  and  rubbing,  and  tlis 
wires  inside  of  said  jail  building  were  placed  and  left  in  contact  with  the 
infiammable  materials  of  which  said  building  was  constructed,  and  in  contact 
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with  each  other,  and  were  not  properly  protected,  so  as  to  prevent  said  wires 
from  ahortdrcuiting  and  setting  fire  to  said  building,  and  said  wires  were 
allowed  to  become  worn  and  bare,  and  in  direct  contact  with  each  other  and 
the  inflammable  materials  in  said  building.  And  by  reason  of  the  unskillful 
and  grossly  n^ligent  manner  of  so  conducting  and  placing  the  wires  in  said 
jiO  building,  leaving  of  said  wires  without  proper  insulation,  and  in  contact 
with  each  other  and  the  inflammable  materials  of  said  building,  and  the 
lending  of  currents  of  electricity  over  said  wires,  as  well  as  by  reason  of  the 
iaflammable  materials  of  which  said  building  was  constructed,  and  the  keep- 
ing and  storing  of  dry  hay  in  said  building,  said  building  was  in  constant 
ind  inuninent  danger  of  taking  fire,  both  from  within  and  without,  and  of 
burning  and  suffocating  the  prisoners  kept  therein.  That  the  only  keys 
provided  for  the  opening  of  said  building,  and  of  the  cages  therein,  were 
carried  by  the  sheriff  and  his  deputy,  and  the  said  sheriff  and  his  deputy 
frequently  and  habitually  went  away  from  said  building  for  many  hours  at 
a  time;  and  during  the  time  herein  specified  it  was  the  regular  habit  and 
practice  of  said  sheriff  and  his  deputy  to  lock  the  prisoners  in  their  cages 
lor  the  night,  to  close  and  fasten  all  the  doors  and  shutters  of  said  jail 
building,  and  then  go  their  several  ways  to  their  homes,  to  remain  until 
Boming,  taking  said  keys  with  them,  and  to  leave  said  prisoners  fastened 
therein,  wholly  unprotected  and  unattended  from  any  danger  which  might 
threaten  them,— of  all  of  which  facts  the  said  defendants  had  full  knowl- 
edge. 

^(10)  That  the  Ouray  Electric  Light  &  Power  Company,  in  conducting 
the  wires  in  said  building,  in  placing  and  leaving  the  same  therein  in  manner 
above  specified,  in  transmitting  currents  of  electricity  over  said  wires,  so 
ne^gently,  unskillfully,  and  improperly  placed  and  kept,  was  grossly  negli- 
gent and  derelict  in  the  duties  imposed  up<m  it,  and  that  said  negligence 
nsnlted  in  setting  fire  to  said  building  and  in  causing  the  death  of  the  said 
Hawkins.  And  the  said  Lyon,  King,  and  Couchman  were  grossly  negligent 
and  derelict  in  the  duties  required  of  them,  in  that  they  wholly  failed  and 
neglected  to  provide  a  proper  county  jail,  and  beds  therein,  to  see  that  said 
building  was  properly  and  safely  lighted,  to  see  that  proper  care  was  taken 
for  the  safety  of  the  prisoners  confined  therein,  and  in  that  they  wholly 
ftuled  at  each  session  of  the  board  of  county  commissioners  to  visit  the 
county  jail,  and  make  a  personal  examination  of  its  sufficiency,  the  manage- 
ment thereof,  and  to  correct  all  irregularities  found  therein." 

It  will  be  observed  that  the  complaint  specifically  charges  the 
electric  light  company  with  having  placed  and  carried  the  wires 
into  the  jail,  and  with  transmitting  a  current  of  electricity  over 
tihe  wires  for  the  purpose  of  lighting  the  jail  at  the  time  of  the 
fire.  It  also  specifically  charged  that  said  company  was  grossly 
negligent  in  the  placing  of  said  wires,  and  recites  the  facts  upon 
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which  said  charge  of  negligence  is  based.  It  also  allies  that  the 
defendant  light  company  was  charged  with  the  duty  of  providin^^ 
skilled  workmen  to  wire  buildings  in  such  manner  as  would  en- 
able the  current  to  be  delivered  over  said  wires  with  safety  to 
the  occupants  therein,  but  that  said  wires  were  not  so  placed.  In 
a  recent  case  decided  by  this  court,  it  was  said: 

**  We  cannot  say,  as  a  matter  of  law,  that  proof  would  not  be  admiufhli 
under  the  averments  of  the  complaint  which  would  justify  a  verdict  that,  ii 
leaving  the  wire  exposed  as  alleged,  the  defendant  was  guilty  of  ncgligeooa 
If  such  proof  would  be  admissible,  then  the  complaint,  in  so  far  as  the  charge 
of  negligence  is  concerned,  is  sufficient."  Walten  v.  Light  Co.,  7  Abl  EleetL 
Cas.  515,  12  Ck)lo.  App.  146,  54  Pa.  960. 

Upon  principle,  as  well  as  upon  the  material  facts  of  negligenoe 
involved,  the  case  was  very  similar  to  this,  and  we  think  the  de- 
cision of  that  is  not  only  applicable,  but  conclusive,  here.  Under 
the  all^ations  of  the  complaint,  proof  would  be  clearly  admissiUe 
of  the  acts  charged  as  constituting  negligence,  and  it  would  be  for 
a  jury  to  determine  as  to  whether  they  did  constitute  it.  K  it 
would  avail  the  defendant  company  at  all  to  show  that  the  build- 
ing was  wired  in  accordance  with  the  specific  directions  of  the 
official  or  officials  having  charge  of  the  jail,  that  would  be  a  mat- 
ter of  defense,  and  to  be  set  up  as  such  by  the  defendant.  In  our 
opinion,  the  court  erred  in  holding  that  the  complaint  did  not 
state  facts  sufficient  to  constitute  a  cause  of  action  against  the 
electric  light  company. 

The  plaintiff  bases  her  claim  of  the  individual  liability  of  the 
eonmiissioners  upon  the  following  section  of  the  statutes : 

"  It  shall  be  the  duty  of  the  county  commissioners  to  make  personal  a- 
nmination  of  the  jail  of  their  county,  its  sufficiency,  and  the  managemeat 
thereof  during  each  session  of  the  board,  and  to  correct  all  irregularities  tad 
improprieties  therein  found."    Gen  St.  sec.  1820  (Mills'  Ann.  St.  sec.  2528). 

It  is  insisted  that  this  section  imposes  a  double  duty  upon  the 
commissioners, —  an  obligation  to  the  public,  and  another  to  the 
individual  interested,  to  wit,  the  prisoner  who  may  be  confined 
within  the  jail.  The  complaint,  in  our  opinion,  is  defective,  as  to 
these  commissioners,  because  it  does  not  allege  knowledge  on  their 
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part  that  the  oonditioii  of  the  lighting  in  the  jail  was  defective 
or  dangerous,  nor  that  they  could  have  had  such  knowledge  if 
they  had  made  the  personal  examination  which  it  is  alleged  they 
failed  to  make,  nor  in  what  respect  their  alleged  failure  to  make 
the  required  inspection  contributed  to  the  accident.     It  may  be 
conceded  that  they  utterly  failed  to  make  these  visits  to  the  jail, 
but  yet,  if  such  failure  was  not  a  contributing  cause  to  the  injury, 
it  could  not  be  claimed  that  they  were  in  any  manner  liable. 
There  is,  however,  in  our  opinion,  a  still  more  serious  objection 
to  the  complaint.     The  duty  imposed  by  this  section  of  the  stat- 
ute was,  we  think,  a  public,  oflScial  duty,  imposed  upon  them  as 
a  board  of  county  commissioners.     If  the  principle  contended 
for  by  plaintiff  were  established,  it  would  lead  to  absurd  and 
most  unreasonable  results.    We  do  not  believe  it  to  have  been  in 
the  contemplation  of  the  lawmakers,  and  we  know  of  no  authority 
to  that  effect,  that  one  or  more  of  the  county  commissioners  might 
be  subjected  to  an  action  against  him  or  them  individually  for 
damages  because  a  prisoner  in  the  county  jail  claimed  that  the 
food  or  bedding  with  which  he  had  been  supplied  was  not  of  a 
proper  character  or  was  injurious  to  his  health,  or  that  the  build- 
ing in  which  he  was  confined  was  so  defective  in  its  construction 
as  to  produce  a  like  result.     Actions  of  this  character  could  be 
maintained  if  the  present  one  could;  the  county  commissioners 
being   specially   charged,    as   a   board   of   county   commissioners 
representing  the  county,  with  the  duty  of  building  and  keeping 
in  repair  county  buildings,  with  the  care  of  all  county  property, 
and  with  the  management  of  the  business  and  concerns  of  the 
county.     Gen.   St.   sec.   638    (Mills'   Ann.   St.   sec.   791.)      The 
quoted  section  in  regard  to  the  jail  confers  upon  them  no  addi- 
tional power,  but  simply  requires  them  to  make  personal  examina- 
tion of  it  at  stated  periods.    This  is  an  official  duty,  owing  to  the 
public  by  virtue  of  their  office,  and  for  a  breach  of  it  the  statutes 
specifically  provide  a  remedy  by  suit  upon  their  official  bonds. 
Mills'  Ann.  St.  sec.  826.     The  words  "  and  to  correct  all  irregu- 
larities and  improprieties  therein  found  "  impose  no  new  obliga- 
tion upon  them.    This  would  have  been  their  duty  if  these  words 
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had  not  been  used,  by  virtue  of  the  statute  requiring  tiiem  to  ke^ 
public  buildings  in  repair,  and  charging  them  with  the  care  of  all 
county  property,  and  with  the  management  of  all  business  and 
concerns  of  the  county.    If  the  contention  of  plaintiff  be  the  law, 
then  each  individual  commissioner  would  be  liable  in  like  actions 
to  this,  because  of  damages  suffered  by  an  individual  by  reason 
of  alleged  defects  in  a  public  highway,  or  in  a  county  bridge,  or 
in  any  public  building,  or  in  the  public  grounds  in  which  it  mig^ 
be  situate.     To  so  hold  would  tend,  in  the  large  counties  of  the 
state,  at  least,  to  bring  about,  as  was  said  by  the  Supreme  Court 
of  Idaho,  ^^  the  literal  abrogation  of  the  office  of  county  oommis- 
sioner,  for  no  sane  man  would  assume  the  position,  with  such  a 
liability  attached.''     Worden  v.  Witt,  39  Pac  1114.     The  duly 
imposed  by  the  statute  under  consideration  being  with  reference 
to  the  care,  custody,  and  supervision  of  public  property,  it  would 
seem  clear  that  the  county  commissioners,  as  to  the  performanoe 
of  that  duty,  come  within  the  class  of  public  officers  who  are  nc- 
ognized  by  the  authorities  as  subordinate  governmental  officers 
and  administrative  agents,  whose  duty  is  owing  primarily  to  the 
public  collectively, —  to  the  body  politic,  and  not  to  any  particular 
individual, —  who  act  for  the  public  at  large.    Mechem,  Pub.  Off. 
sec.  590  et  seq.;  Cooley,  Torts,  p.  442 ;  Shear.  &  K.  Neg.  sec  302. 
This  being  true,  a  breach  of  the  duty  here  charged  will  not  sup- 
port an  individual  action  for  damkges  against  the  commissioners 
Mr.  Cooley  authoritatively  lays  down  this  doctrine,  and  it  is  sup- 
ported by  the  great  weight  of  authority,  and  so  even  in  cases  where 
a  nonperformance  of  the  duty  might  prejudice  an  individual 
This  is  held  not  to  constitute  a  private  wrong  for  which  the  injured 
party  could  have  redress  by  individual  action.    Cooley,  Torts  (2d 
Ed.)  p.  446  et  seq.j  Mechem.  Pub.  Off.  sees.  598-606;  Shear.  4 
R.  Neg.  sec.  302.     The  court  did  not  err  in  sustaining  the  de- 
murrer of  the  county  commissioners. 

For  the  reason,  however,  that  the  demurrer  of  the  electric  light 
company  should  not  have  been  sustained,  the  judgment  will  be  re- 
versed, and  the  cause  remanded  for  further  proceedings  in  accord- 
ance with  the  views  which  we  have  expressed.    Reversed. 
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Fire  eamsed  hj  def eotiTe  iasulatioa. — See  National  Fire  Ina,  Co,  v. 
Denver  Cons,  Elecil,  Co,,  7  Am.  Electl.  Cas.  715    (Colo.  Appeals),  holding 
that    an    electric    light    company    lighting    a    building    under    contract,    is 
Mt  responsible  for  injury  caused  by  defective  wiring  of  a  building  by  other 
contractors,  unless  it  have  knowledge  of  such  defect;  such  knowledge  is  not 
to  be  imputed  from  the  fact  that  a  superintendent  of  construction  of  the 
emnpany,  not  shown  to  be  an  officer  or  director  or  to  have  examined  the 
wires,  or  to  have  been  in  the  company's  employ  when  the  loss  occurred, 
casnally  saw  the  work  as  it  was  going  on.     See,  also,  Dechert  v.  Municipal 
BleetL  L,  Co,,  39  App.  Div.  400,  57  N.  Y.  Supp.  225;  Waller  v,  Leavenworth 
U  d  H,  Co,,  9  Kan.  Ct.  App.  301,  61  Pac.  327   (an  action  for  damages  from 
Are  caused  by  defective  insulation,  holding  that  where  one  electric  light  com- 
pany purchases  the  plant  of  another  company  and  continues  its  business,  it 
imi^edly  contracts  with  its  customers  and  the  public  that  it  will  use  such 
appliances  and  care  as  are  known  to  the  business  to  protect  them  from  harm, 
ud  is  liable  to  any  one  who  suffers  from  its  failure  to  do  so) . 
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Colorado;  Supreme  Court, 

L  LrjTTST  CAUSED  BT  ELECTBIG  SHOCK  WHILE  ATTElfPTINO  TO  TURN   ON  ELEC- 

TUG  UOHT;  SUFFICIENCY  OF  COMPLAINT. — ^A  complaint  stating,  in  sub- 
stance, that  the  defendant  is  in  the  exclusive  control  of  a  plant  for  the 
generation  and  distribution  of  electricity,  and  that  it  was  supplying 
electricity,  for  pay,  to  the  residence  where  the  plaintiff  resided;  that 
by  reason  of  the  failure  of  the  defendant  to  keep  and  maintain  its  plant 
and  appurtenances  in  good  and  safe  condition,  and  to  inspect  and  examine 
the  same  from  time  to  time,  the  plaintiff,  without  fault  or  negligence  on 
his  part,  while  attempting  to  turn  on  the  electric  light,  received  a  severe 
charge  and  current  of  electricity,  is  sufficient  to  make  out  a  prima  facie 
case  of  liability. 

S.  Obligation  of  electbig  light  company  to  protect  its  patrons. — ^The 
patrons  of  an  electric  light  company  have  the  right  to  presume  that  they 
will  not  be  injured  in  attempting  to  use  that  which  the  company  sells, 
and  that  it  will  do  all  that  human  care,  vigilance  and  foresight  can 
reasonably  do,  consistent  with  the  practical  operation  of  its  plant,  to 
protect  those  who  use  its  electric  light. 

SL  Specific  act  or  omission  causing  accident. — Where  it  appears  that  the 
defendant  so  conducted  its  business  that  the  plaintiff  received  a  shock 
of  electricity  while  engaged  in  turning  on  a  light;  and  that  the  volume 
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of  the  current  received  was  many  times  that  furnished  for  lighting  pur- 
poses; that  the  plaintiff  had  no  means  of  knowing  what,  if  anj,  defeets 
existed  in  the  plant  or  appliances  of  the  defendant;  and  that  the  traae- 
former  from  which  the  current  for  use  in  the  residence  where  the  injniy 
was  received  was  taken  away  by  the  company  immediately  after  it  wit 
informed  of  the  injury;  it  was  held  proper  to  charge  the  jury  that  the 
plaintiff  was  not  required  to  point  out  the  specific  act  or  omiBeion  whidk 
caused  the  accident. 

4.   InSTBUCTION   as   to   CONTBIBUTOBT   NEGUOENCE;    DEFECnVB   APFUAHOn  II 

plaintiff's  house. — ^An  instruction  to  the  effect  that  if  the  plaintiff  did 
not  know,  and  in  the  exercise  of  reasonable  care  and  caution  could  not 
have  known,  that  in  attempting  to  turn  on  the  electric  light  he  wai  li 
danger  of  receiving  an  electric  shock,  and  in  so  doing  acted  innoocatff 
and  without  fault  he  is  not  guilty  of  such  contributory  negligenee  ai 
will  defeat  his  right  to  recover,  and  that  if  the  plaintiff's  ahare  in  tki 
negligence  was  innocent  and  not  faulty,  it  furnished  no  excuse  for  tki 
defendant,  was  held  erroneous  but  not  prejudicial  to  the  defendant  b^ 
cause  of  the  failure  to  show  that  the  plaintiff  was  guilty  of  contribnloij 
negligence. 

5.  Evidence  sustaining  verdict. — ^Where  it  appears  that  the  plaintiff  «u 

injured  by  an  electric  shock  received  while  attempting  to  turn  on  fk 
electric  light,  the  evidence  as  to  the  overcharging  of  the  electric  li^ 
wires  with  electricity  was  considered  and  deemed  sufficient  to  raitaiB 
the  verdict  against  the  defendant.  Evidence  was  also  considered  is  tft 
the  contributory  negligence  of  the  plaintiff  in  standing  upon  a  metil 
register,  connected  with  the  earth  by  metal  pipes,  while  attempting  to 
turn  on  the  light  by  taking  hold  of  the  brass  trimmings  of  the  incti- 
descent  light  instead  of  the  rubber  key,  and  held  insufficient  to  establiik 
contributory  negligence. 

6.  Duty  of  inspection. — Reasonable  prudence  and  caution  require  oompanioi 

selling  electricity  to  maintain  a  system  of  frequent  inspection. 

7.  Provision  of  contract  relievinq  company  of  llabiltit  fob  DAicAfflL— 

A  provision  in  a  contract  agreeing  to  furnish  light  to  a  patron  that  thi 
company  shall  not  be  "  liable  in  any  event  for  damage  to  person  or  prop- 
erty arising,  accruing  or  resulting  from  the  use  of  the  light,"  cannot 
relieve  the  company  of  its  liability  for  failure  to  perform  its  duty. 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
May  5,  1903 ;  reported  73  Pac.  39. 

The  complaint,  filed  May  13,  1899,  alleges  that  the  defendant  is  a  corpo- 
ration engaged  in  the  business  of  generating,  producing  and  distributing  ele^ 
tricity,  and  supplying  the  same  for  light  and  other  purposes  to  the  general 
public  for  profit;  that  the  company,  in  consideration  of  the  compensation 
required,  was  engaged  in  supplying  W.  H.  Lawrence  with  electricity  for  light- 
ing purposes  at  his  residence.  No.  247  South  Fourteenth  street,  in  the  city 
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of  Denver ;  that  it  was  the  duty  of  said  company,  in  so  furnishing  electricity, 
to  at  all  times  have  and  maintain  a  safe  plant,  machinery,  poles,  wires,  con- 
diit8y  converter  boxes,  transformers  and  other  appurtenances  for  the  proper 
tod  safe  generation  and  distribution  of  electricity  throughout  said  city  and 
to  the  said  premises,  and  also  to  inspect  and  examine  the  same  from  time  to 
time*  and  to  at  all  times  keep  and  maintain  the  same  in  good  and  safe  con- 
dition, so  that  the  said  Lawrence  and  each  member  of  his  family  might  safely 
ue  the  said  electricity  upon  said  premises  without  danger  of  damage  or  in- 
jury to  them,  or  either  of  them;  that  the  plaintiff  is  a  son  of  said  Lawrence, 
and  at  the  time  mentioned  was  living  with  his  father  at  his  said  residence  in 
Denver;  that  on  the  evening  of  April  13,  1899,  and  prior  thereto,  the  said 
eompany  did  not  discharge  its  said  duties,  hereinbefore  alleged,  so  that  at 
tbe  time  last  aforesaid,  while  the  plaintiff  was  attempting  to  turn  on  the 
ikctrie  light  in  one  of  the  rooms  of  said  premises,  and  without  any  care- 
loinesB  or  negligence  whatever  on  his  part,  he  received  into  and  upon  his 
Mj  a  severe  and  terrific  charge  and  current  of  electricity,  whereby  the 
pliintiff  suffered  serious  and  permanent  injuries,  burning  his  hands  and  feet 
ao  that  he  was  laid  up  and  rendered  sore,  sick  and  lame  for  a  long  period  of 
time,  and  was  and  is  and  will  be  painfully  and  seriously  burned  and  scarred 
and  permanently  injured  for  the  remainder  of  his  life.     Following  are  allega- 
tioas  concerning  the  earning  capacity  of  the  plaintiff,  and  a  prayer  for  dam- 
ages in  the  sum  of  $20,000.     A  demurrer  upon  the  ground  that  *'  the  com- 
pliint  does  not  state  a  cause  of  action  "  was  overruled.      The  defendant 
answered  over. 

Hie  fourth  paragraph  of  the  answer  is  as  follows :     "  Denies  that  at  the 
times  named  in  said  complaint,  or  at  all,  it  was  or  is  the  duty  of  defendant 
corporation  in  furnishing  electricity  to  at  all  times  have  or  maintain  a  sound 
<ir  saife  plant,  machinery,  poles,  wires,  conduits,  converter  boxes,  transformers, 
or  other  appliances,  for  the  proper  or  safe  generation,  production,  or  distri- 
bataon  of  such  electricity  throughout  said  city  or  to  said  premises;  on  the 
eontrary  thereof,  avers  that  this  defendant  was  not  at  the  time  named  in  said 
complaint,  or  at  all,  an  insurer  of  the  soundness  or  safety  of  its  said  prop- 
erty, but  was  and  is  bound  to  exercise  ordinary  and  reasonable  care  and  dili- 
gence and  prudence  in  order  to  secure  the  safety  and  soundness  of  its  said 
firoperty;   admits  that  it  was  the  duty  of  this  defendant  to  inspect  and 
cxaunine  its  said  property  from  time  to  time,  and  to  at  all  times  use  reason- 
able and  ordinary  care  and  diligence  in  order  to  keep  and  maintain  the  same 
in  good  and  safe  condition;  denies  that  its  duty  extended  any  further  in  the 
premises;  denies  that  it  was  or  is  an  insurer  of  the  safety  of  the  said  Law- 
rence or  of  any  member  of  his  family,  or  that  it  was  ever  at  any  time  bound 
to  any  greater  duty  than  the  exercise  of  ordinary  care  to  avoid  danger,  dam- 
age or  injury  to  the  said  Lawrence  and  to  his  family." 

The  sixth  paragraph  denies  that  at  all  times  in  said  complaint  named,  or 
on.  or  prior  to,  or  about,  the  evening  of  April  13,  1899,  or  at  all,  this  de- 
fevj}p.nt  did  not  dis^charpe  its  duty  in  the  premises. 
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For  a  further  answer  and  defense,  the  defendant  alleges  thai  the  Mid 
injuries  were  caused  by  the  carelessness  and  negligence  of  the  plaintiff,  di- 
rectly  contributing  thereto;  and  avers  that  the  fixtures  and  applianeee  med 
by  the  plaintiff  in  and  about  the  premises  were  not  the  property  of  this  de- 
fendant, or  furnished  or  provided  by  this  defendant,  but,  on  the  contimiy, 
were  the  property  of  the  said  William  H.  Lawrence ;  and  avers  that  the  ap- 
pliances furnished  and  provided  as  aforesaid  were  so  carelessly  and  nc^ 
gently  used  by  the  plaintiff  at  the  time  and  place  in  question  as  to  induce  a 
current  of  electricity  to  be  delivered  from  the  ground  up  through  the  register 
upon  which  the  plaintiff  was  then  and  there  standing,  thereby  inflicting  til 
injuries  received  by  the  plaintiff  in  the  premises.  Avers  that  the  ph^tiff 
had  just  stepped  from  the  bath  tub,  and  was  then  and  there  moist  and  wel 
with  the  water  used  in  bathing,  and  that  the  plaintiff  did,  in  the  attempt  to 
use  the  fixtures  and  appliances  furnished  and  provided  as  aforesaid,  caie- 
lessly  and  negligently  stand  upon  said  register  composed  of  steel,  iron  m 
some  conducting  substance,  and  did  then  and  there  carelessly  and  ncgligcat|y 
fail  to  take  hold  of  the  nonconducting  appliance  furnished  for  the  porpon 
of  turning  on  the  electricity,  and  carelessly  and  negligently  seized  hold  of  thi 
metallic  portion  of  the  fixtures  so  furnished  and  provided,  and,  by  reasoi 
of  said  combined  and  connected  negligent  acts  on  the  part  of  the  plaintiff, 
thereby  induced  a  current  of  electricity  to  be  delivered  either  from  above  or 
below,  through  his  body,  thereby  causing  the  accident  and  injuries  oooi- 
plained  of.  And  it  avers  that  the  defendant,  in  all  that  it  did  in  and  about 
the  premises,  had  fully  performed  its  duty,  and  had  used  every  care  and  pre- 
caution required  of  it  by  law  or  at  all,  to  render  the  appliances  and  material 
and  machinery  furnished  by  it  sound  and  complete ;  that  it  had  caused*  csdl 
and  every  part  of  the  machinery  used  by  it  to  be  tested,  examined,  and  fa- 
spected ;  and  avers  that  the  accident  and  injury  complained  of  were  not  the 
result  of  any  cause  which  the  defendant  could  or  should  have  foreseen,  biit» 
on  the  contrary  thereof,  were  occasioned  by  the  carelessness  and  negligeaee 
of  the  plaintiff  himself,  and  by  the  acts  and  conduct  on  the  plaintifiTs  part 
which  this  defendant  did  not  and  could  not  foresee. 

And  for  a  supplemental  answer  the  defendant  alleges  that  it  entered-  into  a 
contract  with  said  W.  H.  Lawrence  containing  certain  stipulations  and  cove- 
nants, among  which  is  the  following,  to  wit :  "  The  subscriber  agrees  to  com- 
ply with  the  rules,  regulations  and  other  provisions  of  the  company  printed 
on  this  contract."  That  among  the  rules  and  regulations  and  provisioni 
printed  upon  said  contract  is  the  following,  to  wit :  **  This  company  shall 
not  be  liable  in  any  event  for  damage  to  person  or  property  arising,  accruing, 
or  resulting  from  the  use  of  light."  That  said  contract  was  signed  by  said 
Lawrence  on  April  16,  1898,  and  was  accepted  by  the  defendant  companj, 
and  that  if  any  injury  was  sustained  as  in  said  complaint  all^;ed,  or  other- 
wise, said  injury  arose,  accrued,  and  resulted  from  the  use  of  light,  and  not 
otherwise,  and  was  due  wholly  to  the  negligent  and  reckless  manner  in  which 
plaintiff  used  or  attempted  to  use  said  light.  And  defendant  alleges  that, 
by  virtue  of  the  facts  above  set  forth,  the  defendant  company  was  released 
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from  all  liabUity  for  injury  to  this  plaintiff  arising  from  the  use  of  light  in 
the  premiaes  occupied  by  said  Lawrence. 

The  jury  returned  a  verdict  in  favor  of  the  plaintiff  in  the  sum  of  $5,000, 
and  judgment  was  rendered  upon  the  verdict.  The  company  appeals.  It 
complains  that  the  court  erred  in  the  various  stages  of  the  cause,  and  has 
^eeified  101  instances  in  which  it  is  claimed  the  court  committed  error. 
Tile  ruling  of  the  court  upon  the  demurrer  is  mainly  relied  upon  to  reverse 
the  judgment.  It  is  said  that  the  complaint  does  not  allege  negligence  or 
faflnre  to  exercise  reasonable  care  in  providing  and  maintaining  good,  re- 
liable, and  efficient  appliances  for  the  generation  and  distribution  of  elec- 
tricity to  its  patrons.  That  the  theory  of  the  plaintiff  in  preparing  the  case 
was  that  the  defendant  was  bound  to  furnish  an  absolutely  safe  plant  and 
tppliances— that  the  defendant  was  an  insurer  of  its  patrons  against  injury. 
That  the  obligation  which  the  law  imposes  upon  the  defendant  is  that  of 
onng  ordinary  care  in  the  operation  of  its  plant,  and  not  that  of  an  insurer. 
The  question  of  the  sufficiency  of  the  complaint  was  also  raised  by  objections 
lo  testimony. 

Thomas,  Bryant  &  Lee,  for  appellant 

JoAnea  H.  Brown  and  Andrew  W.  Oillette,  for  appellee. 

Opinion  by  Steele,  J.  (after  stating  the  facts)  : 
Hie  complaint  alleges  that  the  defendant,  at  the  time  the  plain- 
tiff received  the  injuries,  was  the  owner  of  and  in  the  exclusive 
operation  and  management  of  an  electric  light  plant  in  the  city 
of  Denver  for  the  generation  and  distribution  of  electricity  for 
light  among  and  to  the  general  public  and  residents  of  the  city  of 
Denver,  and  was  engaged  in  the  business  of  selling  and  supplying! 
electricity  to  the  general  public;  that  the  defendant  was  fumish- 
LDg  electricity  for  lighting  purposes  to  the  father  of  the  plaintiff, 
at  his  residence  in  the  city  of  Denver;  that  the  plaintiff  was  re- 
siding with  his  father,  and  was  a  member  of  the  family,  at  the 
time  he  received  the  injuries;  that  it  was  and  is  the  duty  of  the 
defendant  to  at  all  times  have  and  maintain  a  sound  and  safe  plant, 
machinery,  appliances,  etc.,  and  to  inspect  and  examine  the  same 
from  time  to  time,  and  to  keep  the  same  in  good  and  safe  condi- 
tion,  so  that  its  patrons  might  safely  use  electricity ;  that  the  de- 
fendant did  not  discharge  its  said  duties,  so  that,  while  the  plaintiff 
was  attempting  to  turn  on  the  electric  light  in  one  of  the  rooms  of 
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his  father's  residence,  without  any  carelessness  or  negligence  on 
his  part,  he  received  a  severe  and  terrific  charge  of  electricity.  We 
are  of  opinion  that  the  complaint  states  a  cause  of  action.  It  was 
held  hy  this  court  in  Wilson  et  al.  v.  D,,  S.  P.  &  P.  R.  B.,  7  Cola 
101,  2  Pac.  1,  that— 

"When  negligence  has  been  alleged  in  general  temui,  while  the  pleedim 
is  not  for  this  cause  obnoxious  to  demurrer,  yet,  if  the  plaintilf  poaaeiMi 
more  specific  information,  he  may  be  required,  on  motion,  to  make  his  eon- 
plaint  more  definite  and  certain." 

The  demurrer  admits  the  facts  well  pleaded.     The  facts  stated 
in  the  complaint,  in  substance,  are  that  the  defendant  ia  in  tlie 
exclusive  control  of  a  plant  for  the  generation  and  distribution  of 
electricity,  and  that  it  was  supplying,  for  pay,  the  residence  where 
plaintiff  resided,  electricity  from  its  plant ;  that  by  reason  of  tlie 
failure  of  the  defendant  to  keep  and  maintain  its  plant  and  appTl^ 
tenances  in  good  and  safe  condition,  and  to  inspect  and  examine 
the  same  from  time  to  time,  the  plaintiff,  without  fault  or  ne^- 
gence  on  his  part,  while  attempting  to  turn  on  the  electric  li^t^ 
received  a  severe  ami  terrific  charge  and  current  of  electricity. 
Ordinarily  the  allegations  of  duty  and  a  breach  thereof  are  not 
sufficient;  but  if  the  duty  results  from  the  facts  stated,  then  the 
allegations  of  duty  may  be  discarded  as  surplusage,  and  the  com- 
plaint held  to  be  sufficient.      If  the  allegations  of  the  complaint 
concerning  the  relationship  of  the  parties  and  the  character  of 
the  injuries  received  make  out  a  prima  facie  case  of  liability,  them 
the  complaint  is  good  as  against  a  general  demurrer.      We  think 
the  complaint  does,  from  the  very  character  of  the  accident  as  set 
forth  therein,  call  upon  the  defendant  to  make  defense  to  the  caee 
of  negligence,  in  supplying  electricity  to  the  residence,  which  the 
facts  as  charged  make  out.     The  business  of  the  defendant  is  that 
of  selling  electricity  to  the  people  of  Denver — a  business  so  f  rau{^t 
with  peril  to  the  public  that  the  highest  degree  of  care  which 
skill  and  foresight  can  obtain,  consistent  with  the  practical  con- 
duct of  its  affairs  under  the  known  methods  and  present  state  of 
its  particular  art,  is  demanded.     Denver  Electric  Co.  v,  Simpson, 
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5  Anu  Hectl.  Cas.  278,  21  Colo.  371,  41  Pac.  499,  31  L.  R.  A. 
566. 

The  plaintiff,  while  attempting  to  do  that  which  every  patron 
of  the  company  must  do  to  make  use  of  the  electric  light,  received 
into  his  body  a  current  of  electricity,  burning  his  hands  and  feet 
and  permanently  injuring  him.      Such  injuries  are  not,  under 
ordinary  circumstances,  received  by  persons  who  turn  on  an  in- 
eandescent  lamp,  if  the  company  supplying  the  current  has  not 
been  negligent      The  defendant,  when  it  contracted  with  the 
father  of  the  plaintiff  to  sell  electricity  for  light,  contracted  to 
keep  its  plant  and  appliances  in  such  condition  that  no  greater 
volume  of  electricity  would  be  carried  into  the  house  than  was 
necessary  for  its  proper  lighting.     The  quantity  of  electricity  re- 
quired for  lighting  purposes  in  residences  is  not  sufficient,  if  it 
pass  through  the  body,  to  cause  the  injuries  described  by  the  plain- 
tiff in  his  complaint.      It  follows,  therefore,  that  the  plaintiff 
must  have  received  a  very  much  greater  quantity  of  electricity 
than  the  company  contracted  to  supply.     The  court,  therefore,  did 
not  err  in  overruling  the  demurrer  to  the  complaint,  nor  in  over- 
ruling the  objections  to  the  introduction  of  testimony. 

The  company  insists  that  it  is  not  an  insurer,  and  that  its  obli- 
gation is  that  of  using  ordinary  care.  We  are  not  prepared  to  say 
that  it  is  an  insurer,  but  the  patrons  of  the  company  have  the  right 
to  presume  that  they  will  not  be  injured  in  attempting  to  use  that 
which  the  company  sells,  and  that  it  will  do  all  that  human  care, 
yigilanoe  and  foresight  can  reasonably  do,  consistent  with  the 
practical  operation  of  its  plant,  to  protect  those  who  use  its  elec- 
tric light.  With  reference  to  the  liability  of  persons  or  corpora- 
tions supplying  electricity,  Thompson,  in  his  Commentaries  on 
the  Law  of  Negligence,  at  section  796,  has  this  to  say:  "  It  may 
be  doubted  whether  persons  or  corporations  employing,  for  their 
own  private  advantage,  so  dangerous  an  agency  as  electricity, 
ought  not  to  be  regarded  as  qv/isi  insurers,  as  toward  third  persons,^ 
against  any  injurious  consequences  which  may  flow  from  it.  It 
may  be  doubted  whether  one  who  collects,  or  rather  creates,  so 
dangerous  an  agency  on  his  own  land,  ought  not  to  be  held  to  the 
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obligation  of  restraining  it,  that  is,  of  insulating  it,  at  his  peril; 
which  was  the  obligation  put  upon  landowners  in  respect  of  water, 
which  from  its  nature  is  pressing  outward  in  all  directions  and 
continually  struggling  to  break  through  any  artificial  barriers  by 
which  it  may  be  restrained." 

The  court  refused  instructions  offered  by  the  defendant  num- 
bered 1,  2,  3,  9  and  11 ;  the  court  gave  defendant's  instmctioiifl 
numbered  4,  6,  7,  8,  10,  12,  13,  14  and  15.  The  refusal  of  the 
court  to  give  instructions  offered  is  assigned  as  error.  The  court, 
we  think,  properly  refused  these  instructions.  No.  1  is  a  diiee- 
tion  to  return  a  verdict  for  the  defendant  In  No.  2  the  jury  is 
told  that  the  defendant  was  only  bound  to  exercise  reasonable  csi% 
and  in  No.  3  reasonable  care  is  defined  to  be  such  care  as  will  be 
exercised  by  a  reasonably  prudent  and  cautious  person  under  the 
same  or  similar  circumstances.  The  instructions  do  not  dedaie 
the  law  as  applicable  to  the  facts  of  this  case.  Moreover,  the 
court  in  other  instructions  correctly  declared  that  the  defendant 
was  bound  to  exercise  the  highest  skill,  most  consummate  care  and 
caution,  and  utmost  diligence  and  foresight  in  the  construction, 
maintenance,  and  timely  inspection  of  its  entire  plant  which  was 
attainable,  consistent  with  the  practical  conduct  of  its  business 
according  to  the  best  known  methods  of  the  State  of  its  art  at  and 
prior  to  the  time  of  the  disaster.  Instruction  No.  9  offered  was 
not  in  accordance  with  the  evidence,  and  was  properly  refused. 
Instruction  No.  11  was  to  the  effect  that,  if  the  jury  believed  that 
the  defendant  had  exercised  the  usual  and  customary  care  and 
precaution  which  its  experience  had  demonstrated  to  be  safe  and 
sufficient,  and  that  the  accident  could  not  have  been  reasonably 
foreseen  or  prevented  by  any  precaution  taken  by  the  defendant, 
the  verdict  must  be  for  the  defendant.  The  propositions  stated 
were,  in  effect,  given  in  instruction  No.  7  offered  by  the  defendant 

Counsel  say  that  the  instructions  given  are  confusing;  that  in 
giving  instruction  No.  4  offered  by  the  plaintiff,  and  6  and  12 
offered  by  the  defendant,  the  court  gave  inconsistent  and  irrecon- 
cilable instructions.  In  instruction  No.  4  the  jury  was  told  that 
in  cases  where  the  business  and  appliances  are  shown  to  be  under 
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the  exclusive  oontrol  of  the  defendant,  and  the  accident  is  such  as 
would  not,  in  the  ordinary  course  of  things,  occur  if  the  defendant 
were  exercising  proper  care,  or  where  it  is  shown  that  the  real 
cause  of  the  accident  may  be  the  negligence  of  the  defendant^ 
and  that  the  defendant  knew  whether  it  was  negligent  or 
not,  it  is  not  incumbent  upon  the  plaintiff  to  point  out  to 
the  jury  the  particular  act  or  omission  constituting  the  negli- 
gence; while  in  instructions  4,  6  and  12  offered  by  the  de- 
fendant, and  given,  the  jury  is  instructed:  (1)  That,  if  the 
plaintiff  has  failed  to  establish  negligence  by  a  preponderance  of 
the  evidence,  the  verdict  must  be  for  the  defendant  (2)  That 
the  omission  of  the  defendant  company  to  perform  the  duties  re- 
quired of  it  by  law  must  be  established  by  a  preponderance  of  the 
evidence,  arid  that^  unless  such  omission  be  established,  the  ver- 
dict must  be  for  the  defendant.  And  (3)  that,  if  the  jury  is 
unable  to  determine  from  the  evidence  what  was  the  proximate 
cause  of  the  accident  and  injury  complained  of,  the  verdict  must 
be  for  the  defendant  These  instructions  are  inconsistent,  and 
many  authorities  are  cited,  from  this  and  other  States,  holding 
that  where  two  instructions  are  given,  one  correct  and  one  incor- 
rect, the  court  will  not  assume  that  the  jury  followed  the  correct 
statement  of  the  law.  These  authorities  are  not  applicable  to  this 
case,  for  the  reason  that  the  rule  applies  only  where  the  giving  of 
an  incorrect  instruction  is  prejudicial.  The  instructions  given 
at  the  request  of  this  defendant  were  more  favorable  than  it  was 
entitled  to,  and  instructions  given  at  the  request  of  the  plaintiff 
state  the  law  applicable  to  cases  like  this.  The  defendant  so  con- 
ducted its  business  that  a  member  of  the  household  of  one  of  its 
patrons  received  a  shock  of  electricity  while  engaged  in  turning 
on  the  light  It  was  shown  by  the  testimony  that  the  volume  of 
the  current  received  was  many  times  that  furnished  for  lighting 
purposes.  The  injured  person,  it  was  shown,  had  no  means  of 
knowing  what,  if  any,  defects  existed  in  the  plant  or  appliances 
of  the  defendant  Moreover,  the  transformer  from  which  the 
current  for  use  in  the  residence  was  supplied  was  taken  away  by 

VOL.  VIII — 40 
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the  company  immediately  after  it  was  informed  of  the  amdmt 
Under  such  circumstances  it  was  not  improper  to  charge  the  jury 
that  the  plaintiff  was  not  required  to  point  out  the  specific  act  or 
omission  which  caused  the  accident. 

In  instruction  No.  7  the  jury  was  told  that  contributory  negli- 
gence would  prevent  the  plaintiff  from  recovering;  that  such  n^li- 
gence  must  be  without  fault  or  misconduct  on  the  part  of  the  in- 
jured  party;  that,  if  the  plaintiff's  share  in  the  negligenee  was 
innocent  and  not  faulty,  it  furnished  no  excuse  for  the  defendant; 
and  that  if  Lawrence  did  not  know,  and  in  the  exercise  of  reasovh 
able  care  and  caution  could  not  have  known,  that  in  attempting 
to  turn  on  the  electric  light  he  was  in  danger  of  receiving  an  eIe^ 
trie  shock,  and  in  so  doing  acted  innocently  and  without  fault,  lie 
is  not  guilty  of  such  contributory  negligence  as  will  defeat  his 
right  to  recover.  The  instruction  is  objected  to  because  it  dis- 
tinguishes between  guilty  negligence  and  innocent  negligence, 
when  the  law  recognizes  no  such  distinction.  If  a  person  reoeivoi 
an  injury  from  another,  and  the  person  injured  did  not  know  of 
the  danger,  and  could  not  have  known  of  it  if  he  had  exercised 
reasonable  care  and  caution,  he  is  not  guilty  of  contributory  negli- 
gence; and  it  makes  no  difference  whether  the  negligence  contri- 
buting to  the  injury  is  innocent  or  faulty,  if  the  injured  party 
by  the  exercise  of  due  caution  could  have  prevented  the  injury. 
We  are  inclined  to  agree  with  the  appellant  that  the  instruction 
given  is  erroneous,  but  there  is  no  evidence  in  the  case  showing 
Lawrence  to  have  been  guilty  of  contributory  negligence.  It  is 
asserted  that  Lawrence  knew  that  he  was  dealing  with  a  dangerous 
agency,  that  he  knew  the  qualities  of  electricity,  that  he  knew  that 
metal  is  a  conductor,  that  he  knew  that  the  register  was  connected 
with  the  furnace  or  basement  (for  he  must  be  presumed  to  have 
known  the  structure  of  his  own  house),  that  he  was  using  appli* 
ances  wholly  under  his  control,  and  if  the  fixtures  had  been  in 
proper  repair,  or  if  the  appellee  had  not  stood  upon  the  register^ 
the  accident  could  not  have  happened.  There  is  no  evidence  show- 
ing that  the  plaintiff  was  guilty  of  contributory  negligence. 
Nothing  is  shown  in  the  record  which  would  warrant  a  court  in 
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fading  that  the  fixtures  in  the  Lawrence  residence  were  not  in 
proper  repair,  or  that  the  accident  could  not  have  happened  but 
for  the  want  of  care  on  the  part  of  the  plaintiff,  except  the  testi- 
mony of  the  expert  witnesses  who  testified  that  the  accident  could 
not  have  happened  if  the  interior  fixtures  were  in  proper  repair. 
The  instruction,  therefore,  was  not  prejudicial  to  the  defendant 

Under  general  allegations  of  damages,  the  court  admitted  proof 

of  the  physical  condition  of  the  plaintiff  before  and  after  the  in-^ 

jury.     It  is  contended  by  the  defendant  that  the  court  erred  in 

allowing  plaintiff's  witnesses  to  testify  to  injuries  to  particular 

oigans,  and  injuries  of  peculiar  and  extraordinary  kinds.      The 

auction  of  the  complaint  is  that  the  plaintiff,  by  reason  of  the 

injury,  ^'  suffered  painful,  serious  and  permanent  injuries  in  and 

upon  his  person  and  body,  burning  his  hands  and  feet  so  that  he 

W18  laid  up  and  rendered  sore,  sick  and  lame  for  a  long  period  of 

time^    .     .     .     and  was  and  is  and  will  be  painfully  and  seriously 

burned,  scarred  and  permanently  injured  for  the  remainder  of 

his  life."      We  are  of  opinion  that  the  allegation  was  sufficient 

to  permit  proof  of  the  particular  matters  testified  to,  and  that  they 

were  such  as  must  be  anticipated  as  the  natural  and  ordinary  con- 

aequences  of  receiving  a  current  of  electricity  of  such  volume  as 

the  witnesses  have  testified  the  plaintiff  received.     The  defendant 

did  not  ask  to  have  the  complaint  made  more  specific,  and  it  can 

not  be  heard  to  complain  that  the  court,  under  a  general  allegation, 

admitted  proof  of  specific  matters. 

The  defendant  insists  that  the  damages  are  excessive,  and  has 
produced  a  great  number  of  authorities  holding  that  verdicts  for 
like  amounts,  awarded  for  similar  injuries,  were  too  large.  The 
jury  heard  a  detailed  account  of  the  plaintiff's  injuries,  and  saw 
for  themselves  the  condition  of  the  plaintiff's  hands  and  feet. 
We  are  not  warranted  in  disturbing  the  verdict,  unless  the  amount 
of  damages  awarded  is  so  manifestly  disproportionate  to  the  in- 
jury received  as  to  make  it  apparent  that  the  jury  was  influenced 
by  prejudice  or  misapprehension,  or  by  some  corrupt  or  improper 
consideration.      Wall  v.  Livezay,  6  Colo.  474. 
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The  defendant  further  says  that  the  evidence  does  not  sustain 
the  verdict,  and  that,  if  all  its  other  contentions  are  decided  ad- 
versely to  it,  the  judgment  must  be  reversed  because  the  evidence 
fails  to  show  that  the  defendant  has  been  negligent,  but  does  show 
that  the  accident  could  not  have  happened  but  for  a  defect  in  the 
interior  wires  and  fixtures,  which  belonged  to  and  were  under  the 
control  of  the  appellee.     We  are  of  opinion  that  the  evidence  siqh 
ported  the  verdict,  and  that  there  were  facts  testified  to  from 
which  the  jury  was  warranted  in  finding  that  Uie  defendant  wu 
guilty  of  negligence,  or,  at  least,  that  it  failed  to  overcome  dw 
prima  facie  case  made  by  the  plaintiff.      These  facts  appeared 
upon  the  trial :    That  the  defendant  company  was  in  the  ezdusiTe 
control  of  a  plant  for  the  generation  of  electricity ;  that  its  busi- 
ness was  that  of  selling  electricity  for  lighting  purposes ;  that  the 
plaintiff  was  a  member  of  the  family  of  one  of  the  patrons  of  the 
defendant  company ;  that  it  carried  on  its  primary  wires  a  eurrast 
of  1,000  volts ;  that  a  converter  box  under  the  control  of  the  de- 
fendant was  used  for  the  purpose  of  supplying  the  residence  in 
question  with  a  current  of  50  volts,  and  no  more ;  that  if  the  con- 
verter box,  or  transformer,  as  it  is  sometimes  called,  were  in  proper 
condition,  no  more  than  50  volts  would  be  carried  into  the  house 
on  the  secondary  wire,  although  the  primary  wires  carried  very 
much  more  than  1,000  volts ;  that  the  plaintiff,  on  a  certain  even- 
ing, while  attempting  to  turn  on  the  electric  light,  received  a  cur 
rent  of  electricity  into  his  body  of  several  hundred  volts ;  that  the 
shock  rendered  him  unconscious  for  a  time,  his  hands  and  feet 
were  seriously  burned,  and  a  portion  of  one  foot  had  to  be  ampu- 
tated ;  that  after  the  accident  the  city  electrician  made  an  examinft- 
tion  of  the  wiring  in  the  house,  and  an  examination  of  the  con- 
verter box ;  that  a  partial  examination  of  the  fixtures  in  the  hoiue 
disclosed  no  defect,  and  that  the  examination  of  the  converter  box 
did  show  a  defect;  that  the  official  disconnected  the  house  wires 
and  took  out  the  converter  box,  because  it  was  unsafe ;  that  a  cm^ 
rent  of  50  volts  is  not  a  dangerous  current.      With  the  facts  be- 
fore them,  the  jury  was  perfectly  justified  in  returning  a  verdict 
against  the  defendant. 
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Hie  defendant,  in  support  of  its  contention  that  it  was  not 
gailty  of  negligence,  and  that  the  plaintiff  was  guilty  of  contri- 
Iratory  negligence,  introduced  testimony  tending  to  establish  these 
facts :    That  the  plaintiff  could  not  have  received  the  shock  if  he 
Ind  held  the  rubber  key  while  turning  on  the  light,  unless  the  in- 
dde  wiring  was  defective ;  that  the  plaintiff,  when  attempting  to 
tarn  on  the  light,  probably  stood  upon  the  metal  register  connected 
with  the  earth  by  metal  pipes ;  that  he  probably  took  hold  of  the 
brass  trimmings  of  the  incandescent  lamp  instead  of  the  rubber 
key;  that  no  accident  of  the  kind  ever  occurred  at  the  place  before ; 
that,  if  the  voltage  testified  to  as  being  necessary  to  produce  the 
mjuries  had  passed  over  the  wires  in  the  house,  the  light  would 
have  burned  with  a  white  light,  for  an  instant  only ;  that  the  light 
was  used  by  the  denizens  of  the  residence  a  few  moments  after 
the  accident,  and  that  the  light  burned  steadily ;  that  all  the  appli- 
ances of  the  company  are  of  standard  makes,  and  that  the  business 
methods  of  the  company  have  had  the  approval  of  nineteen  years 
of  practical  test,  and  have  been  found  sufficient ;  that  no  evidence 
WIS  offered  showing  that  appellant  failed  to  use  any  precaution 
employed  by  any  other  company ;  that  the  transformer  used  was 
the  best  that  had  been  ascertained  at  that  time,  and  in  that  state 
of  the  science  of  electricity.      But  the  jury,  under  proper  in- 
stractions,  found  against  the  defendant. 

The  fact  that  the  plaintiff,  in  attempting  to  turn  on  the  light, 
touched  not  only  the  rubber  key  but  some  other  part  of  the  fixtures, 
or  that  he  stood  upon  a  metal  register,  cannot  be  regarded  as  a 
want  of  due  care  and-  caution.  The  fact  that  the  interior  fixtures 
may  have  been  out  of  repair  cannot  relieve  the  company  of  the 
responsibility  it  owes  to  the  public,  and  owed  to  the  plaintiff,  to 
not  permit  a  deadly  current  of  electricity  to  enter  the  house,  if 
within  its  power  to  prevent  The  jury  was  instructed  that  even 
if  the  company's  appliances  were  defective  and  the  accident  oe- 
corred  by  reason  of  such  defect,  nevertheless,  unless  the  defendant 
knew  or  could  have  known  by  the  exercise  of  reasonable  care  and 
caution  of  such  defect,  and  have  repaired  the  same  and  thereby 
have  prevented  the  accident,  that  the  plaintiff  could  not  recover. 
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And  the  jury  must  have  found  that  the  appliances  of  the  oompanj 
were  out  of  repair,  and  that  it  could  have  discovered  the  delset 
by  the  timely  test  and  inspection  of  its  transformers. 

We  have  held  in  the  case  of  a  gas  company,  quoting  from 
Koelsch  V.  Philadelphia  Co.,  152  Pa.  355,  25  Atl.  622, 18  L.  R  A 
759,  34  Am.  St.  Rep.  653,  that :    '^  While  no  absolute  standard  of 
duty  in  dealing  with  such  agencies  can  be  prescribed,  it  is  safe 
to  say  in  general  terms  that  every  reasonable  precaution  suggested 
by  experience  and  the  known  dangers  of  the  subject  ou^t  to  be 
taken.      This  would  require,  in  the  case  of  a  gas  company,  ool 
only  that  its  pipes  and  fittings  should  be  of  such  material  and 
workmanship,  and  laid  in  the  ground  with  such  skill  and  care,  u 
to  provide  against  the  escape  of  gas  therefrom  when  new,  bit 
that  such  system  of  inspection  should  be  maintained  n$  would  in- 
sure reasonable  promptness  in  the  detection  of  leaks  that  might 
occur  from  the  deterioration  of  the  material  of  the  pipes,  or  from 
any  other  cause  within  the  circumspection  of  men  of  ordinaiy 
skill  in  business."    United  OH  Company  p.  Boseberry,  80  Cola  -*, 
69  Pac.  688. 

The  testimony  shows  that  a  very  slight  defect  in  the  insqlatioi 
of  the  wires  carrying  currents  for  distribution,  or  the  least  de- 
terioration in  the  materials  used  for  such  insulation,  may  pioduoe 
serious  results,  and  that  the  climatic  conditions  in  this  vicinity 
are  such  that  the  materials  used  for  such  insulation  are  less  durable 
than  in  lower  altitudes.  Reasonable  prudence  and  caution,  then, 
would  require  that  companies  selling  electricity  should  maintain 
a  system  of  frequent  inspection  because  of  the  climatic  conditions 
peculiar  to  this  altitude. 

The  defendant  introduced  a  contract  with  W,  H.  Lawrence,  the 
father  of  the  plaintiff,  by  the  terms  of  which  the  company  agreed 
to  furnish  light  at  a  certain  stipulated  price.  This  was  intro- 
duced, probably,  in  support  of  the  allegations  of  the  supplemental 
answer.  By  this  contract  the  subscriber  agrees  to  comply  with 
all  the  rules,  regulations  and  other  provisions  printed  on  the  con- 
tract On  the  contract  there  is  printed  a  provision  that  in  case 
the  supply  of  light  should  fail  from  natural  causes  or  accident,  in 
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any  way,  the  company  shall  be  liable  for  damages  only  after 
notice,  and  then  only  for  the  abatement  of  rent  during  such  in- 
termption ;  "  nor  shall  it  be  liable  in  any  event  for  damage  to 
person  or  property  arising,  accruing  or  resulting  from  the  use  of 
the  light."  The  object  of  this  provision  is  to  relieve  the  company 
from  the  obligation  it  owes  to  the  general  public  and  its  patrons. 
Stipulations  of  this  character  cannot  relieve  the  company  of  its 
liability  for  failure  to  perform  its  duty,  and  courts  usually  decline 
to  enforce  them,  upon  the  ground  that  they  are  imconscionable  and 
in  contravention  of  public  policy. 

Other  questions  are  presented  by  the  assignment  of  errors,  but 
we  do  not  discuss  them.  We  are  satisfied,  from  an  examination 
of  the  whole  record,  that  substantial  justice  has  been  done  the 
parties ;  that  the  jury  could  not  properly  have  rendered  any  other 
verdict  than  one  holding  the  company  responsible  for  the  injury. 

The  verdict  of  the  jury  being  reasonable  under  the  circum- 
stances shown,  we  shall  affirm  the  judgment.      Affirmed. 

Heath  by  shook  from  olootrio  lamp* — ^In  the  case  of  Alton  Ry,  d 
IlL  Co.  V.  Foulda,  7  Am.  Electl.  Cas.  648,  81  111.  App.  322,  it  appeared  that 
the  plaintiflTa  wife  in  taking  hold  of  the  wire  or  metal  socket  of  an  electric 
lamp  in  her  house  in  the  act  of  lighting  it,  received  a  fatal  shock.  There  was 
evidence  of  a  grounded  primary  wire  and  of  conditions  rendering  it  possible 
for  the  current  to  pass  around  instead  of  through  the  transformer;  neither 
of  which  alone  could,  but  both  together  might,  have  caused  the  deadly  current 
to  enter  the  house,  resulting  in  the  death  in  question.  It  was  held  that  the 
luestion  of  the  defendant's  negligence  was  proper  for  the  jury.  See  note 
%t  end  of  above  case  in  7  Am.  Electl.  Cas.  556. 
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INJURY  TO  EMPLOYEES  BY  CONTACT  WITH  LIVE 

WIRES. 


Tbdfobd  v.  Los  Anqelss  Elbctbic  Co. 

California;  Supreme  Court. 

L  IHJTJBT   to   X7N8KILLED   EMPLOYEE;    DUTY   TO   INSTRUCT. — ^The    plaintiff   waS 

emplojed  by  the  defendant  as  a  common  unskilled  laborer  to  do  the 
ordinary  work  of  digging  holee  for  electric  poles  and  other  general  street 
work.  He  was  directed  by  the  foreman  of  the  defendant  to  go  upon  a 
imaTl  platform  attached  to  a  pole  at  a  distance  of  about  eighteen  feet 
above  the  ground,  and  scrape  one  of  the  electric  wires.  While  engaged 
in  this  occupation  he  received  an  electric  shock  causing  him  to  fall  to 
the  ground,  and  seriously  injuring  him.  He  had  no  knowledge  of  the 
dangers  of  such  work  and  was  not  instructed  or  warned  as  to  such 
danger,  nor  was  he  furnished  with  any  of  the  ordinary  protective  ap- 
pliances used  by  linemen.  It  was  held  that  the  defendant  was  liable  be- 
eause  of  its  failure  to  instruct  and  warn  the  plaintiff  as  to  the  hidden 
dangers;  the  duty  of  imparting  such  instruction  is  personal  to  the  em- 
ployer and  cannot  be  delegated  to  another  employee. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
August  30,  1901 ;  reported,  134  Cal.  76,  66  Pac.  76. 

Gibbon  dc  Hoisted  and  W.  A.  Cheney,  for  appellant 

Henry  T.  Gage  and  W.  T.  Foley,  for  respondents 

Opinion  by  McFabland,  J.: 

This  is  an  action  to  recover  damages  for  personal  injuries  al- 
lied to  have  been  suffered  by  plaintiff  through  the  negligence  of 
defendant.  The  jury  returned  a  verdict  for  the  plaintiff  in  the 
8um  of  $15,000.  Defendant  appeals  from  an  order  denying  its 
motion  for  a  new  trial. 

Defendant  is  a  corporation  engaged  in  furnishing,  carrying,  and 

distributing  electricity  through  the  city  of  Los  Angeles  for  light- 

(636) 
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ing,  motive  power,  etc.,  over  poles  and  running  wires  along  the 
streets  and  public  places  of  said  city.     Plaintiff  was  an  employe 
of  defendant,  and  at  the  time  when  the  injuries  complained  of 
were  received  was  at  work,  about  18  feet  above  the  ground,  on 
one  of  the  poles  of  defendant's  system.     He  was  standing  on  a 
small  platform  attached  to  the  pole,  and  was  engaged  in  scraping 
one  of  the  wires,  when  he  suddenly  fell  to  the  ground,  and  was 
badly  injured.     It  is  not  contended  that  the  place  where  plaintiff 
Avas  working  was  unsafe  on  account  of  its  height,  or  for  any  de- 
fect in  the  platform.     It  is  averred,  however,  in  the  complaint^ 
that  his  fall  was  caused  by  a  strong  electrical  shock,  which  ren- 
dered him  unconscious,  and  threw  him  backwards  to  the  groimd; 
and  there  was  suflScient  evidence  to  warrant  the  jury  in  finding 
that  this  averment  was  true.    At  the  time  of  the  action,  plaintiff 
was  working  under  the  directions  of  one  Burge,  who  was  a  fore- 
man in  charge  of  a  gang  of  men  of  which  plaintiff  was  one,  and 
at  this  time  Burge  was  himself  working  on  the  same  pole,  several 
feet  above  the  platform  on  which  plaintiff  stood.     The  evid^ice 
does  not  make  it  entirely  clear  how  the  current  of  electricity  came 
in  contact  with  plaintiff's  person.     It  is  averred  in  the  complaint 
that  at  the  time  plaintiff  reached  the  platform  there  was  a  strong 
current  running  at  that  point  through  the  wires,  parts  of  whidi 
were  not  insulated.     Defendant  contends  that  this  was  not  true; 
that  the  wires  then  were  all  "  dead  " ;  and  that,  if  plaintiff  was 
touched  by  a  current  at  all,  such  current  was  turned  on  after- 
wards by  the  said  Burge.    And  therefore  defendant  contends  that, 
if  plaintiff  was  injured  at  all  by  a  current  of  electricity  which 
was  negligently  permitted  to  pass  through  the  wires  where  he  was 
working,  the  negligence  was  that  of  Burge ;  that  the  latter  was  a 
co-employe  and  fellow  servant  with  plaintiff;  and  that  plaintiff 
cannot  recover  of  the  employer,  the  defendant,  for  injuries  caused 
by  the  negligence  of  the  fellow  servant,  Burge.    There  is  no  doubt 
that  plaintiff  and  Burge  were,  in  a  general  sense,  fellow  servants. 
This  relation  between  them  was  not  changed  by  the  fact  that 
Burge  occupied  a  superior  position  in  the  general  service.    Dano- 
van  V.  Ferris,  128  Cal.  48,  60  Pac.  519,  aAd  cases  there  cited. 
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If,  therefore,  plaintiff  was  injured  by  the  negligence  of  Burge, 
and  the  negligence  did  not  involve  a  duty  which  the  defendant, 
as  employer,  owed  personally  to  plaintiff,  as  employe,  then  the 
offending  fellow  servant  was  alone  responsible,  and  the  judgment 
against  defendant  was  unwarranted,  as  there  is  no  claim  that 
there  was  any  want  of  care  in  selecting  Burge,  or  that  he  was  in 
in  any  way  incompetent  But  there  are  certain  duties  which  an 
employer  owes  personally  to  his  employes,  and  he  cannot  avoid 
responsibility  for  the  injury  to  one  servant,  caused  by  the  failure 
to  perform  such  duties  by  delegating  their  performance  to  another 
servant  In  such  case  the  fellow  servant  to  whom  the  performance 
of  such  duties  is  assigned  becomes,  with  respect  to  that  particular 
duty,  the  special  representative  of  the  employer, — sometimes 
called  a  vice  principal.  In  such  case  the  negligence  of  the  aetr-  * 
vant  is  the  negligence  of  the  principal,  for  which  the  latter  must 
answer.  See  Davis  v.  Pacific  Co.^  98  Cal.  13,  32  Pac.  646 ;  Callan 
V.  BuU,  113  Cal.  693,  46  Pac.  1017 ;  EUedge  v.  Railway  Co.,  100 
Cal.  282,  34  Pac.  720 ;  Nixon  v.  Selby  Co.,  102  Cal.  458,  36  Pac. 
803.  Some  of  such  duties,  well  established  in  the  law,  are  to  fur- 
nish proper  machinery  and  appliances  and  keep  them  in  repair, 
to  exercise  care  in  selecting  competent  servants,  to  take  reasonable 
care  for  the  safety  of  the  employes,  etc.  It  is  also  one  of  these 
duties  to  give  careful  instructions,  directions,  and  warnings  to  a 
youthful  or  inexperienced  servant  of  unusual  and  hidden  dangers 
of  which  the  employer  i3  aware,  and  of  which  the  servant,  to  the 
employer's  knowledge,  is  ignorant.  Ingerman  v.  Moore,  90  Cal. 
410,  27  Pac.  306,  and  authorities  there  cited ;  Ryan  v.  Los  Anr 
geles  Co.,  112  Cal.  244,  44  Pac.  471,  32  L.  R.  A.  524;  Oibson  v. 
Furniture  Co.,  113  Cal.  1,  45  Pac.  5;  Verdelli  v.  Commercial  Co., 
115  Cal.  517,  47  Pac  364;  Higgins  v.  Williavis,  114  Cal.  176, 
45  Pac.  1041;  ilfu/Zm  v.  Horseshoe  Co.,  105  Cal.  77,  38  Pac.  535; 
HarUey  v.  Construction  Co.,  127  Cal.  232,  59  Pac.  677.  And  in 
such  case  the  employer  cannot  escape  the  responsibility  by  dele- 
gating thi3  duty  to  a  fellow  servant  of  the  person  injured.  See 
cases  above  cited.  Now,  in  the  case  at  bar  it  is  averred  in  the 
complaint  that  plaintiff  was  employed  by  defendant  as  a  common. 
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unskilled  laborar,  to  do  ^^  the  ordinary  work  of  ^^gg'^g  holeB  for 
electric  poles,  repairing  electric  poles,  driving  a  horse  and  wagon^ 
and  in  performing  other  street  work  for  the  maintenance  of  said 
poles  and  wires  used  in  Baid  business  of  the  defendant;  and  said 
work  was  not  of  a  skilled  kind,  nor  was  said  work  of  a  dangevona 
character."  It  is  further  averred  that  the  work  of  a  '^  litMmiMii  " 
in  defendant's  business  required  great  skill  and  care,  and  waa 
of  a  dangerous  character;  that  the  dangerous  character  oi  anch 
work  was  well  known  to  defendant,  but  that  plaintiff  was  iriioilj 
unacquainted  with  the  duties  and  dangers  of  audi  work,  and 
wholly  unskilled  therein, — ^^  all  of  which  was  at  all  times  herein 
stated  known  to  said  defendant ;  and  said  plaintiff  did  not  know, 
nor  was  he  ever  informed  by  said  defendant,  nor  by  any  one  dae^ 
of  the  dangerous  character  of  such  work,  nor  of  the  risk  inddent 
thereto."  And  it  is  further  averred  that,  being  thus,  to  defend- 
ant's knowledge,  inexperienced,  and  ignorant  of  the  dangers  of 
the  work  of  a  lineman  upon  wires,  he  Was,  without  any  inatme* 
tions  or  warning,  and  without  being  furnished  with  rubber  glovei 
or  other  protective  appliances  used  by  linemen,  negligently  or- 
dered by  defendant  to  ascend  said  pole  and  scrape  the  wires. 
While  there  Was  some  conflict  in  the  testimony  as  to  some  of  these 
averments,  there  was  sufficient  evidence  to  warrant  the  jury  in 
finding  that  they  were  true;  and,  this  being  so,  it  was  the  duty 
of  defendant  to  inform  and  warn  plaintiff  of  the  peril  to  whidi 
he  ignorantly  exposed  himself  by  coming  in  contact  with  an  ht 
visible  and  dangerous  electrical  current.  The  contention,  there- 
fore, that  under  the  law  the  verdict  was  not  warranted  by  the 
evidence,  cannot  be  maintained. 

There  are  a  number  of  exceptions  to  instructions  given  by  the 
court  on  its  own  motion,  to  instructions  given  at  the  request  of 
plaintiff,  and  to  the  refusal  of  instructions  asked  by  defendant 
We  do  not,  however,  deem  it  necessary  to  discuss  these  instruo- 
tions  in  detail.  If  the  law  be  as  above  stated, — ^that  is,  if  the  duty 
to  instruct  and  warn  plaintiff  as  above  stated  was  a  duty  which 
defendant  personally  owed  to  plaintiff,  and  which  it  could  not 
avoid  by  delegating  it  to  Burge, — then  the  rulings  of  the  court  in 
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pfiDg  and  refosing  instructions  were  correct.     The  main  objec- 

tioOL  made  by  defendant  to  these  rulings  i^  that  they  should  have 

been  made  upon  the  theory  that  Burge  and  plaintiff  were  fellow 

aerrantB^  and  that  the  general  rule  as  to  injuries  caused  by  the 

ne^igenoe  of  a  fellow  servant  should  be  rigidly  applied  to  the  case 

at  bar^  and  that  defendant  was  not  responsible  if  Burge  neglected 

to  inform  and  warn  plaintiff  of  the  dangers,  to  him  unknown,  to 

whidi  a  compliance  with  Surge's  order  exposed  him.    In  the  in- 

rtmctions  on  other  points  we  see  no  error.     Qnestians  of  fact 

Here  properly  submitted  to  the  jury. 

It  is  strenuously  contended  that  the  verdict  is  excessiva  The 
tmoFont  of  damages  awarded  by  the  jury  was,  under  the  circum- 
stances,  quite  large.  A  smaller  amount  would,  perhaps,  have  been 
more  just  But  we  cannot  say  that,  as  a  matter  of  law,  the  ver- 
diet  ^should  be  set  aside  on  the  ground  of  excessive  damages.  The 
order  appealed  from  is  affirmed. 
We  concur:    Temple  and  Hbnshaw,  J  J. 


d«tj  to  iastmet. — In  the  case  of  Stratiner  v,  WUmingtan  City 
iketrio  Vo^,  3  Pen.    (Del.)   245,  50  Atl.  57,  the  plaintiff,  a  boy  of  about 
Kfenteen  ye«r«  of  age,  was  in  the  employ  of  the  defendant  <96mpany,  and 
while  operating  switches  and  taking  and  registering  therefrom  the  electric 
current  generated  by  the  defendant's  plant,  he  received  an  electric  shock  by 
taking  hold  of  the  handles  of  the  right  hand  switch  and  also  of  the  left  hand 
iwitch  at  the  same  time,  thus  forming  an  electric  circuit.    The  plaintiff  al- 
leged and  testified  that  he  was  not  instructed  by  the  defendant  company  as 
to  the  danger  in  taking  hold  of  the  handles  of  both  switches  at  the  same  time. 
Ihe  conrty  in  charging  the  juiy,  said: 

**A  servant  assumes  aU  the  ordinary  and  apparent  risks  of  his  employment. 
A  master,  as  such,  is  not  an  insurer  of  the  safety  of  his  servant.  It  is  the 
daty  of  the  master  to  give  such  instruction  and  warning  to  his  servant  as 
to  the  dangerous  character  of  his  employment  as  may  reasonably  enable  him 
to  understand  the  peril  to  which  he  is  exposed.  Such  instruction  and  warn- 
ing should  be  measured  in  each  case  by  the  youth,  inexperience,  or  ignorance 
of  the  servant.  If  the  defendant  did  not  so  instruct  and  warn  the  plaintiff, 
and  the  injuries  complained  of  resulted  from  that  cause  alone,  then  the 
plaintiff  would  be  entitled  to  recover.  The  measure  of  such  instruction  in 
case  of  infancy  would  be  modified  according  '  to  the  maturity  and  capacity 
of  the  infant,  his  ability  to  understand  and  appreciate  the  danger,  and  his 
familiarity  with  all  the  surroundings  and  conditions  in  each  particular  case.' 
Weldon  v.  Railroad  Co.,  2  Pennewill,  14,  43  Atl.  156;  Tully  v.  Same,  2  Penne- 
will,    541,   47    Atl.    1019.      Such  maturity,  capacity,  understanding,  and  fa- 
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miliarity  in  this  case  are  to  be  tested  by  the  plaintiff's  condition  at  the  time 
of  the  accident,  and  not  by  any  additional  maturity  or  capacity  thai  may 
have  come  to  him  since  that  time,  if  any  such  there  be.  But,  wfiether  the 
plaintiff  was  so  instructed  and  warned  or  not,  if  he  knew  the  danger  to  which 
he  was  exposed,  or  in  the  exercise  of  reasonable  care  might  have  known  it, 
then  he  assumed  the  risk,  and  would  not  be  entitled  to  recover;  as  in  audi 
case  he  would  be  guilty  of  contributory  negligence." 

In  this  same  connection  see  also  the  case  of  Karozeictki  v,  Wilmington  Citp 
Ry,  Co,,  54  Atl.  746  (Del.  Super.  Ct.),  where  it  appeared  that  the  plaintiff 
was  engaged  in  scrubbing  and  cleaning  a  summer  street  car  while  the  trolley 
pole  was  in  contact  with  the  feed  wire,  and  while  so  engaged  his  hand  came 
in  contact  with  the  end  of  a  live  wire  hanging  down  from  the  top  of  the  car; 
that  thereby  he  received  an  electric  shock  and  was  seriously  injured.  Ib 
charging  the  jury  the  court  directed  that  "  where  the  employment  is  daager- 
ous,  it  is  the  master's  duty,  either  by  general  rules  or  special  instructioiia,  to 
warn  and  inform  his  servant  of  the  danger,  if  by  reason  of  youth  or  inex- 
perience the  servant  is  unacquainted  therewith.  The  measure  of  such  is- 
structions  should  be  gauged  in  all  cases  by  such  youth  or  inexperienee." 


Shanks  v.  Citizens'  General  Eleotbio  Co. 

Kentucky;  Court  of  Appeals. 

1.  Injury  to  lineman  by  defective  wire;  assumption  of  bisk;  knowlbhi 
OF  FOREMAN  NOT  IMPUTED  TO  EMPLOYEE. — The  appellant  was  in  the  em- 
ploy of  the  appellee  as  a  lineman.  He  was  directed  by  the  foreman  of 
the  appellee  to  go  upon  a  pole  of  the  Louisville  Electric  Company  for  the 
purpose  of  repairing  the  wires  of  the  appellee,  which  he  could  not  do  by 
going  upon  one  of  the  poles  of  the  appellee.  While  engaged  in  his  em- 
ployment on  this  pole  he  came  in  contact  with  a  live  wire  belonging  to 
the  Louisville  Company  and  was  severely  burned.  It  appeared  that  he 
had  knowledge  of  the  danger  of  his  employment  and  of  the  insufficiency 
of  the  implements  which  he  was  using.  It  also  appeared  that  the  fore- 
man of  the  appellee  had  been  informed  by  the  foreman  of  the  LouisTille 
Electric  Light  Company  that  the  pole  which  the  appellant  wait  upon 
was  dangerous  and  that  he  should  keep  his  men  off  of  it.  The  appellee'i 
foreman  did  not  give  the  appellant  the  information  thus  obtained.  Tlie 
foreman  was,  therefore,  negligent,  notwithstanding  the  appellant's  knowl- 
edge of  the  dangerous  character  of  the  work,  and  the  appellee  is  liable 
therefor. 
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Appeal  by  plaintiff  from  judgment  for  defendant.     Decided 
October  29,  1903 ;  reported  Ky.  Law  Kep.  — ,  76  S.  W.  379. 

IT 
Emory  H.  Lindenberger  and  W.  J.  O'Conner,  for  appellant 

O'Neal  &  O'Neal,  for  appellee 

Opinion  by  Nunn,  J. : 

The  appellant  appeals  from  a  judgment  of  the  Jefferson  Circuit 
Court  on  a  verdict  rendered  against  hira  on  a  peremptory  instruc- 
tion. The  contention  of  appellant  is  that  he  was  an  employee  of 
appellee,  working  under  the  orders  and  directions  of  a  superior 
by  the  name  of  Holt ;  that  they  were  repairing  the  electric  wires 
of  appellee  at  a  point  near  Third  and  Jefferson  streets,  in  the 
city  of  Louisville ;  that  near  one  of  the  poles  of  appellee  stood  a 
similar  pole  belonging  to  the  Louisville  Electric  Light  Company, 
and  being  unable  to  make  the  connection  of  appellee's  wire  by 
remaining  on  appellee's  pole  with  the  implements  at  hand,  the 
foreman,  Holt,  ordered  and  directed  this  appellant  to  go  over  onto 
the  pole  of  the  Louisville  Electric  Light  Company,  and  to  walk 
out  on  one  of  the  arms  of  this  pole,  where  he  could  reach  the  wires 
of  the  appellee,  so  as  to  stretch  the  slack  out  of  it ;  that  he  was 
able  to  reach  the  wire,  but  could  not  get  the  implement  which  he 
had  for  use,  called  a  "  come  along,"  to  take  hold  of  the  wire  with 
the  insulation  on  it ;  that  his  superior,  Holt,  directed  him  to  take 
his  knife  and  cut  off  the  insulation,  which  he  did,  and  then  clasp 
it  with  this  implement;  that  there  were  electric  wires  above  his 
head  and  on  the  arm  near  his  feet,  belonging  to  the  Louisville 
Company,  and  in  his  effort  to  stretch  appellee's  wire  there  was  an 
involuntary  movement  of  one  of  his  feet,  which  came  in  contact 
with  one  of  the  wires  of  the  Louisville  Company,  which  was  a  live 
wire,  and  his  foot  was  severely  burned ;  that  he  knew  the  position 
he  occupied  was  a  dangerous  one,  but  had  no  thought  of  coming 
in  contact  with  a  live  wire  of  the  Louisville  Company.  He  further 
stated  the  instrument  which  he  had  for  use — the  ^'  come  along  " — 
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was  not  a  proper  and  safe  instrument  for  such  use ;  that  a  rope  with 
a  knot  in  it  was  the  proper  and  safe  thing,  but  which  had  not  been 
furnished. 

This  court  is  at  a  loss  to  determine  certainly  the  meaning  of  the 
lower  court  in  the  bill  of  exceptions  in  the  use  of  this  language: 
"  The  official  transcript  of  the  evidence,  showing  correctly  all  the 
objections  and  exceptions  made  and  taken,  and  ruling  of  the  court 
thereon,  is  filed  herewith,  as  a  part  of  this  bill,  marked  *  Transcript 
of  Testimony.'     Such  testimony  was  taken  down  in  shorthand, 
and  subsequently  transcribed  by  the  stenographer,  and  the  tran- 
script is  a  full,  accurate,  and  correct  transcript  of  the  testimonj 
in  the  case,  except  that  it  omits  a  statement  which  the  plaintiff 
says  was  made  by  John  (Jeywitz,  a  witness  in  his  behalf,  to  the 
effect  that  he  warned  the  defendant's  foreman.  Holt,  that  its  men 
would  be  hurt  if  he  sent  them  on  the  pole  of  the  Louisville  Electric 
Light  Company  at  Third  and  Jefferson  streets."    There  appear  ib 
the  record  the  affidavits  of  John  Qeywitz,  Emory  H.  Lindenberger, 
one  of  the  counsel  for  appellant,  C.  E.  Dinwiddie,  and  Robert  N. 
Krieger,  to  the  effect  that  Gteywitz  gave  such  testimony  on  tlie 
trial  of  the  action.    While  it  is  not  clear,  we  are  of  the  opinion, 
from  the  language  of  the  court  in  the  bill  of  exceptions,  that  it 
intended  to  adopt  this  statement  as  a  part  of  the  testimony  of  Qej- 
witz.    There  was  no  testimony  offered  by  appellee,  for  at  the  end 
of  appellant's  testimony  there  was  a  peremptory  instruction  given 
to  find  for  appellee. 

We  are  of  the  opinion  that  the  lower  court  erred  in  the  giving 
of  this  peremptory  instruction.  There  was  evidence  tending  to 
support  appellant's  claim.  In  the  case  of  /.  C  R.  Co.  v.  Lanagan, 
76  S.  W.  32,  the  court  said :  "  There  are  certain  risks  which  a 
laborer  assumes  as  an  incident  of  his  employment.  Among  these 
is  that  of  the  ordinary  negligence  of  his  fellow  servants.  Althou^ 
each  servant  in  the  common  employment  is  a  representative  of  the 
master,  to  the  extent  that  he  is  acting  within  the  scope  of  his  duties, 
yet  for  many  kinds  of  ordinary  neglect  towards  his  fellow  servants 
the  master  may  not  be  liable  for  resulting  injuries.  However, 
there  are  certain  duties  which  the  master  owes  to  his  servants  that 
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are  primary  and  personal  in  their  nature,  and  which  he  may  not 
delegate  to  another,  so  as  to  escape  liability  for  their  nonperform- 
ance.    Among  these,  he  owes  to  his  servants  to  furnish  them  a 
reasonably  safe  place  to  do  their  work,  and  must  furnish  them 
reasonably  safe  tools  and  appliances  with  which  to  do  it.     .     •     . 
So,  where  the  master  assigns  or  imposes  upon  one  of  his  servants 
the  duty  of  representing  him  in  providing  these  means,  the  ser- 
vant's acts  are  deemed  to  be  those  of  the  master,  and  for  a  simple 
n^lect  by  such  servant  the  master  is  responsible  as  though  he  acted 
in  person."    The  appellee  contends  that  appellant's  own  testimony 
fihowB  that  he  was  aware  of  the  danger  incident  to  his  work,  and  of 
the  defective  and  insuflScient  appliances  furnished  him  with  which 
to  do  the  work,  and  for  these  reasons  the  court  was  right  in  giving 
the  peremptory  instruction.     Upon  this  subject  the  court,  in  the 
same  case,  said :    "  We  understand  the  rule  on  this  subject  to  be 
that  if  the  danger  or  risk  is  such  that  a  prudent  man  would  have 
refused  to  do  the  work  under  the  circumstances,  because  of  the 
danger,  then  the  servant  will  act  at  his  peril  in  undertaking  it. 
fint  when  the  probability  of  injury  is  such  that  the  minds  and  judg- 
ments of  prudent  men  might  well  differ  upon  the  certainty  of  its 
liappening,  or  with  regard  to  whether  the  force  or  appliances  are 
i^asonably  safe  or  adequate  to  the  performance  of  the  task,  and 
where  the  master  insists,  after  objection,  that  the  servant  proceed 
with  the  work,  or  assures  him  that  the  force  is  adequate  or  the 
machinery  safe,  then  the  servant  has  the  right  to  rely  upon  the 
master's  presumed  superior  knowledge.     The  risk  is  thereby  as- 
sumed entirely  by  the  master,  and  he  impliedly  assures  the  servant, 
who  relies  upon  his  statement,  or  who  obeys  his  positive  direction, 
that,  if  he  (the  master)  is  in  error  as  to  the  safety,  he  would  in- 
demnify the  obedient  servant  against  the  consequences."     If  the 
foreman  of  the  Louisville  Electric  Light  Company  had  given  Holt, 
the  foreman  of  appellee,  information  that  this  pole  at  the  comer 
of  Third  and  Jefferson  was  dangerous,  and  told  him  to  keep  his 
men  off  of  it,  for  they  might  get  hurt,  then  it  was  certainly  negli- 
gence for  appellee's  foreman  to  direct  appellant  to  get  upon  this 
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pole  to  perform  labor,  and  especially  without  giving  him  the  in* 
formation  he  had  received  with  reference  thereto. 

For  these  reasons,  the  judgment  of  the  lower  court  is  reversed, 
and  the  cause  remanded  for  further  proceedings  consistent  here- 
with. 

Liability  for  injury  to  Employee  of  Electric  Company. 

1.  In  general. 

2.  Special  dangers  as  to  employment  pertaining  to  electrical 

a.  Qeneral  rule. 

b.  Use  of  rubber  gloves. 

c.  Duty  to  instruct. 

3.  Latent  defects  in  appliances. 

a.  Duty  of  employer. 

b.  Injuries  caused  by  defective  insulatioiL 

c.  Injuries  caused  by  latent  deficts. 

4.  Selection  of  appliances  by  employee. 

1«  la  ceattraL — It  is  the  duty  of  an  electrical  company  to  vuardait 
able  care  to  protect  its  employees  from  injury  caused  by  contact  with  dtetrii 
wires.     In  the  exercise  of  such  care  it  becomes  the  duty  of  the  company  ti 
furnish    its    employees    with    safe    appliances    and    to    keep    the    same  ii 
reasonable  repair,  and  also  to  furnish  its  employees  with  a  reasonalily  9h 
place    in    which    to    perform    their    duties.      As    held    in    the    caM  d 
Essex  County  Elec,  Co.  v.  Kelly,  5  Am.  Electl.  Cas.  364,  57  N.  J.  L.  100,  9 
Atl.  427,  the  duty  of  a  master  to  a  servant  in  his  employ  is  to  take  reaioi- 
able  care  and  precaution  not  to  subject  the  servant  to  other  or  greater  daogm 
than  those  which  are  obvious  or  naturally  incident  to  the  employment,  tki 
risk  of  which  the  servant  takes  by  accepting  employment ;  the  master  mmk 
take  reasonable  care  to  furnish  tools  and  appliances  with  which,  and  to  have 
the  places  on  or  about  which,  the  servant  is  employed  to  work,  reasonably 
safe  for  the  work. 

But  the  duty  of  any  employer  to  protect  and  care  for  his  employee  is  subJMl 
to  the  well  settled  doctrine  that  the  employee,  by  accepting  employBUBl, 
consents  to  take  the  risk  of  all  dangers  obviously  or  naturally  incident  to 
such  employment. 

2.  Special  daasers  as  to  employmsmt  pertalalac  ta  •loatfleal 
systems. 

(o)  General  rule. — An  electric  company  does  not  insure  the  safety  of  iti 
employees.  The  risks  of  employment  pertaining  to  the  use,  operation  and 
maintenance  of  electric  wires  and  appliances  is  commonly  known  to  everjooe. 
A  person  entering  the  employment  of  an  electric  company  will  then  be  bdd 
subject  to  the  general  rule  that  the  known  and  ordinary  risks  of  such  em- 
ployment are  assumed  by  him.  Flood  v.  W.  U.  Tel.  Co.,  4  Am.  Electl.  Ou. 
402,  131  N.  Y.  603,  30  N.  E.  196.     The  rule  as  stated  by  Mr.  Joyce  (Joyce  oa 
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Electric  Law,  sec.  652 ) ,  is  as  follows :     "  Electrical  companies  do  not  insure 

tlie  safety  of  their  employees,  but  the  latter  are  subject  to  the  general  rule 

that  one  who  chooses  to  enter   into  an  employment,   inyolving  danger  of 

penoDAl  injury,  which  the  master  himself  might  have  avoided,  assumes  all 

risks  incident  to  the  employment  and  which  are  known  to  him,  or  are  either 

pUin  and  obvious,  and  which  he  has  no  reason  to  expect  will  be  counteracted 

or  removed,  and  that  the  employee  connot  recover   for   injuries   resulting 

from  such  dangers."     Citing  McOorty  v.  Southern  N,  E.  Eelephane  Co,,  69 

Conn.  635,  38  Atl.  359;  Soutar  v.  International  Elec.  Co.,  68  Minn,  18,  70 

N.  W.  796 ;  W.  U.  Tel  Co.  v.  McMuUen,  6  Am.  Electl.  Cas.  338,  58  N.  J.  L. 

155,  33  Atl.  384,  32  L.  R.  A.  351.    In  the  case  last  cited  it  was  held  that  a 

servant  assumes  the  ordinary  risks  incident  to  his  employment,  and  also 

risks  arising  in  consequence  of  special  features  of  danger  known  to  him,  or 

which  he  could  have  discovered  by  the  exercise  of  reasonable  care,  or  which 

ilK>ttld  have  been  observed  by  one  ordinarily  skilled  in  the  employment  in 

which  he  engages. 

(6)  Use  of  rubber  gloves, — ^An  experienced  lineman,  who,  discarding  the 

mbber  gloves  furnished  him  by  an  electric  light  company  employing  him, 

toacbes  with  his  bare  hands  the  obviously  uninsulated  ends  of  live  wires  for 

the  purpose  of  connecting  them,  assumes  the  risks  of  his  employment,  and 

damages  for  his  death   thus  caused    cannot   be   recovered    of   the   company. 

^umar  v.  Mo,  Elec  L.  d  P.  Co,,  5  Am.  Electl.  Cas.  369,  127  Mo.  79,  29  S.  W. 

988.    The  court,  in  summing  up  the  facts  appearing  in  this  case,  said:     "It 

teems  very  clear  that  this  misfortime  befell  the  decedent  through  his  neglect 

to  use  the  rubber  gloves  provided  for   this  very  work.     He  assumed   the 

risk  of  handling  these  wires  charged  with  electricity.    The  employment  was 

fvry  hazardous  and  inherently  dangerous  in  its  very  nature,  but  he  imder- 

iook  it  with  knowledge  of  its  dangers,  and  he  was  bound  to  exercise  care 

to  avoid  the  consequences.    The  evidence  shows  most  concfusively  that,  by 

his  own  neglect  of  the  means  furnished  him  by  his  employer,  be  brought  his 

hands  in  contact  with  the  wires  and  lost  his  life."     But  in  the  case  of  Ear- 

roun  V.  Brush  Elec.  L.  Co,,  6  Am.  Electl.  Cas.  351,  12  N.  Y.  App.  Div.  126, 

42  N.  Y.  Supp  716,  it  appeared  that  the  plaintiff's  intestate,  a  lamp  trimmer, 

was  killed  by  an  electric  shock  while  engaged  in  trimming  a  street  lamp. 

It  was  held  that  his  failure  to  wear  rubber  gloves  while  engaged  in  such 

work  was  not  necessarily  conclusive  upon  the  question  of  contributory  negli- 


(c)  Duty  to  instruct, — Dangers  that  are  the  result  of  common  knowledge 
which  can  readily  be  seen  by  common  observation,  the  servant  assumes  the 
risk  of;  but  when  the  danger  to  be  avoided  requires  a  knowledge  of  scientific 
facta,  an  ordinary  servant  is  not  presumed  to  have  knowledge  of  them  and 
it  is  the  duty  of  the  master  knowing  them  to  inform  the  servant  in  respect 
liiereto.  Chicago  Edison  Co.  v.  Hudson,  16  III.  App.  639.  In  the  case  of 
Myhan  v.  Louisiana  Elec.  L.  d  P,  Co,,  41  La.  Ann.  964,  6  So.  799,  17  Am.  St. 
Bcp.  436,  it  was  held  that  an  electric  light  company  is  bound  specially  to 
warn  its  employee  of  the  nature  of  the  danger  arising  from  contact  with 
ita  exposed  wires,  and  it  will  not  be  excused  in  case  of  injury  uidess  it 
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proves  that  the  employee  well  knew  the  danger,  and,  notwithstanding, 
posed  himself  willingly  and  deliberately  to  it.  The  presumption  is  that 
an  employee  was  ignorant  of  the  danger  arising  frcmi  the  contact,  and  ii 
case  of  injury  the  burden  of  positive  proof  is  on  the  company  to  show  notin 
and  knowledge  of  the  danger  on  the  part  of  the  employee.  In  the  case  of 
Carr  v.  Manchester  Eleo,  Co,,  7  Am.  Electl.  Cas.  746,  70  N.  H.  308,  48  Afl. 
286,  it  was  held  that  an  electric  light  company  was  not  chargeable  with  nc^- 
gence  in  failing  to  inform  its  employee  that  there  was  greater  dangv  ii 
handling  electric  wires  in  wet  weather  than  in  dry. 
3.  Latent  defects  la  applianeea. 

(a)  Duty  of  employer. — ^It  being  conceded  that  employment  in  conneetioi 
with  electric  devices  is  dangerous,  the  employer  is  legally  held  to  the  greatMt 
care  and  diligence  in  the  selection  of  the  necessary  materials  and  appUanees 
and  in  everything  else  calculated  to  insure  the  safety  of  the  employw  la 
the  prosecution  of  his  work.    Clarain  v.  W.  U,  Tel.  Co.,  2  Am.  Electl.  Ou.  944^ 
40  La.  Ann.  178;  Railroad  Co.  v.  Derby,  14  How.  (U.  8.)  486;  Colorado  Jlsn 
Co.  V.  Lubbere,  2  Am.  Electl.  Cas.  361,  11  Colo.  505,  19  Pac  479.    It  is  ii- 
dispensable  to  the  employer's  exemption  from  liability  to  his  servants  for  tki 
consequences  of  risks  thus  incurred,  that  he  should  be  free  from  me^figBan. 
He  must  furnish  the  servant  with  the  means  and  appliances  which  the  oervifle 
requires  for  its  efficient  and  safe  performance;  and  if  he  fail  in  that  nopeet, 
and  an  injury  result,  he  is  liable  to  the  servant  as  he  would  be  to  a  straagor. 

(b)  Injuries  caused  by  defective  insulati^^. — ^In  view  of  the  subtle  sii 
dangerous  nature  of  electricity,  an  employer  in  using  it  is  bound  to  the 
exercise  of  a  very  high  degree  of  care  for  the  protection  of  his  emplojMi 
against  injury  from  such  use.  The  accidental  crossing  or  contact  of  wim, 
caused  by  their  sagging  or  breaking,  or  by  high  winds  and  other  eauses^  sii 
the  consequent  charging  of  the  wire  carrying  a  light  current  with  a  daogeratt 
current  from  a  more  heavily  charged  wire,  is  of  sufficiently  frequent  noenr- 
rence  to  suggest  to  an  employer  the  liability  of  accident  from  such  a  oasse, 
and  to  require  him  to  take  precautions  against  injury  to  his  emptoyMi 
thereby.  Moran  v.  Corliss  Steam  Engine  Co.,  7  Am.  Electl.  Cas.  743,  21  R.  L 
386,  43  Atl.  874.  And  in  the  case  of  Kraatz  v.  Brush  Eleo.  L.  Co.,  3  An. 
Electl.  Cas.  491,  82  Mich.  457,  46  N.  W.  787,  it  was  held  that  the  stringiig 
of  wires  by  an  electric  light  company  so  that  the  wires  of  one  circuit  croH 
another,  and  so  that  a  slight  sagging  of  one  wire  will  bring  the  two  is 
contact,  thus  wearing  off  the  insulation  and  leaving  the  wires  bare^  and 
maintaining  one  circuit  as  a  live  one,  while  employees  are  set  at  work 
handling  with  bare  hands  the  wires  of  the  dead  circuit  so  crossing  the  wim 
of  the  live  one,  is  plain  and  unexcusable  negligence. 

The  rule  has  been  stated  in  respect  to  the  use  of  electricity  for  tlhe  opera- 
tion of  electric  railways  as  follows:  "When  the  Legislature  authorizes  a 
corporation  to  use  such  an  agency  as  electricity  in  the  public  streets,  the 
law  implies  the  duty  of  using  a  very  high  degree  of  care  in  the  construction 
and  operation  of  the  appliances  for  the  use  of  that  agency,  requiring  the 
corporation  to  employ  every  reasonable  precaution  known  to  those  possessed 
of  the  knowledge  and  skill  requisite  for  the  safe  treatment  of  such  an  agency, 
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for  pitmding  against  all  dangers  incident  to  its  use,  and  holds  it  accountable 
for  an  injury  to  any  person  due  to  the  neglect  of  that  duty,  whether  the 
person  injured  is  or  is  not  one  of  its  own  employees/'     McAdam  v.  Central 
Jty.  Elee,  Co,,  6  Am.  Electl.  Cas.  348,  67  Conn.  445;  35  Atl.  341.     In  the  case 
of  Mitchell  v.  Raleigh  Elect,  Co.,  7  Am.  Electl.  Cas.  644,  129  N.  C.  166,  39 
S.  E.  801,  the  facts  were  as  follows:    The  plaintiff's  intestate  was  in  the 
tmploy  of  a  telephone  company,  and  was  assisting  in  stringing  a  wire  upon 
the  poles  of  said  company.    Such  poles  were  some  ten  feet  higher  than  those 
of  the  defendant.    In  letting  out  the  wire  from  one  telephone  pole  to  another 
it  came  in  contact  with  an  electric  light  wire  and  the  plaintiff's  intestate  was 
fatally  shocked.    The  light  wire  was  not  insulated  as  required  by  a  mimici- 
pal  ordinance.    The  electric  company  was  held  negligent.    The  court  said: 
*"nie  evidence  in  the  case  at  bar  shows  that  defendant's  wires  were  strung 
on  poles  along  the  same  street  with  those  of  the  Bell  Telephone  Co.    At 
places,  as  in  this  case,  one  set  of  wires  diagonally  crossed  the  other  at  a 
distance  of  only  about  ten  feet.     Each  ihad  a  common  right,  and  it  was  the 
duty  of  each  to  exercise  all  reasonable  precautions  for  the  prevention  of 
i&jary  to  the  servants  who  may  be  sent  there  in  the  performance  of  duty. 
Each  is  bound  to  know  that  the  servants  of  the  other  may  come  in  contact 
with  its  wires." 

(e)  Injuries  caused  by  latent  defects. — ^A  servant  is  chargeable  with  knowl- 
edge of  those  defects  only  that  are  open  to  his  observation.  Missouri  Pacific  Ry. 
Co.  V.  Lehmherg,  75  Tex,  61,  12  S.  W.  838;  Denham  v.  Trinity  County  Light 
Co.,  73  Tex.  78,  11  S.  W.  151.  An  employee  is  not  bound  to  inquire  as  to 
latenty  but  only  patent,  defects  in  machinery  and  may  assume  that  this 
inquiry  has  been  made  by  the  employer,  upon  whom  the  duty  devolves;  and 
although  the  servant  may  know  of  the  defects,  this  will  not  defeat  his  claim 
for  damages  for  injury,  unless  it  be  shown  that  he  knew  that  the  defects  were 
dangerous.  Myhan  v.  Louisiana  Elec,  L.  ffi  P.  Co.,  41  La.  Ann.  964,  6  So. 
799,  17  Am.  St.  Rep.  436.  In  the  case  of  Essex  County  Elec.  Co.  v.  Kelly, 
5  Am.  Electl,  Cas.  360,  57  N.  J.  L.  100,  29  Atl.  427,  it  was  held  that  when 
a  servant  receives  an  injury  from  a  latent  defect  in  appliances  furnished  to 
him  by  his  employer  to  be  used  by  him  as  a  lineman,  evidence  to  establish 
the  master's  liability  for  such  defect  must  justify  the  inference  that  he 
cither  knew  or  by  the  exercise  of  the  care  required  of  him,  might  have 
known,  of  the  defect;  but  he  will  not  be  responsible  for  a  defect  which  the 
most  careful  scrutiny  would  not  have  disclosed. 

4.  Seleetlon  of  appliances  by  employee. — Where  the  employee  who 
had  been  long  employed  and  carefully  instructed  as  to  his  duties  and  the 
dangers  incident  thereto,  was  killed  while  in  the  discharge  of  his  duty  by  the 
passage  of  an  electric  current  through  his  body,  caused  by  the  use  by  him  of 
a  defective  "  shunt-cord,"  and  it  appeared  that  the  defects  in  such  device 
were  patent,  and  that  the  employee  had  selected  it  from  several  others  at 
the  office  of  the  employer,  leaving  a  number  which  were  perfect,  it  was  held 
that  tlie  company  was  guilty  of  no  negligence,  but  that  the  employee  himself 
was  negligent,  and  no  recovery  could  be  had  for  his  death.  Piedmont  Elec. 
III.  Co.  V.  Patterson's  Adm'x,  2  Am.  Electl.  Cns.  ^oO,  84  Va.  747,  6  S.  E.  4. 
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New  Omaha  Thomson-Houston  Electric  Light  Co.  v.  Dkkt. 

Ifebraska;  Supreme  Court. 

1.  Injubt  to  EMPLOYEE;  coNTBiBnTOBT  NEOUOENCB. — In  ftn  actlon  for  IMgli- 

gence,  when  contributory  negligence  is  relied  upon  as  a  defmae,  the  htt' 
den  of  proof  is  upon  the  defendant  to  establish  such  defense,  unless  sos- 
tributory  negligence  is  disclosed  by  the  petition,  or  by  the  eridfoee  is- 
troduced  by  the  plaintiff  in  making  his  case.  Where  the  evideaee  os 
the  question  either  of  negligence  or  contributory  negligence  is  of  suck  t 
character  that  reasonable  minds  might  honestly  differ  as  to  the  infer- 
ence to  be  drawn  therefrom  as  to  such  questions,  a  finding  either  my 
thereon  cannot  be  said  to  be  insufficiently  supported  by  the  eridenee. 

2.  Duty  to  pbotect  employee;  notice  of  defect. — ^An  employee  has  a  rigkt 

to  assume  that  his  employer  has  taken  due  precautions  to  insure  kh 
safety,  and  that  the  tools,  appliances  and  material  furnished  by  the  «- 
ployer  are  reasonably  safe.  Aliter,  where  the  employee  has  notiee  sf  tti 
defective  condition  of  such  tools,  appliances  or  material,  or  d  iMto  ni- 
cient  to  put  a  man  of  ordinary  prudence  on  inquiry. 

3.  Refusal  to  instbuct. — ^The  refusal  to  give  an  instruction,  proper  in  km, 

is  not  ground  for  reversal,  where  such  instruction  is  based  on  a  iMt  thi 
existence  of  which  the  jury  negative  by  a  special  finding  supported  If 
the  evidence. 

(Syllabus  by  the  court.) 

Commissioners'  opinion.  Department  No.  3.  Error  brought 
by  defendant  from  judgment  for  plaintiff.  Decided  Mardi  4, 1903; 
reported  93  N.  W.  966. 

Rich  &  Clapp,  for  plaintiff  in  error. 

r.  e7.  Mdhoney,  for  defendant  in  error. 

Opinion  by  Albert,  C.  : 

On  the  2d  day  of  August,  1900,  Thomas  B.  Dent  commenced 
work  as  a  lineman  for  the  New  Omaha  Thomson-Houston  Electric 
Light  Company,  which  at  that  time  owned  and  operated  an  elec- 
tric light  system  in  the  city  of  Omaha.  On  the  same  day,  in  the 
course  of  his  employment,  he  was  engaged  in  fastening  wires  on 
insulators  on  the  cross-bars  of  a  pole,  upon  which  a  number  of 
wires  were  strung,  radiating  therefrom  to  the  four  points  of  the 
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compass.  The  wires  were  strung  on  four  sides  of  the  pole,  and 
wires  of  different  polarity  were  on  each  of  the  four  sides.  The 
insulating  material  on  the  wires  was  old  and  rotten,  and,  while 
Dent  was  fastening  one  of  the  wires  to  the  glass  insulator,  the 
insulating  material  on  the  wires  broke  or  cracked  on  the  side  of 
the  glass  insulator  opposite  to  him,  as  he  supported  himself  at 
work  on  the  pole  at  some  distance  from  the  ground.  In  attempt- 
ing to  fasten  another  wire  he  used  a  pair  of  iron  or  steel  pliers 
to  handle  it  While  thus  engaged  his  elbow  came  in  contact  with 
the  other  wire  at  the  point  where  the  insulation  was  cracked  or 
broken,  and,  the  wires  being  alive  and  of  different  polarity,  the 
current  passed  through  his  body  and  killed  him.  The  widow  of 
the  deceased  was  appointed  administratrix  of  his  estate,  and 
brought  this  action  against  the  electric  light  company  for  dam- 
ages on  account  of  the  death  of  her  husband,  charging  that  death 
was  caused  by  the  negligence  of  the  defendant  company.  The 
petition  contains  three  specifications  of  negligence :  (1)  The  use 
of  wires  on  which  the  insulation  had  become  old  and  unsafe ;  (2) 
placing  wires  of  opposite  polarity  on  the  same  side  of  the  poles 
upon  which  the  deceased  met  his  death;  and  (3)  not  cutting  off 
the  current  from  wires  on  which  the  deceased  was  at  work  when 
killed.  The  answer  denied  any  and  all  negligence  on  the  part  of 
the  defendant,  and  charges  contributory  negligence  on  the  part 
of  the  deceased.  The  reply  is  a  general  denial.  The  jury  found 
for  the  plaintiff,  and  judgment  was  given  accordingly.  The  de- 
fendant brings  error. 

The  court,  among  other  things,  instructed  the  jury  as  follows : 
"(10)  An  employee  is  under  the  same  legal  duty  to  care  for  his 
own  safety  that  his  employer  is  to  provide  for  his  protection  from 
accidents.  It  was  the  duty  of  James  K.  Dent,  while  in  the  per- 
formance of  his  work,  as  a  lineman,  to  exercise  ordinary  and  rea- 
sonable care  and  caution,  under  the  circumstances  of  his  situation, 
to  avoid  electric  shocks  and  consequent  death.  While  he  had  a 
right  to  assume  that  the  defendant  had  used  ordinary  care  and 
diligence  to  make  it  reasonably  safe  for  him  to  work  on  live  wires, 
yet  he  was  not  at  liberty  to  close  his  eyes  to  defects  of  insulation 
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which  were  open  and  obvious,  or  which  he  might  have  seen  by 
using  ordinary  and  reasonable  care  and  caution.  If  you  believe 
from  the  preponderance  of  the  evidence  that  the  insulation  on 
wire  called  No.  2  was  broken  by  said  Dent  when  he  tied  said  wire 
aroimd  the  glass  insulator,  and  if  you  further  find  from  the  pre- 
ponderance of  the  evidence  that  said  break  in  the  insulating  mft- 
terial  on  said  wire  was  open  and  obvious  to  said  Dent,  or  that  he 
ought  to  have  seen  it  by  an  exercise  of  ordinary  care  on  his  part 
before  he  attempted  to  tie  on  the  next  wire,  then  your  verdict 
must  be  for  the  defendant,  even  though  defendant  might  have 
been  negligent." 

The  defendant  insists  that  the  verdict  is  contrary  to  the  fore- 
going instruction,  because  the  evidence  is  undisputed  that  the 
break  or  crack  in  the  insulation,  which  permitted  the  deceased's 
arm  to  come  in  contact  with  the  wire,  was  on  the  top  of  the  torn 
in  the  wire,  and  in  full  sight,  so  that,  if  he  did  not  see  it,  he  should 
have  seen  it,  and  protected  himself  against  it.  But  there  is  suffi- 
cient evidence  to  sustain  a  finding  that  the  insulation  on  this  wiie 
was  about  ten  years  old;  that  the  ordinary  life  of  insulation  is 
from  three  to  four  years ;  that  the  use  of  such  wire  by  the  defend- 
ant was  negligence;  and  that,  if  insulation  had  been  reasonably 
good,  the  break  would  not  have  occurred.  Now,  while  it  is  true 
that  the  employee  assumes  the  ordinary  risks  incident  to  his  em- 
ployment, it  is  also  true  that  he  has  a  right  to  assume  that  Us  em- 
ployer has  taken  due  precautions  to  insure  his  safety.  The  de- 
ceased was  at  work  on  a  pole  some  distance  from  the  ground ;  his 
feet  rested  on  a  cross-bar,  and  he  maintained  his  position  by  means 
of  a  supporting  belt;  the  wire  on  which  the  break  occurred  was 
about  opposite  his  shoulders,  and  another  wire  passed  between 
his  body  and  the  pole.  In  order  to  see  this  break  he  would  have 
had  to  lean  forward,  and  look  around  or  over  the  glass  insulator 
on  which  the  wire  was  fastened.  The  break  of  the  insulation^ 
therefore,  was  not  obvious  in  the  sense  that  it  was  directly  within 
range  of  his  vision.  As  before  stated,  he  had  the  right  to  assume 
that  his  employer  had  taken  due  precautions  to  insure  his  safety. 
Acting  on  that  assumption,  he  was  not  required  to  guard  against 
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dangers  arising  from  the  use  of  defective  material  or  appliances, 
and  it  cannot  be  imputed  to  him  for  negligence  that  he  failed  to 
look  for  a  break  in  the  insulation,  which  would  not  have  occurred 
had  his  employer  taken  due  precautions  to  insure  the  safety  of  its 
employees. 

But  it  is  urged  that  he  knew  the  insulation  was  defective,  be- 
cause he  had  called  attention  to  it  in  the  forenoon,  and  had  been 
told  that  it  could  not  be  trusted.  But  the  evidence  on  this  point  is 
that,  at  another  point  on  the  line,  and  some  hours  before  the  acci- 
dent, the  deceased  had  called  attention  to  the  fact  that  the  insulat- 
ing material  was  hanging  in  strips  from  the  wire  at  this  point,  and 
was  there  told  that  it  was  defective  and  unsafe.  But  the  defect  at  that 
point  was  patent,  and  of  a  character  to  arrest  the  attention  of  ordi- 
nary persons,  because,  as  before  stated,  it  was  hanging  in  strips 
from  the  wires.  But  there  is  no  evidence  that  the  insulating  ma- 
terial on  the  wires  at  the  point  where  the  accident  occurred  was 
obviously  defective,  or  that  there  was  anything  about  it  to  indicate 
to  a  person  not  an  expert  that  it  was  old  or  unsafe.  It  is  con- 
tended, however,  that  the  deceased  was  an  experienced  man,  and 
must  have  known,  from  the  appearance  of  the  insulating  material 
on  the  wire  on  which  he  was  engaged,  that  it  was  old  and  defective. 
The  evidence  does  show  that  the  deceased  was  an  experienced  line- 
man, but  it  falls  far  short  of  showing  that  his  experience  was  of 
such  a  character  as  to  enable  him  to  judge  of  the  age  or  quality  of 
insulating  material.  In  fact,  it  does  not  appear  that  he  had  any 
experience  with  insulated  wires,  or  wires  carrying  dangerous  cur- 
rents. His  experience,  so  far  as  is  disclosed  from  the  evidence, 
was  confined  to  telephone  and  telegraph  lines.  Neither  the  plead- 
ings of  the  plaintiff,  nor  the  evidence  in  support  thereof,  disclosed 
any  negligence  on  the  part  of  the  deceased.  Therefore,  on  the 
question  of  contributory  negligence,  the  burden  of  proof  was  upon 
the  defendant.  That  being  true,  in  the  face  of  an  adverse  verdict, 
the  complaint  that  a  finding  involved  therein  is  not  sustained  by 
8u£Scient  evidence  is  unfounded,  unless  the  evidence  on  that  point 
is  of  such  a  character  that  the  only  reasonable  inference  to  be  drawn 
therefrom  is  that  the  negligence  of  the  deceased  directly  con- 
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tributed  to  the  injury.     The  evidence  before  us  is  not  of  that 
character. 

The  defendant  contends  that  the  second  and  third  specificatioiu 
of  negligence  in  the  petition  are  not  sustained  by  the  evidence. 
As  to  the  third,  the  court  directed  a  finding  in  favor  of  the  de- 
f endant,  so  it  requires  no  further  notice.     As  to  the  second,  tliere 
is  evidence  sufficient  to  sustain  a  finding  that,  had  only  wires  of 
the  same  polarity  been  strung  on  the  same  side  of  the  pole,  tbe 
accident  would  not  have  occurred.     It  is  true  there  is  a  substn* 
tial  conflict  in  the  evidence  as  to  whether  it  would  have  been  pn^ 
ticable  or  advantageous  to  put  only  wires  of  the  same  polarity  on 
the  same  side  of  the  pole.     But  the  gist  of  the  action  is  whether  die 
defendant  did,  or  omitted  to  do,  that  which  a  man  of  ordinary  care 
and  prudence,  under  like  circumstances,  having  a  due  regard  for 
the  safety  of  his  employees,  would  not  have  done  or  omitted, 
and  whether  the  injury  complained  of  was  the  proximate  result  of 
such  act  or  omission.     Such  questions  on  the  record  presented  axe 
questions  of  fact,  and,  having  been  resolved  against  the  defendant 
on  conflicting  evidence,  the  findings  should  not  be  disturbed. 

The  defendant  complains  of  the  refusal  of  the  court  to  give  the 
following  instruction :  "The  jury  are  instructed  that  if  the  insula- 
tion upon  the  wires  on  the  pole  upon  which  Dent  was  injured, 
which  wires  have  been  designated  on  the  testimony  as  Nos.  2  and  3, 
was  rotten  and  brittle,  and  for  that  reason  liable  to  crack  or  break 
upon  bending  around  the  glass  insulators  on  the  arms,  and  this 
fact  was  known  to  Dent  when  he  undertook  to  attach  the  wires  Nos. 
2  and  3,  and  with  this  knowledge  Dent  undertook,  without  protest 
to  this  defendant,  to  attach  said  wires  to  said  insulators,  the  plain- 
tiff herein  cannot  complain  as  to  the  condition  of  the  wires  as  to 
insulation,  and  as  to  that  issue  you  will  find  for  the  defendant 
By  knowledge  is  meant  not  only  what  Dent  actually  knew,  but 
what,  from  the  knowledge  and  information  on  that  subject  he 
possessed,  either  from  experience,  observation,  or  the  warnings  or 
cautions  of  creditable  persons,  he  ought  to  have  known."  This 
instruction  is  practically  the  same  as  the  paragraph  hereinbefore 
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quoted,  given  by  the  court  on  its  own  motion,  consequently  it  was 
not  error  to  refuse  to  give  the  one  in  question. 

The  defendant  tendered  instructions  to  the  effect  that  if  the  de- 
oeised  knew  that  the  wires  with  and  among  which  he  was  working 
were  live  wires,  and  proceeded  to  his  work  without  protest,  the  jury 
flkonld  find  for  the  defendant  as  to  the  third  specification  of  negli- 
gence. These  instructions  were  refused,  and  rightly,  because,  as 
we  have  seen,  the  court  of  its  own  motion  directed  the  jury  to  find 
against  the  plaintiff  as  to  that  specification. 

Other  instructions  were  tendered  to  the  effect  that  if  the  de- 
ceased knew  that  wires  of  different  polarity  were  strung  on  the 
■ame  sides  of  the  pole  on  which  he  was  working,  and  proceeded 
with  his  work  without  protest,  the  jury  should  find  for  the  defend- 
tnt  as  to  the  second  specification  of  negligence.  The  court  refused 
to  give  these  instructions,  but  submitted  a  special  interrogatory  to 
the  jury  as  to  whether  the  deceased  knew  that  wires  of  different 
polarity  were  strung  on  the  same  sides  of  the  pole.  The  jury  an- 
swered that  interrogatory  in  the  negative,  and  their  finding  on  that 
point  is  sufficiently  sustained  by  the  evidence.  The  jury  having 
specially  found  that  the  deceased  did  not  know  such  fact,  the  refusal 
of  the  court  to  give  the  instructions  covering  that  hypothesis  was 
error  without  prejudice. 

Numerous  other  errors  are  assigned,  but  the  foregoing  shows  only 
the  assignments  argued. 

It  is  recommended  that  the  judgment  of  the  District  Court  be 
iffirmed. 
Ames  and  Duffix,  CC,  concur. 
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New    Omaha    Thomson-Houston    Electric    Light    Co.    v. 

BOMBOLD. 
Nebraska;  Supreme  Court, 

1.  NsaLiGENOB    INFEBBED    FBOM    DEFECTiVB    IN8UIATI0N.  —  Where    eridenee 

tended  to  show  that  a  lineman  of  an  electric  lighting  company  was  in- 
jured by  inadvertently  passing  between  a  pair  of  expoeed  splices  sitoated 
within  two  feet  of  a  post,  on  wires  carrying  a  strong  current  of  dce- 
tricity,  and  that  the  lack  of  insulation  had  continued  during  time  of 
lineman's  employment,  held,  not  error  to  tell  the  jury  that  failure  to 
make  reasonable  effort  to  provide  a  safe  working  place  for  the  employee, 
and  consequent  negligence,  might  be  inferred  from  the  mere  fact  that 
the  splices  were  not  insulated,  if  the  jury  found  that  reasonable  eaie 
would  have  required  their  insulation. 

2.  Due  cabe  of  unbman. — Whether  or  not  due  care  on  the  lineman's  part 

required  that  he  see  and  avoid  contact  with  the  exposed  splices  was 
properly  left  to  the  jury. 

3.  Duty  to  inspect;  assumption  of  bisk. — ^The  evidence  showing  that  no 

inspectors  were  employed,  and  that  the  lineman  was  instructed  to  re- 
pair or  report  defects  of  insulation  observed  by  him,  tiie  question  as  to 
whether  or  not  he  had  assumed  the  risk  from  this  defect  of  insolaticni 
was  properly  left  to  the  jury. 
(Syllabus  by  the  Court.) 

Error  brought  by  defendant  from  judgment  for  plaintiff.  De- 
cided March  4,  1903 ;  reported  93  N.  W.  966. 

OreenCj  Breckenridge  &  Kinsler  and  W,  W.  Morsman,  for 
plaintiff  in  error. 

T.  J.  Mdhoney,  Crane,  Crane  &  Erwin,  and  J.  J.  Boiucher,  for 
defendant  in  error. 

Opinion  by  Hastings,  C.  : 

June  12,  1899,  plaintiff  below,  Rambold,  commenced  his  action 
against  the  New  Omaha  Thomson-Houston  Electric  Light  Com- 
pany to  recover  alleged  damages  in  the  sum  of  $25,000  for  an 
injury  received  by  him  while  in  defendant's  service,  as  he  alleged, 
in  the  following  manner:  That  March  22,  1898,  he  entered  the 
company's  employ  as  lineman,  it  being  his  duty  under  defendant's 
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direction  to  erect  poles,  place  cross-bars  on  them,  and  string  wires 
in  the  streets  of  Omaha  wherever  and  whenever  defendant  di- 
rected ;  that  he  continued  in  the  company's  employ  up  to  July  1, 
1898,  and  on  that  day  was  stringing  wires  on  poles  and  cross-bars 
at  Jones  street,  between  Fourth  and  Fifth ;  that  he  was  directed 
to  climb  to  the  top  of  the  pole,  about  45  feet,  for  the  purpose  of 
stringing  a  wire  upon  the  top  cross-arm;  that  there  were  eight 
cross-arms  about  20  inches  apart  attached  to  the  pole,  and  on  each 
inn  electric  and  telephone  wires  to  the  number  of  from  4  to  6, 
the  wires  being  about  16  inches  apart;  that  there  were  26  electric 
wires  covered  with  insulating  material ;  that  on  the  second  cross- 
inn  from  the  top  were  two  wires  14  inches  apart,  known  as  No.  4, 
which  were  insulated,  and  charged  with  a  heavy  current  of  elec- 
tricity ;  that  these  wires  were  spliced  at  a  distance  of  about  2  feet 
west  from  the  cross-arm,  and  so  negligently  that  the  ends  of  said 
Kfires  extended  out  at  right  angles  to  a  distance  of  one  inch  and 
beyond  the  insulation;  that  it  was  defendant's  duty  to  cover  all 
splices  with  tape,  prepared  for  that  purpose,  to  protect  employes 
from  contact  with  any  wires  not  insulated  and  from  receiving 
injuries  in  that  manner;  that  these  splices  were  not  taped,  and 
remained  without  any  covering  whatever;  that  plaintiff  went  up 
on  the  east  side  of  the  crosa-arms,  and  to  the  north  of  the  pole  be- 
tween these  two  wires,  completed  the  stringing  of  the  wire,  started 
to  descend  on  the  west  side  of  said  cross-arm,  between  the  same 
wires,  imtil  he  came  to  a  point  between  the  said  splices,  and  there, 
without  any  fault  on  plaintiff's  part,  his  right  arm  came  in  con- 
tact with  the  uncovered  splice  of  the  wire  next  to  the  pole,  and  at 
the  same  instant  the  back  of  his  left  shoulder  came  in  contact  with 
the  uncovered  3plice  on  the  second  wire;  that  this  permitted  a 
**  short  circuit "  between  the  wires  through  the  body  of  the  plain- 
tiff as  a  conductor,  and  gave  plaintiff  an  electric  shock  which  over- 
powered him,  caused  him  to  lose  his  hold,  and  threw  him  to  the 
ground,  breaking  his  left  foot  and  right  ankle ;  that  as  a  result  of 
the  injury  it  became  necessary  to  amputate  his  right  foot  on  May 
25,  1899;  that  he  was  permanently  injured,  and  rendered  wholly 
unable  to  perform  any  labor,  and  suffered  great  pain,  to  his  dam- 
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age  in  the  sum  of  $25,000,  and  that  he  expended,  for  medidne, 
care,  and  hospital  services,  $600. 

The  answer  admits  defendant  is  a  corporation  lighting  the 
streets  of  Omaha  by  electricity,  and  maintaining  a  plant  for  diiC 
purpose ;  admits  the  employment  of  the  plaintiff  up  to  July  1, 1898, 
as  alleged ;  and  denies  plaintiff's  remaining  allegations.  The  answer 
also  alleges  that  plaintiff's  employment  required  him  to  go  amoi^ 
defendant's  "  live  wires ;"  that  his  work  required  great  care  and 
attention  on  account  of  dangerous  electricity,  as  plaintiff  wdl 
knew,  and  that  while  so  employed  he  received  an  electric  shock 
which  caused  him  to  fall  a  considerable  distance  to  the  ground; 
but  says  that  it  was  not  negligent  toward  the  plaintiff,  and  that  his 
fall  and  any  other  injury  were  occasioned  entirely  by  the  carekai 
and  negligent  manner  in  which  he  performed  his  work  under 
conditions  all  of  which  he  well  knew. 

The  answer  also  alleges  that  on  October  12,  1898,  plaintiff  de* 
manded  reimbursement  for  his  damage;  that  defendant,  whik 
denying  liability,  paid  him  $325,  and  received  from  him  a  releasB 
in  full  in  the  following  terms : 

"  Received  of  New  Omaha  Thomson-Houston  Electric  Light  Co.  this  twelftk 
day  of  October,  1898,  the  sum  of  three  hundred  and  twenty-five  dollars  ift  | 
full  satisfaction  and  discharge  of  all  claims  accrued  or  to  accrue  in  reipeel 
of  all  injuries  or  injurious  results,  direct  or  indirect,  arising  or  to  ariii 
from  an  accident  sustained  by  me  on  or  about  the  first  day  of  July,  18M, 
while  in  the  employment  of  the  above.  $325.00.  J.  C.  Rombold.  Witactt: 
W.  F.  White.     Address :  Omaha,  Nebr." 

— and  that  this  release  was  intended  to-  and  did  cover  all  the  plain- 
tiff's claim  in  this  action. 

The  plaintiff'  reply  denied  all  this  answer  except  so  far  as  it 
admitted  matter  in  his  petition;  he  alleged  that  the  defendants 
vice-president  and  general  manager,  White,  represented  to  him 
that  the  defendant  had  a  contract  of  insurance  for  the  benefit  of 
its  employes;  represented  that  the  insurance  company  was  re- 
quired to  and  did  pay  for  injuries  received  by  defendant's  «► 
ployes,  the  amount  of  expenses  incurred  for  medicine,  doctd^l 
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service,  and  hospital  fees;  stated  that  the  $325  was  not  in  pay- 
ment of  defendant's  liability,  but  a  payment  to  the  employe  re- 
gardless of  the  liability  of  defendant,  and  its  receipt  would  be  no 
discharge  of  the  defendant;  and  stated  further  that  such  pay- 
ment was  simply  to  reimburse  plaintiflF  for  his  expenses;  alleged 
that  White  agreed  to  assist  plaintiff  to  get  a  speedy  and  favorable 
settlement  with  the  insurance  company,  and  agreed  that,  in  ad- 
dition to  whatever  the  latter  should  pay,  defendant  would  in  April 
following  pay  plaintiff  $500,  and  give  him  employment  so  long 
as  he  saw  fit  to  retain  it ;  that  at  defendant's  instance  plaintiff 
went  up  to  its  oflSce  to  meet  the  representative  of  the  insurance 
company  and  make  a  settlement;  that  an  agreement  was  entered 
into  whereby  the  insurance  company  was  to  pay  plaintiff  $325 
83  his  expenses  incurred  by  reason  of  his  injuries;  that  the  in- 
surance company's  representative  paid  $325,  and  that  said  sum 
was  received  by  plaintiff  on  account  of  expenses  alone ;  that  the 
question  of  damages  was  not  discussed  during  the  negotiations  for 
the  receipt ;  that  plaintiff  did  not  read  the  receipt,  but  the  insur- 
ance company's  agent  pretended  to  read  it,  and  misread  it  so  that 
[     from  the  reading  and  representations  plaintiff  understood  that  it 
was  simply  a  receipt  for  his  expenses,  and  had  nothing  to  do  with 
any  claim  for  damages,  and  in  reliance  upon  such  understanding 
and  representations  he  signed  the  receipt ;  that  White,  in  promis- 
ing that  defendant  should  pay  $500  and  employ  plaintiff,  acted 
without  authority,  and  without  intention  on  White's  part  to  bind 
defendant,  and  without  intention  that  defendant  should  pay  plain- 
tiff any  such  sum,  and  with  intention  to  defraud  and  deceive 
plaintiff,  who  believed  in  and  relied  upon  the  honesty  and  good 
faith  of  White,  and  believed  fully  all  the  statements  made  by 
him,  and  was  thus  induced  to  sign  said  receipt  without  a  personal 
examination  of  it ;  that  at  the  time  of  signing  such  receipt  he  was 
suffering  intensely  with  pain  and  ill  with  fever,  not  in  his  right 
mind,  and  in  no  condition  to  know  what  he  was  doing  or  to  make 
a  contract,  and  that  he  never  did  in  fact  agree  to  any  settlement 
of  his  damages. 

VOL.  vin — 42 
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Under  these  issues  trial  was  had,  and  verdict  returned  for  $15,- 
000.  A  motion  for  a  new  trial  was  overruled,  and  from  a  jndf- 
ment  on  the  verdict  the  defendant  brings  error. 

Two  briefs  have  been  filed  on  behalf  of  the  defendant  oompanj. 
The  first,  at  page  4,  is  summarized  by  its  writer  as  follows: 

"  ( 1 )  The  company  did  not  owe  to  the  plaintiff  the  duty  of  inapectiqg  tb 
wires  and  making  repairs  in  order  that  he  might  liave  a  safe  plaoe  to  work 
at  the  place  where  this  accident  occurred.  (2)  It  was  the  duty  of  the  plaiK- 
iff  to  himself  observe  the  condition  of  the  wires  where  he  was  woildq^  ul 
avoid  contact  with  them,  and  his  failure  to  do  so,  shown  by  his  own  taiti- 
mony,  defeats  a  recovery.  (3)  The  court  below  erred  in  the  fifth  and  eightk 
paragraphs  of  the  charge,  and  in  refusing  to  direct  a  jury  to  render  t  ver- 
dict for  the  defendant,  on  defendant's  motion,  upon  the  whole  of  tlM  eii- 
dence." 

The  other  brief  states  the  claims  of  defendant  as  follows: 

"(1)  Assuming  that  the  plaintiff  was  injured  in  the  manner  he  deieriki, 
can  it  be  said  that  his  injuries  were  caused  by  the  failure  of  the  defendsBt  to 
perform  any  duty  it  owed  him  as  a  regular  lineman  engaged  in  its  serrioit 

(2)  Assuming,  again,  that  at  the  time  of  the  accident  the  condition  of  te 
number  4  wires  was  the  same  as  the  plaintiff  found  them  in  October  fal- 
lowing, was  not  the  hazard  incident  to  their  condition,  the  same  being  opoi 
and  obvious  to  even  a  casual  and  inexperienced  observer,  one  of  the  siwwimHl 
risks  of  the  plaintiff's  employment T     (3)  Assuming,  again,  it  was  the  duty 
of  the  defendant  to  have  the  wires  properly  taped  before  sending  the  plaintiff 
to  work  near  them,  and  that  it  had  neglected  to  perform  this  duty,  was  not 
the  danger  incident  thereto  an  open  and  obvious  one,  which  the  plaintiff  wti 
bound  to  see  and  guard  against,  and  his  failure  to  do  so  the  prozimste 
cause  of  his  injuries?     (4)   Is  the  plaintiff  not  bound  by  the  terms  of  thi 
settlement,  evidenced  by  the  written  release,  signed  by  himT     (5)  Are  aii 
the  damages  excessive?  " 

Plaintiff  contends  on  page  7  of  his  brief: 

"(1)  That  the  evidence  sustains  the  finding  of  the  jury  that  the  defeeUn 
condition  alleged  was  in  existence  at  the  time  of  the  injury.  (2)  That  the 
defendant  is  by  law  held  to  exercise  ordinary  and  reasonable  care  to  pro- 
vide a  safe  place  for  its  employees  to  perform  their  duties;  that  this  reason- 
able and  ordinary  care  required  it  to  tape  all  splices  and  joints  in  insulated 
wires,  and  that  in  not  having  done  so  the  defendant  was  guilty  of  negligence; 

(3)  That  plaintiff  did  not  assume  the  risk  of  injury  from  contact  with  the 
untaped  splices  and  joints,  and,  in  any  event,  whether  or  not  he  did  so  WM 
for  the  jury.     (4)   That  it  cannot  be  said,  as  a    matter  of  law,  that  plaintiff 
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waa  guilty  of  contributory  Diligence  in  failing  to  see  the  untaped  splices, 
and,  consequently,  whether  or  not  he  was  guilty  of  it  was  for  the  jury.  (5) 
The  release  signed  by  plaintiff  was  obtained  by  fraud,  and  is  not  binding  upon 
him  so  aa  to  defeat  a  recovery." 

It  is  clear  from  the  examination  of  these  briefs  and  from  the 
record  that  the  question  in  this  case  is  upon  the  instructions.  If 
the  view  of  the  law  adopted  by  the  trial  court  is  sound,  there  is 
evidence  to  support  the  findings  of  the  jury  upon  each  disputed 
questdon  of  fact.  Thepe  are  practically  two:  (1)  Were  the  unin- 
sulated splices  on  the  wires  July  1,  1898,  and  were  they  the  cause 
of  plaintiff's  fall?  (2)  Was  the  receipt  in  full  fraudulently  ob- 
tained, and  without  an  agreement  for  settlement  i 

As  to  the  first,  there  is  plaintiff's  statement  as  to  the  manner  of 
his  fall;  that  he  was  doubled  up  by  a  severe  shock,  just  as  his 
shoulders  were  passing  between  these  two  wires,  strong  enough  to 
draw  his  feet  from  the  lower  cross-bar  on  which  they  rested.  He 
also  says  that  his  right  arm  and  the  back  of  his  left  shoulder  was 
burned  by  the  electric  discharge.  As  he  went  down  between  these 
wires  with  his  face  towards  the  pole,  these  exposed  points,  if  they 
were  then  there,  would  strike  him  naturally  at  those  places.  He 
says  that  on  October  Ist  or  2d  after  the  accident  he  went  to  the 
place  and  found  the  exposed  splices.  They  seem  to  have  remained 
there  as  late  as  the  following  spring.  The  attending  physician 
testifies  to  the  presence  of  bums,  apparently  from  electrical  con- 
tact, on  plaintiff's  shoulder  and  back,  at  his  first  examination  after 
the  accident  The  line  foreman  for  defendant  testifies  that  he 
examined  the  place  of  the  accident,  with  a  view  to  ascertain  its 
cause,  inmiediately  after  it,  and  saw  nothing  of  the  splices,  and  he 
thinks  he  would  have  seen  them  if  they  had  been  there.  There 
is  other  testimony  to  the  same  effect.  But  the  testimony  goes  to 
ebow  that  these  splices  were  put  on  at  5ome  time  to  furnish  elec- 
tricity to  a  consumer,  and  when  the  service  was  discontinued  the 
service  wires  were  cut  away,  leaving  the  splices  and  short  project- 
ing ends  exposed.  The  plaintiff  testifies  that  he  had  passed  by  this 
place  and  was  acquainted  with  the  line  at  that  point,  and  during 
his  employment  with  defendant  there  bad  been  no  service  connec- 
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tion  there.    There  seems  to  have  been  none  afterwards,  so  far  as 
the  evidence  shows.     Defendant  seems  not  to  have  attempted  to 
show  when  the  service  wires  were  cut  away,  or  the  history  of  these 
splices  in  any  way.    It  contents  itself  with  denying  that  they  were 
there  on  July  1,  1898.    It  would  seem  clear  that  there  was  evi- 
dence for  the  jury  to  consider  as  to  whether  or  not  the  exposed 
points  of  these  splices  were  there  July  1st,  and  were  the  cause  of 
plaintiff's  shock.    Defendant  urges  that  the  first  positive  evidence 
of  their  existence  dates  from  October  1st,  three  months  after  the 
accident,  and  this  is  too  remote  to  be  considered.    But  where  then 
is  absolutely  nothing  to  show  that  any  service  connection  at  this 
point  had  been  either  made  or  cut  during  that  time,  and  plaintif 
had  been  incapable  of  getting  to  the  place  sooner  than  that,  there 
seems  no  error  in  admitting  this  evidence. 

As  to  the  other  question  of  fact,  defendant's  counsel  do  not  chum 
that  there  is  no  evidence  of  deceit  on  the  part  of  its  manager, 
White,  and  of  the  insurance  company's  agent,  Gilbert,  They  do 
not  claim  that  there  is  no  evidence  that  the  signing  of  the  receipt  in 
full  was  in  consequence  of  such  deceit  They  say,  however,  that 
there  was  no  fiduciary  relation  between  plaintiff  and  either  White 
or  Gilbert ;  that  plaintiff  had  full  opportunity,  on  his  own  story, 
to  read  the  instrument,  and  if  he  did  not  do  so,  but  negligently 
signed,  he  is  estopped.  They  also  claim  that  the  evidence  of  plain- 
tiff alone  as  to  the  fraud  in  procuring  his  signature  to  the  receipt 
is  not  enough  to  overcome  that  of  the  paper  itself,  which  was  exe- 
cuted in  duplicate,  and  the  testimony  of  White  and  Gilbert  in  de- 
nial of  his  statements.  It  seems  clear,  however,  that  plaintiff  wis 
somewhat  corroborated  by  other  witnesses  as  to  negotiations  with 
White  touching  his  expenses,  and  by  the  circumstances  of  the  case. 
If  the  trial  court  was  correct  in  telling  the  jury  as  to  the  effect  to 
be  given  to  the  statements  of  White  and  Gilbert  to  plaintiff,  if  the 
jury  should  find  them  to  have  been  made  as  plaintiff  testified  th^ 
were,  then  it  must  be  conceded  that  the  verdict — ^that  this  receipt 
constituted  no  valid  defense — is  supported  by  evidence. 

The  dispute  therefore  turns  upon  the  instructions  given  by  the 
trial  court,  and  as  to  these  the  question  is  rather  in  reference  to 
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the  application  of  principles^  than  concerning  principles  them- 
selves, of  law  involved  in  the  case.  The  question  raised  as  to  the 
sufficiency  of  the  evidence  of  negligence  on  defendant's  part  tarns 
upon  the  trial  court's  application  of  the  doctrine  of  an  absolute 
duty  resting  on  the  employer  to  make  reasonable  efforts  towards 
providing  a  safe  place  for  the  employee  to  work. 
The  eighth  instruction  was  in  the  following  terms : 

• 

"It  was  the  duty  of  the  defendant  company  to  exercise  ordinary  and 
raaaonable  care  to  render  it  safe  for  the  plaintiff  to  work  on  its  poles  and 
among  electric  light  wires.  If  such  a  degree  of  care  and  caution  required 
said  wires  to  be  insulated,  then  it  was  negligence  in  the  defendant  to  permit 
said  wires,  or  a  wire  or  part  of  a  wire,  to  be  without  proper  insulation,  and 
thereby  subject  its  linemen  to  risk  of  injury;  and  if,  by  reason  of  a  want  of 
■oeh  insulation,  a  lineman,  without  fault  on  his  part,  suffers  injuries,  then 
the  negligence  of  the  company  would  be  actionable,  and  the  injured  lineman 
eould  recover  proper  damages." 

This  instruction  told  the  jury  that  it  was  competent  for  them,  if 
they  concluded  that  "  reasonable  care  "  required  defendant  to  in- 
sulate its  wires,  to  find  negligence  from  the  simple  fact  that  the 
wires  were  not  insulated.  A  complaint  is  made  that  this  instruc- 
tion assumes  as  an  established  fact  that  the  wires  were  not  insu- 
lated when  the  accident  happened.  It  is  hardly  open  to  this  criti- 
cism. It  of  course  assumes  that  the  wires  may  not  have  been  in- 
sulated ;  but  does  not  necessarily  assume  anything  more  than  that. 
The  next  instruction  explicitly  told  the  jury  that,  to  recover,  plain- 
tiff must  show  by  a  preponderance  of  the  evidence  that  the  untaped 
splices  were  on  the  wires  when  he  was  hurt,  and  caused  his  shock 
and  injury,  and  that  the  fact  that  they  were  found  there  some 
months  afterwards  would  not  alone  warrant  a  finding  that  they 
were  there  on  July  1st.  This  instruction  8  distinctly  told  the  jury 
that  if  they  thought  reasonable  care  and  caution  on  defendant's 
part  required  the  taping  of  these  splices,  and  plaintiff  was  hurt, 
without  fault  on  his  part,  because  they  were  not  taped,  he  could  re- 
cover. That  is,  the  trial  court  held  that  it  would  not  say  that  an 
absolute  duty  to  insulate  these  wires  at  that  point  rested  on  the  de- 
fendant, or  that  it  did  not  so  rest.  It  left  the  decision  of  that  ques- 
tion to  the  jury,  under  the  evidence.     Counsel  complain  that 
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the    wording    of    the    instruction    led    the    jury    to    believe 
that  the  court  meant  to  say  that  an  absolute  duty  to  insulate 
the  splices  rested  on  defendant.    Such  is  not  the  meaning  of  the 
words^  and  if  the  distinguished  counsel  of  defendant  desired  a 
clearer  statement  of  the  proposition  they  should  have  furnished  it 
In  truths  their  contention  was  then,  and  is  now,  tliat^  under  the 
facts  in  this  case,  no  duty  to  this  plaintiff  on  defendant's  part  to 
insulate  these  wires  existed.     They  said  then,  and  say  now^  tlut 
defendant  was  relying  upon  plaintiff  and  his  fellow  linemen  to  do 
just  this  work  of  insulating,  and,  if  he  and  they  did  not  do  it^ 
they  had  no  right  to  complain  of  the  consequences.    The  evidence 
is  that  there  were  no  inspectors  of  work  of  this  kind  other  than  die 
linemen  and  their  foreman.    The  latter  testified  that  the  duty  of 
finding  and  repairing  such  defects  rested  upon  the  lineman  iHifi 
first  went  up  the  pole ;  that  if  any  such  defects  were  found  the  line- 
man should  repair  them  at  once,  if  he  could,  and,  if  not,  report 
them.     Plaintiff  testified  that  no  duty  of  inspection  rested  upon 
him,  but  admitted  that  if  he  saw  such  a  place  his  instructions  wen 
to  tape  it  or  report  it,  and  that  there  were  no  inspectors  of  the  line 
other  than  the  linemen  themselves.    He  also  testified,  as  has  been 
stated,  that  no  work  on  the  line  at  this  point  had  been  done  whib 
he  was  with  the  company.    He  stated,  too,  that  these  were  the  only 
untaped  splices  he  ever  found  on  the  lines.    There  was  no  plea,  and 
there  is  now  no  claim,  that  he  was  injured  by  a  fellow  servants 
negligence.     Under  these  circumstances  the  trial  court  left  the 
question  as  to  whether  plaintiff  assumed  the  risk  to  the  jury,  as  be 
had  done  the  question  as  to  whether  leaving  the  splices  untaped  was 
negligence  on  defendant's  part.     This  was  done  by  instructioiu 
Nos.  5  and  6,  as  follows : 

"  When  the  plaintiff  entered  the  employment  of  the  defendant  he  aasomed 
all  of  the  ordinary  and  usual  risks  incident  to  the  work  that  he  was  hired  to 
do ;  but  he  did  not  assume  any  risk  of  which  he  had  no  knowledge,  and  whidi 
was  due  to  the  negligence  of  the  defendant.  In  going  about  and  performing 
his  work,  the  plaintiff  had  the  right  to  assume  that  the  defendant  had 
exercised  reasonable  care  to  furnish  him  a  reasonably  safe  working  plaoe» 
and  he  was  not  required  to  suspect  that  the  defendant  had  been  guilty  of 
negligence,  or  to  make  any  such  investigation  or  inspection  as  would  be 
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prompted  only  by  the  suspicion  that  the  defendant  had  omitted  to  perform 
iUduty. 

**  If  you  believe,  from  the  preponderance  of  the  evidence,  that  the  plaintiff 
wu  injured  as  alleged  in  his  petition,  and  that  said  injuries  were  the  result 
of  a  risk  usual  and  incident  to  the  work  of  a  lineman,  and  not  to  the  uegli- 
gmee  of  the  defendant  alone,  your  verdict  must  be  for  the  defendant;  but 
if  yon  do  not  find  that  his  accident  was  the  result  of  a  risk  assumed  by  him 
wben  he  engaged  in  said  work  as  a  lineman  for  the  defoidant,  then  you  will 
proceed  to  examine  the  evidence,  and  determine  therefrom  whether  or  not 
Mid  accident  is  attributable  to  the  negligence  of  the  plaintiff  or  of  the  de- 
fendant, or  both,  or  neither." 

That  is  to  say,  the  jury  were  told  to  determine  whether  this  risk 
from  these  untaped  splices  was  one  which  the  plaintiff  assumed 
when  he  undertook  the  work,  and  as  to  which  he  was  expected  to 
look  out  for  himself,  or  whether  it  was,  as  he  claimed,  the  only  in- 
stance of  uninsulated  splices  on  the  line,  and  a  risk  which  reason- 
able care  on  the  defendant's  part  would  and  should  have  pre- 
vented. 

Plaintiff  urg^  that  assumption  of  the  risk  by  him  is  not  pleaded, 

and  cites  Union  Stock  Yards  Co.  v,  Ooodwin,  57  Neb.  138,  77  N. 

W.  357.    That  case  holds  that  the  company  could  get  no  advantage 

from  assumption  of  risk  on  Goodwin's  part  by  his  continuing  to 

work  with  knowledge  of  a  rule  that  loaded  cars  were  to  be  taken  to 

the  chutes  without  inspection,  because  no  such  assumption  of  the 

risk  was  pleaded.    It  is  contended  that  in  this  case  the  only  issues 

raised  are  denial  of  the  untaped  splices  and  settlement,  and  that 

no  assertion  is  made  that  plaintiff  assumed  the  risk.    No  exception, 

however,  was  taken  by  plaintiff  to  instruction  5,  and  it  is  clear  that 

the  trial  was  conducted  by  both  parties  under  the  theory  that  the 

plaintiff  assumed  the  ordinary  risks  incident  to  his  employment, 

and  that  these  could  be  shown.    The  jury,  however,  found  that  this 

one  from  untaped  splices  was  not  among  them,  but  was  the  result 

of  his  employer's  neglect.     The  trial  court  evidently  took  the  view 

that  it  was  at  least  possible  for  impartial  and  reasonable  jurors  to 

take  the  view  that  the  exposed  conditions  of  these  wires  was  due  to 

the  employer's  neglect  of  proper  precautions  for  the  employee's 

safety,  and  that  the  latter  had  no  knowledge  of  any  such  danger 

from  an  untaped  splice,  and  therefore  did  not  assume  it.     To  the 


664  Amebic  AN  Electbigal  Cases.  [vol.  8 

New  Omaha  Thomson-Houston  Electric  Light  Ck>.  y.  Rombold. 


contention  of  defendant  that,  because  it  was  plaintiff's  duty  to  look 
for  this  defect  and  remedy  it,  therefore  he  is  chargeable  with  knowl- 
edge of  it  and  assumed  all  risk  from  it,  the  reply  is  that  the  evi- 
dence does  not  show  any  such  duty  of  inspection ;  that  plaintiff  is 
simply  a  lineman ;  and  diat  the  most  which  the  evidence  shows  19 
that  he  was  charged  with  the  duty  of  repairing  or  reporting  struc- 
tural defects  which  came  under  his  observation.    We  are  not  pre- 
pared to  say  that,  under  this  evidence,  the  trial  court  was  wrong 
either  in  leaving  to  the  jury  the  question  as  to  whether  exposed 
splices  might  constitute  negligence,  or  in  submitting  the  quesdon  as 
to  plaintiff's  assuming  the  risk. 

The  question  as  to  contributory  negligence  is  urged  at  lengtL 
Defendant  claims  that  these  exposed  splices  constituted  so  ob^ons 
a  danger  upon  two  wires,  which  the  lineman  must  have  known, 
from  the  fact  that  they  were  both  spliced,  to  be  corresponding  posi- 
tive and  negative  wires  of  a  circuit,  that  to  go  between  them  with- 
out any  attention  to  the  insulation  was  foolhardiness.  It  appears 
that  the  linemen  were  instructed  as  to  the  danger  of  a  "  short  ci^ 
cuit "  between  positive  and  negative  wires,  but  it  does  not  clearly 
appear  that  there  was  anything  imusual  or  out  of  the  ordinary  in 
the  manner  in  which  plaintiff  in  this  instance  performed  his  wort 
If  the  exposed  splices  were  there  on  July  1st,  they  seem  to  have  es- 
caped the  foreman's  notice  when  he  was  looking  for  the  cause  of  the 
accident.  There  was  some  testimony  tending  to  show  that  different 
wires  were  paired  as  positive  and  negative  at  different  times,  and 
that  workmen  depended  upon  the  insulation. 

Counsel  for  plaintiff  claims  that  there  is  no  pleading  of  con- 
tributory negligence,  and  therefore,  if  there  was  any,  it  cannot 
avail  the  defendant.  In  this  again  we  find  that  counsel  took  no  ex- 
ceptions to  the  instruction  in  which  this  question  was  submitted 
to  the  jury.  They  treated  this  answer,  with  its  allegations  of 
plaintiff's  negligence  and  denial  of  any  on  defendant's  part,  as  a 
plea  of  contributory  negligence,  and  permitted  the  court  to  so 
instruct  without  exception.  They  cannot  now  claim  this  issue  is 
not  in  the  case.  If  the  evidence  of  his  starting  down  between  these 
wires,  with  the  exposed  splices  there,  is  conclusive  proof  of  con- 
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tributoiy  negligence  on  plaintiff's  part,  he  ou^t  not  to  recover, 
and  the  court  should  have  so  instructed  the  jury.  The  question^ 
however,  was  left  to  the  jury. 

It  is  complained  that  there  was  error  in  telling  the  jury,  in  the 
seventh  instruction : 

"  Neither  negligence  nor  contrihutory  negligence  are  ever  presumed.  Who- 
ever asserts  that  another  was  guilty  of  either  negligence  or  contributory 
negligence  must  establish  it  by  a  preponderance  of  the  evidence  or  faU  in 
his  action  or  defense." 

It  is  claimed  that  this  omits  a  feature  present  in  this  case, 
namely,  that  a  party's  own  evidence  may  show  contributory  negli- 
gence.   But  by  instruction  No.  11  the  court  told  the  jury: 

"  If  plaintiff's  own  testimony  tends  to  show  that  he  was  guilty  of  careless- 
ness which  caused  or  aided  in  causing  his  injuries,  then  the  burden  shifts, 
tnd  it  devolves  upon  the  plaintiff  to  satisfy  you  by  a  preponderance  of  the 
evidence  that  he  was  not  guilty  of  contributory  negligence." 

It  seems  to  be  conceded  that  if  these  were  in  one  instruction  they 
would  together  correctly  state  the  law.  It  is  thought  that  they 
must  be  considered  together.  If  their  effect^  when  so  taken  to- 
gether, is  to  correctly  submit  the  issue  of  contributory  negligence, 
the  placing  of  them  in  separate  paragraphs  can  hardly  have  been 
prejudicial.  It  is  thought  that  the  trial  court  was  right  in  refusing 
to  say,  as  a  matter  of  law,  that  the  proof  showed  contributory  negli- 
gence, and  that  defendant  cannot  justly  complain  of  the  manner  iir 
which  the  instructions  submitted  this  question. 

It  remains  to  consider  the  questions  raised  as  to  the  settlement, 
and  as  to  excessive  damages.  The  settlement  seems  to  have  been 
the  hardest  contested  matter  at  the  trial.  In  regard  to  this,  defend- 
ant's manager,  White,  and  Gilbert,  the  insurance  company's  west- 
em  agent,  both  denied  plaintiff's  statements,  and  it  is  insisted  now 
that  the  receipt,  backed  by  their  testimony,  is  conclusive  against 
plaintiff.  The  right  of  plaintiff  to  have  this  question  submitted  to 
a  jury  on  the  trial  court's  view  of  the  law  has  been  indicated.  The 
court  refused  an  instruction  in  these  terms : 
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''  If  you  find  from  the  evidence  that  plaintiff  had  the  capacity  to  read 
the  release  signed  by  him  in  duplicate,  and  that  Gilbert  pretended  to  read 
same  to  plaintiff,  though  you  believe  in  fact  Gilbert  misread  said  releaae^ 
yet  if,  before  plaintiff  signed  it,  the  plaintiff  had  an  opportunity  to  read  it» 
but  nevertheless  chose  to  rely  upcMi  what  Mr.  Gilbert  told  him  about  its 
contents,  the  plaintiff  is  estopped  by  his  own  negligence  from  daiminig  that 
said  release  is  not  legal  and  binding  upon  him  according  to  its  tenns." 

The  instruction  actually  given  was  as  follows : 

"  If  you  find  from  a  clear  preponderance  of  the  evidence  that  thft  papv 
offered  as  a  release  does  not  correctly  state  the  settlement  that  was  in  AmI 
made  between  the  plaintiff  and  Mr.  White  or  Mr.  Gilbert,  or  both,  and  if  joi 
further  find  that  the  settlement  really  made  was  limited  to  the  matter  cf 
doctor's  bills  and  hospital  expenses,  and  that  the  plaintiff  was  induoed  to 
sign  such  release  by  its  being  misread  to  him  in  such  a  way  as  to  cause  hia 
to  understand  and  believe  that  it  was  a  receipt  only  to  an  insurance  oompaij 
for  money  paid  on  account  of  his  hospital  expenses  and  doctor's  bill,  and  BOk 
on  account  of  his  injuries  generally,  and  if  such  misreading  was  done  for 
the  purpose  of  deceiving  him  and  procuring  his  signature  to  a  paper  whiek 
was  contrary  to  the  settlement  he  was  making,  the  plaintiff  would  not  bs 
bound  by  such  receipt.  If  you  find  that  said  release  is  not  binding  on  thi 
plaintiff,  then  you  will  proceed  to  a  consideration  of  the  evidence  with  reapeet 
to  the  charge  of  negligence  made  against  the  defendant;  but  if  you  find  thii 
said  release  truly  states  the  settlement  that  was  made  when  the  rec^pt  wu 
signed,  then  you  need  proceed  no  further  in  the  consideration  of  the  cue, 
but  should  return  a  verdict  for  the  defendant." 

As  before  stated,  unless  plaintiff  is  to  be  held  to  have  been  under 
a  duty  to  read  this  paper  and  so  inform  himself  as  to  its  oontente, 
and  to  be  estopped  from  denying  its  validity  inasmuch,  as  he  did 
not  do  so,  there  is  evidence  that  should  go  before  the  jury.  Upon 
this  question  of  estoppel  by  reason  of  failure  to  read  the  release,  the 
defendant  cites  and  relies  upon  Wallace  v.  Chicago^  St  P.,  M.  d 
0.  E.  Co.,  67  Iowa,  547,  25  N.  W.  772.  The  instruction,  whidi 
in  that  case  the  court  says  should  have  been  given,  does  bear  a 
considerable  analogy  to  the  one  tendered  at  the  trial  of  this  case. 
It,  however,  wholly  omits  tlie  misreading  to  induce  signature, 
charged  in  the  present  case  and  mentioned  in  the  instruction  here 
given.     The  court  in  the  Iowa  case  expressly  says  of  the  plaintiff: 

'*  He  does  not  claim  that  he  requested  the  instruments  to  be  read  to  him, 
or  that  the  contents  were  purposely  misrepresented  in  the  reading,  or  thai 
he  was  deceived  by  any  sleight  of  hand,  legerdemain,  or  artifice." 
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In  the  present  case  the  court  was  asked  to  say,  as  a  matter  of 
law,  that  plaintiff,  because  he  could  read,  had  the  opportunity  to 
read  it,  and  did  not,  but  relied  upon  the  other  party,  was  estopped 
to  deny  the  effect  of  an  instrument  which  he  claimed,  and  has  some 
corroboration  in  claiming,  did  not  represent  the  agreement  he  had 
made,  and  which,  he  says,  was  intentionally  misread  to  him  to  pro- 
cure his  signature.  We  hardly  think  it  can  be  pronounced  error  to 
tell  the  jury  that,  if  they  found  the  plaintiff's  allegations  supported 
by  a  clear  preponderance  of  the  evidence,  the  receipt  was  not  bind- 
ing. Upton,  Assignee,  v.  Tribilcock,  91  U.  S.  45,  23  L.  Ed.  203, 
dted  by  defendant^  was  a  case  of  suit  by  an  assignee  against  a 
stockholder  for  unpaid  portions  of  tlic  capital  stock.  As  against 
the  creditors,  the  taking  of  the  stock  upon  fraudulent  representa- 
tions was  held  to  fix  the  liability,  unless  the  contract  had  been 
wascmably  repudiated  and  the  stock  tendered  back  on  rescission. 
Upon  the  latter  question  it  was  held  that  defendant  had  a  right  to, 
the  opinion  of  the  jury.  In  Woodhridge  v.  De  Witt,  51  Neb.  100, 
70  N.  W.  507,  this  court  says : 

"It  is  elementary  that,  where  a  contract  is  reduced  to  writing,  parol  evi- 
dence is  not  admissible  to  contradict  it  or  vary  its  terms.  It  is  also  true  that 
a  party  cannot  generally  avoid  the  effect  of  a  written  instrument  by  show- 
ing that  he  signed  it  without  reading  it  or  in  ignorance  of  its  terms,  but  he 
may  avoid  it  for  fraud.  The  general  rule  referred  to  is  not  applicable  in 
I  suit  between  the  original  parties  to  the  contract,  where  the  defense  is  that 
the  writing,  by  reason  of  fraud,  does  not  embrace  the  contract  actually  made." 

The  third  paragraph  of  the  syllabus  of  the  same  case  says  that 
here  is  no  estoppel  where  fraud  is  resorted  to  "  in  order  to  induce 
he  other  to  sign  without  reading."  If  a  "  clear  preponderance  of 
he  evidence  "  in  the  present  case,  as  the  jury  found,  shows  that 
his  writing  did  not  represent  the  contract  made,  and  that  it  was 
aisread  to  plaintiff  by  those  procuring  it  for  defendant,  the  con- 
lusion  seems  inevitable  that  it  was  done  to  induce  him  tx)  sign 
rithout  reading.  The  jury  was  told  that  the  evidence  must  show 
•  by  a  clear  preponderance  "  that  it  was  for  tliis  purpose. 

A  contention  is  made,  but  apparently  not  with  great  confidence, 
hat  the  $325  which  was  paid  on  tlie  settlement  should  be  returned. 
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The  trial  court  instructed  that,  if  the  settlement  was  void,  the  $325 
must  be  credited  upon  the  damages.    If  the  fraud  was  established, 
and  plaintifiPs  claim  was  found  to  exceed  the  sum  paid,  this  seema 
to  make  a  just  application  of  the  money.    As  counsel  for  plainti^ 
say,  the  settlement  admitted  to  have  been  made  of  the  expenses  i% 
not  sought  to  be  impeached.    It  would  seem  that  only  the  writing; 
so  far  as  it  embodies  a  settlement  of  damages,  is  attadced,  and  oo 
obligation  to  restore  the  $325  rested  upon  plaintiff.    Mo,  Pac,  Ry, 
Co.  V.  Goodholm  (Kan.  Sup.),  60  Pac.  1066;  O'Brien  v.  C,  if. 
&  St.  P.  By.  Co.,  89  Iowa,  657,  57  N.  W.  425. 

It  is  urged  that  the  damages  are  excessive,  and  so  mudi  so  as  to 
show  passion  and  prejudice  on  the  jury's  part    Cases  are  cited  in 
which,  for  loss  of  a  foot,  awards  somewhat  smaller  than  this  one 
have  been  held  excessive  and  remittiturs  ordered.     Other  cases 
are  cited  by  plaintiff  where  the  award  for  the  loss  of  a  foot  was 
larger  than  in  this  case,  and  was  yet  sustained.    In  this  case  bodi 
feet  were  injured.    The  right  one  was  amputated  nearly  11  months 
after  the  injury,  and  after  much  suffering.    The  plaintiff  was  33 
years  of  age,  and  earning  $65  monthly  at  his  employment    It 
cannot  be  said  that  the  amount  alone  of  this  verdict  is  such  as 
should  absolutely  set  it  aside.    It  is  true  that  for  a  slightly  smaller 
sum  an  annuity  to  the  full  amount  of  plaintiff's  former  earnings 
could  be  obtained,  and  his  present  earning  capacity  must  be  some- 
thing.    On  the  other  hand,  his  sufferings  have  undoubtedly  been 
great,  and  their  value  cannot  be  adequately  measured.   We  have  no 
measure  which  we  can  apply  to  determine  that  any  reduction  should 
be  made  in  these  damages.     If  the  findings  that  there  was  negli- 
gence of  the  defendant,  no  contributory  negligence  of  plaintiff,  no 
assumption  of  the  risk,  and  no  settlement  of  damages,  are  all  sus- 
tained, it  would  seem  that  the  judgment  should  be  affirmed. 

It  is  recommended  that  the  judgment  of  the  District  Court  be 
affirmed. 

KiBKPATEicK  and  LoBiNoiEB^  CO.,  concur. 

Per  Curiam  :  For  the  reasons  stated  in  the  foregoing  opinion^ 
the  judgment  of  the  District  Court  is  affirmed. 
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Pulton  v.  Obieb  Kubbeb  Co, 

New  Jersey;  Supreme  Court, 

L  Imubt  to  emplotkb  bt  deivctivelt  insulated  elbotbio  uoht  wibb.— 
An  incandesoent  electric  light  wire  suspended  from  the  ceiling  of  the  de- 
fendant's factory  came  in  contact  with  a  mill  at  which  the  plaintiff  was 
vorking.  The  insulation  of  the  wire  had  become  worn,  and  the  wire 
coming  in  contact  with  a  steam  pipe  connected  with  the  mill  momentarily 
diarged  it  with  electricity,  and  the  plaintiff  placing  his  hand  upon  the 
frame  of  the  mill  received  an  electric  shock,  causing  him  to  lose  his 
balance  and  fall  against  the  rolls  of  the  mill,  whereby  his  hands  were 
caught  and  so  severely  crushed  as  to  necessitate  amputation.  The  alleged 
negligence  of  the  defendant  company  consisted  in  failure  to  inspect  the 
wire.  It  was  held  that  the  defendant  was  not  negligent  in  failing  to 
make  such  an  inspection,  since  the  electric  lighting  system,  including  the 
wire  causing  the  accident,  had  only  been  installed  for  a  few  months  and 
there  was  nothing  in  the  case  to  suggest  that  the  insulating  material 
eovering  the  wire  would  not  have  remained  intact  Jor  many  years. 

Verdict  for  plaintiff ;  rule  to  show  cause  may  be  absolute.    De- 
cided March  2,  1903 ;  reported  54  AtL  661. 

Linton  Satterthwaite,  for  plaintiff. 

0.  D.  W.  Vroom  and  E.  B.  Walker,  for  defendant 

Opinion  per  Curiam  : 

Plaintiff  was  injured  while  working  at  a  "  mill "  in  the  defend- 
ant company's  factory.  His  story  of  the  accident  was  that  as  he 
was  standing  at  his  mill,  with  his  hand  resting  upon  its  frame,  an 
incandescent  electric  light  wire,  which  was  suspended  from  the 
ceiling,  and  which,  when  not  swaying,  hung  down  at  a  distance 
of  about  two  or  three  feet  from  the  mill,  was  blown  by  the  wind 
against  a  steam  pipe  connected  with  the  mill,  thereby  momentarily 
charging  the  mill  with  electricity ;  that,  by  reason  of  the  contact 
of  his  hand  with  the  frame  of  the  mill,  he  received  an  electric 
shock  which  caused  him  to  lose  his  balance  and  fall  against  the 
rolls  of  the  mill;  that  his  hands  were  caught  in  them,  and  so 
severely  crushed  as  to  necessitate  amputation.  There  was  a  verdict 
for  the  plaintiff.    We  think  it  should  be  set  aside,  for  two  reasons: 
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1.  It  rests  upon  the  conclusion  that  the  accident  happened  anb- 
stantially  in  the  way  described  by  the  plaintiff ;  t.  e.,  by  his  receiv- 
ing an  electric  shock,  communicated  from  the  incandeaoent  li^t 
wire  in  the  way  described.  This  conclusion  is  against  the  prepon- 
derance of  the  evidence. 

2.  The  evidence  shows  no  negligent  act  or  omission  on  the  part 
of  the  defendant  which  contributed  to  plaintifPs  injury.    The  in- 
candescent light  wire,  when  it  was  originally  installed,  was  prop- 
erly covered  with  insulating  material,  but  at  the  time  of  the  acci- 
dent this  material  had  been  torn  or  worn  away  from  a  small  sectitm 
(about  half  an  inch)  of  this  wire  at  the  point  where  it  was  slid 
to  have  come  in  contact  with  the  steam  pipe  connected  with  Ae 
mill  on  the  occasion  of  the  accident     The  alleged  n^ligiBiice  of 
the  master  (the  defendant  company)  was  its  failure  to  inspect 
this  wire.    The  duty  of  a  master  to  make  inspection  of  appliances 
furnished  to  workmen,  or  located  in  the  place  in  which  they  aie 
working,  does  not  require  such  inspection  to  be  continuous.    It  is 
to  be  made  at  reasonably  frequent  intervals.    Where  the  appliance 
is  not  normally  subjected  to  any  wear  and  tear,  and  there  is  no 
apparent  likelihood  of  its  getting  out  of  order,  or,  if  it  does  so,  of 
its  being  in  the  slightest  degree  dangerous  to  employes,  much  less 
frequent  inspections  by  the  master  are  necessary,  in  the  discbarge 
of  his  duty  to  his  servants,  than  when  the  appliance  is  a  madine 
in  constant  use,  and  dangerous  to  them  when  out  of  order.    In 
this  case  the  electric  lighting  system  (including  this  incandescent 
wire)  in  the  defendant  company's  factory  had  only  been  installed 
for  a  few  months.     There  is  nothing  in  the  case  to  suggest  that 
the  insulating  material  which  covered  this  wire  would  not  have 
remained  intact  for  years,  unless  injured  by  some  outside  agency. 
Nor  is  there  anything  in  the  case  which  will  justify  the  conclusion 
that  the  defendant,  in  the  exercise  of  a  reasonable  prudence,  should 
have  anticipated  the  probability  of  its  being  so  injured.     For  this 
reason,  the  failure  of  the  defendant  to  inspect  this  wire  between 
the  time  of  its  installation  and  the  time  of  the  plaintifPs  accident 
was  not  negligence. 

For  both  reasons,  the  rule  to  show  cause  should  be  made  absolute. 
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vsIbc  BUMl&iaerj  €»peratecl  by  eleetrieity  is  bound  to 
a  Texy  high  degree  of  care  for  the  protection  of  employees.  So  where 
tk  efidence  showa  that  a  crane  upon  which  the  plaintiff  was  at  work  was  de- 
iKtifdy  oonatructed,  either  in  that  there  was  a  metallic  connection  between 
tha  kanling  chain  of  the  crane  and  the  motor  which  operated  it,  and  that 
•IlkoQ^  the  electricity  from  the  motor  to  the  lifting  chain  and  hauling 
Ub  was  probably  insufficient  to  be  dangerous  with  no  greater  current 
fhn  that  designed  to  be  used  to  operate  the  crane,  yet  it  was  liable  to  become 
AH^gvous  from  the  presence  of  a  more  powerful  current ;  and  where  it  further 
ifpcired  that  the  wire  supplying  electricity  to  the  motor  of  the  crane  came 
h  eontact  with  a  more  heavily  charged  wire,  thus  charging  the  motor 
tin  with  an  unusual  current  of  electricity,  and  the  different  parts  of  the 
MM  thus  became  charged  with  a  dangerous  current,  which  by  contact 
MMd  the  injury  to  the  plaintiff,  it  was  held  that  the  circumstances  were 
Mh  as  to  impose  upon  the  defendant  the  duty  of  protecting  its  employees 
tern  injuries  likely  to  be  received  from  contact  with  the  different  parts  of 
fti  enuie.  Moron  v.  CotIms  Steam  Engine  Co,,  7  Am.  ElectL  Cas.  743,  21 
B.  L  S8^  48  AtL  874. 


Waoneb  V.  City  of  Portland. 

Oregon;  Supreme  Court, 
L  lunuTT  or  citt  fob  negugence  of  its  officebs  in  operation  of  fibb 


SYSTEM. — ^A  city  is  responsible  for  the  negligent  acts  of  a  board 
of  commissioners  having  exclusive  authority  on  behalf  of  the  city  to 
perform  all  executive  fimctions  relating  to  the  organization,  manage- 
■oit  and  oontrol  of  its  fire  department.  Where  such  a  board  employs 
a  superintendent  to  direct  the  operation  of  a  fire  alarm  system  and  vests 
with  power  to  employ  persons  to  work  upon  such  system,  the  negli- 
of  such  superintendent  causing  an  injury  to  a  person  employed 
hj  him  is  the  negligence  of  the  city,  for  which  damages  may  be  recovered 
of  it. 
^  Injuby  caused  bt  negligent  act  of  fellow  servant. — ^Where,  at  the 
time  of  the  injury,  the  plaintiff  was  at  work  with  other  persons  em- 
ployed in  the  same  capacity,  all  of  whom  were  acting  under  no  special 
directions,  but  were  using  their  own  judgment  as  to  the  manner  of  per- 
forming the  work,  such  other  persons  are  fellow  servants  of  the  plaintiff 
and  he  cannot  recover  from  the  city  for  injuries  received  through  their 
negligence,  unless  it  be  shown  that  the  city  was  negligent  in  failing  to 
adopt  such  precautionary  measures  as  would  have  prevented  the  injury. 
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3.  Adoption  of  rules. — ^The  question  whether  there  is  negligence  in 

to  adopt  suitable  rules  is  not  for  the  jury  unless  there  is  something  in 
the  testimony   from   which   the   inference  may  be   drawn  that   it  was 
practicable  to  have  provided  against  the  occurrence  of  the  accident  com- 
plained of  by  the  adoption  of  a  particular  rule.    Where  a  number  ol 
fellow  servants  were  engaged  in  taking  down  electric  wires  and  wert 
not  acting  imder  any  direction,  the  cutting  of  a  wire  at  the  proper  i^aee 
for  the  convenience  of  the  work,  and  to  insure  the  safety  of  the  eih 
ployees,  is  a  detail  of  the  work  which  was  for  the  judgment  and  eia- 
trol  of  the  workmen  themselves  and  not  for  the  city  to  regulate  by  tke 
adoption  of  rules  for  their  guidance. 

4.  Use  of  bubbeb  olovbs  aicd  boabds  to  stand  on. — ^Where  an  employee  lai 

worked  in  connection  with  plectric  wires  for  two  months  and  a  half  with- 
out the  protection  of  rubber  gloves,  and  wooden  boards  to  stand  npm, 
and  it  is  shown  that  he  still  continued  the  employment,  knowing  ik 
hazards  attending  the  work,  he  must  be  deemed  to  have  assumed  the  ruk 
of  performing  his  work  without  them. 
6,  Knowledge  of  danoeb. — ^A  man  of  mature  years  and  judgment,  not  Ukr 
ing  under  any  mental  disability,  who  has  been  warned  from  time  to  tiM 
of  the  danger  of  being  killed  while  performing  duties  in  proximity  to 
electric  light  wires,  and  who  had  heard  his  fellow  servants  Bay  that  tkqf 
had  received  shocks  while  in  the  same  employment,  and  who  witneaed 
the  effect  of  electricity  on  a  horse,  communicated  by  a  sagging  wire,  is 
precluded  from  gainsaying  knowledge  of  the  danger  of  electricity,  and  of 
the  hazards  he  was  incurring  while  engaged  in  the  service. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
January  20,  1902 ;  reported  40  Ore.  389,  67  Pac  300. 

A  board  consisting  of  three  commissioners  appointed  by  the  mayor  is  given 
by  the  charter  of  the  city  of  Portland  full,  complete,  and  exclusive  power 
and  authority  on  behalf  of  the  city  to  perform  all  executive  functions  thereof 
in  the  organization,  management,  and  control  of  its  fire  department,  and  all 
powers  and  duties  incident  thereto.  Session  Laws  1898,  p.  132,  sec.  87.  In 
pursuance  of  this  authority,  such  board  had  under  its  control  and  manage- 
ment a  system  of  fire  alarm  wires;  being  the  property  of  the  city,  and  used 
for  communicating  alarms  of  fire  occurring  therein.  R.  G.  Paddock,  who 
was  the  city  electrician,  and  superintendent  of  the  system,  deriving  his 
authority  from  the  board,  employed  the  plaintiff  as  groundman.  While  en- 
gaged in  that  capacity,  keeping  the  system  in  repair,  he  was  injured  by  re- 
ceiving a  shock  from  an  electrical  current,  for  which  injury  he  brings  thii 
action  for  damages,  alleging  that  it  was  caused  by  the  negligence  of  the 
municipality;  and,  having  obtained  a  judgment  in  the  trial  court,  the  defoid* 
ant  appeals. 
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/.  M.  Ixmgj  for  appellant 

Tko8.  O'Day,  for  respondent. 

Opini<m  by  Woi^vbbton^  J. : 

By  defendant's  separate  defense^  which  was  0tarick«n  out  on  mo- 
m,  two  questions  are  presented,  which  lie  at  the  thrediold  of  the 
Dtioversy.  It  is  maintained  with  much  emphasis  (1)  that  the 
ard  of  fire  commissioners  is  an  independent  body,  so  constituted 
'  the  charter,  with  full  and  exclusive  power  and  control  over  the 
«  department,  and  the  city  is  in  no  sense  responsible  for  its  acts ; 
id  (2)  that  the  board,  in  prosecuting  such  improvement,  acted  in 
political  and  governmental,  rather  than  in  a  private  or  corporate, 
.pacity,  and  therefore  it  cannot  be  held  amenable  for  the  negli- 
aioe  of  its  officers  and  agents.  The  two  positions  are  not  alto- 
ftfaer  consistent,  as  the  latter  seems  to  assume  that  the  fire  de- 
irtment  is  not  an  independent  body,  such  as  to  shift  liability  from 
e  city.  But  the  purpose  is  manifest  to  save  both  questions,  and, 
the  former  is  decided  adversely  to  the  contention,  then  the  latter 
comas  a  live  issue.  We  think  that  the  charter  settles  the  former, 
vests  in  the  board  the  executive  functions  of  the  city  pertaining 
the  oi^nization,  management,  and  control  of  the  fire  depart- 
mt,  and  all  powers  and  duties  incident  thereto.  As  to  this  par- 
lular  department,  therefore,  the  board  stands  in  the  place  and 
»ad  of  the  common  council,  exercising  the  authority  of  that  body ; 
id  its  acts  become  as  much  the  acts  of  the  city  as  if  the  common 
uncil  had  performed  them,  had  not  the  authority  in  the  premises 
en  transferred  to  the  board. 

As  to  the  latter  question,  it  is  one  of  more  difficulty, — not  so 
uch  in  the  finding  of  general  rules  governing  the  liability  of  mu- 
cipal  corporations  for  torts  committed  through  their  officers  and 
;ents,  but  in  determining  where  the  case  falls,  and  by  what  rules 
is  governed.  Municipal  corporations  exist  in  a  dual  capacity, 
id  their  functions  are  twofold.  In  one,  they  exercise  the  right 
(ringing  from  sovereignty,  and  while  in  the  performance  of  the 
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duties  pertaining  thereto  their  acts  are  political  and  govemmenttl 
Their  officers  aiid  agents^  though  elected  or  appointed  and  paid  b^ 
theniy  are  nevertheless  public  functionaries,  performing  a  pubb 
service,  in  which  the  corporations,  as  such,  have  no  particular  in- 
terest, and  from  which  they  derive  no  special  benefit  or  advantage 
in  their  private  or  corporate  capacity.  Such  officials  are  not, 
strictly  speaking,  the  servants  and  agents  of  the  munidpalitiei 
throu^  which  they  derive  their  authority,  but  are  officers^  agents 
and  servants  of  the  State  (that  is,  the  political  divisions  thereof 
or  the  public  at  large),  and  for  their  acts  of  omission  and  com- 
mission the  municipalities  themselves  are  not  liable.  In  the  other, 
they  exercise  a  private,  proprietary,  or  corporate  ri^t,  arisng 
from  their  existence  as  legal  persons ;  and  where  the  duty  is  one 
that  rests  upon  the  municipalities  in  respect  of  their  special  or  locil 
interests,  and  not  as  public  agencies,  and  is  absolute  and  perfect, 
not  discretionary  or  judicial  in  its  nature,  their  officers  and  agents 
in  the  performance  of  the  function  or  duty  act  in  behalf  of,  or  u 
the  alter  ego  of,  the  municipalities  in  their  corporate  capacity,  and 
not  for  the  State  or  public  at  large,  and  for  their  acts  the  munidp- 
altiesareheld  to  accountability.  This  has  become  the  settled  doctrine 
in  the  jurisprudence  of  this  country,  about  which  there  is  no  dissent. 
Caspary  v.  City  of  Portland,  19  Or.  496,  24  Pac.  1036,  20  Am 
St.  Rep.  842 ;  Esberg  Cigar  Co.  v.  City  of  Portland,  34  Or.  282, 
55  Pac.  961,  43  L.  R.  A.  435,  75  Am.  St  Rep.  651,  and  cases 
there  cited ;  1  Jag.  Torts,  173,  179 ;  Mechem,  Pub.  Off.  sees.  850, 
853 ;  2  Dill.  Mun.  Corp.  (3d  ed.),  sec.  980.  Touching  the  liability 
of  municipalities  in  their  corporate  capacity,  the  rule  is  succinctly 
stated  in  Wright  v.  City  Council  of  Augusta,  78  Ga.  241,  6  Am. 
St.  Rep.  256,  as  follows: 

**  Whenever  the  negligence  or  nonfeasance  of  the  ordinary  agents  and  serf- 
ants  of  the  corporation,  as  distinguished  from  that  of  its  officers,  cauMi 
the  injury,  or  when  the  loss  results  from  acts  merely  ministerial,  as  dit- 
tinguished  from  such  as  are  legislative  and  governmental  in  character,  ex- 
ercised for  the  sole  and  immediate  benefit  of  the  public,  or  where  the  eor- 
poration  is  exercising,  as  a  corporation,  its  private  franchise,  powers,  and 
privileges,  which  belong  to  it  for  its  immediate  corporate  benefit,  or  ii 
dealing  with  property  held  by  it  for  its  corporate  advantage,  gain,  or  emohh 
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,  though  insuring  ultimately  to  the  benefit  of  the  general  public,  then, 
only  then,  it  becomes  liable  for  the  negligent  exercise  of  such  powers, 
lely  as  are  individuals." 


ndeniablyy  municipalities^  wheu  acting  through  their  fire  de- 
ments in  the  preservation  of  property  from  the  devastation  of 

are  in  the  exercise  of  a  purely  governmental  function^  and 
r  officers  and  agents  represent  the  public,  as  an  arm  of  the 
df  for  whose  acts  the  corporations  are  not  liable.  It  was  so  held 
^afford  V.  City  of  New  Bedford,  16  Gray,  297,  where  certain  of 
firemen  negligently  ran  a  hose  carriage  against  the  plaintiff 
injured  him.  So,  in  Fisher  v.  City  of  Boston,  104  Mass.  87, 
m.  Eep.  196,  where  the  hose  provided  by  the  city,  and  in  use 
u^  the  fire  department,  burst,  causing  the  injury  complained 

In  this  case  Mr.  Justice  Gray,  now  of  the  Supreme  Court  of 
United  States,  says : 

)at  the  extinguishment  of  fires  is  not  for  the  immediate  advantage  of 
'jawn  in  its  corporate  capacity;  nor  is  any  part  of  the  expense  thereof 
orixed  to  be  assessed  upon  owners  of  buildings,  or  any  other  special 

of  persons  whose  property  is  peculiarly  benefited  or  protected  thereby. 
be  absence  of  express  statute,  therefore,  municipal  corporations  are  no 

liable  to  actions  for  injuries  occasioned  by  reason  of  negligence  in 
\  or  keeping  in  repair  the  fire  engines  owned  by  them,  than  in  the  case 
town  house  or  a  public  way.  ...  It  makes  no  difference  whether 
Li^slature  itself  prescribes  the  duties  of  the  officers  charged  with  the 
T  and  management  of  fire  engines,  or  delegates  to  the  city  or  town  the 
ition  of  those  duties  by  ordinance  or  bylaw.  However  appointed  or 
3dy  such  persons  are  public  officers,  who  perform  duties  imposed  by  law 
he  benefit  of  all  the  citizens,  the  performance  of  which  the  city  or  town 
DO  control  over,  and  derives  no  benefit  from,  in  its  corporate  capacity. 
sets  of  such  public  officers  are  their  own  official  acts,  and  not  the  acts  of 
nunicipal  corporation  or  its  agents.'' 

nd  in  Mendel  v.  City  of  Wheeling,  28  W.  Va.  233,  57  Am. 
.  665,  where  the  city  authorities  allowed  pipes  laid  to  plain- 
I  premises  for  conducting  water  thereto,  to  be  used  for  fire  and 
r  purposes,  to  fill  up  so  as  not  to  be  serviceable  in  the  extin- 
hment  of  a  fire,  to  his  damage,  the  same  doctrine  was  upheld, 
also,  in  Welsh  v.  Village  of  Rutland,  56  Vt.  228,  48  Am.  Kep. 
where  the  engineer  of  the  fire  department,  under  the  direction 
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of  the  village  trustees^  in  thawing  out  a  hydrant  oonnected  vHLth  aa 
aqueduct,  flooded  the  street  with  water,  which  becoming  frosen,  tlie 
plaintiff  was  injured  by  falling  thereon.    And  in  Wilcox  v.  CUf 
of  Chicago,  107  IlL  334,  47  Am.  Eep.  434,  where  the  plaintiff 
sustained  injury  by  the  collision  of  a  hook  and  ladder  wagcm  with 
his  carriage ;  also  in  Edgerly  v.  Concord,  62  N.  H.  8,  13  Am.  8t 
Bep.  533,  where  the  injury  occurred  through  fright  of  the  plaia- 
tiflPs  horse,  caused  by  a  stream  of  water  thrown  from  a  hydrant  hj 
the  officers  of  the  fire  department,  at  the  request  of  the  mayor  d 
the  city,  for  the  purpose  of  testing  the  capacity  of  the  hydrant;  and, 
again,  in  Kies  v.  City  of  Erie,  135  Pa.  144,  19  Atl.  942,  20  Am. 
St.  Sep.  867,  where  the  door  of  an  engine  house  was  so  neglige&tty 
operated  that,  when  being  opened  upon  the  sidewalk,  it  stmek  t 
pedestrian  and  injured  him.    Many  other  cases  might  be  cited,  but 
these  are  sufficient  to  illustrate  the  doctrina    The  ncmliability  d 
the  municipality  is  based  upon  the  idea  that  it  is  acting  in  a  paUie 
or  governmental  capacity,  as  an  arm  of  the  State,  and  hence  die 
doctrine  of  respondeat  superior  is  without  application.     But  the 
case  at  bar  is  distinguishable  from  any  of  these  cases,  or  any  ditt 
we  have  been  able  to  find  applying  the  doctrine  referred  to  therein. 
Here  the  city  was  acting  in  the  discharge  of  a  l^al  duty  to  repair 
the  fire  alarm  system,  and  the  case  is  one  of  common  employment 
for  the  performance  of  a  special  service  for  and  in  behalf  of  tfie 
city.     The  duty  was  being  performed  through  the  instrumentality 
of  private  or  corporate  agencies,  and  not  through  the  fire  d^uurt- 
ment  or  its  officers,  or  through  officers  of  the  city  whose  duty  it  wm 
to  perform  such  work ;  and  it  might  be  added  that  the  work  of  re- 
pairing was  an  act  ministerial  in  its  nature.     In  a  similar  case 
{Mulcai/ms  v.  City  of  JanesviUe  [Wis.],  29  N.  W.  565),  where  the 
city  was  engaged  in  the  construction  of  a  cistern  for  the  use  of  the 
fire  department,  and  an  employee  was  injured  through  the  negli- 
gence of  other  employees,  it  was  held  that  the  city  was  liable,  under 
the  doctrine  of  respondeat  superior;  so,  in  McCaughey  v.  Tripp, 
12  R.  I.  449,  where  an  employee  was  injured  while  the  city  of 
Providence  was  engaged  in  the  construction  of  a  city  halL     See, 
also,  Donahoe  v.  City  of  Kansas  City,  136  Mo.  657,  38  S.  W.  571; 
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lUy  of  Toledo  v.  Cone,  41  Ohio  St  149.  From  these  latter  authol^ 
(ties  we  are  impelled  to  the  conclusion  that  corporate  liability 
sxists  in  the  case  at  bar^  and  that  the  further  and  separate  defense 
nf  nonliability  was  therefore  properly  stricken  out.  Plaintiffs  coun- 
r1  contend  that  the  statute  settled  the  question  at  the  very  outset. 
Bat  it  only  gives  the  action  against  the  municipality  when  it  is 
liable  in  its  corporate  capacity,  as  distinguished  from  its  political 
vr  governmental  capacity,  as  an  arm  of  the  State  in  the  exercise  of 
wvereignty.  HilFs  Ann.  Laws,  sees.  349,  350.  So  the  question 
recurs,  in  what  capacity  was  the  city  acting  when  the  injury  was 
HUtained? 

At  the  close  of  the  testimony  the  defendant  moved  for  a  nonsuit, 
but  without  success,  and  error  is  predicated  upon  the  action  of  the 
court  in  that  regard.  This  necessitates  a  consideration  of  the  tes- 
timony adduced,  with  a  view  to  ascertaining  whether  the  plaintiff 
proved  a  cause  sufficient  to  be  submitted  to  the  jury.  The  basis  of 
the  action  is  the  negligence  of  the  city,  its  officers  and  agents,  con- 
tributing as  a  proximate  cause  to  the  injury  sustained  by  the 
plaintiff;  and  unless  acts  are  shown  from  which  negligence  may  be 
leaaonably  inferred  in  some  particular,  and  attributable  to  the 
dty  in  its  corporate  capacity,  the  case  is  not  such  a  one  as  should 
be  submitted  for  the  jury's  consideration.  The  Portland  General 
Electric  Light  Company  was  operating  a  system  of  electric  light 
wires,  extending  north  and  south  on  the  east  side  of  Sixth  street 
idbere  it  intersects  Yamhill,  among  which  are  what  are  known  as 
"  primary  wires,''  carrying  from  1,000  to  1,200  volts  of  electricity ; 
one  of  its  poles  standing  immediately  within  the  curbing  at  the 
southeast  comer  of  Sixth  and  Yamhill  streets,  and  another  south  of 
that,  about  two-thirds  of  the  distance  across  the  block,  near  Mr. 
Corbett's  bam.  The  Oregon  Telephone  Company  had  a  system  of 
wires  on  the  west  side  of  Sixth  street,  one  of  the  poles  standing  a 
little  south  of  the  southwest  comer  of  Sixth  and  Yamhill; 
and  the  Columbia  Telephone  Company  had  a  system  extending 
east  and  west  on  the  south  side  of  Yamhill  street  The  city  had  its 
fire  alarm  wires  attached  to  the  Columbia  Telephone  Company's 
poles,  extending  west  on  Yamhill  street  to  Sixth,  at  which  point 
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and  from  there  south  it  was  attached  to  the  electric  companj^a 
poles.    Immediately  prior  to  the  time  of  the  accident  the  superin- 
tendent directed  that  the  city's  wires  should  be  changed  in  some 
particulars  so  as  to  avoid  contact  with  some  shade  trees ;  and  in 
obedience  thereto  a  new  wire  had  been  attached  along  Yamhill^ 
extending    across    Sixth    street,    and    attached    to    the    Or^n 
Telephone  Company's  pole,   and  thence  southward   back  acroas 
Sixth  street,  and  attached  to  the  electric  company's  pole  near  Mr. 
Corbett's  barn,  whereupon  the  old  wire  was  cut  near  the  engine 
house,  or  at  Fourth  and  Yamhill,  and  again  at  the  pole  where  tbe 
new  one  was  attached,  and  the  end  thrown  over  into  Sixth  street 
^  Being  detached  from  the  electric  company's  pole  at  the  southetat 
comer  of  Sixth  and  Yamhill,  one  of  the  workmen  drove  a  staple 
into  the  top  of  the  pole,  with  a  view  of  keeping  it  oflF  the  electric 
company's  wires  while  it  was  being  taken  down.     Tlie  plaintiff, 
acting  in  his  capacity  as  a  groundman,  and  with  a  view  to  reeling  it 
up  at  the  same  time,  in  conjunction  with  others,  attempted  to  take 
it  down  by  pulling  it  through  the  staple  from  a  point  on  Sixth 
street  near  the  curb  on  the  east  side  where  the  end  of  the  wire  had 
fallen  when  cut.    Finding  the  wire  fast,  the  men  with  him  let  go,— 
one  of  them  to  go  up  the  pole  to  loosen  it,  and  the  others  across  die 
street,  so  as  to  get  a  view  of  the  situation ;  but  the  plaintiff,  con- 
tinuing in  his  efforts  to  dislodge  the  wire,  brought  it  in  contact 
with  one  of  the  electric  company's  primary  wires,  resulting  in  his 
injury.     The  plaintiff's  account  of  the  incident  is,  in  substance, 
that  he  was  at  the  time,  September  28,  1897,  and  had  been  since 
July  13th  preceding,  in  the  employ  of  the  city  in  the  capacity  of  a 
common  laborer  to  assist  in  changing  the  telephone  and  fire  alarm 
wires ;  that  his  particular  service  was  as  a  groundman ;  that  he  was 
assigned  to  the  duty  of  attending  the  reel  and  reeling  up  the  wire 
as  it  came  off  the  poles,  and  such  other  work  as  was  necessary  to  be 
done  on  the  ground,  digging  post  holes,  helping  to  set  up  poles, 
makingconnections  on  the  ground,  and  dropping  old  wires  when  the 
insulation  was  off;  that  other  men  were  working  with  him,  namely, 
Cherry,  Rsher,  Schad,  Baker  and  Severian,  the  latter  being  the 
foreman  of  the  gang;  that  after  the  wire  had  been  cut  he  took  his 
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1  from  the  southwest  corner  of  Sixth  and  Yamhill  streets,  where 
then  was,  to  where  the  end  of  the  wire  lay;  that  he.  Baker, 
eny  and  Schad  pulled  on  the  wire  until  they  found  it  was  fast ; 
it  some  one  suggested  that  Cherry  go  up  the  pole,  which  he  did, 
i  Baker  and  Schad  crossed  over  to  the  corner  on  the  other  side 
Sixth  street,  and  that  the  witness,  continuing  in-  the  effort  to  dis- 
Ige  the  wire,  received  a  shock ;  that  the  wire  was  above  the  elec- 
B  company's  wires,  and  from  where  he  was  he  could  not  see  the 
int  of  contact  with  them,  because  of  a  tree  which  obscured  his 
ion ;  that  he  did  not  understand,  nor  was  he  experienced  as  to  the 
tore  of,  electricity ;  that  he  was  perfectly  ignorant  of  the  danger 
it;  that  neither  the  city  nor  its  oflScers  had  ever  given  him  any 
rice  or  instruction  touching  the  danger  of  his  employment,  ex- 
it on  one  occasion,  some  four  or  five  weeks  previous,  when  he  was 
med  while  adjusting  a  heavily  insulated  wire  that  he  had  better 
nd  on  some  boards,  as  he  was  liable  to  get  killed ;  that  he  had  no 
5vious  warning  by  the  city  or  its  ofiicers  of  the  existence  of  the 
imary  wires  of  the  electric  company,  or  that  they  were  charged 
th  electricity ;  that  the  city  had  no  rules  for  the  government  of 
wrers  in  performing  their  work,  and  did  not  furnish  boards  for 
jm  to  stand  on,  or  rubber  gloves  for  them  to  use.  On  cross-exami- 
tion  he  testified  that  the  wire  was  a  very  old  one,  the  insulation 
ing  off  in  places,  and  that  he  might  have  taken  hold  of  it 
ere  the  insulation  was  off,  and  that  he  had  assisted  in  taking 
wn  a  good  many  miles  of  wire.  H.  H.  Cherry  testified  that  the 
ctric  company's  wires  were  insulated  primary  wires,  heavily 
irged,  and  used  for  distributing  electricity  about  the  city ;  that 
5  plaintiff,  Schad,  Baker  and  himself  started  to  pull  the  wire 
wn,  when  it  caught  somewhere  on  the  pole ;  that  he  went  up  to 
:e  it  loose,  and  plaintiff  was  shocked ;  that  he  heard  him  make  a 
ise,  and  saw  the  wire  rocking, — saw  it  come  in  contact  with  the 
«tric  company's  primary  wire, — ^whereupon  he  took  hold  of  it 
d  lifted  it  clear;  and  that  there  was  a  bare  connection  with  the 
imary  wire.  On  cross-examination  he  stated  that  he  did  not 
jollect  whether  he  cut  the  wire  on  Sixth  street,  near  Corbett's 
rn,  or  not,  or  whether  Culling?,  one  of  the  men  working  in  the 
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gang,  cut  it,  but  whoever  it  was  threw  it  over  into  the  street ;  that 
the  men,  as  a  crew,  had  been  taking  down  the  wires  for  about  two 
months,  and  that  plaintiff  had  been  with  them  during  the  time; 
that  it  was  his  custom  when  he  went  up  to  unfasten  these  wires  to 
look  and  see  if  they  were  going  to  come  in  contact  with  primaij 
wires ;  that  a  man  would  recognize  such  things ;  that  he  knew  there 
was  a  primary  wire  there  when  he  unfastened  the  wire  in  question 
and  took  it  off  the  insulator ;  that  he  put  a  staple  in  the  top  of  the 
pole  somewhere,  and  the  wire  came  through,  and  the  men  pulled 
against  it ;  that  they  could  just  as  well  have  cut  the  wire  at  the  pole 
as  not;  that  the  men  used  their  own  judgment  as  to  where  they 
should  cut  the  wires ;  that  they  were  supposed  to  work  under  Mr. 
Severian's  orders,  and  that,  if  ho  told  them  to  cut  the  wire  in  a 
certain  place,  it  was  done;  that  Severian  was  working  with  the 
men  under  Mr.  Paddock,  the  electrician ;  that  Paddock  gave  the 
general  orders,  and  the  men,  under  Severian's  orders,  would  exe- 
cute them ;  that  at  the  time  he  fastened  the  staple  he  thought  it  was 
the  best  way  to  keep  this  wire  off  the  primary  wire  of  the  elecstric 
company,  but  it  did  not  suflSce  for  the  purpose ;  that  all  he  had 
to  do  when  he  went  up  the  pole  the  second  time  was  to  lift  the  wire 
off  the  primary  wire ;  that,  to  the  best  of  his  recollection,  the  cover- 
ing of  the  wire  was  carried  up  in  a  bunch  at  the  staple,  and  that 
when  this  was  taken  out  and  cut  off  the  wire  was  pulled  down  over 
the  primary  wire;  that  the  staples  used  were  big,  strong  staples; 
and  that  he  used  the  one  on  that  occasion  according  to  his  best  judg- 
ment to  keep  the  wire  from  coming  in  contact  with  the  primary 
wire.     R.  G.  Paddock  testified  that  he  was  superintendent  of  the 
fire  alarm  and  police  signal  wires  in  the  city ;  that  he  hired  all  the 
men,  subject  to  the  action  of  the  board  of  fire  and  police  commis- 
sioners ;  that  he  was  given  authority  by  these  boards  to  hire  such 
men  as  necessity  required ;  that  no  rules  had  been  promulgated  re- 
quiring the  wires  to  be  cut  where  crossing  primary  wires,  or  the 
electriccompany  totumoff  its  electricity,  nor  were  there  any  boards 
or  rubber  gloves  furnished  for  the  use  of  the  men ;  that  rubber 
gloves,  being  nonconductors,  were  designed  to  protect  the  men  from 
receiving  a  shock  from  a  heavily  charged  wire,  or  one  carrying  ft 
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great  voltage ;  that  under  certain  circumstances  boards  are  noncon- 
ductors ;  that  all  these  things  are  relative,  depending  upon  the  volt- 
age ;  that  a  dry  board  is  a  nonconductor ;  that  if  a  person  is  stand- 
ing on  a  dry  board,  and  the  voltage  is  comparatively  low,  the  board 
will  act  as  an  insulator,  the  same  as  glass,  and  that  1,000  volts  is 
eomparatively  low,  nowadays, — speaking  generally,  a  dry  board, 
or  a  piece  of  dry  carpet,  or  a  piece  of  paper  or  glass,  are  all  consid- 
ered nonconductors  (in  other  words,  they  are  very  poor  conductors 
of  electricity) ;  that  none  of  them  are  strictly  nonconductors,  but 
are  relatively  high  in  resistibility,  and  that  if  a  person  would  get 
on  some  dry  boards  or  a  piece  of  paper,  or  a  piece  of  dry  rubber,  or 
anything  like  that,  he  could  handle  1,000  volts  without  danger; 
that  the  matter  of  putting  up  and  taking  down  these  wires  was 
largely  a  matter  of  detail  with  the  workmen  themselves;  in  some 
specific  cases,  Severian  or  witness  would  give  special  instructions^ 
but,  as  a  general  proposition,  the  cutting  or  handling  of  the  wires 
was  a  matter  of  detail  with  the  crew.  Other  witnesses  were  called, 
but  this  is  the  practical  effect  of  the  testimony,  and  there  is  nothing 
to  dispute  it  It  is  at  once  apparent  from  this  testimony  that  the 
acts  immediately  contributing  to  the  injury  of  the  plaintiff  were 
the  acts  of  Cherry  or  Cullins  in  cutting  the  wire  at  the  pole  near 
Corbitt's  bam,  and  casting  it  into  the  street  across  the  primary 
wires  of  the  electric  company,  and  the  act  of  Cherry  in  securing  it 
to  the  top  of  the  pole  in  such  a  manner  as  to  allow  it  to  come  in 
contact  with  such  primary  wires.  Further  than  this,  the  act  of  the 
plaintiff  and  the  workmen  with  him  in  attempting  to  pull  the  wire 
through  the  staple  from  the  position  where  the  end  of  it  fell,  instead 
of  taking  it  across  the  street  opposite  the  pole  where  it  was  fast- 
ened, may  have  been  a  contributing  factor.  Cherry  says  he  used 
his  best  judgment  in  attaching  the  staple  so  as  to  have  the  wire 
come  off  clear  of  the  primary  wires,  but  failed  in  his  purpose,  pos- 
sibly because  of  the  position  of  the  plaintiff  in  doing  his  work. 
But  waiving  the  feature  of  plaintiff's  position,  it  is  clear  that  the 
person  who  cut  the  wire  and  threw  it  into  the  street  across  the  wires 
of  the  electric  company,  and  Cherry,  who  endeavored  to  make  it 
fast  to  the  top  of  the  pole  to  which  the  primary  wires  were  at- 
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tachedy  so  as  to  avoid  contact  with  them^  were  fellow  servants  with. 
the  plaintiff,  and  he  is  precluded  from  recovery  on  that  acoount, 
unless  the  city  has  been  derelict  in  its  duty,  by  not  taking  proper 
precautionary  measures  looking  to  the  safety  of  its  employees, 
whereby  the  plaintiff's  injury  ensued,  without  the  concurrence  of 
his  own  acts  or  those  of  his  fellow  servants  contributing  thereta 
As  to  who  are  fellow  servants  and  who  is  the  master,  has  been  satis- 
factorily settled  by  this  court  in  Mast  v.  Kern,  34  Or.  247,  54  Pac 
950,  75  Am.  St  Bep.  580,  wherein  it  was  said  (Mr.  Justice  Bean 
announcing  the  opinion  of  the  court)  : 

"  The  true  test  in  all  cases  by  which  it  may  be  determined  whether  tlM 
negligent  act  causing  the  injury  is  chargeable  to  the  master,  or  is  the  act 
of  a  coservant,  is,  was  the  offending  employee  in  the  performance  of  tlM 
master's  duty,  or  charged  therewith,  in  reference  to  the  particular  act 
causing  the  injury?  If  he  was,  iiis  negligence  is  that  of  the  master,  sad 
the  liability  follows.  If  not,  he  was  a  mere  coservant,  engaged  in  a  ««*^tnnM» 
employment  with  the  injured  servant,  without  reference  to  his  grade  or 
rank,  or  his  right  to  employ  or  discharge  men,  or  to  his  control  over  than. 
In  short,  the  master  is  liable  for  the  negligence  of  an  employee  who  reprs- 
sents  him  in  the  discharge  of  his  personal  duties  towards  his  Mnrmntib 
Beyond  this  he  is  liable  only  for  his  own  personal  negligence." 

Paddock  was  the  city  electrician  and'  the  superintendent  of  the 
alarm  system.  He  directed  the  work  to  be  done,  and  the  men  under 
the  immediate  direction  of  Severian,  as  his  assistant,  were  engaged 
in  the  service.  The  linemen  used  their  judgment  as  to  the  manner 
of  detaching  and  taking  the  wires  down,  and  it  was  not  the  master's 
duty  to  give  specific  directions  touching  the  details  of  the  worL 
Whoever  attended  to  that  while  engaged  in  the  particular  capacity 
was  a  fellow  servant  with  the  plaintiff,  and  not  a  master  or  vice 
principal.  It  is  the  duty  of  the  master,  however,  to  adopt  needful 
and  reasonable  rules  and  regulations  for  the  government  and  pro- 
tection of  his  agents  and  servants  while  pursuing  their  employ- 
ment ;  to  exercise  suitable  care  and  precaution  to  provide  them  witfi 
a  reasonably  safe  place  in  which  to  work,  and  fit  and  safe  tools  and 
appliances  to  work  with,  and  to  employ  suitable  and  competent  fel- 
low servants;  and  such  duty  cannot  be  delegated  in  any  manner 
so  as  to  shield  him  from  responsibility.     Whoever  performs  thi« 
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duty  performs  the  master's  duty,  and,  if  he  is  not  the  master  him- 
seUf  he  becomes  a  vice  principal,  and  the  master  is  still  responsi- 
ble.   Now,  plaintiff  insists  that  it  was  the  duty  of  the  city  to  have 
adopted  rules  and  regulations  which,  among  other  things,  should 
liAve  required  the  wires  that  were  being  detached  and  removed 
from  the  poles  to  be  cut  wherever  they  crossed  a  primary  wire,  or 
the  electricity  to  be  turned  off  the  primary  wires  while  the  em- 
ployees were  at  work  in  proximity  thereto.    It  may  be  predicated 
of  the  employment  in  which  the  plaintiff  was  engaged  that  it  was 
dangerous  and  hazardous,  as  it  is  common  knowledge  that  electric- 
ity is  a  dangerous  element,  and  those  engaged  in  and  about  the  in- 
strumentalities and  appliances  by  which  it  is  handled  and  utilized 
in  any  considerable  voltage  are  liable  to  come  in  contact  with  it  and 
be  injured.    As  a  general  rule,  the  dangers  connected  with  such  a 
business,  that  are  unavoidable  after  the  exercise  by  the  master  of 
proper  care  and  precaution  in  guarding  against  them,  are  risks 
incident  to  the  employment,  and  are  assumed  by  those  who  consent 
to  accept  employment  under  the  circumstances.     Such  dangers, 
however,  as  are  known  and  can  be  mitigated  or  avoided  by  the  exer- 
cise of  reasonable  care  and  precaution  by  those  engaged  in  the 
business  are  not  perils  which  the  employee  must  encounter  as  inci- 
dent to  the  business,  and  the  master  is  generally  held  to  accounta- 
bility for  his  neglect  in  this  regard  contributing  to  the  injury  of  the 
servant.    "  In  other  words,"  says  Mr.  Chief  Justice  Ruger  in  Mc- 
Ocvem  V.  Railroad  Co.,  123  N.  Y.  280,  25  N.  E.  373 : 

"  It  is  the  duty  of  the  master,  having  control  of  the  times,  places,  and 
oonditions  under  which  the  servant  is  required  to  labor,  to  guard  him  against 
probable  danger  in  all  cases  in  which  that  may  be  done  by  the  exercise  of 
reasonable  caution." 

See,  also,  Anderson  v.  Telegraph  Co.,  7  Am.  Electl.  Cas.  725, 
19  Wash.  575,  53  Pac  657,  41  L.  R.  A.  410. 

In  this  connection  it  should  be  observed  that,  although  this  duty 
is  imposed  upon  the  master,  his  neglect  of  it  will  not  always  render 
him  liable  as  against  a  servant  who  engages  in  the  employment 
with  full  and  explicit  knowledge  of  the  master's  default    The  rule 
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is  Stated  thus,  by  Mr.  Justioe  Devens  in  Leary  v.  Railroad,  139 
Mass.  580,  584,  2  N.  £.  115,  52  Am.  Bep.  733 : 

*'  The  servant  assumes  the  dangers  of  the  employment  to  which  he  Tolim- 
tarily  and  intelligently  consents,  and  while  ordinarily  he  is  to  be  subjected 
only  to  the  hazards  necessarily  incident  to  his  employment,  if  he  knows  that 
proper  precautions  have  been  neglected,  and  still  knowingly  conacnts  to 
incur  the  risk  to  which  he  will  be  exposed  thereby,  his  assent  dispenam  with 
the  duty  of  the  master  to  take  such  precautions." 

It  is  probably  best  grounded  upon  the  idea  that,  ^diere  two  negli- 
gent acts  conduce  to  an  injury,  responsibility  attaches  to  the  one 
that  stands  as  the  proximate  or  immediate  cause ;  and  in  such  a 
case  the  servant  cannot  hold  the  master  responsible,  althou^  cul- 
pable, because  his  own  negligence  is  the  direct  and  immediate 
causeof  his  injury.  Stager  v.  Laundry  Co,,  38  Or.  480,  486,  63  Pac. 
645,  53  L.  R  A.  459;  Fitzgerald  v.  Paper  Co.,  155  Mass.  155,  29 
N.  E.  464,  31  Am.  St  Eep.  637.  The  question  whether  the  de- 
fendant was  at  fault  in  omitting  to  adopt  suitable  rules  is  not  one 
for  the  jury,  unless  there  is  something  in  the  testimony  from  which 
the  inference  may  be  drawn  that  it  was  practicable  to  have  pro- 
vided against  the  occurrence  of  the  accident  complained  of  by  such 
a  rule.  The  court  say  in  Railway  Co.  v.  Echols,  87  Tex.  339,  843, 
27  S.  W.  60,  28S.  W.  517: 

"  Whether  or  not  the  evidence  is  sufficient  to  show  a  case  in  which  the  duty 
to  make  rules  rested  upon  the  defendant  is  a  question  of  law  for  the  court. 
If  the  facts  raised  that  issue,  it  should  have  been  submitted  to  the  jury; 
otherwise  it  should  not." 

It  may  occur  that  the  necessity  and  propriety  of  making  and 
promulgating  rules  in  a  given  case  are  so  obvious  as  to  make  the 
matter  one  of  common  experience  and  knowledge.  Such  a  condi- 
tion would  warrant  a  submission  of  the  question  as  to  wiiether  the 
defendant  was  at  fault  in  omitting  its  duty  in  this  regard  to  the 
jury  without  evidence.  But  that  is  not  the  case  here.  It  is  mani- 
festly not  a  matter  of  common  knowledge  and  experience  that  rules 
such  as  plaintiff  suggests  would  be  practicable,  or  even  useful,  in 
the  prevention  of  an  accident  of  the  kind.  If  notwithstanding  they 
were  in  fact  necessary  and  practicable,  it  was  a  matter  susceptible 
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of  proof,  by  showing  that  other  municipalities,  oompanies,  or  per- 
aons  engaged  in  handling  electrical  machinery  and  appliances  for 
generating  and  utilizing  electrical  currents  had  adopted  and  put 
into  operations  such  rules,  with  serviceable  results,  or  by  the  testi- 
mony of  persons  possessing  peculiar  skill  and  experience  in  the 
construction,  repair,  management,  and  operation  of  such  machine 
ory  and  appliances.  No  such  proof  is  to  be  found  in  the  record, 
and  hence  a  case  has  not  been  made  in  this  particular  upon  which  to 
put  the  question  of  negligence  of  the  defendant  in  omitting  the 
adoption  and  promulgation  of  the  rules  insisted  upon  to  the  jury. 
Berrigan  v.  Railroad  Co.,  131  N.  Y.  582,  30  N.  R  57 ;  Morgm  v. 
Iron  Co.,  133  N.  Y.  666,  31  N.  E.  234 ;  Railroad  Co.  v.  Camdhr 
ers  (Ean.)  43  Pac.  230;  Whalen  v.  Railroad  Co.,  114  Mich.  512, 
72  N.  W.  323.  Plaintiff  did  attempt,  however,  to  establish  the 
practicability  and  necessity  therefor,  but  says  he  was  not  permitted 
to  do  so  because  of  the  objection  of  defendant's  counsel,  and  he  in- 
sists that  defendant  cannot  now  complain  of  error  which  it  invited. 
The  rule  sought  to  be  invoked  is  a  wholesome  one,  authoritatively 
established.  Elliott,  App.  Proc  sec.  630 ;  Jobbins  v.  Oray,  34  HI. 
App.  308,  218;  Insurance  Co.  v.  O'Conmll,  34  111.  App.  357, 
360. 

A  witness  was  asked  what  he  would  say  as  to  the  necessity  of 
having  some  rules  adopted  in  regard  to  performing  the  work,  and 
this  question  he  was  not  allowed  to  answer.  It  does  not  appear  that 
he  was  a  person  skilled  touching  the  matter  of  inquiry,  so  that  no 
error  was  committed  in  the  ruling  upon  the  objection,  and  no 
error  could  be  invited  where  the  objection  was  well  taken. 

As  to  the  other  inquiry,  touching  the  adoption  of  rules  by  other 
companies  for  the  doing  of  that  class  of  work,  the  question  put  and 
rejected  does  not  reach  the  point,  as  it  was  not  confined  to  the  spe- 
cific rules  which  plaintiff  insists  should  have  been  adopted 
for  the  prevention  of  the  accident.  That  other  companies  had 
adopted  rules  generally  for  the  regulation  and  doing  of  the  class  of 
work  being  done  by  the  city  was  too  general  to  be  of  any  practical 
avail.  This  constitutes  the  effort  made  in  that  behalf,  and  we  find 
no  error  of  the  court  respecting  it. 
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Beyond  this,  however,  we  are  of  the  opinion  that,  so  far  as  de- 
veloped by  the  evidence  in  this  case,  the  cutting  of  wires,  and  the 
places  where  they  should  be  cut  so  as  to  take  them  down  conven- 
iently and  with  the  least  danger  to  the  workmen,  are  details  of  the 
work,  which  were  for  the  judgment,  discretion  and  control  of  the 
workmen  themselves,  and  not  for  the  master  to  regulate  by  the 
adoption  of  rules  for  their  guidance.  Uhrich  v.  Railroad  Co.,  25 
App.  Div.  465,  51  N.  Y.  Supp.  5 ;  OoVden  v.  Sieghardt,  33  App. 
Div.  161,  53  N.  Y.  Supp.  460. 

With  reference  to  furnishing  the  workmen  with  boards  and  rob- 
ber gloves  for  their  use,  this  may  or  may  not  have  been  the  duty  of 
the  city.  But  however  that  may  be,  it  is  a  conceded  fact  that  phdih 
tiff  worked  two  months  and  a  half  without  them,  and  it  is  abso- 
lutely shown  that  he  still  continued  in  the  employmient,  knowing 
the  hazards  attending  the  work,  and  he  must  be  deemed,  therefore, 
to  have  assumed  the  risk.  His  negligent  act  in  continuing  in  the 
work  became  the  proximate  cause  of  the  accident,  hence  he  cannot 
recover  upon  that  account. 

Plaintiff  says,  also,  that  he  was  ignorant  of  the  danger  of  elec- 
tricity, and  was  not  warned  by  any  officcjjr  of  the  city  that  the  elec- 
tric company^s  wires  carried  electricity  in  dangerous  quan- 
tities. But  he  was  a  man  sui  juris,  of  mature  years 
and  judgment,  not  laboring  under  any  mental  disability; 
and  his  admissions  show  that,  he  had  been  previously 
warned  by  Cullins,  a  fellow  servant,  of  the  danger  of  being 
killed  while  in  the  same  service  in  proximity  to  the 
electric  company^s  wires  where  they  carried  5,000  volts ;  that  he 
heard  two  fellow  servants  say  they  had  each  received  shoda 
while  in  the  same  employment,  and  witnessed  the  effect  of  elec- 
tricity on  a  horse,  communicated  by  a  sagging  wire ;  and  he  must 
necessarily  have  known,  as  Cherry,  Cullins,  and  other  fellow  work- 
men knew,  not  only  the  dangerous  character  of  electricity,  but 
the  nature  and  condition  of  the  electric  company^s  wires.  From 
his  testimony  there  can  be  but  one  opinion  touching  the  matter, 
and  that  precludes  him  from  gainsaying  knowledge  of  the  dan- 
ger of  electricity,  and  of  the  hazards  he  was  incurring  vidiile 
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engaged  in  the  service.  Under  these  conditions,  there  was  error 
is  refusing  the  nonsuit. 

Other  testimony  was  offered  in  the  further  progress  of  the 
trial,  but  no  new  features  of  the  case  were  developed,  and  nothing 
shown  that  would  be  curative  of  the  matters  pertaining  to  the 
injury. 

The  judgment  of  the  trial  court  will  therefore  be  reversed,  and 
the  cause  remanded  for  such  further  proceedings  as  may  seem 
appropriate,  not  inconsistent  with  this  opinion. 

Bean^  C  J.,  concurs  in  the  result. 

Im  llAflMMhitaetts  it  has  been  held  that  a  municipal  corporation  is  not 
liable  for  injuries  to  a  lineman  employed  upon  its  fire  alarm  system  due  to 
the  breaking  of  a  pole  caused  by  its  own  negligence.  PetttngUl  v.  City  of 
CkeUea,  5  Am.  ElecU.  Cas.  358,  161  Mass.  368,  37  N.  E.  380. 


Shuoabb  V.  Union  Traction  Co. 

Pennsylvania;  Supreme  Court. 

1.  INJITBT  TO  STBEBT  CAB  CONDUCTOR  CAUSED  BT  NEOUOENCE  OF  CAB  IITSPECTOB. 

— ^A  conductor  of  a  street  car  and  a  car  inspector  employed  by  a  street 
railway  company  to  inspect  the  electrical  apparatus  of  its  street  cars 
are  fellow  servants,  and  where  the  conductor  is  killed  by  the  negligence 
of  such  inspector  in  directing  the  motorman  of  the  car  to  put  on  the 
trolley  pole,  after  having  tested  an  electric  car  to  ascertain  defects, 
before  the  conductor  had  reached  a  place  of  safety,  the  street  railway 
company  is  not  liable. 

Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
February  24,  1902 ;  reported  201  Pa.  St.  562,  51  Atl.  325. 

Charles  Biddle  and  Thomas  Learning,  for  appellant 

Charles  H.  Edmunds,  for  appellee. 
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Opinion  by  Potti^^  J. : 

Benjamin  F.  Shugard,  the  husband  of  the  plaintiff  in  this  caae^ 
was  a  conductor  in  the  employ  of  the  defendant  company  for  t 
period  of  over  10  years.  He  was  accidentally  killed  in  Qermaii- 
town  upon  the  afternoon  of  September  29,  1900,  under  the  follow- 
ing circumstances:  When  his  car  reached  the  terminus  of  tbi 
line,  an  inspector  of  the  defendant  company  was  there,  waiting 
with  a  testing  car,  for  the  purpose  of  making  an  inspection  of  die 
electrical  apparatus.  To  facilitate  this  purpose,  the  car  wis 
stopped  by  the  side  of  the  testing  car.  The  trolley  pole  was  pulled 
down  from  the  overhead  wire  and  tied  to  the  rear  platform,  so  as 
to  guard  against  the  admission  of  any-  current  of  electricity  from 
the  overhead  wire.  The  inspector  in  charge  was  inside  of  tiie 
testing  car.  His  assistant  stepped  upon  the  front  platform  of  the 
passenger  car,  bringing  with  him  the  end  of  a  wire  connected  with 
the  testing  apparatus.  The  motorman  of  the  passenger  car  was 
down  upon  the  ground,,  but  remained  standing  near  the  platform. 
The  sole  purpose  of  the  test  was  to  try  the  electrical  connections 
upon  the  car,  to  be  sure  that  they  would  properly  utilize  the  cur- 
rent. The  question  of  the  safety  of  the  car,  either  for  the  opera- 
tors or  for  passengers,  was  not  an  element  in  this  inspection  at  alL 
The  test  consisted  in  applying  a  wire  connected  with  the  testing 
apparatus  to  the  various  notches  of  the  controller  box,  step  by  step. 
As  the  application  to  each  notch  was  made,  and  indicated  the 
proper  condition,  a  bell  was  rung  by  the  chief  inspector,  and  then 
the  assistant  proceeded  to  turn  on  another  notch  by  means  of  the 
controller  handle.  In  this  instance,  according  to  the  testimony, 
the  controller  was  opened  and  closed  some  seven  times,  and  the 
equipment  was  found  to  be  in  good  condition,  requiring  no  ad- 
justment or  repair.  The  test  occupied  but  a  few  moments  of  tima 
The  car  was  not  taken  away  from  the  motorman  or  conductor,  but 
was  simply  halted  upon  the  track.  While  the  test  was  being  made, 
the  motorman  was  within  arm's  length  of  his  controller  box  and 
of  the  controller  handle,  and  actually  assisted  in  opening  and 
closing  the  cover.  The  conductor,  meanwhile,  was  sitting  inside 
the  car,  looking  over  his  accounts.     There  is  some  evidence  to 
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abow  that  upon  the  completion  of  the  test  the  inspector  made  lue 
of  the  expression :    "  All  right.    Put  on  your  pole."    But  whether 
or  not  he  used  these  words^  he  undoubtedly  did  signify  that  the 
M  had  been  completed  and  was  satisfactory.     The  assistant  in- 
spector stepped  down  from  the  front  platform.     The  motorman 
WI8  in  the  act  of  stepping  upon  the  platform  to  take  his  regular 
pboOy  when  the  car  suddenly  started,  and  ran  a  distance  of  its 
own  length  and  stopped.    A  cry  was  heard,  and  the  conductor  was 
found  lying  crushed  beneath  the  end  of  the  car.    It  was  obvious 
that  he  had  untied  the  trolley  pole  from  the  rear  platform,  and 
in  accordance  with  his  duty  and  his  custom  at  this  point,  which 
wiB  at  the  end  of  the  line,  he  had  swung  the  pole  around  to  the 
other  end  of  the  car,  and  that  immediately  upon  its  coming  in 
contact  with  the  overheard  wire  the  car  had  started,  and  had  run 
against  him,  knocking  him  down  and  crushing  out  his  life.     It 
appears  from  the  evidence  in  the  case,  and  is  a  matter  of  common 
knowledge,  that  the  electrical  current  which  supplies  power  to  the 
car  oomes  from  the  overhead  wire.    It  cannot  enter  the  car  unless 
the  trolley  pole  is  on  the  wire,  and  it  cannot  enter  then  unless 
the  oontroUer  is  open.     The  motorman  does  not  state  whether  or 
not  he  looked  at  the  handle  of  his  controller  after  the  test  was 
finished,  and  does  not  state  whether  the  handle  was  at  that  time 
turned  so  as  to  open  the  controller  to  the  reception  of  the  power. 
The  inference  is,  however,  unavoidable,  that  such  must  have  been 
the  fact,  for  he  states  that  the  car  started  almost  instantly  when 
the  trolley  pole  touched  the  wire.    There  is  nothing  in  the  evidence 
to  indicate  any  imperfection  in  the  electrical  equipment  of  the 
car,  for  the  test  had  shown  that  everything  was  in  good  shape. 
The  starting  of  the  car  must,  therefore,  have  been  the  result  of 
mismanagement  in  its  operation  by  the  men  in  control.     In  run- 
ning the  car  the  motorman  was  in  charge  of  the  controller,  and, 
as  a  consequence,  r^ulated  the  admission  of  power  to  the  car. 
The  conductor  had  charge  of  the  trolley  pole,  and  it  was  his  duty 
to  see  that  it  was  properly  placed  in  contact  with  the  overhead 
wire.     He  was  an  experienced  conductor,  and  was  familiar  with 
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motorman  waa  standing  just  at  the  edge  of  the  pla 
a  glance  would  have  shown  him  the  position  of  t 
handle,  hut  apparently  he  failed  to  notice  it  He 
during  the  course  of  the  inspection  the  controller  had 
on  and  off  seven  times  to  admit  the  current  from  thi 
He  and  the  assistant  inspector,  who  was  also  a  mol 
the  only  ones  who  had  anything  to  do  with  the  hai 
controller  during  the  inspection,  and  they  were  botl 
close  to  the  controller  handle  as  to  be  ahle  to  touch 
hands.  At  the  momeiit  of  the  accident  the  assistant  i 
left  the  platform  of  the  passenger  car,  and  the  m 
just  in  the  act  of  talcing  his  regular  poaititm  at  tl 
when,  through  the  action  of  the  conductor,  contact  wi 
the  overhead  wire,  and  die  deplorable  result  followed 
The  trial  judge  instructed  the  jury  that  the  caae 
any  evidence  of  negligence  for  which  the  defendant  Ofl 
be  held  respODsible,  unless  it  were  found  in  the  cond 
son,  the  inspector.  The  court  left  it  to  the  jury  to 
or  not,  under  the  evidence,  Branson  got  such  indio 
testing  machine  aa  would  show  that  the  controllei 
proper  position  when  he  said :  "  All  right.  Put  on  j 
and  said  further  that,  if  the  jury  believed  that  he  ga 
to  restore  the  pole  before  he  receivd  indications  that  t 
was  in  the  proper  position,  th^  might  find  that  the 
gence  for  which  the  defendant  company  was  respc 
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ole,  the  needle  would  go  to  zero.    That  would  show  you  that  the 
nntroUer  was  off.    If  they  removed  the  hook  from  the  pole,  the 
ieedle  would  go  to  zero,  also,  and  you  could  not  tell  whether  the 
oontroller  was  off  or  on."     This  statement  shows  that  Branson 
Boold  not  know  from  his  own  observation  the  position  of  the  con- 
troller.    His  assistant,  Plumb,  and  the  motorman  of  the  pas- 
mger  car  could  readily  see  it.    Branson  denies  giving  any  signal, 
aioept  the  one  to  his  helper  to  throw  the  controller  off  when  the 
tart  was  finished.    But  even  if  he  did  use  the  words :    '^  All  right. 
Put  your  pole  on," — the  expression  was  merely  an  indication 
liitt  he  was  through  with  the  test,  and  that  the  conductor  and 
Botorman  might  resume  the  use  of  the  car.    But  under  any  aspect 
ii  the  case,  Branson  was  not  acting  in  the  discharge  of  any  duty 
lAich  the  law  imposes  upon  the  employer,  and  therefore  cannot 
lie  considered  as  a  vice  principal.     When  the  employer  has  fur- 
liAed  reasonably  safe  appliances,  and  made  suitable  provision 
&r  their  inspection  and  repair,  his  duty  is  done.    He  is  not  liable 
to  an  employee  for  the  negligence  of  another  employee  who  is 
intrusted  with  the  use  or  management  of  the  apparatus.    As  said 
Wore,  the  purpose  of  the  inspection  which  Branson  made  was 
not  to  determine  the  safety  of  the  car,  either  for  the  employee  or 
ibe  public.    He  was  merely  testing  the  efficiency  of  the  electrical 
^ipliancesy  and  while  so  engaged  was  merely  a  co-employee  with 
Iris  fellow  workers.    It  would  never  do  to  hold  an  employer  liable 
to  one  employee  for  the  negligent  or  unskillful  use  by  other  reason- 
•My  competent  fellow  workers  of  the  necessary  and  reasonably 
Mfe  tools  and  appliances  which  had  been  furnished.    The  respon- 
•ibility  for  this  most  unfortunate  accident  must  therefore  rest 
'Jpon  those  who  were  co-employees  of  the  deceased.     The  negli- 
gence, if  any,  was  theirs,  and  nothing  is  disclosed  by  the  evidence 
ft>r  which  the  defendant  company  should  be  justly  held  respon- 

The  assignment  of  error  is  sustained,  and  the  judgment  is  re- 
'^enedy  and  is  now  entered  here  for  the  defendant. 
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Dallas  Electric  Co.  v.  Mitchell. 

Tewas;  Court  of  Civil  Appeals. 

1.  INJUBT  occasioned  BY  DKFBCTiVB  CUT-OFF  SOX. — ^The  plaintiff  waa  injiifii 
hj  an  electric  shock  received  while  in  the  service  and  employment  of  thi 
Dallas  Electric  Company,  one  of  the  defendants,  in  the  capacity  of  Uae- 
man.     The  foreman,  under  whose  direction  he  waa  working,  commanM 
him  to  transfer  certain  wires  from  one  pole  to  another,  and  at  tha  saai 
time  announced  that  the  electricity  had  been  cut  off  from  the  wirea  aad 
that  they  were  dead.    It  was  all^;ed  that  the  foreman  had  palled  tlis 
plug  in  a  cut-off  box,  which,  if  the  contrivance  had  been  in  working  ord«, 
would  have  resulted  in  cutting  off  the  electricity  from  the  wirea  wUoh 
the  plaintiff  was  directed  to  transfer,  and  that  a  defect  in  the  eatr«ff 
contrivance  was  the  cause  of  the  shock  received  by  the  plaintiff  in  handl- 
ing such  wires. 

The  defendants  attempted  to  prove  that  the  condition  of  the  eni-eff 
box  was  such  as  to  indicate  to  the  foreman  that  the  currcBt  «( 
electricity  was  cut  off.  Such  evidence  was  excluded,  and  it  wma  hdd 
error,  since  it  was  an  important  question  in  the  case  as  to  whether  or 
not  the  foreman  exercised  due  care  in  the  matter  of  aseertainii^g  wheClMr 
or  not  the  current  of  electricity  had  been  cut  off  from  the  wirea  whidi 
he  had  directed  the  appellee  to  transfer.  It  was  also  held  error  to  permit 
a  witness  for  the  plaintiff  to  answer  a  question  in  the  following  fonn; 
^Was  it  not  hia  (the  foreman's)  duty  to  see  that  the  wirea 
through  the  box  so  that  pulling  it  would  kill  itT"  Such  queatioB 
leading,  and  the  answer  thereto,  the  expression  of  the  opinion  of  a 
witness,  and  should  have  been  excluded. 
2.  Pabties  defendant. — ^The  plaintiff  was  an  employee  of  the  Dallas  Eleetrie 
Company.  It  appeared  that  this  company  and  its  properties  were  in 
the  possession  of  and  being  operated  by  a  receiver,  who  was  also  made  a 
defendant.  The  Standard  Light  &  Power  Company  insisted  that  the 
plaintiff  sustained  no  contractual  relation  with  it.  The  plaintiff  alleged 
that  the  business  of  the  plaintiff  was  identical,  and  that  at  the  tfane 
of  the  injury  they  had  combined  and  consolidated  their  buaineaa  and 
were  being  operated  together,  and  were  carrying  on  their  busineea  as  one 
concern,  and  that  by  invitation  and  authority  of  each  of  the  defendants 
he  was  at  work  upon  the  property  of  each  of  them  at  the  time  he  wai 
injured.  It  was  held  that  the  pleading  was  sufficient  to  show  the 
relationship  of  master  and  servant  between  the  defendants  and  the  plain- 
tiff; and  that,  although  ordinarily,  where  a  receiver  is  in  charge  of  the 
properties  of  a  corporation  the  corporation  is  not  liable  for  injuries  re- 
sulting from  the  negligent  operation  of  such  properties  by  the  receiver, 
yet,  if  the  corporation  remains  in  joint  control  and  management  of  its 
property,  with  the  consent  of  the  receiver,  the  liability  of  the  corpora- 
tion continues. 
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Appeal  by  defendant  from  judgment  in  favor  of  plaintiff.    De- 
cided November  7,  1903;  reported  76  S.  W.  935. 

Etheridge  &  Baker,  for  appellants. 

W.  P.  Fifdey  and  W.  J.  J.  Smith,  for  appellee. 

Opinion  by  Talbot,  J. : 

G.  W.  Mitchell  sued  the  Dallas  Electric  Company,  E.  M.  Eear- 
don,  as  receiver  of  said  Dallas  Electric  Company,  and  the  Stand- 
ard Li^t  &  Power  Company,  in  the  District  Court  of  the  Four- 
teenth Judicial  District,  to  recover  damages  on  account  of  personal 
injuries  alleged  to  have  been  sustained  by  reason  of  their  negli- 
gence. A  jury  trial  on  the  13th  day  of  October,  1902,  resulted  in 
t  verdict  and  judgment  in  favor  of  plaintiff  against  all  of  the  de- 
fendants, and,  motion  for  new  trial  having  been  overruled,  they 
excepted  and  appeal. 

Appellee  alleges  in  substance,  that  the  defendants  the  Dallas 
Electric  Company  and  the  Standard  Light  &  Power  Company  are 
corporations  duly  organized  and  existing  under  the  laws  of  Texas, 
and  were  on  the  4th  day  of  October,  1901 ;  that  the  defendant  E. 
IL  Reardon  at  that  time  was  the  duly  appointed  and  acting  re- 
eeiver  of  the  said  Dallas  Electric  Company,  and  resided  in  Dallae 
county,  Tex. ;  that  prior  to  and  on  said  4th  day  of  October,  1901, 
the  said  Dallas  Electric  Company  and  the  said  Standard  Light 
ft  Power  Company  were  engaged  in  the  production,  manufacture, 
and  sale  of  electricity  in  the  city  of  Dallas,  having  poles  set  along 
the  streets  of  said  city  of  Dallas,  and  wires  strung  upon  the  same 
to  convey  electricity  to  their  patrons ;  that  on  the  said  4th  day  of 
October,  1901,  appellee  was  in  the  service  and  employment  of 
the  Dallas  Electric  Company  and  E.  M.  Reardon,  as  receiver 
thereof,  and  of  each  of  them,  in  the  capacity  of  lineman,  and  while 
engaged  in  the  line  of  his  duties  in  handling  and  transferring 
wires  of  the  said  Dallas  Electric  Company  and  E.  M.  Reardon 
from  their  poles  stationed  at  the  northwest  corner  of  Ervay  and 
Marilla  streets  to  and  upon  poles  of  the  Standard  Light  &  Power 
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Company,  which  were  also  situated  at  the  corner  of  Ervay  and 
Marilla  streets,  he  received  a  severe  electrical  shock,  causing  him 
serious  and  permanent  injuries.  He  alleges  that  John  Wood  was 
foreman  and  vice  principal  of  the  defendants  Dallas  Electric 
Company  and  £.  M.  Beardon,  receiver,  and  that  he  (appellee) 
was  under  the  control  and  subject  to  the  direction  of  said  Wood, 
who,  as  such  foreman  and  vice  principal,  had  authority  to  com- 
mand, control,  employ,  and  discharge  appellee  and  other  men 
working  with  him.  Appellee  further  alleges  that,  before  he  and 
those  engaged  in  the  work  with  him  began  transferring  the  wim 
from  the  poles  of  the  Dallas  Electric  Company  and  E.  M.  Rear 
don  to  the  poles  of  the  Standard  Light  &  Power  Company,  the 
said  John  Wood  told  them  to  wait  until  he  (Wood)  went  to  a 
point  on  Ervay  street,  north  of  Marilla  street,  and  pulled  the 
primary  wires,  which,  when  pulled,  cut  off  all  electricity  from 
the  wires  which  they  were  to  handle  and  transfer;  that  appellee 
and  the  others  who  were  so  engaged  in  said  work  did  not  begin  work 
until  said  Wood  returned;  that  Wood  returned  to  them  at  the 
northwest  corner  of  Ervay  and  Marilla  streets  in  a  few  minutes, 
and  announced  to  them  that  the  electricity  had  been  cut  off,  and 
that  the  wires  were  dead,  and  directed  them  to  proceed  to  work; 
that  he  and  those  engaged  with  him  at  once  began  to  work  trans- 
ferring said  wires,  resting  under  the  belief,  from  what  the  said 
foreman  had  said,  that  the  current  of  electricity  had  been  cut  off  of 
the  wires  which  he  was  to  handle,  and  that  said  wires  were  dead; 
that  instead  of  being  dead,  as  he  (appellee)  supposed,  from  the 
statement  of  said  Wood,  they  were  heavily  charged  with  elec- 
tricity; and  that  by  reason  of  having  come  in  contact  with  them 
he  was  injured.  The  manner  of  handling  the  wires,  and  character 
of  injuries  sustained,  were  fully  set  out.  Appellee  alleged  that  the 
cut-off  box  that  the  foreman  said  he  would  go  and  pull  was  situated 
on  a  pole  on  Ervay  street,  north  of  the  point  where  he  was  at 
work,  and  was  a  contrivance,  the  purpose  of  which,  when  pulled, 
was  to  cut  off  the  electricity  from  the  wires,  and  deaden  them; 
that  said  box  was  defective,  and  that  the  wires  that  should  have 
passed  through  it  had  been  jumped  out  of  it,  or  not  so  arranged 
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with  reference  to  the  wires  as  to  perform,  when  pulled,  the  func- 
tion for  which  it  was  intended.  Appellee  further  alleged  that, 
had  the  said  wires  and  said  box  been  properly  arranged,  by  pull- 
ing down  the  plug  of  said  box  said  wires  could  have  been  killed 
and  freed  from  electricity,  but  that  the  defendants,  Dallas  Electric 
Company  and  E.  M.  Beardon,  as  receiver  thereof,  and  the  Stand- 
ard light  &  Power  Company,  had  caused  the  said  wires  to  be 
arranged  with  reference  to  said  box  so  that  the  portion  of  said 
j^ires  south  could  not  be  deadened  or  killed  and  freed  from  elec- 
tricity by  pulling  the  plug  in  the  said  box;  that  each  of  de- 
fendants knew  of  this  condition  of  the  box  and  wires,  and  could 
have  known,  by  the  use  of  ordinary  care,  that  said  box  and  wires 
were  so  arranged  that  said  box  ^rould  not  perform  the  function 
for  which  it  was  designed,  and  that  said  wires  were  live;  that 
defendants,  and  each  of  them,  negligently  and  carelessly  failed 
to  repair  and  correct  the  defective  arrangement  of  said  wires  and 
boX;  and  failed  to  notify  plaintiff  and  the  said  Wood ;  and  that  by 
reason  of  such  negligence,  and  the  negligence  of  the  said  fore- 
man, Wood,  in  failing  to  ascertain  that  said  wires  and  box  were 
80  defectively  arranged,  appellee  sustained  injuries  as  alleged.  Ap- 
pellee further  charged  that  the  Dallas  Electric  Company,  E.  M. 
Beardon,  receiver  thereof,  and  the  Standard  Light  &  Power  Com- 
pany, at  the  time  he  was  injured,  and  prior  thereto,  had  combined 
and  consolidated,  and  were  in  fact  operating  together  as  one  con- 
cern; that  each  of  said  defendants  was  guilty  of  all  the  acts  of 
negligence  complained  of  in  his  petition,  and  participants  therein ; 
that  if  said  work  of  transferring  said  wires  was  not  being  done 
and  paid  for  by  defendants,  or  either  of  them,  then  the  same  was 
being  done  by  some  person  or  persons,  or  association  of  persons, 
to  plaintiff  unknown,  but  that  said  work  was  being  done  with  the 
full  knowledge,  acquiescence,  consent,  and  by  authority  of  de- 
fendants, and  each  of  them,  and  for  the  benefit  of  defendants,  and 
each  of  them ;  that  each  of  defendants  had  represented  to  appellee 
and  John  Wood  that  appellee  and  said  Wood,  and  each  of  the 
gang  working  with  them,  was  working  for  defendants,  and  each 
of  them;  and  that  it  was  the  duty  of  defendants,  and  each  of 
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them,  to  furnish  appellee  safe  appliances  with  which  to  work,  and 
to  exercise  ordinary  care  to  avoid  injury  to  hinL 

The  appellants  filed  separate  answers,  excepting  generally  and 
specificially  to  appellee's  petition.  The  appellant  Dallas  Electric 
Company  denied  all  the  allegations  in  appellee's  petition,  and 
pleaded  specially  that  prior  to  the  4th  day  of  October  all  of  its 
properties  and  plant  were  in  the  possession  of,  and  being  operated 
by,  E.  M.  Keardon,  as  receiver,  who  had  been  duly  appointed  by 
the  Circuit  Court  of  the  United  States  for  the  Northern  District 
of  Texas.  The  Standard  Light  &  Power  Company  pleaded  a 
general  denial,  and  E.  M.  Reardon  pleaded  general  denial, 
and  that,  if  appellee  sustained  injuries,  the  same  were  the 
result  of  his  own  negligence,  in  that  appellee  was  a  line- 
man of  large  experience,  and  knew  it  was  dangerous  to  take  hold 
of  two  different  wires  at  the  same  time,  and  notwithstanding  sadi 
knowledge  he  negligently  and  unnecessarily  took  hold  of  two  sepa- 
rate wires  at  the  same  time,  but  for  which  he  would  not  have  beoi 
injured.  This  defendant  denied  that  appellee  was  in  his  employ, 
either  as  receiver  or  otherwise,  but  averred  that  appellee  at  the 
time  injured  was  in  the  employ  of  a  committee  of  the  bondholders 
of  the  Dallas  Electric  Company,  and  in  no  wise  under  the  control 
of  defendant  Reardon;  that,  as  to  him  (Reardon),  the  said  com- 
mittee of  bondholders  and  appellee,  in  the  construction  work  being 
done,  were  mere  licensees. 

Appellants,  by  their  first,  second,  third,  and  fourth  assign- 
ments of  error,  complain  of  the  action  of  the  court  in  overruling 
their  respective  special  exceptions  to  appellee's  petition.  The 
special  exception  of  the  Dallas  Electric  Company  is,  in  substance, 
that  from  appellee's  petition  it  manifestly  appears  that,  at  the 
time  of  the  alleged  injuries  to  plaintiff,  the  defendant  and  its 
properties  were  in  the  possession  of,  and  being  operated  by,  E. 
M.  Reardon,  as  receiver  duly  appointed  and  qualified,  and  hence 
no  cause  of  action  is  shown  against  it.  The  special  exception  of 
the  Standard  Light  &  Power  Company  is  to  the  effect  that  appel- 
lee's petition  shows  no  cause  of  action  against  it,  because  it  does 
not  appear  therefrom  that  appellee  sustained  any  contract  rela- 
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don  whatever  with  this  appellant.  The  special  exceptions  of 
KM.  Reardon  are:  "  (1)  Defendant  specially  excepts  to  that 
portion  of  plaintifPs  petition  which  undertakes  to  aver  that  he 
held  out  to  plaintiff  that  plaintiff  was  in  his  employ,  and  that  no 
Rich  acts,  facts,  or  circumstances  are  averred  as  are  sufficient  to 
create  the  relation  of  master  and  servant  between  plaintiff  and 
diis  defendant  by  estoppel.  (2)  Said  defendant  specially  excepts 
to  80  much  of  plaintiff's  petition  as  undertakes  to  set  forth  that 
certain  persons  or  association  of  persons  were  the  agents  of  this 
defendant  in  the  matter  of  the  construction  work  upon  which  the 
plaintiff  was  engaged  at  the  time  of  the  accident,  in  that  no  such 
acts,  facts,  or  circumstances  are  averred  as  are  sufficient  to  show 
that  the  relation  of  agency  existed  between  this  defendant  and 
ladi  persons  or  association  of  persons."  When  tested  by  the  alle- 
ptions  of  appellee's  petition,  which  are  to  be  taken  as  true  for 
the  purposes  of  these  exceptions,  we  believe  there  is  no  error  in 
the  court's  action  in  refusing  to  sustain  either  of  the  foregoing 
czoeptions.  The  appellee  alleged,  in  effect,  that  the  business  of 
appellants  was  identical,  and  managed  and  operated  in  the  same 
dty  for  the  same  purposes ;  that  appellants  at  the  time  of  the 
injury  to  appellee  had  combined  and  consolidated  their  business, 
and  in  fact  were  operating  together  and  carrying  on  said  business 
as  one  concern,  for  their  joint  use  and  benefit ;  that  by  invitation, 
emsent,  and  authority  of  each  of  the  appellants,  appellee  was  at 
work  with  and  upon  the  property  of  each  of  appellants  at  the  time 
Iniras  injured ;  that  appellants,  and  each  of  them,  had  represented 
to  appellee  and  to  the  foreman,  John  Wood,  that  they,  and  each 
rf  them,  were  employed  by  and  working  for  defendants,  and  each 
rfthem.  While  the  facts  and  circumstances,  if  known  to  appellee, 
•eating  the  relation  of  master  and  servant  between  appellants 
•nd  appellee,  might  have  been  more  fully  alleged,  yet  we  believe 
^  petition,  taken  as  a  whole,  is  sufficient  in  that  particular,  and 
W  obnoxious  to  the  special  exception  leveled  at  it  on  that  ground. 
ft  may  be  conceded,  as  a  correct  proposition,  generally,  that  when 
•D  the  properties  of  a  corporation  are  legally  in  the  possession  of, 
•^d  being  operated  by,  a  receiver,  such  corporation  is  not  liable 
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for  injuries  resulting  from  the  negligent  operation  of  such  prop- 
erties by  the  receiver.     In  order,  however,  to  relieve  the  corport- 
tion  from  liability  in  such  case,  the  management  and  control  of 
the  corporate  property  must  be  exclusive.     If  the  corporation, 
with  the  consent  of  the  receiver,  remains  in  joint  control  and  man- 
agement of  its  property,  and  operates  the  same  in  conjunction 
with  its  receiver,  or  if  the  appointment  of  the  receiver  was  col- 
lusive, and  made  at  the  instance  of  the  corporation,  for  its  benefit, 
and  with  a  view  of  placing  its  property  beyond  the  reach  of  its 
creditors,  or  to  shield  it  from  liability  for  injuries  inflicted  by 
reason  of  its  negligence,  then,  it  seems,  such  receiver  might  be  held 
to  be  the  agent  of  such  corporation,  and  liable  for  his  acts.    Hicks 
V.  By.  Co.,  62  Tex.  41 ;  Ryan  v.  Hays,  62  Tex.  52 ;  T.  P.  By.  v. 
Johnson,  76  Tex.  421,  13  S.  W.  463, 18  Am.  St.  Rep.  60. 

The  appellants,  by  their  fifth  assignment  of  error,  attack  the 
action  of  the  trial  court  in  permitting  the  appellee's  witness  Frank 
Swor  to  answer  the  following  questions:  (1)  "  How  did  it  hap- 
pen that  the  Standard  Light  &  Power  Company  were  furnishing 
power  to  the  patrons  of  the  Dallas  Electric  Company  ?  "  To  this 
question  and  proposed  answer  the  appellants  objected  on  the 
grounds  "  that  same  was  immaterial,  irrelevant,  and  not  perti- 
nent to  any  issue  in  the  case."  The  objection  was  overruled,  and 
the  witness  answered :  "  I  cannot  say  positive  why  it  was.  I 
never  saw  the  papers  that  were  drawn  up,  but  it  was  naturally 
assumed  that  one  and  both  companies  belonged  to  the  same  peo- 
ple." (2)  "  State  what  the  custom  was,  if  any,  about  interchang- 
ing power  ?  "  And  to  this  question  and  proposed  answer  the  same 
objection  was  interposed,  with  the  additional  ground  that  same 
was  misleading.  The  court  overruled  the  objection,  and  the  wit- 
ness stated :  "  Well,  they  interchanged  power ;  that  is,  the  Dallas 
Electric  Company  put  it  on  the  Standard  Light  &  Power  Com- 
pany's wires  whenever  they  saw  fit,  or  needed  the  use  of  the 
power."  The  objection  to  this  testimony,  as  appears  from  coun- 
sePs  brief,  is  based  upon  the  proposition  that  appellant  Reardon'a 
special  exception  "  to  so  much  of  appellee's  petition  "  as  undertook 
to  aver  that  the  two  electric  companies  were  operating  together  as 
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one  concern  bad  been  sustained,  and  tbat  feature  of  tbe  case  elimi- 
nated.    Tbe  appellant  is  not  supported  in  tbis  contention  by  tbe 
record  before  us.     Tbe  judgment  of  tbe  court  recites  tbat  "  so 
much  of  tbe  allegation  in  tbe  petition  as  cbarged  partnership 
between  tbe  defendant  corporations  and  a  trust  between  tbe  de- 
fendant corporation  be,  and  tbe  same  is  hereby,  sustained,  and 
the  said  allegation  of  partnership  and  trust  in  plaintiff's  petition 
is  hereby  stricken  out,"  but  that  "  the  exception  to  tbe  remaining 
portion  of  said  paragraph  be,  and  tbe  same  is  hereby,  overruled." 
The  remaining  portion  of  tbis  paragraph  of  plaintiff's  petition, 
among  other  things,  cbarged  that  ^^  appellants,  at  the  time  appellee 
was  injured,  and  prior  thereto,  had  combined,  consolidated,  and 
were  in  truth  and  in  fact  operating  together  as  one  concern." 
Under  tbe  allegations  of  appellee's  petition,  we  believe  tbe  facts 
sou^t  to  be  elicited  were  relevant  and  pertinent,  and  tbat  the 
grounds  of  the  objection  urged  are  not  well  taken.     That  portion 
of  the  answer  of  tbe  witness  to  tbe  first  question  wherein  he  states, 
"  I  never  saw  the  papers  that  were  drawn  up,  but  it  was  naturally 
assumed  tbat  one  and  both  companies  belonged  to  tbe  same  peo- 
ple/' was  improper,  and  suitable  objection  to  such  portion  of  said 
answer,  had  it  been  made,  should,  and  doubtless  would,  have  been 
sustained. 

Appellants'  sixth  assignment  of  error  relates  to  the  action  of 
the  court  in  refusing  to  allow  the  witness  Swor  to  testify,  at  the 
instance  of  appellants,  that  the  "  cut-off  box,"  in  the  condition  it 
was  in  when  the  foreman,  John  Wood,  went  to  pull  it,  to  a  man 
not  knowing  that  tbe  wires  had  been  jumped  out  of  the  box,  would 
indicate  that  the  current  of  electricity  was  cut  off.  To  this  testi- 
mony objection  was  made  upon  tbe  ground  tbat  it  called  for  tbe 
opinion  of  tbe  witness,  and  the  objection  sustained.  We  cannot 
agree  to  tbis  ruling.  The  condition  of  the  box,  and  what  its 
appearance  indicated  at  that  time  to  Wood,  was  a  material  fact 
in  the  case;  and,  if  tbe  witness  knew  what  tbe  condition  of  tbe 
box  at  that  time  indicated,  bis  statement  of  it  would  not  be  the 
expression  of  an  opinion  or  conclusion  of  the  witness,  but  a  fact 
We  find,  however,  that  tbe  statement  of  facts  shows  that  tbis  wit- 
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nessy  as  wbU  as  John  Wood,  did  testify  along  this  line,  and  stated, 
without  objection,  that,  ^^  if  I  should  see  no  wires  going  into  dw 
box,  it  would  indicate  to  me  that  the  box  was  not  in  use  at  all; 
but  if  I  did  not  know  that  the  wires  had  been  jumped  out  of  ibt 
box,  and  saw  that  it  was  pulled,  that  would  indicate  to  me  thit 
the  current  had  been  cut  oflF."     The  witness  Wood  testified  sA- 
stantiallj  the  same.     It  was  an  important,  if  not  the  controlling; 
question  in  the  case,  whether  or  not  the  foreman,  Jdm  Wood^ 
exercised  ordinary  care  in  the  matter  of  ascertaining  whether  w 
not  the  current  of  electricity  had  been  cut  off  the  wires  with  whick 
appellee  had  to  work.     The  determination  of  this  question  wu 
for  the  jury,  and  we  regard  the  exclusion  of  the  answer  of  the 
witness  Ben  Murrell  to  the  first  question  presented  in  appelltnti' 
bill  of  exception  No.  4,  and  seventh  assignment  of  error,  correct 
The  question  was :    "  Would  any  experienced  lineman,  under  the 
conditions  of  the  box,  as  testified  to  by  you,  have  thou^t  it  Beoee* 
sary  to  climb  that  pole  for  the  purpose  of  examinaing  to  see 
whether  or  not  somebody  had  jumped  out  the  wires  ? "    The  fore- 
man. Wood,  contented  himself,  in  the  examination  of  the  cut-off 
box,  to  find  out  whether  or  not  the  current  had  been  cut  off,  and 
the  wires  deadened,  by  merely  looking  up  at  it  from  the  ground, 
and  his  conduct  involved  the  question  of  whether  or  not,  in  the 
exercise  of  ordinary  care  to  avoid  injury  to  appellee,  this  "was 
suflScient,  or  whether  the  exercise  of  such  care  would  require  him 
to  ascend  the  pole  on  which  said  box  was  situated,  and  make  i 
closer  examination  of  the  same.     This  was  the  very  question  for 
the  determination  of  the  jury,  from  all  the  evidence  and  circwn- 
stances  of  the  case ;  and  the  answer  sought  to  be  elicited  from  the 
witness  by  this  interrogatory  would  have  been  but  his  opinion, 
and  an  invasion  of  the  province  of  the  jury.    What  has  been  said 
with  reference  to  the  action  of  the  court  in  excluding  the  testi- 
mony of  the  witness  Swor  is  applicable  to  the  second  question 
asked  the  witness  Murrell,  and  the  court's  ruling  thereon,  as  pre- 
sented in  this  assignment  of  error. 

The  eighth  assignment  of  error  presents  the  same  question  con- 
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dmed  in  appellants'  seventh  assignment  of  error^  and  what  has 
said  of  that  assignment  disposes  of  this  one. 

brings  ns  to  appellants'  ninth  assignment  of  error.  It 
ippears  that,  while  the  witness  Frank  Swor  was  being  examined 
k^  the  attorney  for  appellee,  the  following  question  was  pro- 
]Mnded  to  him :  **  Now,  Mr.  Etheridge  asked  you  if  a  man 
Mdng  up  and  seeing  the  boxes  pulled,  the  wires  south  of  that 
ive  dead,  would  it  not  also  be  his  duty  to  see  what  passed 
4ioii^  the  box  ? "  Appellants  objected  to  this  question  on  the 
fioiuids  that  it  is  leading  and  suggestive  of  the  desired  answer, 
nd  because  involving  a  question  of  law.  The  objections  were 
^wrruled,  and  thereupon,  and  before  the  witness  had  answered 
the  said  question,  the  appelee's  counsel  propounded  to  him  the 
finrCher  question :  *^  Was  it  not  his  duty  to  see  that  the  wires 
pined  through  it,  so  pulling  it  would  kill  it  ?  "  To  this  question 
the  same  objection — that  it  was  leading,  and  suggestive  of  the 
denied  answer,  and  involved  a  question  of  law — ^was  urged,  but 
the  objection  was  overruled,  and  the  witness  permitted  to  answer, 
Tea."  As  said  in  discussing  the  action  of  the  court  in  excluding 
fte  answer  of  the  witness  Ben  Murrell  to  the  first  question  asked, 
m  ihown  by  bill  of  exception  No.  4  and  seventh  assignment  of 
«ror,  one,  if  not  the  vital,  issue  in  the  case,  was  whether  or  not 
Mm  Wood  exercised  ordinary  care  in  acting  upon  the  appear- 
oee  of  the  cut-off  box,  and  in  not  ascending  the  pole  and  making  a 
doser  examination  of  its  condition.  The  question  here  complained 
of  was  clearly  leading,  and  the  answer  thereto  the  expression  of 
db  opinion  of  the  witness,  and  should  have  been  excluded.  The 
WM  here  presented  was  sharply  drawn,  and  was  a  most  material 
point  for  the  decision  of  the  jury.  Evidently  the  opinion  of  this 
vitnesB  was  calculated  to,  and  doubtless  did,  exercise  great  influ- 
enea  with  the  jury  in  arriving  at  their  verdict,  and  is  such  an 
Bnrar  as  will,  if  for  no  other  reason,  require  a  reversal  of  the  case. 
In  view  of  the  conduct  of  the  appellants  in  the  management  of 
heir  business,  as  disclosed  by  the  evidence  and  record  in  the  case, 
fe  believe  no  serious  error  was  committed  in  permitting  the  ap- 
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pellee  to  testify  that  he  believed  he  was  working  for  the  Dallas 
Electric  Company,  Mr.  Reardon,  receiver ;  nor  in  allowing  him 
to  state  that  John  Wood  and  no  other  person  ever  told  him  that  he 
was  not  working  for  that  company.     The  bare  belief,  it  is  true, 
of  the  appellee,  that  the  relation  of  master  and  servant  existed 
between  him  and  the  appellant  Dallas  Electric  Company,  or  that 
such  relation  existed  between  said  appellant  and  John  Wood,  not 
induced  or  created  by  the  acts  and  conduct  of  appellant,  would  not 
have  the  effect  to  create  such  relationship,  nor  render  liable  the 
Dallas  Electric  Company,  as  employer  of  said  Wood.    If,  however, 
the  Dallas  Electric  Company  represented  to  appellee  that  he  waa 
in  its  employ,  and  otherwise,  by  its  acts  calculated  to  and  intended 
to  accomplish  that  object,  induced  appellee  to  believe  that  he  waa 
its  servant,  or  that  John  Wood  was  its  employee,  and  accepted 
appellee's  services,  such  acts  on  its  part  would,  we  believe,  estop 
it  to  deny  its  liability  for  its  wrongful  and  negligent  acts  or  audi 
acts  of  said  Wood  resulting  in  injury  to  him. 

A  number  of  questions  were  asked  appellants'  witness  Bonta, 
by  their  attorney,  as  to  the  relationship  of  one  Eames  to  appel- 
lants. It  seems  from  the  questions  propounded  that  it  was  the 
purpose  of  appellants  to  show  by  this  witness  that  Eames  repre- 
sented the  bondholders'  committee  in  the  reconstruction  work  and 
repairs  done  on  the  Dallas  Electric  Company's  properties,  and  not 
the  Dallas  Electric  Company,  nor  either  of  the  other  appellants. 
Objections  were  made  to  the  several  questions  asked  by  appellee, 
on  the  grounds  that  each  of  said  questions  was  leading  and  called 
for  the  opinion  of  the  witness.  The  court  sustained  the  objections, 
and  in  this  we  believe  there  was  no  error.  Besides,  an  inspection 
of  the  record  discloses  that  the  witness  did  testify  to  the  facts 
sought  to  be  established  by  the  questions  and  answers,  notwith- 
standing the  court  excluded  them  at  the  time  here  complained  of. 

One  paragraph  of  the  court's  general  charge  reads  as  follows: 

"  You  are  instructed  that  if  you  find  and  believe  from  the  evidence  before 
you  that  the  defendant  E.  M.  Reardon,  receiver,  and  the  bondholders  of  the 
Dallas  Electric  Company,  were  operating  and  co-operating  together  in  the  city 
of  Dallas,  at  the  time  of  plaintiff's  injury,  in  the  matter  of  furnishing  eler- 
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trieity  to  their  patrons  in  the  city  of  Dallas;  that  is  to  say,  if  you  believe 

from  the  evidence  before  you  that  the  possession  of  E.  M.  Reardon,  receiver, 

was  not  exclusive,  as  receiver,  of  the  properties  of  the  Dallas  Electric  C!om- 

fuxj,  and  that  he   suffered   and   permitted   the   Dallas   Electric   Company, 

through  its  bondholders,  to  have  joint  possession  of  the  properties  for  the 

purpose  of  reconstructing  the  plant;  and  you  further  find  and  believe  from 

the  evidence  before  you  that  the  primary  boxes  had  been  so  rearranged  with 

reference  to  the  primary  wires  that,  when  the  said  primary  boxes  were  pulled. 

It  would  not  cut  off  the  current  of  electricity  from  the  primary  wires;  and 

if  you  also  find  that  the  defendant.  Standard  Light  &  Power  Company,  had 

rearranged  the  primary  boxes  at  the  corner  of  Main  and  Ervay  streets,  and 

that  said  last-named  company  had  not  notified  John  Wood  or  the  plaintiff 

of  such  rearrangement  of  the  boxes — ^you  will  find  against  all  three  of  the 

ttid  defendants,  unless  you  find  that  a  person  of  ordinary  prudence  would 

not  have  used  any  more  care  than  was  used  by  said  defendants,  or  either  of 

them,  to  avoid  the  accident." 

This  paragraph  of  the  court's  charge  is  assailed  on  the  ground 
that  appellee  sustained  no  contract  relation  to  the  Standard  Light 
k  Power  Company^  and  that,  although  he  and  his  employer  may 
have  had  the  consent  of  that  company  to  work  upon  its  poles,  yet 
the  only  duty  that  company  owed  appellee  was  the  negative  one 
of  exercising  ordinary  care  to  avoid  inflicting  injury  upon  him ; 
that  the  Standard  Light  &  Power  Company  did  not  owe  appellee 
the  duty  of  exercising  ordinary  care  to  see  that  he  did  not  sustain 
injury.  It  is  also  claimed  that  this  charge  is  error,  as  to  the  appel- 
lant Keardon,  if  appellee  was  in  the  employ  of  the  bondholders 
of  the  Dallas  Electric  Company,  or  of  a  committee  of  such  bond- 
holders, and  not  in  the  employ  of  Reardon.  The  theory  upon 
which  this  charge  is  attacked  is  that  appellee  was  not  in  the  em- 
ploy of  either  the  Standard  Light  &  Power  Company  or  of  E.  M. 
Reardon,  and  that,  although  appellee  and  the  persons  for  whom 
he  was  at  work  at  the  time  he  was  injured,  may  have  been  doing 
the  wotk  with  the  consent  and  by  permission  of  that  company  and 
Reardon,  yet  he  and  they  were  mere  licensees.  Ordinarily  no 
other  duty  is  due  a  licensee  than  that  stated,  and  admitting,  for  the 
sake  of  argument,  that,  in  so  far  as  the  appellants  named  are  con- 
cerned, appellee  and  those  in  whose  employ  he  was  were  mere 
licensees,  still  we  are  of  the  opinion  that  the  above  rule  cannot 
be  invoked  under  the  facts  in  this  case.     This  case  is  unlike  one 
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where  a  person,  by  invitation  or  otherwise,  goes  upon  the  premises 
of  another,  and  is  injured  by  reason  of  some  defective  condition 
thereof,  which  could  not  have  been  reasonably  foreseen  and  antici- 
pated by  the  owner,  or  where  such  person,  having  gone  upon  the 
premises  without  having  been  directed  to  do  so,  or  without  the 
consent  and  permission  of  the  owner,  engages  in  work  with  dan- 
gerous machinery  situated  on  said  premises,  and  is  hurt  In  such 
case  we  believe  the  rule  contended  for  by  appellants  would  apply. 
But  here  the  appellants  are  engaged  in  conducting  and  carrying 
on  business  affecting  the  general  public,  and  necessarily,  to  some 
extent,  dangerous  in  its  nature  and  operation.  Hie  danger  inci- 
dent to  the  handling  of  appellants'  wires,  and  the  consequence  of 
coming  in  contact  with  wires  charged  with  electricity,  was  well 
known  to  them.  The  injury  to  appellee  could  have  been  reason- 
ably anticipated  by  them,  and  if  they  had  combined  and  consoli- 
dated their  business,  and  were  operating  together  as  one  concern, 
or  if  the  appellee,  with  their  knowledge  and  consent,  was  permitted 
to  work  with  and  upon  the  wires  and  poles  so  alleged  in  appellee's 
petition,  we  believe,  under  such  circumstances,  they,  or  suA  of 
them  as  so  knew  and  permitted  said  work,  owed  him  the  duty  to 
exercise  ordinary  care  to  prevent  injury  to  him  while  so  engaged 
Complaint,  however,  is  made  of  this  charge  in  another  respect, 
and  we  believe  it  is  subject  to  the  criticism.  It  will  be  observed 
that  the  court,  in  effect,  instructed  the  jury  that  if  the  possession 
of  E.  M.  Reardon  was  not  exclusive  as  receiver  of  the  properties 
of  the  Dallas  Electric  Company,  and  permitted  the  Dallas  Electric 
Company,  through  its  bondholders,  to  have  joint  possession  of  tbe 
properties  for  the  purpose  of  reconstructing  the  plant,  and  that 
the  Standard  Light  &  Power  Company  had  rearranged  the  pri- 
mary boxes  at  the  corner  of  Main  and  Ervay  streets  so  that  the 
boxes,  when  pulled,  would  not  cut  off  the  current  of  electricity 
from  the  wires,  and  said  last-named  company  had  not  notified 
John  Wood  or  the  appellee  of  such  rearrangement  of  the  boxes,  then 
to  find  against  all  three  of  the 'defendants.  This  charge  does  not 
submit  any  act  of  the  Dallas  Electric  Company  and  E.  M.  Reardon, 
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or  either  of  them,  for  the  determination  of  the  jury^  as  negligence 
on  their  part,  but  assumes  as  negligence  per  se  on  the  part  of  the 
Standard  Light  &  Power  Company  the  rearrangement  of  the  pri- 
mary boxes,  and  failure  by  it  to  notify  John  Wood  or  appelleo 
oi  such  rearrangement  ,and  authorizes  a  verdict  against  Reardon 
md  the  Dallas  Electric  Company   for  such   negligence.      This 
chaige  was  erroneous,  and  calculated  to,  and  doubtless  did,  mis- 
lead the  jury;  and,  if  the  error  could  have  been  corrected  by  other 
portions  of  the  court's  charge,  or  by  requested  special  charges,  we 
find  none  in  the  record  to  that  effect.    If  the  Dallas  Electric  Com- 
pany and  E.  M.  Reardon,  as  receiver,  were  in  joint  possession  of 
the  Dallas  Electric  Company's  properties,  operating  the  same  for 
their  joint  account,  or  permitted  the  bondholders  of  said  electric 
company,  as  their  or  his  agents,  to  reconstruct  and  repair  such 
properties,  and  John  Wood  was  in  their  employ,  or  the  employ 
of  either  of  them,  as  foreman,  with  authority  to  control  and  com- 
mand appellee  in  his  work,  and  Wood  failed  to  exercise  ordinary 
care  to  ascertain  the  condition  of  the  cut-off  box,  and  see  that  the 
eorrent  of  electricity  was  in  fact  cut  off  and  the  wires  deadened, 
and  this  was  negligence,  and  proximately  caused  appellee's  in- 
juries, then  we  think  the  Dallas  Electric  Company  and  E.  M. 
Beardon,  as  receiver,  would  be  liable  to  appellee  for  the  damages 
80  sustained  by  him.     And  if  the  Standard  Light  &  Power  Com- 
pany's business  and  that  of  the  Dallas  Electric  Company  and 
£.  M«  Reardon  had  been  combined  and  consolidated,  and  they 
were  acting  together  in  operating  said  business,  as  one  concern, 
then  it  would  seem  that  all  would  be  responsible  for  the  acts  of 
negligence  of  either,  and  could  be  required  to  respond  in  damages 
for  the  injury,  if  any,  inflicted  upon  the  appellee.     If,  however, 
the  Standard  Light  &  Power  Company  had  not  consolidated  its 
business  with  that  of  Reardon's  and  the  Dallas  Electric  Com- 
pany's, and  was  not  acting  and  co-operating  with  them,  but  author- 
ized or  permitted  appellee  to  work  upon  its  poles  and  with  its 
wires,  and  failed  to  exercise  ordinary  care  to  keep  said  wires  and 
poles  in  a  reasonably  safe  condition  to  prevent  injury  to  appellee 
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while  at  work  upon  and  with  the  same,  then  it  would  seem  said 
company  would  be  liable  to  appellee  for  the  damages  sustained 
by  reason  of  his  injuries,  regardless  of  the  liability  of  the  other 
appellants. 

In  another  paragraph  of  the  court's  charge  the  jury  wcto  in- 
structed as  follows : 


''It  is  the  duty  of  the  master  to  furnish  reasonably  safe  applianeet  for 
the  use  of  the  servant.  It  was  therefore  the  duty  of  the  party  employing  the 
appellee  to  use  that  care  which  an  ordinarily  prudent  person  would  have  used 
under  similar  circumstances  to  see  that  the  current  of  electricity  had  ben 
cut  off  from  the  wires  which  he  was  handling  at  the  time  of  the  accident; 
and,  if  you  find  and  believe  from  the  evidence  that  the  degree  of  care  moi- 
tioned  last  was  used  by  all  the  defendants,  then  you  will  find  in  favor  of  all 
of  said  defendants." 

The  converse  of  this  proposition  is  that,  ^^  if  all  the  defendants 
did  not  use  such  care  to  see  that  the  current  of  electricity  had  heea 
cut  off  from  the  wires,  in  that  event  your  verdict  should  be  against 
all  of  the  defendants."  This  might  be  true,  or  not,  according  to 
the  finding  of  the  jury  upon  the  facts  touching  each  defendant, 
under  proper  instructions  submitting  the  issues  applicable  to  eadb 
of  them.  To  this  unqualified  instruction  we  do  not  assent  If 
an  opportunity  had  been  afforded  them,  the  jury  might  have  con- 
cluded from  the  evidence  before  them  that  if  the  Standard  Light 
&  Power  Company  exercised  ordinary  care  to  provide  the  wires 
with  a  cut-off  box  properly  arranged  to  cut  off  from  the  wires  the 
current  of  electricity,  when  pulled,  and  had  not  combined  its 
business  with  that  of  the  Dallas  Electric  Company  and  Beardon, 
receiver,  their  duty  had  been  performed,  and  that  it  was  not 
required  of  them  to  go  further,  and  use  such  care  to  see  that 
such  box  had  been  pulled,  and  the  electricity  actually  cut  off.  The 
objection  to  the  charge  upon  the  ground  that  there  was  no  "  con- 
tract relation  "  existing  between  appellee  and  the  Standard  Li^t 
&  Power  Company,  and  that  its  only  duty  was  to  exercise  ordinary 
care  to  avoid  inflicting  injury  upon  appellee,  cannot  be  sustained, 
under  the  evidence  as  shown  by  the  record  before  us.  In  so  far 
as  the  charge  is  in  conflict  with  the  special  charge  No.  14  given 
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at  the  request  of  the  appellants;  it  is  sufficient  to  say  that  such 
enror,  if  any,  will  not  likely  occur  upon  another  trial.  Practically 
the  same  vice  exists,  as  that  above  discussed,  in  the  paragraph  of 
the  court's  charge  set  out  in  appellants'  fifteenth  assignment  of 
error,  and  the  same  objections  substantially  urged  against  it 
What  has  already  been  said,  therefore,  with  reference  to  the  other 
paragraphs,  is  applicable  and  sufficient  to  dispose  of  this  assign- 
ment. The  same  may  be  said  of  the  sixteenth,  seventeenth,  ei^- 
teenth,  and  nineteenth  assignments  of  error. 

By  his  requested  special  charge  No.  4,  as  set  forth  in  the  twen- 
tieth assignment  of  error,  appellant  Keardon  sought  to  have  the 
issue  submitted  to  the  jury  whether  or  not  the  committee  of  the 
bondholders  of  the  Dallas  Electric  Company  sustained  the  rela- 
tion of  "  independent  contractors  "  to  the  said  Reardon,  as  re- 
ceiver, and,  if  so,  to  find  a  verdict  for  him,  "  notwithstanding  they 
should  further  find  that  said  bondholders'  committee,  or  some  one 
in  their  employ,  may  have  been  guilty  of  negligence  resulting  in 
injury  to  the  plaintiff."  In  our  opinion  this  issue  was  not  suffi- 
ciently raised  by  the  evidence  to  require  its  submission,  and  the 
court's  refusal  to  give  it  was  correct. 

Appellants'  remaining  assignments  of  error,  from  the  twenty- 
first  to  thirtieth,  inclusive,  relate  to  the  action  of  the  court  in  re- 
fusing special  charges  asked.  These  charges,  in  the  main,  were 
upon  the  weight  of  the  evidence,  and  relate  to  matters  discussed 
and  disposed  of  under  other  assignments,  not  demanded  by  the 
evidence,  and  contained,  for  the  most  part,  incorrect  propositions 
of  law,  as  applied  to  the  evidence.  In  view  of  the  fact  that 
the  case  is  to  be  remanded,  we  deem  it  proper  to  say,  that  we 
think  the  defendants  are  entitled  to  have  their  theory  of  the  law 
presented  affirmatively  to  the  jury  by  appropriate  instructions. 
The  issues  raised  by  the  evidence  applicable  to  each  defendant 
should  be,  in  our  opinion,  separately  submitted  to  the  jury,  so 
that  confusion  may  be  avoided,  and  the  facts  upon  which  each 
one's  liability,  if  liable,  rests,  may  be  clearly  understood. 
The  judgment  is  reversed,  and  the  cause  remanded. 
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GBNSKAIi  ElJffiOTBIO   Co.    V.   MuBBAT. 
Temag;  Court  of  Cunl  Appeaia. 

1.  InJTJBT   to   UNEMAN   BT   contact  with   live   WIBB;    KHOWLDQl  CV  fUt 

PRINCIPAL  that  WIBB8  WKBB  CHABOED. — ^Thc  plaintiff  was  empldjed  If 
the  defendant  electric  company  in  the  capacity  of  lineman.  At  the  ^m 
of  the  injury  the  defendant  company  vras  engaged  in  recoastnwtiig  thi 
lines  of  an  electric  light  and  power  company.  The  plaintiff  wwi  wgm 
one  of  the  poles  of  the  electric  light  company  for  the  pmpoM  of  » 
arranging  the  wires  and  placing  an  arc  light  thereon,  and  whik  flm 
engaged  came  in  contact  with  a  charged  wire  and  i<eeifcd  a  ihsdc 
causing  the  injury  complained  of.  The  plaintiff  had  no  knowledgi  tlift 
the  wire  was  charged  with  electricity,  hut  this  fact  was  known  te  tti 
representatiyes  of  the  electric  company.  It  appeared  that  the  wini 
upon  the  pole  were  improperly  placed,  and  that  they  were  dose  togite 
upon  a  cross-arm  upon  the  same  side  of  the  pole,  when  thcj  shonU  km 
been  placed  on  the  opposite  ends  of  the  cross-arm  to  which  thij  wn 
attached.  Had  they  been  properly  placed  the  accident  woold  aoi  km 
occurred.    It  was  held  that  the  defendants  were  guilty  of  uegUgawi. 

2.  iNSTBUCnON  AS  TO  BUBOEN  GT  PBOOF  UPON  ISSUE  OT  CONTBIBOTQn'  OHh 

OKNCB. — ^The  jury  could  not  have  been  misled  by  an  instmetm  tbitti 
burden  of  proof  upon  the  issue  of  contributory  negligence  was  vfm  tti 
defendants,  when  they  were  expressly  told  that  in  determining  that  km 
they  were  ''  to  look  to  all  of  the  testimony  by  whomsoever  introdned." 

3.  PLSADINGS;  allegation  as  to  defendant's  knowledge  or  NBQLlSBnOV* 

8TSUCTI0N. — Knowledge  on  the  part  of  the  defendants  of  the  dcfictiii 
construction  of  the  wires  causing  the  injury  can  be  reasonahly  infemi 
from  an  allegation  that  the  construction  was  defectiTe,  and  that  <k 
plaintiff  had  no  knowledge  of  the  same  prior  to  the  time  he  was  imjani 
and  that  the  defendants  '*  negligently  and  carelessly  optnUi 
said  electric  wires,  and  permitted  said  deadly  current  of  electridfy  to  bi 
transmitted  orer  and  through  said  electric  wires,  as  aforesaid,  witM 
warning  to  the  plaintiff.'' 

Appeal  by  defendants  from  judgment  for  plaintiff.     Decided 
^^'^  April  14,  1903 ;  reported  74  S.  W.  50. 

Terry,  Ballinger,  Smith  &  Cavin  and  James  B.  dt  ChaHe$  /• 

Stuhhs,  for  appellants. 
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Lovejoy  £-  Malevinsky,  for  appellee. 
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Opinion  of  Plbasants,  J. : 

Appellee  brought  this  suit  against  the  General  Electric  Com- 
pany, a  corporation,  and  Walter  W.  Reed  and  John  Sehorn,  as 
vice  principals  of  said  company,  to  recover  damages  for  personal 
injuries  alleged  to  have  been  caused  by  the  negligence  of  the  de- 
fendants. The  defendants  answered  by  general  denial,  and  pleas 
of  assumed  risk  and  contributory  negligence.  The  trial  in  the 
eourt  below  by  a  jury  resulted  in  a  verdict  and  judgment  in  favor 
of  plaintiff  against  the  defendants  for  $7,000. 

The  record  discloses  the  following  facts :  Plaintiff  was,  on  the 
37th  of  June,  1900,  in  the  employment  of  the  defendant,  the 
General  Electric  Company,  in  the  capacity  of  lineman.  The  de- 
fendant company  was  then,  and  had  been  for  some  time  prior 
thereto,  engaged  in  the  work  of  reconstructing  the  lines  of  the 
Citizens'  light  &  Power  Company  in  the  city  of  Houston.  The 
defendant  Eeed  was  employed  by  the  defendant  company  as  an 
electric  engineer,  and  was  superintending  the  work  of  reconstruct- 
ing the  lines  of  the  Citizens'  Company,  and  was  also  engineer  for 
the  latter  company.  The  defendant  Sehorn  was  employed  by  the 
defendant  company  as  foreman  of  construction.  At  the  time 
plaintiff  was  injured  the  defendant  company  had  control  of  the 
entire  plant  of  the  Citizens'  Company,  including  the  currents  of 
electricity  which  were  sent  out  from  the  power  house  over  the 
wires  of  said  company.  Both  Reed  and  Sehorn  had  authority  to 
employ  and  discharge  the  linemen  engaged  in  reconstructing  the 
plant.  On  the  day  above  named,  plaintiff,  in  the  discharge  of 
the  duties  of  his  employment,  went  upon  one  of  the  poles  of  the 
Citizens'  Company  for  the  purpose  of  rearranging  the  wires  and 
placing  an  arc  light  thereon.  While  thus  engaged  he  came  in 
contact  with  a  wire  charged  with  electricity,  and  received  an  elec- 
tric shock  which  rendered  him  unconscious,  and  injured  him  in 
the  manner  and  to  the  extent  complained  of  in  the  petition. 
Plaintiff  did  not  know  when  he  took  hold  of  the  wires  that  the 
current  of  electricity  had  been  turned  on,  but  this  fact  was  known 
to  both  defendants  Reed  and  Sehorn.  The  wires  on  the  pole  upon 
which  plaintiff  was  at  work  were  improperly  and  negligently 


10  American  Elsctbioal  Cases.  [voL.g 


General  Electric  Co.  y.  Murray. 


placed  upon  the  pole,  in  that  the  two  primaiy  or  high-Yoltigi 
wires  were  placed  within  a  few  inches  of  each  other  and  upon  the 
same  side  of  the  pole,  when  thej  should  have  been  placed  npcA 
opposite  sides  of  the  pole  and  upon  the  opposite  ends  of  the  cio» 
arm  to  which  thej  were  attached.  Had  the  wires  been  properiy 
placed,  plaintiff  would  not  have  been  injured,  notwithstanding  Ae 
electric  current  had  been  turned  on  said  wires  without  his  knoii- 
edge,  because  no  injury  would  have  been  caused  plaintiff  if  hk 
person  had  not  come  in  contact  with  both  of  said  primary  wini 
at  the  same  time,  and  this  would  not  have  occurred  had  the  wini 
been  placed  in  their  proper  position  upon  the  pole.  AH  of  tb 
wires  upon  the  pole  were  similar  in  appearance,  and  there  wu  w 
way  by  which  the  primary  or  high-voltage  wires  could  be  dutin-  I 
guished  from  those  of  low  voltage,  and  plaintiff  had  no  knowt  . 
edge  of  the  fact  that  the  primary  wires  were  not  in  their  proper 
position.  Both  defendants  Eeed  and  Sehom  knew  that  the  mei 
were  not  properly  placed  upon  the  pole.  Plaintiff  was  a  oompe- 
tent  and  experienced  lineman.  He  testified  that  he  mi^t  biie 
removed  the  wires  from  the  cross-arm  without  receiving  any  in- 
jury had  he  known  that  they  were  charged  with  electrici^,  and 
that  it  was  good  practice  to  handle  all  wires  as  thou^  they  if&» 
live  wires,  unless  they  were  positively  known  not  to  be  chiigoi 
with  electricity,  and  that  such  was  the  general  custom  tmoog 
linemen  during  the  time  he  had  been  engaged  in  that  occupatioiL 
Plaintiff  knew  that  as  soon  as  the  reconstruction  of  the  electric 
plant  should  be  completed  the  current  would  be  turned  on  in  11m 
day  time,  and  heard  the  matter  frequently  discussed  by  the  men 
engaged  in  the  work.  He  also  knew  that  when  the  current  wis 
turned  on  at  the  power  house  it  went  over  the  entire  system  (rf 
wires.  Most  of  the  plant  had  been  reconstructed  at  the  time 
plaintiff  was  injured,  but  the  line  on  which  he  was  at  work  had 
not  been.  The  defendants  had  nothing  to  do  with  the  original  c(m- 
struction  of  this  line,  and  were  not  responsible  for  the  improper 
position  in  which  the  primary  wires  were  placed  upon  the  pole. 
No  question  is  made  as  to  the  sufficiency  of  the  evidence  to  sustain 
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the  verdict  of  the  jury  as  to  the  amount  of  damages  sustained  by 
plaintiff  by  reason  of  the  injuries  received  by  him. 
[         We  conclude,  from  the  undisputed  facts,  before  stated,  that  the 
[      defendants  v^ere  guilty  of  negligence  in  putting  plaintiff  to  work 
I      opon  the  wires,  by  contact  with  whick  he  was  injured,  without 
I      informing  him  that  said  wires  were  charged  with  electricity,  and 
that  the  primary  or  higji-voltage  wires  were  not  placed  in  their 
proper  position  upon  the  pole,  and  that  the  evidence  is  sufficient  to 
8iistain  the  findings  of  the  jury  that  plaintiff  was  not  guilty  of  con- 
tributory negligence,   and  that  defendant's  negligence  was  the 
proximate  cause  of  the  injury.     We  shall  not  discuss  appellant's 
assignments  of  error  categorically  nor  in  detail,  but  will  dispose  of 
of  the  questions  presented  in  a  general  way. 

The  proposition  submitted  under  the  first  assignment  of  error 
18  not  germane  to  the  assignment,  and  is  therefore  not  entitled  to 
any  consideration ;  but,  waiving  objection  to  the  sufficiency  of  the 
assignment  to  support  the  proposition,  the  charge  complained  of 
is  not  subject  to  criticism.  The  jury  could  not  possibly  have  been 
misled  by  the  instruction  that  the  burden  of  proof  upon  the  issue 
of  contributory  negligence  was  upon  the  defendants,  because  they 
were  expressly  told  that  in  determining  that  issue  they  were  ^^to 
look  to  all  of  the  testimony,  by  whomsoever  introduced."  As  thus 
qualified,  the  charge  was  not  obnoxious  to  the  rule  announced  in 
Railway  Co.  v.  Reed,  88  Tex.  439,  31  S.  W.  1058 ;  Railwaj/  Co. 
V.  Martin  (Tex.  Civ.  App.),  63  S.  W.  1089,  and  Railway  Co.  v. 
HUl  (Sup.)  69  S.  W.  136,  6  Tex.  Ct.  Rep.  232.  The  charge  of 
the  court,  as  a  whole,  fully  and  fairly  presents  the  law  applicable 
to  the  facts  in  evidence,  and  there  is  no  merit  in  any  of  the  various 
assignments  which  complain  of  portions  of  said  charge. 

While  plaintiff's  petition  does  not  in  direct  terms  charge  the 
defendants  with  knowledge  of  the  negligent  construction  of  the 
wires,  it  alleged  a  defective  construction,  and  that  plaintiff  had  no 
knowledge  of  same  prior  to  the  time  he  was  injured,  and  charges 
that  defendants  "negligently  and  carelessly  operated  said  electric 
wires,  and  permitted  said  deadly  current  of  electricity  to  be  trans- 
mitted over  and  through  said  electric  wires  as  aforesaid,  without 
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warning  to  plaintiff."  No  exception  was  urged  to  the  petitMmoi 
the  ground  that  it  failed  to  allege  that  defendants  had  knowledge 
of  the  defective  construction  of  the  wires  at  the  time  they  cftosed 
the  current  of  electricity  to  be  transmitted  through  same,  nor  wai 
there  any  objection  to  the  introduction  of  the  evidence  wbidi 
shows  that  defendants  had  such  knowledge.  It  thus  appean  Ait 
no  question  was  raised  in  the  court  below  as  to  the  suffidem^  d 
the  pleadings  to  admit  this  proof.  We  think  the  knowledge  on  tte 
part  of  defendants  of  the  defective  construction  of  the  wires  en  be 
reasonably  inferred  from  the  allegations  of  the  petition,  and,  sodi 
fact  having  been  shown  by  the  evidence,  the  trial  court  did  not  err 
in  submitting  to  the  jury,  as  one  of  the  grounds  of  negligenoe^  Ae 
act  of  the  defendants  in  permitting  plaintiff  to  work  upon  uH 
wires  without  warning  him  of  their  defective  construction.  IW- 
way  Co.  V.  Parr  (Tex.  Civ.  App.),  26  S.  W.  862;  Ins.  Co.v, 
Woodward  (Tex.  Civ.  App.),  45  S.  W.  186. 

The  allegations  in  the  petition  as  to  the  damages  sustained  \ij 
the  plaintiff  are  as  follows :  "That  by  reason  of  his  injnriee  is 
aforesaid,  caused  and  occasioned  as  aforesaid,  he  has  become  Ihm 
and  crippled,  and  has  lost  the  use  of  his  right  arm  and  hand,  uk 
incapacitated  from  ever  pursuing  his  chosen  occupation ;  thit  he 
was  a  competent  and  capable  lineman,  and  fitting  himself  for  ad- 
advancement  in  his  chosen  vocation  as  an  electrician ;  that  at  tke 
time  of  his  injuries  he  was  a  strong  and  healthy  man,  and  earning 
upon  an  average  of  two  and  one-puarter  dollars  ($2.25)  perdaj, 
and  that  had  he  not  been  injured,  as  aforesaid,  he  would  in  all  prok* 
ability  have  been  able  to  earn  as  much  as  three  and  one-half  dollar? 
($3.50)  per  day  as  an  electrician ;  that  at  the  time  of  his  injuries 
he  was  twenty-seven  years  of  age,  and  a  strong  and  healthy  man, 
capable  of  performing  heavy  manual  labor ;  that  by  reason  of  the 
negligence  of  the  defendants  his  earning  capacity  has  been  de- 
stroyed, his  health  impaired,  and  he  has  been  caused  to  suffer  great 
physical  and  mental  pain ;  that  thereby  he  has  been  damaged  in 
the  sum  of  thirty  thousand  dollars  ($30,000),  to  recover  which 
this  suit  is  brought."     We  think  these  allegations  are  suflBcientW 
broad  to  sustain  a  recovery  for  "the  value  of  the  time  lost  by 
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plaintiff  while  disabled  from  his  injuries  to  work  and  labor/*  and 
the  trial  court  did  not  err  in  his  charge  in  submitting  to  the  jury 
18  an  element  of  damage  the  time  lost  by  plaintiff  on  account  of 
ilia  injuries. 

None  of  the  special  instructions  requested  by  the  defendants 
Aovld  have  been  given.  In  so  far  as  said  requested  instructions 
tcnrrectly  presented  the  law  applicable ,  to  the  facts  in  evidence, 
they  were  covered  by  the  charge  of  the  court,  and  their  repetition 
would  have  given  imdue  prominence  to  the  issue  thereby  pre- 
iented. 

The  assignment  which  complains  of  the  verdict  as  being  con- 
trary to  the  evidence  cannot  be  sustained.  As  stated  in  our  con- 
ehisiona  of  fact,  the  evidence  is  amply  sufficient  to  sustain  the 
vordict. 

We  find  no  eror  in  the  record  which  would  authorize  a  reversal 
of  the  judgment  of  the  court  below,  and  it  is  therefore  affirined. 
A£Srmed. 

BallaiKW  mpoa  f oreBiaa*s  ABsnraaoe. — ^An  experienced  linemaa  felt  a 
enrrent  of  electricity  in  a  wire  and  infarmed  the  foreman  of  his  squad  of  its 
dangerous  condition.  The  foreman  thereupon  felt  ot  the  wire  and  pronounced 
a  safe.  The  lineman  took  hold  of  the  wire  again,  and  again  felt  the  cur- 
rmt,  but  said  no  more  to  the  foreman,  and  kept  at  work  until  *he  receiveil 
a  severe  shock  and  injury.  It  was  held  that  he  had  no  right  to  rely  on  the 
foreman's  assurance.  Epperson  v.  Postal  Teleffraph  Cahle  Co,,  7  Am.  Electl. 
Qas.  736,  165  Mo.  346,  60  S.  W.  705,  55  8.  W.  106a 
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TeaDCLs;  Court  of  Civil  Appeals. 
Death  of  linsman  occasioned  bt  defective  insulation;  liabiutt  or 

COMPANY  OWNING  WISE  TO  EMPLOYEE  OF  ANOTTHEB  COMPANY. — ^The  appellee 

was  in  the  employ  of  a  committee  of  the  bondholders  of  the  Dallas  Elee- 
trie  Company  and  was  engaged  in  transferring  wires  to  new  polea  being 
erected  for  the  use  of  the  Dallas  Electric  Company  and  the  appellant^ 
the  Standard  Light  &  Power  Company.     While  engaged  in  this  occupa- 
tion he  came  in  contact  with  an  uninsulated  wire  belonging  to  the  said 
Standard  Company  and  was  killed  by  the  electric  current  with  whiek 
such  wire  was  charged.      The  Standard  Light  &  Power  Company  wta 
held  negligent  in  failing  to  have  its  wires  properly  insulated;  and  ooold 
not  be  relieved  from  this  liability  because  of  the  fact  that  the  appellct 
was  not  in  its  employ.      It  was  its  duty  to  so  operate  its  plant  at  ta 
prevent  injury  to  those  who,  while  engaged  in  a  lawful  occupation  about 
such  wires,  came  in  contact  with  them. 

AQBEEMENT  BETWEEN  ELECTBIC  COMPANIES  AS  TO  USE  OF  POLES. — ^The  agree 

ment  between  the  Standard  Light  &  Power  Company  and  the  Dallas 
Electric  Company  that  the  latter  should  be  permitted  to  string  wins 
along  the  poles  of  the  former  was  an  invitation  to  the  latter  company  to 
place  its  employees  at  work  upon  such  poles,  and  the  duty  was  therdij 
imposed  upon  the  former  company  to  use  ordinary  care  to  prevent  suck 
employees  from  being  injured  by  defective  wires.  There  is  a  failure  ia 
this  duty  when  its  wires  are  not  properly  insulated. 

FaILUBX  TO  USE  CONTBIVANCE  FOB  SHUTTING  OFF  CUBBENT. — ^It  waS  insisted 

that  the  furnishing  of  an  appliance  whereby  the  current  of  electridtgr 
could  be  shut  off  from  its  wires,  and  the  failure  to  make  use  of  said  ooa- 
trivance  to  shut  off  said  current  by  the  appellee  and  his  co-employees 
relieved  the  appellant  from  liability.  But  it  was  held  that  the  appellant 
would  not  be  relieved  of  responsibility  for  failure  to  properly  insulate 
its  wires,  unless  it  could  be  shown  that  the  appellee  knew  of  the  failure 
to  cut  off  the  current  and  was  guilty  of  contributory  negligence;  the 
defective  wires  were  the  proximate  cause  of  the  injury,  and  the  failure  to 
cut  off  the  current  was  not  such  an  intervening  cause  as  would  protect  the 
appellant  from  liability. 
Duty  to  insulate  wibes  not  tbansfebable. — The  duty  imposed  of 
properly  insulating  wires  is  incident  to  the  ownership  and  operation  of 
an  electric  plant,  and  is  non-transferable. 

Appeal  by  defendant  from  judgment  in  favor  of  plaintiff.    De- 
led November  7,  1903;  reported  76  S.  W.  931. 
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Etheridge  £  Baker,  for  appellant. 
Holloway  &  Ilolloway,  for  appellee. 

Opinion  by  Eainey,  C.  J. : 

Appellee,  Cecelia  M.  Munsey,  widow  of  Albert  Miinsey,  brought 
this  suit  in  her  own  behalf  and  for  the  use  and  benefit  of  George 
and  Elsie  Munsey,  surviving  parents  of  said  Albert,  for  injuries 
causing  the  death  of  said  Albert.  The  parties  complained  of  were 
the  Standard  Light  &  Power  Company,  a  corporation,  Granville 
P.  Meade,  receiver  thereof,  E.  M.  Reardon,  receiver  of  the  Dallas 
Electric  Company,  and  the  bondholders  of  the  Dallas  Electric  Com- 
pany. Proper  allegations  as  to  the  appointment  of  the  receivers 
were  made.  As  to  the  bondholders  of  the  Dallas  Electric  Com- 
pany, it  was  alleged  as  follows:  "That  the  defendant  the  bond- 
holders of  the  Dallas  Electric  Company  is  a  foreign  association, 
or  acting  association,  composed  of  numerous  persons  who  are  non- 
residents of  Texas,  whose  names  and  places  of  residence  are 
unknown  to  the  plaintiff;  that  the  affairs  of  said  association  or 
acting  association  are  under  the  management  of  a  certain  bond- 
holders' committee,  as  hereinafter  more  fully  set  out,  said  com- 
mittee being  composed  of  one  or  more  persons,  nonresidents  of 
Texas,  whose  names  and  places  of  residence  are  unknown  to  the 
plaintiff;  that  A.  K.  Bonta,  who  temporarily  resides  in  Dallas 
county,  though  a  nonresident  of  Texas,  is  the  general  manager 
and  local  agent  within  this  State  of  said  association,  and  is  the 
duly  authorized  representative  of  said  association  and  of  said 
bondholders'  committee."  For  cause  of  action  plaintiff  claimed 
that  on  May  30,  1901,  her  husband,  Albert  L.  Munsey,  was  in 
the  employ  of  E.  M.  Eeardon,  receiver,  engaged  in  constructing 
and  repairing  the  electric  wires  used  by  said  receiver  in  furnish- 
ing light  and  electric  power  to  the  citizens  of  the  city  of  Dallas ; 
that  while  so  employed,  and  in  the  course  of  his  duties  in  such 
employment,  he  ascended  a  pole  upon  which  the  wires  were  sus- 
pended, and  while  engaged  in  the  work  on  said  pole  came  in  con- 
tact with  live  wires  belonging  to  the  Standard  Light  &  Power 
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Company  on  said  pole,  which  contact  caused  his  death.    She 
claimed  that  the  said  receiver  was  liable  for  the  death  of  her  hv- 
band,  in  that  he  had  unnecessarily  exposed  her  husband  to  the  riik 
out  of  which  his  death  ensued,  and  had  failed  to  avail  himself  of 
certain  means  provided,  whereby  said  wires  could  have  been  maide 
safe.     As  an  alternative  averment,  the  plaintiff  alleged  that,  if 
her  said  husband  was  not  in  the  employ  of  the  said  Reardon,  tin 
he  was  in  the  employ  of  certain  bondholders  of  the  Dallas  Eketrie 
Company,  which  bondholders  had  committed  the  management  cf 
their  interests  in  the  Dallas  Electric  Company  into  the  hands  of  i 
certain  committee  of  their  number ;  that  said  committee  employei 
and  empowered  one  A.  K.  Bonta  to  take  charge  of  certain  mA 
of  improvement  and  reconstruction  of  the  plant  of  the  Dallas  EW 
trie  Company;  and  the  claim  was  made  that  said  bondbolden^ 
acting  through   said   bondholders'   committee,    and   they  adiiig 
through  A.  K.  Bonta,  had  employed  the  said  plaintiff's  husband, 
and  that  the  latter  was  killed  while  in  the  employ  of  the  said  bond- 
holders, and  by  reason  of  the  negligence  of  the  said  bondholden» 
their  committee,  and  the  said  Bonta,  and  their  other  officers  and 
agents.    Plaintiff  joined  the  Standard  Light  &  Power  Company  on 
the  theory  that  the  company  owed  plaintiff's  husband  the  duty  of 
keeping  certain  wires  which  belonged  to  that  company,  and  whidi 
were  strung  upon  a  pole  upon  which  plaintiff's  husband  was  wwk* 
ing  at  the  time  of  his  death,  well  insulated,  and  properly  placed 
on  said  poles,  so  that  same  might  be  safe  for  plaintiff's  husband 
to  work  in  and  around  and  over  same,  and  it  was  claimed  that 
said  defendant  had  failed  to  discharge  the  duty  so  owing  by  it  toflie 
deceased.     Granville  P.  Meade  was  sued  as  receiver  of  the  Stan- 
dard Light  &  Power  Company,  it  appearing  that  he  had  been 
appointed  receiver  subsequently  to  the  alleged  negligence  of  the 
company,  which  occasioned  the  death  of  the  said  Munsey.    The 
plaintiff  recovered  judgment  against  the  alleged  bondholders  of  the 
Dallas  Electric  Company,  without  naming  them,  and  against  tho 
Standard  Light  &  Power  Company.     Judgment  was  rendered  in 
favor  of  the  two  receivers,  and  no  cross-appeal  is  prosecuted  by 
plaintiff  from  the  judgment  in  favor  of  said  receivers.    The  bond- 
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klders  and  the  Standard  Light  &  Power  Company  have  duly  per- 
fected this  appeal,  and  now  here  prosecute  the  same. 

The  contention  of  the  bondholders  is  that  the  allegations  of 
plaintiff's  petition  and  proof  show  that  there  was  no  such  an  asso- 
ciation or  acting  association,  but,  if  so,  the  individual  members 
thereof  not  having  been  made  parties  to  the  suit,  the  court  should 
not  have  rendered  judgment  against  the  bondholders  of  the  Dallas 
Eleotric  Company.  No  one  of  the  bondholders  was  made  a  party 
to  the  suit  Citation  was  had  upon  A.  K.  Bonta,  who  was  selected 
by  a  committee  appointed  by  the  bondholders  to  represent  them 
in  the  work  of  reconstructing  the  property.  An  answer  was  filed 
by  the  *^  Bondholders  of  the  Dallas  Electric  Company."  No  one 
of  the  bondholders  appeared  or  answered.  The  only  testimony 
produced  on  trial  tending  to  show  the  bondholders  to  be  an  asso- 
ciation is  that  of  Henry  Coke  and  A.  K.  Bonta.  Henry  Coke,  a 
witness  for  plaintiff,  testified :  '^  I  do  not  know,  but  am  satisfied, 
that  all  of  these  bondholders  of  the  Dallas  Electric  Company  are 
nonresidents,  and  their  headquarters,  I  think,  are  in  Boston,  and 
most,  if  not  all,  of  them  citizens  of  Massachusetts.  I  am  satisfied 
none  of  them  are  residents  of  Texas.  I  know  several  of  the  bond- 
holders personally.  My  recollection  is  that  they  are  numerous.  I 
filed  a  bill  in  equity  in  the  United  States  Circuit  Court  for  the 
Northern  District  of  Texas,  as  attorney  for  the  trustee  of  the 
bondholders,  for  the  foreclosure  of  their  mortgage  upon  the  prop- 
erties of  the  Dallas  Electric  Company.  After  the  filing  of  the 
bill,  the  IxHidholders,  through  a  committee  chosen  by  them,  con- 
cluded that  it  was  to  their  interest  to  expend  some  money  in  the 
reconstruction  of  the  plant.  That  committee  was  Eobert  T.  Payne 
and  Bobert  T.  Piatt.  I  do  not  remember  the  terms  of  the  agree- 
ment by  which  the  trustees  were  appointed,  but  I  think  under  the 
terms  of  the  agreement  one  could  resign  and  another  be  appointed. 
The  personnel  of  the  committee  has  been  changed  several  times. 
The  only  connection  that  either  the  bondholders  or  the  bondholders' 
committee  had,  either  directly  or  indirectly,  with  the  Dallas  Elec- 
tric Company,  was  in  spending  some  money  in  trying  to  improve 
its  condition.    A.  E.  Bonta  came  here  to  superintend  the  expendi- 
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ture  of  the  money.  The  bondholders  were  in  no  sense  the  ownen 
of  the  plant.  They  were  not  operating  it,  but  with  the  pennission 
of  the  receiver  appointed  by  the  United  States  Circuit  Court  th^ 
expended  their  money  in  improving  it."  A.  K.  Bonta,  a  witnesB 
for  defendant,  testified :  ^^  I  am  in  the  employ  of  the  bondholders 
of  the  Dallas  Electric  Company,  having  been  in  charge  of  all  re- 
construction work  done  by  the  bondholders  on  the  plant  smce 
March  1,  1901.  Something  in  the  neighborhood  of  $300,000  has 
been  expended  in  reconstruction  work  on  the  plant.  The  work  wis 
in  progress  May  30,  1901.  Charles  Eames  had  charge  of  the  re- 
construction work  of  the  plant  fof  the  bondholders  in  May,  1901. 
I  had  charge  of  the  reconstruction  after  Eames,  which  was  Bom 
time  after  May,  1901.  On  May  30,  1901,  John  Woods  was  die 
foreman  of  the  gang  in  which  Munsey  was  working.  John  Woods 
was  under  the  direction  of  Charles  Eames.  Munsey  and  the 
others  in  the  gang  in  which  he  was  working  were  working  for  the 
bondholders  of  the  Dallas  Electric  Company." 

We  think  it  immaterial  whether  or  not,  in  legal  contemplation, 
there  was  an  association.  The  petition  alleged  that  the  bondholders 
were  an  association,  and,  the  "  bondholders  "  having  answered  in 
that  .name,  they  are  not  in  a  position  to  question  it.  But,  if  it 
should  be  conceded  that  the  bondholders  is  an  association,  the  pe^ 
tinent  inquiry  is,  did  it  constitute  such  a  legal  entity  as  rendered  it 
capable  of  being  sued  as  such  without  making  the  members  thereof 
parties  to  the  action  ?  Associations  and  joint-stock  companies ''  aie 
uniformly  held  in  the  United  States  to  be  partnerships,  snbjeet 
to  be  sued  as  such  and  governed  by  the  laws  fixing  partnership  re- 
sponsibility." Industrial  Lumber  Co,  v.  Texas  Pine  Land  As^n, 
72  S.  W.  875,  and  authorities  there  cited.  The  only  distinguish- 
able feature  being  that  "  death  or  withdrawal  of  one  or  more  mem- 
bers does  not  affect  a  dissolution,  and  the  stock  can  be  bou^t  and 
sold  without  affecting  the  integrity  of  the  concern."  Id.  11« 
general  rule  is,  in  the  absence  of  statutory  provisions  "  suits  hj  or 
against  unincorporated  concerns  must  be  brought  in  the  name  of 
or  against  all  the  members."  Cook  on  Cors.,  vol.  2,  sec  608 ;  Cp, 
Law  it  Prac.  vol.  4,  p.  313;  Ency.  Plead.  &  Praci.  22,  242.  A» 
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ezoeption  in  equity  to  this  rule  is  where  the  parties  are  numerous^ 

or,  if  impracticable  to  make  all  parties,  it  is  not  necessary  to  make 

til  parties,  but  it  is  8u£Scient  to  make  enough  parties  to  protect 

tbe  rights  of  the  association.     Oorman  v.  Russell,  14  Cal.  531 ; 

Van  Hovten  v.  Pine,  36  N.  J.  Eq.  133.     In  some  of  the  states 

statutes  have  been  enacted  which  permit  actions  to  be  brought 

igaiBst  an  incorporated  association  by  its  common  name.    But  no 

nch  statute  exists  in  this  state,  from  which  it  follows  that  the 

ommon-law  rule  must  prevail  in  this  state,  with  the  equitable 

xception  as  stated. 

As  before  stated,  unincorporated  associations  are  subject  to  and 

ovemed  by  the  laws  of  partnership,  except  as  to  dissolution  by 

eath  or  withdrawal  of  one  or  more  of  its  members  and  the  buying 

nd  selling  of  stock.    In  the  case  of  Frank  v.  Tatuniy  87  Tex.  204, 

5  S.  W.  409,  where  a  suit  was  attempted  to  be  maintained  against 

partnership,  Justice  Bbown^  speaking  for  the  Supreme  Court, 

aid: 

"  It  ia  a  general  rule  that  suits  in  courts  can  only  be  maintained  by  and 
gainst  persons,  natural  and  artificial;  thai  is,  individuals  or  corporation. 
.  .  Unless  otnerwise  provided  by  statute,  a  copartnership  is  not  considered 
person,  and  must  sue  and  be  sued  by  its  members'' — citing  a  long  list  of 
laea;  and  it  was  there  held,  some  of  the  members  of  the  firm  having  been 
ismissed,  the  court  had  "no  authority  to  enter  judgment  against  the  part- 
erahip  or  its  property." 

Appellee  seeks  to  obviate  the  force  of  this  rule  by  the  fact  that 
n  answer  was  filed  by  the  bondholders,  which  gave  th^  court  juris- 
iction  to  render  judgment  against  the  association,  and  argue  that 
iie  ri^t  thereunder  is  a  matter  for  consideration  when  it  is  at- 
3mpted  to  be  enforced.  Also  that,  if  the  members  deny  they  are 
n  association,  the  issue  should  be  raised  by  plea  in  abatement, 
nd  plaintiff  given  a  better  wtit  by  stating  the  nature  of  the  organ- 
sation  and  the  names  of  the  members.  This  is  the  general  rule 
8  to  nonjoinders  or  misjoinders  of  parties,  but  we  think  it  has  no 
pplication  here.     The  plaintiff  was  seeking  a  judgment  against 

nonentity  incapable  of  suing,  and  against  which  the  court  had 
o  authority  to  render  judgment,  and  an  answer  of  such  a  non- 
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entity  conferred  no  further  authority  upon  the  court,  as,  in  contem- 
plation of  law,  nothing  was  sued  and  nothing  answered.  ^^No 
issue  could  be  made  with  a  thing  that  has  no  legal  existence.'' 
Frank  v.  Tatum,  supra. 

The  foregoing  views,  being  adverse  to  a  recovery  against  the 
^^  bondholders,"  render  a  consideration  of  the  other  assignmente  of 
error  presented  on  behalf  of  said  '^  bondholders,"  and  we  will  now 
consider  the  assignments  presented  by  the  Standard  Li^t  h  Power 
Company.  The  evidence  discloses  that  both  the  Standard  li^ 
&  Power  Company  and  the  Dallas  Electric  Company  were  oper 
ating  electric  plants  in  the  city  of  Dallas.  The  wires  of  both  weie 
strung  upon  the  same  poles,  the  poles  belonging  to  the  Standard 
Light  &  Power  Company,  which  were  used  by  the  Dallas  Electric 
Company  by  permission  of  the  said  Standard  Company.  Tlie 
"  Bondholders  of  the  Dallas  Electric  Company,"  desiring  to  re- 
construct the  plant,  obtained  permission  of  E.  M.  Reardon,  le- 
ceiver,  to  do  so.  They  appointed  a  committee  to  prosecute  die 
work,  which  committee  appointed  A.  K.  Bonta  to  represent  the 
"  bondholders  "  in  the  work  of  reconstruction.  Albert  L.  Mun8e7 
was  in  the  employ  of  said  bondholders  when  he  was  killed.  In  the 
reconstruction  it  was  understood  between  the  two  companies  that 
the  Dallas  Electric  Company  should  place  new  poles,  to  whidi 
each  company  should  transfer  its  own  wires.  The  wires  of  the 
Dallas  Electric  Company  were  being  transferred  when  said 
Munsey,  an  employee  of  said  committee,  who  was  engaged  in  that 
work,  ascended  one  of  the  poles  of  the  said  Standard  Company, 
and,  coming  in  contact  with  one  of  its  uninsulated  wires,  was 
killed  by  the  electric  current  with  which  that  wire  was  charged 
by  the  said  Standard  Company.  Previous  to  this  the  Standard 
Company  had  arranged  an  appliance  by  which  the  current  could 
be  cut  off,  and  had  given  permission  to  the  Dallas  Electric  Com- 
pany to  cut  off  the  current  when  working  on  the  wires ;  but  the 
Dallas  Electric  Company  had  negligently  failed  to  have  this  done 
before  Munsey  was  ordered  to  ascend  the  pole.  The  Standard 
Light  &  Power  Company  was  negligent  in  failing  to  have  its  wires 
properly  insulated,  which  caused  Munsey's  death.     Munsey  was 
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experienced  lineman^  and  the  evidence  is  conflicting  as  to  hia 
of  proper  care  at  the  time  he  was  killed.  The  evidence  is  suffi- 
it  to  support  the  jury's  finding  that  he  was  not  guilty  of  con- 
lutory  negligence. 

Hie  first  contention  of  the  Standard  Company  that  we  will 
ice  is  that,  Munsey  not  being  in  the  Standard  Company's  em- 
r,  it  owed  him  no  aflSrmative  duty  to  protect  him  from  harm ; 
08  no  liability  attaches  to  it  for  his  death.  To  this  contention 
cannot  subscribe.  The  Standard  Company  was  dealing  with  a 
gerous  element,  with  which  to  operate  its  plant,  and  it  required 
\  to  prevent  injury  to  those  who  came  in  contact  with  its  wires. 
on  the  Standard  Company  agreed  that  the  Dallas  Electric 
ipany  should  string  wires  along  its  poles,  it  knew,  or  ought  to 
a  known,  that  the  employees  of  the  Dallas  Electric  Company, 
epairing  or  reconstructing  the  plant,  would,  of  necessity,  come 
loee  proximity  to,  and  probably  come  in  contact  with,  its  wires, 
injury  might  result  to  them  thereby.  The  agreement  to  per- 
the  Dallas  Electric  Company  to  use  its  poles  was  an  invitation 
that  company  to  place  its  employees  at  work  in  repairing  or 
>ii8tructing  the  line,  and  the  duty  was  thereby  imposed  upon 
Standard  Light  &  Power  Company  to  use  ordinary  care  to 
vent  such  employees  from  being  injured  by  defective  wires.  It 
ed  to  perform  this  duty  in  not  keeping  its  wires  properly  insu- 
id,  which  caused  the  injury,  and  it  is  therefore  liable. 
t  is  insisted  that  the  court  erred  in  refusing  to  give  to  the  jury 
pedal  charge  asked  by  the  Standard  Light  &  Power  Company 
lie  effect  that  said  company  would  not  be  liable  if  it  had  put  in 
ox  or  contrivance  whereby  the  current  could  be  shut  off  from 
wires,  and  the  employees  of  the  Dallas  Electric  Company,  or 
iie  receiver  of  said  company,  or  of  any  of  the  "  bondholders  " 
led  to  make  use  of  said  contrivance  to  shut  off  said  current. 
der  the  circumstances  the  Standard  Light  &  Power  Company 
)d  to  the  deceased  the  duty  to  use  ordinary  care  to  have  its 
es  properly  insulated  to  prevent  injury  to  him,  and  it  would 
be  relieved  of  responsibility  for  failure  to  perform  that  duty, 
VOL.  vin — 46 
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though  the  employees  of  the  Dallas  Electric  Company  were  o^ 
gent  in  failing  to  cut  off  the  current,  unless  deceased  knew  of  suck 
failure,  and  was  guilty  of  contributory  negligence.  The  defedifs 
wires  were  the  proximate  cause  of  the  injury,  although  the  iailore 
of  the  Dallas  Electric  Company  people  to  cut  off  the  currmt  mqr 
be  considered  a  concurring  cause.  It  cannot  be  said  that  the  M> 
ure  to  cut  off  the  current  by  the  Dallas  Electric  Company's  em- 
ployees was  such  an  intervening  cause  as  would  protect  the  Stiiid- 
ard  Light  &  Power  Company  from  liability. 

The  proposition  that  a  private  corporation,  if  liable  for  deidi 
injuries,  is  only  liable  for  its  ^^  immediate  personal  acts,"  ai 
not  for  the  negligence  of  its  subordinate  agents,  etc.,  has  no  appli- 
cation here.  The  act  upon  which  the  liability  of  the  Standaid 
Light  &  Power  Company  is  predicated  was  the  negligence  of  Ae 
said  company  in  failing  to  keep  its  wires  properly  insulated.  Tliii 
was  a  duty  that  involved  upon  said  company  itself,  and  the  eti* 
dence  shows  that  it  failed  to  exercise  ordinary  care  to  perfbm 
that  duty.  This  duty  was  incident  to  the  ownership  and  opentioo 
of  the  plant  and  nontransferable.  Cole  v.  Parker  (Tex.  Cir. 
App.),  66  S.  W.  135;  Waters-Pierce  Oil  Co.  v.  Davis  (Tex.  Cir. 
App.),  60  S.  W.  453 ;  Lynch  v.  Tel  £  T.  Co.  (Tex.  Civ.  App.),  88 
S.  W.  776 ;  RMker  v.  Oil  Co.  (Tex.  Civ.  App.),  68  S.  W.  818. 

Complaint  is  made  of  the  following  paragraph  of  the  ooorfs 
charge,  to  wit :  "The  burden  of  proof  is  on  the  plaintiff  to  show 
by  a  preponderance  of  the  testimony  that  the  defendants^  or  m 
of  them,  was  guilty  of  negligence  which  resulted  directly  in  the 
death  of  the  deceased."    The  contention  is  made  that  this  diaige 
"  is  confusing,  and  tends  to  lead  the  jury  to  believe  that  the  n^- 
gence  of  only  one  of  the  defendants  authorized  a  judgment  against 
both  defendants."    There  is  force  in  this  contention.     CoDoeding 
the  charge  to  be  error,  it  will  not  cause  a  reversal,  becanBe  the 
facts  indisputably  show  that  the  Standard  Light  &  Power  Com- 
pany failed  to  use  ordinary  care  in  maintaining  properly  insulated 
wires. 

Tlie  verdict  is  attacked  for  awarding  to  George  Munsev  and 
Elsio  Munsey,  parents  of  deceased,  $1,000  each,  the  contention 
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being  that  the  proof  shows  that  deceased  did  not  contribute  any- 
thing toward  their  support,  and  there  was  no  proof  of  their  reoeiv- 
iog  any  pecuniary  benefit  from  a  continuation  of  his  life.  We 
lie  of  the  opinion  that  this  objection  is  well  grounded.  The  evi- 
lanoe  shows  that  after  deceased  married  he  contributed  nothing 

0  the  support  of  his  parents,  and  that  there  was  no  necessity 
lerefor,  and  there  is  no  evidence  to  show  that  they  had  any  reason- 
l)le  expectation  of  receiving  any  pecuniary  benefit  from  him  there- 
Fter,  had  he  lived.    The  relationship  itself  does  not  give  a  right 

1  recovery.  It  must  be  shown  that  they  have  sustained  some 
Mnmiary  loss  by  the  injury  upon  which  the  jury  could  legally 
186  a  verdict  Railway  Co.  v.  Henry,  75  Tex.  220,  12  S.  W.  828 ; 
aUtffay  Co.  v.  Johnson,  78  Tex.  536,  15  S.  W.  104. 

We  have  carefully  considered  the  other  assignments  of  error 
resented  by  the  Standard  Light  &  Power  Company,  and  conclude 
ley  are  not  well  taken. 

We  dispose  of  the  cause  as  follows:  The  judgment  as  to  the 
doeivers  is  aflSrmed.  The  judgment  as  to  "  Bondholders  of  the 
Dallas  Electric  Company  "  is  reversed  and  remanded,  and  the 
iidgment  as  to  the  Standard  Light  &  Power  Company  will  be 
jversed  and  remanded,  unless  plaintiff  will  within  20  days  enter 
remittitur  of  the  $2,000  apportioned  to  George  and  Elsie  Munsey, 
1  which  event  it  will  be  affirmed. 
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Utah;  Supreme  Court, 

1.  INJTTBT  FBOIC   FALL  FBOIC   TELBQRAPH   POLK   CAUSED  BY   KLBCniC  SBDCb- 

The  plaintiff  while  engaged  on  a  telegraph  pole  in  atringing  a  wire  kr 
the  purpose  of  attaching  it  to  a  pole,  was  shocked  and  thrown  to  tti 
ground  because  of  a  contact  of  such  wire  with  a  charged  wire.    Tk 
local  manager  in  charge  of  the  work  testified,  among  other  thingi,  M 
he  told  the  plaintiff  that  he  did  not  want  him  to  attach  the  wire  tfA 
the  electric  current  had  been  turned  off,  and  that  if  the  plaintiff  hi 
provided  himself  with  a  safety  strap,  passing  arotmd  the  pole  or  loM 
cross  arms,  it  would  not  have  been  possible  for  him  to  have  USkB  li 
the  ground.     Upon  cross-examination  the  manager  was  asked  if  he  M 
not  stated  in  the  presence  of  others  that  the  plaintiff  was  not  to  bliai 
for  the  accident  in  any  way.     This  question  was  objected  to»  bat  tti 
objection  was  overruled  and  the  witness  answered  the  question.     It  vm 
held  that  there  was  no  error.     It  was  also  held  that  after  the 
had  testified,  in  substance,  that  the  accident  would  not  have 
if  the  plaintiff  had  made  sure  that  the  current  was  off  before 
work  upon  the  pole,  or  if  he  had  used  the  safety  strap  to  prennt  Ub 
from  falling,  it  was  proper  to  admit  testimony  as  to  the  manager's  itile' 
ment  that  the  plaintiff  was  not  to  blame  for  the  accident. 

2.  Opinion  of  witness  as  to  use  of  safett  strap. — ^The  question  of  thi 

contributory  negligence  of  the  plaintiff  in  failing  to  attach  himself  to 
the  pole  by  means  of  a  safety  strap  is  for  the  jury  to  decide  in  the  Ugkt 
of  all  conditions  disclosed  by  the  evidence.  A  question  to  a  witmm, 
based  upon  conditions  not  disclosed  therein,  calling  for  his  opinioa  si 
to  the  use  of  such  a  strap  was  held  objectionable. 

3.  Foreman  as  vice-principal. — A  foreman  in  charge  of,  and  engaged  ii,  tki 

work  in  which  the  plaintiff  was  engaged  when  injured  may  properlj  be 
assumed  to  be  a  vice-principal  of  the  defendant  and  not  a  fellow  senait 
of  the  plaintiff. 

Appeal  by  defendant  from  judgment  in  favor  of  the  plaintift 
Decided  August  24,  1903;  reported  73  Pac.  514. 

Rawlins,  Thurman,  Hurd  &  Wedgwood  and  /.  W.  If.  WW»- 
cotton,  for  appellant. 

Pov/ers,  Straup  &  Lippman  and  W.  N.  Dusenberry,  for  re- 
spondent. 
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Opinion  by  Baskin,  C.  J. : 

The  plaintiff  seeks  to  recover  for  personal  injuries  which  he 
alleges  were  caused  by  the  negligence  of  the  defendant.  The  de- 
fendant in  its  answer  denied  the  alleged  negligence,  and  pleaded 
the  contributory  negligence  and  assumed  risk  of  the  plaintiff,  and 
that  the  said  accident  to  and  injuries  suffered  by  the  plaintiff,  if 
any,  were  caused  either  by  his  own  negligence  or  that  of  a  fellow- 
Benrant.  From  the  judgment  rendered  in  favor  of  plaintiff,  the 
defendant  has  appealed. 

1.  At  the  conclusion  of  the  plaintiff's  evidence  in  chief  the  de* 
fendant  moved  for  a  nonsuit  on  the  grounds,  in  substance,  that: 
^(1)  It  does  not  appear  from  the  evidence  that  defendant  was 
guilty  of  n^ligence  which  was  the  proximate  cause  of  the  in- 
juries to  plaintiff.  (2)  It  does  not  appear  that  defendant  failed 
in  any  duty  owing  to  plaintiff.  (3)  It  does  appear  that  plaintiff 
was  guilty  of  contributory  negligence.  (4)  It  does  appear  that 
the  risk  was  open  and  obvious  to  plaintiff  and  was  assumed  by 
him.  (5)  It  does  appear  that  the  accident  was  one  of  the  risks 
incident  to  the  employment.  (6)  If  plaintiff  was  injured  by 
reason  of  negligence  other  than  his  own,  it  was  that  of  a  fellow- 
servant."  It  does  not  appear  as  a  matter  of  law,  from  the  evi- 
dence in  chief  of  the  plaintiff,  that  either  of  the  grounds  of  the 
motion  is  sustained;  on  the  contrary,  it  appears  from  this  evi- 
dence that  it  is  amply  sufficient  to  sustain  a  verdict  for  the  plain- 
tiff.    The  motion  for  a  nonsuit  was  therefore  properly  denied. 

2.  While  the  plaintiff  was  on  a  telegraph  pole,  engaged  in 
stretching  a  wire  for  the  purpose  of  attaching  it  to  the  pole,  it 
came  in  contact  with  a  charged  wire,  and  by  the  shock  he  was 
thrown  to  the  ground  and  injured.  Elbert  E.  Darling,  the  local 
manager  of  the  defendant  in  charge  of  the  work  in  which  the 
plaintiff  was  engaged,  testified  on  behalf  of  the  defendant,  in  sub- 
stance, that  he  told  the  plaintiff  that  he  did  not  want  him  to  touch 
that  wire  or  work  there  until  the  power  had  been  turned  off  of 
the  electric  wires  running  underneath;  that  each  lineman  per- 
forming services  that  required  him  to  climb  poles  above  ground 
was  required  to  provide  himself  with  a  belt  and  safety  strap  before 
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going  to  work ;  that  the  purpose  of  the  safety  strap  was  to  prevent 
persons  engaged  at  work  upon  the  poles  from  falling  to  the  groundi 
and  when  attached  to  a  pole  or  a  cross-arm  it  would  acoompM 
that  purpose ;  that  he,  the  witness,  did  not  think  it  was  posdUs 
for  the  plaintiff  to  have  fallen  to  the  ground  had  he  had  the  safetf 
strap  fastened  around  the  pole  or  lower  cross-arms.     The  evident 
purpose  and  tendency  of  this  testimony  was  to  show  that  the  plaifr 
tiff  himself  was  to  blame  for  the  accident    On  cross-examinatki 
this  witness,  after  having  stated  that  he  had  talked  with  the  plain- 
tiff about  the  accident,  and  how  it  happened,  was  asked,  ''Did  jtm. 
say,  in  the  presence  of  Mrs.  Jakeman  and  Mr.  Black,  that  he  vii 
not  to  blame  for  the  accident  in  any  way  ?"     Defendant  objected 
to  this  question  as  irrelevant,  immaterial,  and  incompetent,  and 
not  cross-examination.     The  objection  was  overruled,  and  an  ei- 
ception  taken.     The  witness  continued :   ''I  don't  remember  of 
making  such  a  statement    I  did  not  say  that,  in  substance  or  fael, 
that  I  remember  of.    I  don't  say  that  it  did  not  take  place,  bat  I 
do  not  remember  it"    The  objection  was  properly  overruled. 

3.  On  the  re-examination  of  this  witness  by  defendant,  he  ht- 
ther  testified  that  "the  work  that  Black  was  directed  to  do  by  Be^ 
lamy  on  the  6th  was  merely  the  stringing  of  these  two  wires.  He 
was  directed  by  me  not  to  do  any  work  on  these  two  poles  pertain- 
ing to  the  wires  crossing  the  electric  li^t  wires  until  the  current 
had  been  turned  off."  I  do  not  think  that  Black  is  entitled  to  ^^ 
cover  in  this  case,  because  he  failed  to  perform  his  duty  by  aecw^ 
ing  himself  against  injury  from  falling  by  not  making  use  of  the 
appliance  that  he  knew  he  was  supposed  to  use.  If  he  neglected 
to  use  it,  he  did  so  at  his  own  peril,  at  his  own  chance.  I  think 
the  plaintiff  disobeyed  what  was  intended  to  be  a  safeguard  on  the 
line  by  doing  any  work  on  the  pole  while  the  current  was  on.  K 
he  had  made  sure  that  the  current  was  off  before  he  went  up  that 
pole  to  do  any  work  whatever,  as  the  two  wires  in  question  run 
from  this  pole  here  to  the  pole  which  he  went  up,  certainly  there 
could  not  have  been  any  possible  way  for  him  to  have  received  this 
shock ;  and,  if  he  had  in  any  manner  lost  his  hold  and  used  the 
safety  strap  to  prevent  him  from  falling,  he  certainly  would  not 
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have  been  hurt"  The  plaintiff,  in  rebuttal,  called  Mrs.  Jakeman 
to  the  ivitness  stand,  and  after  she  had  testified  that  she  was 
puBOcnt  shortly  after  the  accident,  when  a  conversation  was  had 
with  Darling  in  the  presence  of  the  plaintiff,  the  following  occur- 
red: "You  may  state  whether  or  not,  in  the  course  of  that  con- 
venation,  he  stated  that  he  did  not  blame  Mr.  Black,  or  that  in 
mbstance?  (Objected  to  as  irrelevant,  incompetent,  and  not  re- 
battaL)  The  Court:  It  is  received  only  on  the  question  of  credi- 
bility as  bearing  upon  Mr.  Darling's  statement  that  he  told  him 
not  to  work  there  until  the  electricity  was  turned  off.  The  objec- 
tion is  overruled."  The  witness  answered  that  Darling  made  such 
a  statement.  The  plaintiff  was  also  permitted,  over  a  like  objec- 
tion by  the  defendant,  to  testify  that  Darling,  in  said  conversa- 
tion, stated  in  his  and  Mrs.  Jakeman's  presence  that  he  did  not 
Uame  the  plaintiff  for  the  accident.  This  statement  of  Darling, 
in  view  of  his  testimony,  was  admissible. 

4.  The  defendant  asked  the  witness  Darling  the  following  ques- 
tion :  "Now,  as  a  practical  man,  experienced  for  years  in  this  work, 
as  you  say  you  have  been,  what  would  you  say  would  be  the  proper 
Ihing  for  a  man  under  these  conditions  to  do — attach  himself,  or 
not  ("  Plaintiff  objected  to  this  question  as  calling  for  an  opinion 
upon  ihe  merits,  which  it  was  the  province  of  the  jury  to  decide. 
The  objection  was  sustained,  and  the  defendant  excepted. 

One  of  the  material  issues  being  tried  before  the  jury  was 
whether  the  plaintiff  was  guilty  of  contributory  negligence. 
Whether  the  fact  that  the  plaintiff  was  not  attached  to  the  pole 
when  he  received  the  shock  was  or  was  not  contributory  negligence 
on  his  part,  depended  upon  whether  it  was  or  was  not  proper  for 
him  at  the  time  to  be  attached  to  the  pole,  and  it  was  the  exclusive 
province  of  the  jury  to  decide  the  matter  in  the  light  of  all  of  the 
conditions  disclosed  by  the  evidence.  As  the  question  objected  to 
called  for  the  opinion  of  the  witness,  based  upon  conditions  (what 
these  conditions  were  was  not  disclosed  by  the  question)  on  a  mat- 
ter which  it  was  the  exclusive  province  of  that  jury  to  decide,  the 
objection  was  properly  sustained. 
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5.  Mr.  Bellamy  was  a  foreman  of  the  defendant,  and  in  diarge 
of  and  engaged  in  the  work  in  which  the  plaintiff  was  engaged 
when  injured.  Mr.  Allen,  a  fellow-servant  of  the  plaintiff,  was 
also  engaged  in  the  work.  The  court  instructed  the  jury  that  **the 
burden  is  on  the  plaintiff  to  prove,  by  a  preponderance  of  the  evi- 
dence, that  the  witness  Bellamy  was  negligent  when  engaged  in 
stretching  the  wires  in  connection  with  the  witness  Allen,  and 
that,  in  consequence  of  Bellamy's  negligence  or  carelessness  in  ad- 
justing the  wires,  they  came  into  contact  with  the  wires  of  the 
power  company.  If  you  find  that  the  evidence  bearing  upon  the 
point  is  evenly  balanced,  and  does  not  preponderate  in  favor  of 
the  conclusion  that  Bellamy  was  negligent  in  that  respect,  yoar 
verdict  should  be  in  favor  of  the  defendant — ^no  cause  of  action. 
It  isn't  necessary  that  negligence  shall  be  established  by  direct 
evidence.  It  may  be  proved  by  circumstances,  if  they  are  audi 
as  to  establish  by  fair  and  just  inference  to  unbiased  minds  the 
existence  of  negligence."  The  grounds  of  the  defendant's  ob- 
jection to  this  instruction  are:  (1)  It  assumes  that  Bellamy  waa 
vice  principal  of  defendant,  and  not  a  fellow-servant  of  plaintiff. 
The  evidence  introduced  by  plaintiff  shows  that  Bellamy  was  the 
foreman  of  defendant,  in  charge  of  and  engaged  in  the  work  in 
question.  Although  the  matter  was  within  the  especial  knowledge 
of  the  defendant,  it  introduced  no  evidence  on  the  subject  As 
the  matter  was  not  controverted,  the  court,  under  the  authority  of 
Jenkins  v.  Mammoth  Min.  Co.,  24  Utah,  613,  68  Pac.  846,  did 
not  err  in  assuming  that  Bellamy  was  vice  principal,  and  not  a 
fellow-servant.  (2)  That  it  incorrectly  stated  the  rule  of  proof 
of  negligence  by  circumstantial  evidence.  We  are  of  the  opinion 
that  this  objection  is  untenable.  (3)  That  there  was  not  suf- 
ficient evidence  in  the  case  to  authorize  the  court  to  submit  to  the 
jury  the  question  of  whether  the  negligence  of  defendant,  conced- 
ing that  Bellamy  was  not  a  fellow-servant  of  plaintiff,  was  proved 
by  circumstantial  or  legal  inference.  This  objection  is  disposed 
of  under  the  first  head  of  this  opinion. 

6.  The  following  instruction  was  also  given :  "You  are  further 
instructed  that  you  are  the  sole  judges  of  the  facts  in  this  cas^ 
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credibility  of  the  witnesses.  You  have  a  ri^t  to  deter- 
>in  the  appearance  of  the  witnesses  on  the  stand,  tlieir 
3f  testifying,  their  apparent  candor  and  frankness,  or  lack 
^ir  apparent  intelligence,  and  from  all  the  other  surround- 
imstances  appearing  on  the  trial,  which  witnesses  are  the 
•rthy  of  credit,  and  give  credit  accordingly.  You  are  not 
)  take  the  testimony  of  any  witness  as  absolutely  true,  and 
lid  not  do  so  if  you  are  satisfied  from  all  the  facts  and 
ances  proved  on  the  trial  that  such  witness  is  mistaken 
latter  testified  to  by  him,  or  that  for  any  other  reason  his 
y  is  untrue  or  unreliable."  The  appellant  contends  that 
8  "or  that  for  any  other  reason  his  testimony  is  untrue  or 
le,"  as  used  in  this  instruction,  were  error.  While  we  do 
k  that  those  terms  were  as  clear  of  ambiguity  as  is  desir- 
nstructions,  yet  when  read  in  connection  with  the  preced- 
uage,  and  in  view  of  the  evidence,  we  do  not  think  they 
sh  as  could  affect  the  result,  and  were  not,  therefore,  re- 
error. 

.6  defendant  moved  for  a  new  trial,  and  the  denial  of  the 
8  assigned  as  error.  All  of  the  grounds  of  the  motion,  ex- 
one  in  relation  to  alleged  misconduct  of  a  juror  in  the 
\  covered  by  the  exceptions  already  disposed  of.  The  lat- 
•tion  is  based  upon  the  juror's  aflSdavit  alone.  In  section 
ev.  St.  1898,  subd.  2,  it  is  provided  that  "Whenever  any 
lore  of  the  jurors  have  been  adduced  to  assent  to  any  gen- 
ipecial  verdict,  or  to  a  finding  on  any  question  submitted 
by  the  court,  by  a  resort  to  the  determination  of  chance, 
jconduct  may  be  proved  by  the  aflSdavit  of  any  one  of  the 

ople  V,  Ritchie,  12  Utah,  180-195,  42  Pac.  209,  this  court 
t  the  Legislature  by  this  provision,  in  effect,  enacted  that 
ct  could  be  impeached  by  aflSdavits  of  jurors,  except  when 
lad  been  resorted  to  in  its  determination.  The  Supreme 
:  California  have  so  held  under  the  same  provision.  See 
ed  in  the  above  case,  and  Saltzman  v.  Sunset  Tel.,  etc., 
►  Cal.  601,  58  Pac.  169;  Siemsen  v.  Oakland,  etc.,  By., 
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134  Cal.  494,  66  Pac.  672.  In  the  latter  case  the  case  of  Peofk 
V.  Ritchie  is  referred  to  and  approved.  On  the  authority  of  thw 
cases  the  objection  in  question  is  not  tenable. 

There  are  other  untenable  assignments  of  error  of  minor  ia* 
portance,  which  it  is  unnecessary  to  specially  mention. 

The  judgment  is  affirmed,  with  costs. 

Babtoh  and  MoCabtt,  JJ.,  concur. 


Fbitz  v.  Western  Union  Telegbaph  Ca 

Utah;  Supreme  Court. 

1.  EzPEBT  TBSTHcomr  AS  TO  8TBINGING   wiBKs. — ^Expert  testimooy  »  li^ 

missible  for  the  purpose  of  showing  the  number  of  linemen  whidi  ihorii 
be  employed  in  stringing  telegraph  wires  over  feed  wires  of  an  dwtrii 
light  company,  and  as  to  where  such  linemen  should  be  staUoned. 

2.  Adicissibiutt  of  evidence  as  to  methods. — Evidence  is  admissible  ikfi- 

ing  the  ordinary  and  usual  method  existing  among  telegraph  or  tdt* 
phone  companies  in  regard  to  providing  insulators,  and  as  to  the 
of  wires  that  should  be  strung  at  any  one  time. 

3.  Evidence  as  to  knowledge  of  danger. — ^The  plaintiff's  intestate 

jured  from  a  shock  received  from  a  telegraph  wire  upon  whidi  he  m 
working  coming  in  contact  with  an  electric  light  feed  wire.  He  m 
directed  by  the  foreman  in  charge  of  the  work  to  take  the  plaet  d 
another  lineman  in  stretching  the  wire.  The  lineman  whoee  plaee  Hi 
taken  indicated  to  him  at  the  time  that  he  had  juat  received  a  shock. 
A  witness  was  questioned  as  to  whether  he  seemed  to  realize  the  damtft 
and  answered  that  he  appeared  as  though  there  was  no  danger  at  iB. 
It  was  held  that  such  evidence  was  not  objectionable  as  stating  the  «■- 
elusion  of  the  witness. 

4.  Authoritt  of  foreman. — ^The  work  of  erecting  the  defendant's  telqpipk 

wires  was  in  charge  of  a  general  superintendent  who  designated  a  ktf- 
man  to  direct  the  men  under  him  in  the  performance  of  their  vofk. 
The  character  of  the  work  required  a  man  to  be  constantly  in  ckai]p- 
It  was  held  that  the  evidence  was  sufficient  to  justify  an  inferenee  tkit 
the  superintendent  had  authority  to  designate  the  foreman;  that  mA 
foreman  was  acting  in  such  capacity  when  the  accident  ooenrrcd.  W- 
dence  tending  to  show  that  such  foreman  received  no  greater  wages  thM 
the  other  linemen  was  immaterial  as  bearing  upon  the  questioD  d 
whether  the  foreman  was  a  vice-principal. 
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Appeal  by  defendant  from  judgment  for  plaintiff.     Decided 
Tanaary  15,  1903;  reported  26  Utah,  263,  71  Pac.  209. 

On  October  27,  1898,  and  for  several  months  immediately  prior  thereto, 
te  defendants,  the  Western  Union  Telegraph  Company  and  the  Rio  Grande 
i^estem  Railway  Company,  were  engaged  in  constructing  a  telegraph  line 
letween  Park  City  and  Salt  Lake  City,  along  the  line  of  the  Rio  Grande 
Western  railroad  track.  The  work  of  erecting  the  line  had  been  proceeding 
V>r  about  four  months,  and  George  Silkett,  the  deceased,  had  been  in  the 
mploy  of  the  defendants  as  a  groundman  during  all  of  that  time.  On 
)ctober  27,  1898,  the  day  of  Silkett's  death,  the  constructing  had  progressed 

0  a  point  at  Sugar,  in  Salt  Lake  county,  where  the  projected  line  passed 
nrer  and  across  the  feed  wires  of  the  Salt  Lake  &  Ogden  Light  &  Power 
Company,  which  wires  carried  a  very  heavy  voltage  of  electricity,  and  where 
iie  men,  including  deceased,  were  then  engaged  in  stringing  telegraph  wires. 
[Jp  to  this  time  nine  or  ten  men  had  been  employed  in  the  gang,  including 

1  foreman  or  an  assistant,  who  had  charge  of  the  work  and  directed  the  men. 
riiere  were  tel^raph  and  telephone  poles  standing  on  each  side  of  the  feed 
irires  of  the  power  company  at  the  point  where  the  work  was  going  on;  and 
it  was  testified  that,  under  such  circumstances,  it  was  usual  to  string  only 
me  wire  at  a  time,  and  to  have  a  lineman  on  each  pole  to  take  up  and  keep 
ip  the  slack ;  also  to  use  rubber  gloves  for  insulators,  and  a  wooden  platform 
for  the  men  to  stand  on,  to  insulate  them  from  the  ground.  None  of  these 
khingB,  however,  were  furnished  that  day  to  the  men  there  working.  It 
MBDB  that  some  of  the  workmen  procured  a  coil  of  telegraph  wire  from  a 
railroad  car  near  by,  and  placed  it  in  the  back  of  a  wagon,  whereupon  the 
wagon  containing  the  coil  of  wire  was  placed  on  the  west  side  of  the  feed 
wires,  with  the  rear  of  the  wagon  facing  said  feed  wires.  It  then  became 
■eeeaaary  to  uncoil  the  wire  from  the  reel  in  the  wagon,  and  stretch  the  same 
orer  the  feed  wires  from  the  telegraph  pole  on  the  west  side  to  the  telegraph 
pole  cm  the  east  side  thereof.  There  were  two  coils  of  telegraph  wire  on  the 
reel,  and  by  the  revolution  of  the  reel  the  two  coils  of  wire  were  rim  out, 
preparatory  to  stringing  them  from  pole  to  pole  over  the  feed  wires.  A  hand 
line  or  rope  was  tied  to  the  ends  of  the  two  telegraph  wires  on  the  west 
nde  of  the  feed  wires.  The  regular  foreman  was  absent,  and  one  Buchanan, 
who  then  directed  the  men,  threw  the  hand  line  over  the  top  of  the  feed 
wires,  and  onto  the  east  side  thereof.  Some  of  the  men  picked  up  this  hand 
\\p^  on  the  east  side,  and  pulled  or  carried  it  to  the  telegraph  pole  on  the 
wet  side  of  the  feed  wires,  preparatory  to  carrying  it  up  the  pole.  Buchanan 
went  up  a  telephone  pole  on  the  west  side  of  the  feed  wires,  and  put  the  two 
telegraph  wires,  wliich  were  being  stretched,  over  the  top  of  a  crossarm  of  the 
telephone  pole,  in  order  to  use  the  cross-arm  as  a  support  for  the  telegraph 
wires  while  they  were  being  placed  in  position.  Buchanan  then  descended 
the  telephone  pole  on  the  west  side  of  the  feed  wires,  leaving  no  one  there,  and 
passed  over  and  ascended  the  telegraph  pole  on  the  east  side,  taking  the 
rope  or  hand  line  up  the  pole  with  him.    After  passing  over  the  top  of  the 
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cross-arm  of  the  telephone  pole  on  the  west  side,  one  of  the  telegraph  wira 
hecame  caught  under  an  insulator  on  the  telegraph  pole,  which  was  tlao  oi 
the  west  side,  but  nearer  the  feed  wires  than  the  telephone  pole.    Jkeeuei 
and  one  George  Arden  were  on  the  east  side  of  the  ground,  near  the  bue  cf 
the  telegraph  pole  on  top  of  which  Buchanan  was  stationed,  and  were  cs- 
gaged  in  pulling  on  the  hand  line  to  keep  the  wires  tight  while  they  wne 
being  stretched.    The  hand  line  or  lead  line  also  went  up  o?er  t  crotMni 
on  the  telegraph  pole  on  the  east  side,  on  the  top  of  which  Buchanan  vm 
stationed,  and  from  there  down  to  the  ground  into  Arden's  hands.    Buchiia 
thereupon  told  Arden  to  give  a  little  pull  on  the  rope.     At  this  time  de> 
ceased  was  standing  by  Arden's  side,  at  the  foot  of  the  pole.    Ardes  I^ 
sponded  with  a  pull,  but  one  wire  was  caught  on  the  west  side,  as  above 
stated,  and  therefore  refused  to  yield.     Buchanan  thereupon  sent  decetaed 
to  the  west  side  to  release  the  wire  which  was  caught,  saying  at  the  nm 
time:     "Go  over  where  Jones  is,  and  get  hold  of  the  wires,  and  let  tlM 
come  east."    Deceased   proceeded  to  the  west  side  of  the  feed  wiret,  aii 
took  a  position  near  Jones  at  the  rear  end  of  the  wagon.    Arden  contiiaed 
to  pull  on  the  hand  or  lead  line  to  keep  the  wires  tight.    Jones  had  alrei^r 
shouted  to  Buchanan  that  he  would  go  no  further,  as  he  had  received  i 
shock   which   alarmed   him.    It   was   in   response  to   this   announoemeat  d 
Jones'  that  Buchanan  requested  deceased  to  go  over  and  assist  Jonet.    Job» 
had  been  standing  on  a  board  insulator  at  the  rear  end  of  the  wagoo,  Mi 
.  when  deceased  arrived,  Jones  stepped  from  the  insulator,  and  deoeafled  took 
his  place.     As  deceased  stepped  onto  the  board,  Jones  said  to  him:    ^'GSeorge, 
she  is  a  cracker  jack.     I  had  a  touch,  and  it  liked  to  snake  my  head  off." 
Thereupon  deceased,  who  had  a  pair  of  gloves  on  his  hands,  seized  the  two 
wires  in  his  hands,  and  commenced  to  pull,  when  a  sudden  flash  came,  i 
current  of  electricity  passed  over  the  wires,  and  deceased  dropped  pnwtrtte 
on  the  ground  and  expired.     While  nobody  actually  saw  it,  it  is  evident  that 
the  telegraph  wires  sagged  down  and  came  near  to  or  in  contact  with  tke 
feed  wires  of  the  power  company,  carrying  a  heavy  voltage  of  electrieitj, 
thereby   diverting  the   electric   current   over   the   former   wires  and  camiiK 
deceased's   death.     Deceased   was   unmarried,   30  years   old,    healthy,  indin- 
trious,    and    ablebodied,    and    supported    his   father    and    mother,   aged,  re- 
spectively, at  that  time,  70  and  65.     It  was  shown  that  he  sent  them  moaey 
right  along  each   month,   and   on   one  occasion  sent   them   $125.    Suit  wai 
brought  by  the  administratrix  of  the  estate  of  the  deceased  against  the  de 
fendants,  claiming  that  their  negligence  had  caused  the  death  of  her  intestate. 
Upon  the  trial,  plaintiflF  had  verdict  and  judgment  for  $4,000,  from  wfckfc 
judgment  this  appeal  is  taken. 

L.  B.  Rogers,  M,  E.   Wilson,  and  Bennett,  Sutherland,  F« 
Cott  £  Allison,  for  appellants. 


Powers^  Straup  &  Lippman,  for  respondent. 
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Opinion  by  Rolapp,  D.  J. : 

Upon  the  trial  of  this  case  a  large  number  of  errors  were  as- 
aigned,  most  of  which  relate  to  the  admissibility  of  certain  evi- 
dence now  forming  part  of  the  record.  It  appears  that,  among 
other  things,  one  of  plaintiff's  witnesses  was  permitted,  over  the 
>bjection'  of  defendants,  to  state  how  many  linemen  there  should 
be  in  stringing  wires  over  feed  wires,  and  where  the  men  should 
36  stationed.  The  specific  objection  to  the  questions  which 
caused  these  answers  was  that  the  testimony  was  imma- 
:erial,  irrelevant,  and  incompetent;  that  it  was  not  a  subject 
matter  of  expert  testimony,  and  presented  a  question  of  fact,  to 
be  determined  by  the  jury  from  the  evidence.  Objection  was 
also  made  that  the  witness  was  not  qualified  to  testify;  but  this 
part  of  the  objection  we  need  not  consider,  because  the  record 
disdosed  that  his  qualification  as  an  expert  was  supported  by 
Bome  evidence,  and  whenever  that  appears  we  will  not  ordinarily 
review  the  action  of  the  trial  judge  in  permitting  such  witness  to 
testify.  Rog.  Exp.  Test.  sec.  22,  2  Jones,  Ev.  sec.  371.  But 
oonnsel  for  appellants  insist  that  the  subject-matter  of  inquiry 
was  of  such  a  character  as  to  lie  within  the  common  experience  of 
men  moving  in  the  ordinary  walks  of  life,  and  therefore  invoke 
die  rule  that  imder  such  circumstances  the  opinions  of  experts 
are  inadmissible,  as  the  jury  is  supposed  to  be  amply  competent 
to  draw  all  necessary  inferences  from  such  common  facts  testified 
to  by  witnesses.  While  this  rule  is  well  established,  yet  we  think 
sounsel  are  in  error  in  assuming  that  the  subject-matter  testified 
to  in  this  instance  necessarily  lies  within  the  common  experience 
)f  men.  The  inquiry  did  not  simply  relate  to  the  mere  handling 
>f  copper  wire  between  elevated  positions,  but  it  involved  the 
juestion  of  the  effect,  method,  and  skill  in  handling  such  wire 
n  close  proximity  to  other  wires  heavily  charged  with  electricity. 
We  do  not  think  it  is  tTue  that  the  average  man  is  acquainted  with 
he  effects  of  electricity,  except  as  they  produce  almost  unexplain- 
able  results  to  the  senses.  Ordinary  men  know  nothing  at  all 
ibout  the  methods  by  which  these  results  are  produced.  And 
therefore  it  may  be  entirely  probable  that  the  ordinary  number  of 
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men  and  methods  used  for  handling  overhead  wires  in  unob- 
structed places,  or  places  simply  obstructed  by  mateorials  other 
than  electrical,  would  be  no  guide  whatever  as  to  the  number  of 
men  and  methods  that  should  be  employed  in  handling  the  same 
wires  when  crossing  other  heavily  charged  electric  wires.  In  tad, 
in  this  very  case  it  appears  from  the  record  that  slight  or  temper 
ary  contact  of  the  construction  wire  with  the  charged  wire  would 
have  but  a  slight  effect,  while  a  greater  or  more  continuous  con- 
tact would  have  a  deadly  effect.  The  amount  of  contact  that 
could  be  avoided  or  safely  permitted  by  certain  methods  of  hand- 
ling the  wires  is  certainly  not  information  within  the  knowledge 
of  men  possessed  of  average  intelligence,  but  must  require  knowl- 
edge, skill,  and  judgment  possessed  only  by  those  who  have  made 
the  science  of  electricity  a  study.  It  is  true,  evidence  could  have 
been  introduced  as  to  the  number  of  men  usually  employed  in 
handling  such  wires,  and  where  they  would  be  usually  stationed; 
but  such  testimony  would  simply  be  either  corroborative  or  con- 
tradictory of  the  opinion  expressed,  and,  unless  such  witness 
testifying  to  such  facts  possessed  peculiar  skill  or  judgment  in 
the  manner  of  handling  such  wires  under  such  circumstances,  the 
testimony  would,  after  all,  be  of  little  value  in  aiding  the  jury 
in  determining  the  necessity  as  to  the  number  of  men  to  be  occu- 
pied in  the  stations  designated.  Nor  do  we  think  that  the  authori- 
ties cited  by  counsel  for  appellants  in  support  of  their  position 
apply  to  the  facts  in  this  case,  and  the  cases  cited  are  readily 
distinguishable.  We  agree  with  the  court  in  the  case  of  Baldwin 
V.  Railroad  Co.,  68  Iowa,  37,  6  N.  W.  918,  that  it  does  not  require 
expert  testimony  to  determine  the  proper  method  of  piling  lumber 
so  as  to  maintain  its  equilibrium.  Any  ordinary  man  could  de- 
termine that  fact.  So  it  is  clearly  a  matter  to  be  determined  by 
a  man  of  ordinary  intelligence  as  to  whether  the  absence  of  any 
hand  hold  upon  a  freight  car,  made  necessary  by  certain  opera- 
tions, was  or  was  not  a  defect.  Doomr  v.  Canal  Co.,  164  Pa.  33, 
30  Atl.  269.  In  the  cases  of  Pennsylvania  Co.  v.  Conlan,  101  HI. 
93;  Railway  Co.  v.  Armstrong  (Tex.  Civ.  App.),  23  S.  W.  236, 
and  Jeffrey  v.  Railway  Co.,  56  Iowa,  546,  9  N.  W.  884,  the  court 
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iplj  hold  that  expert  evidence  showing  that  deceased  did  not 
rdse  due  care,  or  that  the  defendant  did  exercise  auch  care, 
I  not  admi88ibl&  Neither  could  there  be  any  occasion  for 
ert  testimony  to  determine  whether  a  fence  would  be  sufficient 
am  cattle  {En/right  v.  Railroad  Co.,  33  Cal.  230) ,  because 

certainly  is  a  matter  of  the  most  ordinary  observation.  So 
ease  of  Bed  field  v.  Railroad  Co.  (Cal.),  43  Pac.  1117,  is  not 
oint,  because,  while  the  court  stated  that  particular  case  '^  was 
a  case  where  opinions  weire  admissible  as  evidence,"  yet  it 
hear  appears  from  the  testimony  that  the  witnesses  from  whom 
expert  testimony  was  attempted  to  be  solicited  "  could  speak 
'  from  their  observations  of  the  fact,  .  .  .  and  not  as  to 
reason  or  motive  for  doing  so,"  and,  further,  that  "  these  ques- 
s  did  not  call  for  the  opinions  of  these  witnesses  as  experts, 
practically  called  for  the  opinions  of  others  as  inferred  from 
r  conduct."  So  in  the  case  of  NuU  v.  Railway  Co.  (Or.),  35 
.  653,  the  real  question  determined  was  that  it  was  not  proper 
a  witness  to  state  whether  better  appliances  than  those  actu- 

used  might  have  been  used  in  the  fatal  operation ;  and  inci- 
jaMLy  the  court  advanced  the  opinion  that  the  work  of  lowering 
\  from  a  car  to  the  ground  by  rolling  them  down  some  skids, 
kI  by  a  rope  wrapped  around  a  stake,  did  not  involve  any  work 
pecial  skill  or  knowledge,  and  in  this  we  concur.  The  case 
Hyrm  v.  Light  Co.  (Mass.),  50  N.  E.  937,  is  distinguishable 
n  the  case  at  bar  in  this :  That  in  the  case  then  before  the  court 
subject-matter  of  inquiry,  upon  which  expert  testimony  was 
fht  to  be  introduced,  related  simply  to  the  handling  of  wires 
a  elevated  positions,  without  the  additional  facts  which  appear 
be  case  now  before  us,  relative  to  the  intervening  and  approxi- 
e  situation  of  other  wires  heavily  charged  with  electricity, 
ile  the  rule  laid  down  by  the  Massachusetts  court  in  that  case 
ht  be  supported,  yet  we  do  not  think  the  rule  could  properly 
xtended  to  include  the  facts  in  this  case.  The  same  is  true  of 
case  of  Cahow  v.  Railway  Co.  (Iowa),  84  N.  W.  1056.  In 
;  case  two  men  were  moving  a  locomotive  tender  by  means  of 
jh  bars,  and,  upon  one  of  the  men  withdrawing  his  bar,  the 
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tender  started  backward  and  ran  over  plaintiff.       It  was  there 
properly  held  that  the  question  whether  two  men  were  sufficient 
to  move  the  tender  with  safety  was  not  a  subject-matter  for  expert 
testimony,  because,  given  the  weight  of  the  vehicle  rolling  upon 
a  declining  surface,  it  would  require  no  man  of  more  than  ordinary 
capacity  to  determine  the  number  of  men  of  average  strength 
necessary  to  stem  its  movements.    But  that  case  does  not  cover  all 
the  facts  in  this  casa     The  ordinary  deduction  that  men  would 
make  from  testimony  relating  to  the  mere  weight  of  the  wires, 
the  situation  and  character  of  the  poles,  the  number  of  men  actu- 
ally present,  and  all  the  other  facts  testified  to  in  this  case,  would 
be  practically  useless,  unless  measured  by  the  skilled  informatioii 
received  by  them  relating  to  the  handling  of  these  men  and  things 
in  connection  with  the  mysterious  factor  of  electricity.     We  do 
not  think  any  further  review  of  the  cases  cited  would  be  profitable, 
as  they  all  appear  to  be  readily  distinguishable  from  the  caae  at 
bar ;  and,  if  it  were  simply  a  question  of  precedent,  we  find  that 
many  courts  have  gone  much  closer  to  the  border  line  of  admissible 
expert  testimony  than  did  the  trial  court  in  this  case.     Thus  it 
has  been  held  proper  to  ask  an  expert  witness  what  course  the 
defendant  might  have  properly  pursued  for  the  relief  of  cattle 
while  suffering  from  heat  in  a  car.    Lindsley  v.  Railroad  Co.,  36 
Minn.  539,  33  N.  W.  7,  1  Am.  St.  Rep.  692.     So,  also,  as  to 
whether  a  raft  was  properly  moored  to  prevent  a  collision.    Hay- 
ward  V.  Knapp,  23  Minn.  430.    What  should  have  been  done  by 
a  shipowner  to  prevent  injuries  to  a  cargo.     Oviterman  v.  Steam- 
ship Co.,  9  Daly,  119.    What  kind  of  bridge  railing  should  have 
been  provided.    Taylor  v.  Town  of  Monroe,  43  Conn.  36.    What 
the  relative  danger  was  in  coupling  cars  having  certain  equipments. 
Railway  Co.  v.  Frawley,  110  Ind.  18,  9  N.  E.  594.     What  the 
best  way  was  to  handle  heavy  stones,  with  a  derrick.     Leslie  v. 
Railroad  Co.  (Mass.),  52  N.  E.  542.     And  so  we  might  continue 
to  cite  a  large  number  of  cases  where  courts  of  high  standing  have 
permitted  expert  testimony  to  be  given  upon  questions  much  more 
doubtful  than  those  presented  in  this  record.     But  we  are  fully 
convinced  that  the  expert  testimony  admitted  in  this  case  comes 
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bsolutelj  within  the  rule,  and  that  no  error  was  committed  in 
TCiTuling  appellants'  objection  in  this  regard. 
Appellants  further  complain  that  error  was  committed  in  per- 
litting  witnesses  to  answer  as  to  the  ordinary  and  usual  method 
sisting  among  telegraph  or  telephone  companies  in  regard  to 
roviding  insulators,  and  as  to  the  number  of  wires  that  should 
e  strung  at  any  one  time.  The  reason  assigned  for  appellants' 
bjection  is  that  it  is  an  improper  and  insuflScient  manner  to  prove 
16  existence  of  a  custom  in  this  respect.  We  do  not  think  that 
ither  the  questions  or  answers  objected  to  contained  anything 
'hich  even  tended  to  show  a  purpose  upon  the  part  of  respondent 
)  prove  the  existence  of  any  custom,  or  to  bind  the  defendants 
y  its  existence.  While  it  is  true  that  the  word  "  usage,"  "  usual,*' 
custom,"  or  "  ordinary,"  is  used,  yet  it  is  quite  apparent  that 
06  only  object  of  the  inquiry  was  to  inform  the  jury  as  to  the 
rdinary  manner  in  which  such  work  is  performed,  and  from  such 
»timony  determine  whether  or  not  defendants  were  or  were  not 
uiltj  of  negligence.  The  case  of  Nelson  v.  Southern  Pac,  Co., 
5  Utah,  325,  49  Pac.  644,  cited  by  appellants,  does  not  aflFect 
bis  case  at  all.  That  was  a  cajse  where  it  was  sought  to  prove  an 
listing  custom  which  would  excuse  an  ordinarily  negligent  act; 
nd,  under  those  circumstances,  it  was  held  by  this  court  that  the 
xistence  of  the  custom  at  the  time  of  the  accident  must  be  shown 
)  have  existed  such  a  length  of  time  as  to  become  generally 
nown,  and  must  be  reasonable,  uniform,  certain,  and  not  con- 
rary  to  law.  But  in  this  case  it  is  not  a  question  as  to  any  custom 
sisting  permitting  employees  to  act  negligently,  or  as  to  the  con- 
iruction  of  any  appliances,  or  in  fact  to  any  custom,  in  a  legal, 
3chnical  sense.  As  we  conceive  it,  it  is  simply  an  inquiry  as  to 
16  ordinary  manner  in  which  certain  work  is  done,  and  we  have 
een  cited  to  no  case  where  such  testimony  has  been  held  inad- 
lissible,  but,  on  the  contrary,  courts  have  held  that  testimony 
Bnding  to  show  that  the  customary  manner  of  doing  certain  work 
for  instance,  that  a  lineman  was  to  determine  for  himself  the 
afety  of  poles)  was  perfectly  proper.  Tracy  v.  Telegraph  Co. 
VOL.  viii — 47 
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(C.  C),  110  Fed.  103.  So  it  has  been  held  proper  to  testify  « 
to  the  usual  and  customary  time  allowed  at  any  station,  not  for  t!be 
purpose  of  establishing  any  hard  and  fast  rule  as  to  the  custom, 
but  merely  bearing  upon  the  question  as  to  whether  or  not  t 
reasonable  time  was  allowed  to  enable  passaigers  to  safely  leave  a 
train.    Fuller  v.  Railway  Co.,  21  Conn.  657. 

Appellants  also  assign  as  error  the  following  questions  and 
answers  admitted  in  testimony  by  one  of  plaintiff's  witnesses: 


"  When  you  made  that  statement  to  him,  state  what  his  appeanmee 
as  to  whether  he  appeared,  or  not,  to  reali)&e  there  was  any  danger!  A  Hi 
certainly  appeared  to  me  as  though  there  was  no  danger  at  all.  Q.  Deseribs 
his  appearance  as  well  as  you  can.  A.  He  just  looked  at  me  in  a  diflguted 
way,  like,  as  much  as  to  say  I  did  not  know  anything  about  it." 

Objections  were  made  mainly  upon  tlie  ground  that  whether  or 
not  deceased  realized  the  danger  at  that  time  was  a  mental  ques- 
tion, which  the  witness  had  not  shown  himself  capable  of  judging 
and  that  the  statement  of  witness  that  deceased  looked  in  a  dis- 
gusted way  was  a  conclusion.  We  think  that  both  of  these  objec- 
tions are  untenable.  The  statement  as  to  the  appearance  of  an- 
other is  a  fact,  and  not  a  conclusion,  and  any  nonexpert  witness 
may  be  able,  under  certain  circumstances,  to  determine  whether  or 
not  another  person  realizes  an  impending  danger.  It  appears  from 
the  record  that,  just  before  deceased  took  hold  of  the  fatal  im 
which  caused  his  death,  the  witness  answeriog  the  above  question 
stood  by  the  side  of  deceased^  and  said  to  him :  ^^  G^ige,  she  is 
a  cracker  jack.  I  had  a  touch,  and  it  liked  to  snake  my  head  off." 
Then,  looking  at  deceased,  the  witness  says  that  he  did  not  appear 
to  apprehend  or  realize  the  danger  he  had  just  mentioned,  bat 
looked  disgusted.  It  is  urged  by  appellants  that  this  statement 
is  not  only  a  conclusion,  but  an  erroneous  conclusion.  Of  course 
the  correctness  of  the  conclusion  was  a  matter  of  fact  to  be  de- 
termined by  the  jury ;  but  we  think  that  the  statements  made  bj 
the  witness  might  be  wholly  consistent,  and,  while  not  very  well  or 
fully  expressed,  still  state  the  facts  as  they  appeared  to  him  at 
that  tima     The  witness  realized  the  danger,  as  evidenced  by  W^ 


By  Contact  with  Live  Wibes.  T39 

Fritz  V.  Western  Union  Telegraph  CJo. 

remark ;  but  the  total  absence  of  fear  or  reluctance  which  might 
naturally  be  expected  to  produce  itself  upon  the  face  of  deceased 
must  have  been  strongly  impressed  upon  the  witness'  mind,  es- 
pecially as  the  deceased's  only  expression  was  one  of  disgust  at 
the  offered  warning.  Of  course,  whether  or  not  the  conduct  or  the 
appearance  of  the  man  just  prior  to  his  death  evinced  that  care  for 
his  o\vn  safety  that  should  be  exercised  by  an  ordinarily  prudent 
person  was  a  question  of  fact  for  the  jury,  but  that  does  not  effect 
the  admissibility  of  the  testimony.  The  experience  of  men  teaches 
us  that  knowledge  of  danger  produces  external  signs  of  fear,  and 
also  that  the  absence  of  such  fear  under  impending  danger  either 
evinces  absence  of  knowledge  of  such  danger,  or  a  disregard  for 
its  consequences.  In  either  event,  it  is  proper  for  the  witness  to 
state  the  appearance  of  a  person  who  is  subsequently  the  victim 
of  the  natural  result  of  such  danger.  In  the  case  of  People  v. 
Lavelle  (Cal.),  12  Pac.  226,  a  nonexpert  was  asked  the  question: 

"  What  was  the  appearance  of  this  man  at  the  time,  with  reference  to  his 
being  rational  or  irrational  7  " 

This  was  objected  to  on  the  ground  that  the  witness  could  not 
testify  from  appearances  as  to  whether  the  man  was  rational  or 
irrational.  The  court  held  the  question  to  be  a  proper  one,  be- 
cause "  the  evidence  sought  to  be  elicited  was  not  the  opinion  of 
the  witness  as  to  the  mental  sanity  of  the  defendant,  based  on  an 
aoquaintance  with  him,  but  was,  rather,  as  to  a  fact,  namely,  his 
appearance  at  the  tima" 

Appellants  also  assign  as  error  the  exclusion  of  their  proffered 
testimony  as  to  whether  the  deceased,  an  unmarried  man,  was  at 
the  time  of  his  death  paying  attention  to  some  young  lady.  Apart 
from  the  fact  that  no  offer  was  made  to  prove  that  such  attention 
would  probably  result  in  or  lead  to  matrimony,  we  think  the  testi- 
mony was  properly  excluded  as  altogether  too  remote  to  affect  the 
question  as  to  whether  such  condition  at  the  time  of  his  death 
would  affect  the  support  which  he  ^^^as  likely  to  render  to  his 
parents,  had  he  lived. 


740  Amebican  Electbical  CASESi.  [vol.  8 


Fritz  V.  Western  Union  Telegraph  Co. 


Appellants  also  complain  that  evidence  was  earroneously  ad- 
mitted respecting  the  authority  which  was  given  by  the  general 
foreman,  placing  Buchanan  in  charge  of  the  work  at  the  time 
the  accident  occurred.     The  contention  is  that  the  general  fore- 
man possessed  no  authority,  either  express  or  implied,  to  employ 
any  subagent.    In  this  statement  we  cannot  agree.    We  think  fpwn 
the  facts  in  the  case  that  an  implied  authority  did  exist    The 
defendant  had  employed  Mosher  to  have  general  chargie  of  tie 
construction  of  the  telegraph  line  between  Park  City  and  Salt 
Lake  City,  which  required  the  services  of  some  nine  or  ten  wm. 
Up  to  about  three  days  before  the  accident  these  men  were  di- 
rected by  an  asserted  foreman,  who  had  the  key  to  a  box  car  con- 
taining their  tools.    After  his  discharge,  Buchanan  took  his  place, 
and  had  charge  of  the  tools.    The  evidence  shows  that  the  necessity 
of  the  work  required  a  man  constantly  in  charge,  and  that  sndi  a 
charge  was  vested  in  both  Mosher  and  Buchanan.     Under  sndi 
circumstances,  we  think  the  authority  of  Buchanan  may  be  iin- 
plied.     It  is  not  necessary  in  every  instance  to  show  that  a  sub- 
agent  has  been  expressly  appointed  by  the  master.     Says  Mr.  Me- 
chem,  in  his  work  on  Agency : 

"  It  is  abvious,  too,  that  there  are  many  cases  where,  from  the  very  mAsxt 
of  the  duty,  or  the  circumstances  under  which  it  is  to  be  perfomieil  tke 
emplo3nnent  of  subagents  is  imperatively  necessary,  and  that  the  princijurs 
interest  will  suffer  if  they  are  not  so  employed.  In  such  cases  the  power  to 
employ  the  necessary  subagents  will  be  implied.  The  authority  of  an  igent 
is  always  construed  to  include  the  necessary  and  usual  means  to  execute  it 
properly.'' 

In  Shear.  &  R.  Neg.  sec  156,  it  is  said: 

"  The  master  is,  of  course,  liable  for  the  negligence  of  one  whom  his  Mrwit 
employs  by  his  authority  to  aid  such  servant  in  the  master's  business.  Such 
authority  need  not  be  expressed,  but  may  be  implied  from  the  nature  of  the 
business  or  the  course  of  trade.  Thus  such  an  authority  would  almost 
necessarily  be  implied  in  favor  of  a  servant  intrusted  with  the  whole  care  of 
a  farm,  or  the  construction  of  a  building,  or  distribution  of  a  large  quantity 
of  goods,  or  any  other  task  which  could  not  be  performed  within  a  reMonible 
time  by  one  man." 
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If  an  exigency  exists  or  arises  making  it  necessary  for  the 
proper  carrying  out  of  the  master's  business  that  a  subagent  should 
be  employed,  then  the  authority  so  to  do  will  be  implied.  Mickel- 
son  V.  Railway  Co.,  23  Utah,  42,  64  Pac.  463;  UndervM)od  v. 
Birdsell  (Mont),  9  Pac.  922.  We  think  the  court  committed  no 
error  in  admitting  the  testimony  complained  of,  nor  in  refusing 
to  give  the  instruction  requested  by  appellants  relating  to  this 
same  subject-matter. 

The  trial  court  properly  excluded  appellants'  proffered  testi- 
mony tending  to  show  that  Buchanan  received  no  greater  wages 
than  the  other  lineman.  Such  testimony  was  too  remote  to  affect 
the  question  of  whether  or  not  Buchanan  was  a  vice  principal. 

**  The  law  requires  an  open  and  visible  connection  between  the  principal  and 
mdentiary  facts,  and  the  deductions  from  them,  and  does  not  permit  a 
decision  to  be  made  on  remote  inferences."    Jones,  Ev.  sec.  137. 

Appellants  also  strenuously  insist  that  a  peremptory  instruc- 
tion in  their  favor  should  have  been  given,  because  tlie  parents  of 
the  deceased,  and  his  only  heirs,  prior  to  the  commencement  of 
the  action,  had  executed  an  assignment  to  plaintiff  personnally  of 
all  their  right,  title,  and  interest  in  the  cause  of  action.  We  think 
the  trial  court  correctly  refused  such  instruction.  While  we  do 
not  think  that  such  assigmnent  is  or  can  be  valid  or  of  any  effect, 
yet,  even  if  it  were,  still  the  real  party  pointed  out  by  the  statute, 
to  wit,  the  personal  representative  of  the  deceased,  brought  this 
action,  and  a  judgment  herein  will  be  a  complete  bar  to  any  action 
now  or  hereafter  brought  by  the  heirs  or  their  assignee.  Rev.  St. 
sec.  2912.  Besides,  this  objection  was  urged  too  late,  and  must  be 
held  to  have  been  waived.  **  The  objection  that  the  plaintiff  in 
an  action  is  not  the  real  party  in  interest,  as  required  by  the  Code, 
when  available  by  way  of  defense,  must  be  raised  by  demurrer  or 
answer,  or  it  will  be  considered  to  have  been  waived."  15  Enc. 
PI.  &  Prac.  713,  Eev.  St.  sec.  2966;  Smith  v.  Hall,  67  N.  Y.  50; 
Spooner  v.  Railroad  Co,,  115  N.  Y.  30,  21  N.  E.  696;  Trust  Co. 
V.  Brown,  59  Mo.  App.  461. 
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We  also  think  that  defendants'  requests  Nos.  8,  17,  15  and  3S 
were  properly  refused, — the  first  two,  because  the  matters  therein 
contained  had  been  covered  in  other  terms  by  the  general  charge; 
the  third,  because  it  was  not  applicable  to  the  evidence;  and  tko 
last,  because  of  both  of  the  reasons  which  made  it  proper  to  a- 
elude  the  first  three. 

Nor  do  we  think  that  any  error  was  committed  in  giving  m- 
struction  No.  7.    That  instruction  reads  as  follows: 

"(7)  By  'contributory  negligence'  is  meant  snch  a  want  of  reamiibii 
care  and  caution  on  the  part  of  a  person  injured  as  directly  oontribiitedl  aii 
caused  the  injury  and  without  which  such  injury  would  not  have  occnrred; 
and  if  you  find  from  the  evidence  that  the  deceased,  George  Silkett,  ftiled 
and  neglected  to  use  such  reasonable  and  ordinary  care  and  prudence,  and 
that  such  failure  contributed  to  the  happening  of  the  accident,  and  without 
which  the  accident  would  not  have  happened,  you  should  find  for  the  it 
fendants." 

While  the  first  part  of  the  instruction  is  open  to  criticism,  yet 
we  think  that,  read  in  connection  with  the  latter  part  of  the  in- 
struction, and  considered  as  a  whole,  it  is  not  misleading,  nor 
does  it  constitute  reversible  error. 

We  see  no  reversible  errors  in  the  record,  and  the  judgment  ia 
therefare  affirmeil,  with  costs. 

Basking,  C.  J.,  and  Babtch,  J.,  concur. 

Injnry  to  employee  by  nesligeiioe  of  fellow  Berraiit;  **tmpti^ 

servant  mle.** — In  the  case  of  Knutter  v,  N.  Y.  d  N.  J.  Telephone  Co^  87 

N.  J.  Law.  646,  62  Atl.  565,  the  question  as  to  the  liability  of  the  defcndaot 

for  the  negligent  acts  of  a  person  occupying  a  position  as  general  msotg^ 

was  considered.     Tlie  following  is  the  official  head  note: 

"  1.  Plaintiff  was  a  lineman  in  the  employ  of  a  telephone  company,  »»* 
was  injured  while  engaged  in  work  with  others,  under  the  charge  of  a  fort- 
man.     One  Runyon  was  with   the  party,  exercising  general   supervision  i^^ 
control  of  the  others,  including  the  foreman,  and  at  the  same  time  active!/ 
participating  in  the  work.     Runyon  was  called  the  '*  district  manager,"  ai»^ 
had  general  charge  of  the  business  of  the  telephone  company  throogbout   • 
large   territory,    including   the    place   where   the    work    in   question   was   i^ 
progress.     In  that  territory  he  was  intrusted  with  the  hiring  and 
of   the  employees  of  the  company,   including  the  linemen.     There  was 
dence  tending  to  show  that  the  plaintifT's  injuries  were  the  direct  result  ^ 
negligence  on  the  part  of  Runyon  while  he  was  cooperating  with  the  plaiati^ 
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ID  the  work,  and  at  the  same  time  was  supervising  and  directing  the  work. 
Held,  that  Runyon  was  a  fellow  servant  of  the  plaintiff,  for  whose  negligence 
the  common  employer  cannot  be  held  liable. 

"  2.  The  *  superior  servant  rule/  as  a  limitation  upon  the  master's  ex- 
emption from  liability  to  a  servant  for  the  negligence  of  a  fellow  servant, 
does  not  obtain  in  thia  State. 

**3.  Where  there  is  negligence  in  the  performance  or  nonperformance  of 
KH&e  duty  that  is  imposed  by  law  upon  the  master  for  the  safety  of  the 
Djored  servant,  the  master  is  responsible,  irrespective  of  the  rank  of  the 
^ligent  employee;  but,  where  the  negligence  is  in  the  performance  or  non- 
eribrmance  of  some  duty  that  is  merely  incidental  to  the  general  employ- 
wnt,  the  master  is  not  responsible,  although  the  negligent  servant  was 
Bpvior  in  rank  to  him  who  was  injured." 


BowEBs  V.  Beistol  Gas  &  Elbctbic  Oo. 

Virginia;  Supreme  Court  of  Appeals. 

.  IlfJUBY    TO    UNEMAN    IN    TRIMMING    ABC    LAMPS;    BURDEN    OF    PROOF. — ^The 

plaintiff's  intestate  was  a  lineman  in  the  employ  of  the  defendant,  whose 
duty  it  was  to  trim  carbons  in  arc  lights,  and  to  replace  and  adjust 
carbons  and  keep  the  lights  in  proper  condition.  Upon  discovering  that 
•  an  arc  light  was  not  burning  upon  a  certain  evening  he  attempted  to 
start  the  light,  and  soon  after  was  found  lying  on  the  ground  suffering 
from  an  electric  shock  from  which  he  afterwards  died.  There  was  no 
direct  evidence  as  to  the  manner  in  which  he  received  the  shock.  There 
was  evidence  showing  that  the  insulation  on  one  of  the  wires  carryiny 
the  current  of  electricity  to  the  lamp  was  worn  of!  where  it  entered  the 
left  hood  pole.  It  was  apparent  that  in  order  to  produce  the  shock 
resulting  in  the  injury,  a  sliort  circuit  must  have  been  made  by  contact 
with  the  uninsulated  wire  and  the  carbon  of  the  lamp.  The  customary 
and  safe  method  of  adjusting  carbons  i»  to  separate  them  with  a  dry 
stick — a  non-conductor.  The  necessary  inference  from  the  facts  was 
held  to  be  that  the  injury  resulted  from  the  decedent's  failure  to  take 
this  precaution  coupled  with  the  defective  insulation  of  the  wire.  The 
decedent  was,  therefore,  guilty  of  contributory  negligence  which  pre- 
cluded a  recovery. 

The  burden  rested  upon  the  plaintiff  to  prove,  by  presumptive  evidence, 
that  the  defendant  was  negligent,  and  that  its  negligence  was  the  proxi- 
mate cause  of  the  injury  complained  of. 

Error  by  plaintiff  from  judgment  for  defendant     Decided 
eptember  12,  1902;  reported  100  Va.  533,  42  S.  E.  296. 
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Bailey  £  Byars,  W.  8.  Hamilton,  and  J.  H.  Windon,  for  plain- 
tiff in  error. 

John  W.  Price,  for  defendant  in  error. 

Opinion  by  Whittle^  J.: 

This  action  was  brought  in  the  corporation  court  for  the  dtj 
of  Bristol  to  recover  damages  for  the  death  of  W.  T.  Bowers,  the 
husband  and  intestate  of  plaintiff  in  error,  alleged  to  have  be«i 
occasioned  by  the  negligence  of  the  defendant  company. 

The  case  made  by  the  declaration  is  that  deceased  at  the  time 
of  the  accident,  in  September,  1900,  was  employed  by  the  defend- 
ant company  (a  corporation  owning  and  operating  electric  li^ti 
in  Bristol,  Va.,  and  Bristol,  Tenn.)  to  trim  with  carbons  the  elec- 
tric lights  along  its  lines,  and  to  replace  and  adjust  carbons  and 
keep  the  lights  in  proper  condition.  That  at  Anderson  Park,  Brii- 
tol,  Tenn.,  Bowers,  while  attempting  to  reach  a  point  on  a  pok 
supporting  a  lamp,  "  came  in  contact  with  electricity  leaking  or 
escaping  from  the  lamp,  fixture,  frame,  and  appliances,  and  wire 
supplying  the  lamp  with  electricity,  by  reason  of  which  he  vas 
shocked  and  thrown  from  the  pole,"  receiving  injuries  ^iA 
caused  his  death. 

That  the  defects  complained  of  were  known  to  the  company^ 
but  were  unkno\vn  to  Bowers. 

The  company  pleaded  "  Not  guilty,"  and,  after  the  testimony 
was  closed,  demurred  to  the  evidence.  Thereupon  the  jury  re- 
turned a  verdict  for  the  plaintiff,  subject  to  the  opinion  of  the 
court  on  the  demurrer  to  evidence,  and  assessed  her  damages  at 
$3,500.  The  court  sustained  the  demurrer  and  rendered  judf 
ment  for  the  defndant,  and  the  ease  is  here  upon  writ  of  error  to 
that  judgment. 

The  accident  occurred  and  Bowers  died  in  Tennessee. 

It  appears  that  he,  in  company  with  his  wife  and  children,  wi3 
on  his  way  to  church  on  Sunday  night,  when  he  discovered  that 
the  arc  light  in  question  was  not  burning.  Leaving  his  family*^ 
a  street  corner  near  by,  he  went  to  the  park  to  start  the  light   H« 
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was  soon  afterward  found  lying  on  the  ground  at  the  foot  of  the 
pole  in  an  injured  condition,  and  stated  that  he  had  received  a 
shock  which  caused  him  to  fall.  He  was  carried  to  his  home,  and 
only  survived  some  two  hours.  It  is  matter  of  conjecture  as  to 
just  how  the  shock  was  occasioned.  The  evidence  disclosed  the 
fact  that  the  insulation  on  one  of  the  wires  carrying  the  current 
of  electricity  to  the  lamp  was  worn  off  where  it  entered  the  left 
hood  pole ;  and  the  forefinger  and  second  finger  on  the  right  hand 
of  deceased  were  badly  burned, —  the  second  finger  on  the  inside, 
next  to  the  forefinger. 

In  the  argument  much  stress  was  laid  on  the  fact  that  the  pole 
was  in  a  leaning  position,  but  that  circumstance  was  not  made  a 
ground  of  complaint  in  the  declaration,  nor  was  it  proved  to  what 
extent,  if  any,  it  contributed  to  the  accident.  The  burden  rested 
upon  the  plaintiff  to  prove  by  affirmative  evidence  that  the  com- 
pany was  negligent,  and  that  its  negligence  was  tiie  proximate 
cause  of  the  injury  complained  of.  Railway  Co.  v.  Sparrow's 
Adm'r,  98  Va.  640,  37  S.  E.  302 ;  Railroad  Co.  v.  Cromer's  Adm'r, 
99  Va.  763,  40  S.  E.  54. 

Conceding  that  it  may  have  been  negligent  in  failing  to  properly 
insulate  its  wire,  it  nevertheless  plainly  appears  that  that  omission 
could  not  have  been  the  primary  cause  of  the  accident.  The  evi- 
dence shows  that  contact  with  the  wire  at  the  hood  pole,  where 
the  insulation  was  worn  off,  would  not  of  itself  have  produced 
shock,  but  in  order  to  bring  about  that  result  there  must  also  have 
been  connection  with  the  carbon  of  the  lamp,  thereby  shunting 
the  electrical  current  from  its  true  course  and  causing  it  to  make 
a  short  circuit  through  the  body  of  deceased. 

It  is  not  pretended  that  the  insulation  was  defective,  except 
at  the  one  point.  It  must  follow,  therefore,  that  the  other  point 
of  contact,  necessary  to  form  a  circuit,  was  the  carbon  of  the  lamp. 

When  the  carbon  electrodes  are  in  contact  the  current  is  con- 
tinuous, and  in  order  to  produce  light  they  must  bo  slightly  sep- 
arated. The  theory  of  the  arc  light  is  that,  by  separating  the  car- 
bon electrodes,  some  of  the  carbon,  or  the  volatile  constituents  not 
expelled  by  previous  baking,  become  volatilized,  and  the  inter- 
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rupted  electrical  current  passes  from  the  one  to  the  other  in  die 
form  of  a  curved  flame  or  arc  Intense  heat  is  generated  by  ths 
current  encountering  an  opposing  electromotive  force  at  the  tie, 
and  energy  is  transformed  into  heat.  At  the  same  time  a  brillinit 
light  is  emitted  by  the  white-hot  carbon  electrodes. 

It  appears  that  the  customary,  proper,  and  safe  way  to  adjust 
the  carbons  is  to  separate  them  with  a  dry  stick, —  a  nonconductor, 
—  a  usage  well  known  to  the  deceased,  who  had  been  engaged  in 
that  business  for  nine  years. 

So  that  the  necessary  inference  from  conceded  facts  is  that  Urn 
cause  of  accident  was  the  failure  of  Bowers  to  take  this  obnmii 
precaution  for  his  own  safety,  coupled  with  the  defective  insidi- 
tion  of  the  wire  at  the  hood  pole. 

In  that  aspect  of  the  case,  it  appears  that  the  contributory  ne^ 
gence  of  deceased  was  the  proximate  cause  of  the  injury;  and  it 
such  case,  upon  familiar  and  well-settled  principles,  there  en 
be  no  recovery. 

But  there  is  another  view  of  the  case  equally  fatal  to  plainttFs 
pretensions.     The  evidence  showed  that  deceased,  in  addition  to 
trimming  lamps  and  doing  inside  wiring,  was  line  inspector,  and 
thereby  charged  with  the  duty  of  keeping  the  company  appraided 
of  the  condition  of  the  wires,  poles,  and  lamps.     It  was  throng 
him  alone  that  the  company  could  have  known  of  the  defective 
insulation  of  the  wire  in  question.     It  is  insisted  that  there  vm 
a  conflict  of  evidence  on  that  point,  and,  under  the  rules  appli- 
cable to  demurrers  to  evidence,  the  doubt  must  be  resolved  in  fsTor 
of  the  demurree.    A  careful  consideration  of  the  testimony  shows 
that  there  was  no  such  conflict.    Mrs.  Bowers,  Mrs.  Sullivan,  and 
the  witness  Smith,  in  answer  to  a  general  question  as  to  what  were 
deceased's  duties,  replied  that  he  trimmed  lamps  and  did  inside 
wiring.    But  it  is  apparent  that  they  did  not  undertake  to  give  a 
comprehensive  statement  of  all  his  duties.     For,  in  answer  to  an- 
other question,  Airs.  Bowers  conceded  that  it  was  his  duty,  in  ad- 
dition to  what  had  been  enumerated,  to  perform  the  service  in 
which  he  was  engaged  when  the  accident  that  caused  his  death 
befell  him ;  and  Smith  admitted  that  he  did  not  know  what  his 
duties  were. 
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On  the  other  hand,  Gannon,  the  general  manager  of  the  com- 
panvy  testified  that,  at  the  time  of  the  accident,  Bowers  was  em- 
ployed in  the  capacity  of  lineman,  lamp  trimmer,  and  line  in- 
spector; that  he  had  been  engaged  in  the  two  former  capacities, 
18  witnesses  for  the  plaintiff  declared,  but  left  the  service  of  the 
xnnpany,  and,  after  an  absence  of  about  two  months,  in  the  latter 
[Murt  of  August  or  the  first  of  September,  returned,  and  was  em- 
3lDyed  by  him  as  lamp  trimmer,  lineman  and  inspector;  that  by 
he  former  contract  he  was  paid  $2Q  per  month  for  trimming 
amps,  and  10  cents  an  hour  for  extra  work  and  repairing,  while 
inder  die  latter  he  received  a  fixed  salary  of  $40  per  month.  TKe 
lusiiiess  of  a  lamp  trimmer  is  to  replace  burned  carbons,  and  this 
is  done  in  the  daytime,  when  the  current  is  o£F,  and  when,  of 
sourse,  there  is  no  danger.  As  line  inspector,  deceased  had  entire 
^rge  of  the  line,  and  it  was  his  duty  to  inspect  the  line,  and, 
if  out  of  order,  to  repair  it,  if  he  could ;  otherwise  to  report  the 
iefect  to  the  company. 

The  company  had  no  way  to  inspect  its  lines  and  lamps,  and 
10  means  of  ascertaining  their  condition,  except  through  its  agent, 
ind  no  report  was  made  of  this  defect. 

Ferguson  testified  that  Bowers  repeatedly  told  him  that  it  was 
lis  duty  to  trim  the  lamps  and  inspect  the  line.  And  Wiley,  who 
iucoeeded  him,  said  that  that  was  his  business. 

No  attempt  was  made  by  the  plaintiff  to  contradict  the  state- 
nents  of  the  company's  witnesses  as  to  the  duties  of  Bowers  under 
he  second  contract.  Under  these  circumstanoee,  it  would  be,  in- 
ieed,  an  unreasonable  and  narrow  view  of  the  subject  to  hold  that 
the  general  statements  of  plaintiff's  witnesses  as  to  the  duties  of 
leceased  were  in  conflict  with  those  of  the  company,  who  gave 
n  detail  the  precise  stipulation  of  the  second  contract.  Especi- 
lUy  is  that  true  in  the  light  of  the  evidence  on  both  sides  that  by 
he  original  contract  the  duties  of  deceased  were  those  of  lamp 
Timmer  and  inner  lineman,  and  the  additional  duty  to  inspect 
wras  imposed  by  the  second  contract,  when  his  wages  were  in- 
creased in  consequence  from  $20  per  month,  and  10  cents  per  hour 
for  extra  work,  to  $40  per  month. 
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The  witnesses  of  the  company  did  not  deny  the  correctness  of  j 
plaintiff's  version  of  the  terms  of  the  first  contract,  but  affiimedl 
that  there  was  a  second  contract  by  which  those  duties  were  in- 
creased.     The  plaintiff  heard  their  testimony,  and  did  not  owh 
tradict  it.     The  testimony  on  behalf  of  the  company  was  in  the 
nature  of  a  confession  and  avoidance,  and  the  matter  of  ariod- 
ance  was  not  controverted.     A  conflict  of  evidence  cannot  b 
reasonably  and  fairly  predicated  of  such  conditions. 

In  many  of  the  states  of  the  Union  —  possibly  in  all  exajt 
Virginia  and  West  Virginia  —  the  demurrer  waives  all  his 
evidence.  But  the  rule  is  otherwise  in  this  jurisdiction,  and,  m 
is  well  understood,  the  demurrant  is  entitled  to  the  benefit  of  iB 
his  unimpeached  evidence  not  in  conflict  with  his  adversary's,  ui 
to  all  inferences  that  necessarily  flow  therefrom. 

The  fact  that  deceased  was  line  inspector  having  been  estab- 
lished, it  follows  that  any  injury  arising  from  defective  insnlatka 
of  wires  which  it  was  his  duty  to  inspect  was  a  risk  incident  ti 
the  employment  which  he  assumed,  and  cannot  be  made  the  gronni 
of  an  action  for  damages. 

Still  another  question  was  raised  and  discussed, —  one  of  more 
than  ordinary  interest. 

As  remarked,  the  declaration  averred  and  the  evidence  shoW 
that  the  alleged  cause  of  action  arose  in  the  State  of  Tenneneft 
At  common  law  the  maxim,  '^Actio  personalis  numtwr  cum 
persona,'  prevails,  and  it  is  insisted  that  it  was  incumbent  npca 
the  plaintiff  to  allege  and  prove  her  right  to  maintain  this  actkft 
imder  some  statute  of  Tennessee. 

That  this  court  will  take  judicial  notice  of  the  fact  that  the 
territory  of  which  Tennessee  is  composed  constituted  a  part  of 
the  original  English  colonies  of  America,  and,  in  the  absence  <rf 
evidence  to  the  contrary,  will  presume  that  the  common  law  ob- 
tains there.  Nelson  v.  Railroad  Co,^  88  Va.  976,  14  S.  E.  838, 
15  L.  R.  A.  583 ;  Stewaa^t  v.  Conrad's  Adrnr  ( Va.),  40  S.  E  624. 

Inasmuch,  however,  as  the  views  already  taken  of  the  caae  are 
conclusive  of  it,  a  decision  of  that  question  is  unnecessary. 

The  judgment  of  the  trial  court  in  sustaining  the  demurrer  to 
the  evidence  was  plainly  right,  and  must  be  affirmed. 


Defective  Poles  and  Cboss-abms  749 


Kellog  V.  Denver  Cons.  Tramway  Co. 


DEFECTIVE  POLES  AND  CROSS-ARMS. 


EsLLoo  V.  Denvee  Cons.  Tramway  Co. 

Colorado;  Court  of  Appeals, 

L  Iirj^TBT  TO  UNEMAN  BT  FALL  OF  DEFECTIVE  POLE. — ^The  plaintiff  was  em- 
ployed by  the  defendant  as  a  lineman  and  was  injured  by  the  breaking 
and  falling  of  a  pole  upon  which  he  was  working.  The  foreman  under 
whoee  direction  he  was  working  assured  the  plaintiff  that  the  pole  had 
been  tested  on  the  day  before  and  that  it  was  perfectly  sound.  The 
defendant  company  had  supplied  pikepoles  and  grabhooks  and  other  ap- 
pliances for  strengthening  and  bracing  poles  upon  which  linemen  were 
at  work.  The  plaintiff  made  no  examination  to  determine  whether  the 
pole  was  safe  or  unsafe  and  did  nothing  to  test  it  before  climbing  it, 
except  to  place  his  hand  upon  it  and  push  it.  It  was  held  that  since  the 
defendant  had  furnished  the  plaintiff  with  proper  machinery  and  appli- 
ances for  the  bracing  and  securing  of  poles,  it  could  not  be  charged  with 
negligence  or  lack  of  reasonable  care  in  this  regard. 

1  Absumption  of  risks. — ^The  plaintiff  had  worked  upon  poles  in  the  con- 
struction and  repair  of  electric  lines  for  many  years.  He  knew  that  it 
was  his  duty  to  climb  poles  which  had  been  set  in  the  ground  for  an 
uncertain  length  of  time,  and  that  his  climbing  such  poles  and  taking 
down  and  putting  up  wires  would  add  a  strain  much  greater  than  the 
pole  would  be  exposed  to  in  sustaining  the  wires  when  they  were  all  in 
proper  position.  The  risk  of  falling  on  account  of  the  weakness  of  old 
poles  is,  therefore,  a  risk  of  the  business  which  the  plaintiff  assumed  by 
his  contract  to  work  as  a  lineman  for  the  defendant.  As  between  the 
plaintiff  and  defendant,  the  defendant  was  under  no  obligation  to  inspect 
the  poles  to  see  whether  they  were  safe  or  unsafe. 

Appeal  by  plaintiff  from  judgment  for  defendant.  Decided 
May  11,  1903;  reported  1  St.  Ry.  Eep.  27,  72  Pac.  609. 

8.  L.  Caa-penter  and  John  T.  Battom,  for  appellant 

A.  M.  Stevenson  and  Charles  J.  Hughes,  for  appellee. 

Opinion  by  Maxwell,  J. : 

This  was  an  action  by  the  plaintiff  to  recover  damages  for  the 
alleged  negligence  of  the  defendant's  predecessor,  the  Denver  Con- 
solidated Tramway  Company,  which  corporation,  by  a  consolida- 
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tion  with  another  corporation,  became  the  defendant  herein.  Triil 
to  a  jury.  At  the  close  of  plaintiff's  evidence  defendant's  motioB 
to  instruct  the  jury  to  return  a  verdict  for  the  defendant  wii 
granted.  Judgment  was  rendered  in  favor  of  defendant  on  tk 
verdict,  and  plaintiff  appeals. 

Plaintiff  was  employed  by  defendant  as  a  lineman,  and  wti 
injured  by  the  breaking  and  falling  of  a  pole  upon  which  he  wis 
working.     Plaintiff  testified  that  at  the  time  of  the  accident  he 
was  twenty-seven  years  old,  had  been  working  as  a  linenum  for 
the  company  for  about  three  months,  and  had  been  engaged  in  ^ 
business  of  lineman  and  electric  work  for  about  ei^t  years.   Oi 
the  day  when  the  accident  occurred  he  was  working,  with  tw) 
other  employees  of  the  company,  resetting  poles,  changing  wiiw, 
and  placing  back  guys;  that  immediately  preceding  the  acddeBt 
he  had  ascended  a  pole  and  removed  a  wire  therefrom ;  that  tbii 
pole  had  been  braced  with  two  pike  poles,  as  Parker,  who  seemei 
to  be  in  charge  of  the  work,  said  it  was  rotten ;  that  he  was  dm 
ordered  by  Parker  to  splice  the  wire  just  removed  from  the  pole, 
and  place  it  on  the  pole  which  subsequently  broke.    Plaintiff  asked 
Parker  if  he  intended  to  guy  this  pole,  as  there  would  be  an  added 
strain  placed  upon  the  pole.     Parker  replied  that  the  pole  had 
been  tested  the  day  before  by  digging  down  and  testing  it  with 
a  bar,  and  that  it  was  perfectly  sound.     Plaintiff  ascended  the 
pole,  which  stood  twenty-five  or  thirty  feet  above  the  ground,  put 
the  wire  in  position,  put  on  a  small  block  and  tackle,  and  com- 
menced to  pull  up  the  slack,  when  the  pole  broke,  and  carried 
plaintiff  with'  it  to  the  ground,  seriously  injuring  him  by  the  fell, 
and  by  bringing  him  in  contact  with  live  electric  wires.    Plaintiff 
further  testified  that  he  was  hired  by   a  Mr.   Matthews;  ihtt 
Parker  was  the  foreman,  and  worked  with  the  lineman ;  that  'there 
were  pikepoles,  grabhooks,  and  other  appliances  for  strengthening 
and  bracing  poles  on  the  repair  car  at  or  near  the  place  where  the 
accident  occurred;  that  the  pole  which  broke  was  ten  or  twelve 
inches  large  at  the  top,  and  larger  at  the  bottom;  that  it  broke 
at  the  surface  of  the  groimd;  that  before  he  ascended  the  pole  he 
miide  no  examination  whatever  to  determine  whether  the  pole  was 
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or  unsafe ;  that  he  did  not  know  how  old  the  pole  was ;  that 
it  appeared  to  be  like  the  other  pole  which  was  braced  with  pike- 
poles  ;  that  in  the  performance  of  his  duties  he  frequently  had  to 
climb  poles,  reset  poles  and  wires,  and  remove  decayed  poles. 
Elliott,  a  witness  for  plaintiff,  testified  to  substantially  the  same 
facts ;  that  he  made  no  examination  of  the  pole ;  that  dry  rot  at 
the  surface  of  the  groimd  caused  it  to  break;  that  plaintiff  did 
nothing  to  test  the  pole  before  climbing  it,  except  to  place  his 
hand  upon  it  and  push  it.  Two  witnesses  testified  as  to  the  nature, 
diaracter,  and  extent  of  the  plaintiff's  injuries.  The  foregoing 
18  a  fair  sununary  of  the  evidence  in  the  case. 

In  Floyd  v.  Colorado  Fuel  &  Iron  Co.y  70  Pac.  452,  this  court 
has  said: 

"Now,  when,  for  the  purpose  of  the  work  required  of  his  employees,  the 
naster  has  provided  upon  the  premises,  and  within  their  reach,  suitable  im- 
plements and  appliances  in  suitable  condition,  he  has,  in  such  regard,  dis* 
charged  his  full  duty  toward  them ;  and  he  is  not  responsible  for  their  neglect 
io  employ  the  instruments  he  has  provided.  Having  those  instruments  at 
kaad,  they  take  their  own  chances  upon  the  consequences  of  faUing  to  use 
them  "~-<:iting  a  number  of  cases. 

In  Other  words,  if  the  master  has  discharged  his  duty  in  furnish- 
ing the  servant  with  proper  machinery  and  appliances  for  the  per- 
formance of  the  work  required,  it  is  no  part  of  his  duty  to  see  to  it 
that  the  servant  makes  use  of  such  machinery  and  appliances  so 
furnished.  The  evidence  in  this  case  shows  that  there  were  on  the 
repair  car,  which  was  at  or  near  the  place  where  the  accident  oc- 
curred and  within  reach  of  plaintiff,  grabhooks,  pikepoles,  and  other 
appliances  for  bracing  and  securing  poles.  The  evidence 
also  shows  that  just  before  the  accident  occurred  a  pole 
which  plaintiff  had  ascended  had  been  secured  by  means 
of  these  appliances.  So  that  it  seems  clear  that  under  the 
authorities  above  cited  there  was  no  such  negligence  or  lack  of 
reasonable  care  upon  the  part  of  the  defendant  in  furnishing 
proper  machinery  and  appliances  for  the  performance  of  the 
work  as  would  make  defendant  liable  in  this  case.  Nor  can  it  be 
said  that  under  the  facts  in  this  case  the  master  was  required  to 
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provide  the  servant  with  a  safe  place  in  which  to  perform  tk 
work ;  for,  where  a  servant  is  employed  to  put  a  thing  or  place  ii 
a  safe  and  suitable  condition  for  use,  it  would  be  obviously  na- 
reasonable  and  inconsistent  to  require  the  master  to  have  3oA 
place  or  thing  in  a  safe  condition  and  good  repair  for  die  piirpo» 
of  such  employment. 

The  controlling  question  in  this  case  is  whether  the  defendut 
owed  to  the  plaintiff,  whose  business  it  was  to  work  upon  jdm 
along  the  line  as  occasion  might  require,  the  duty  to  inspeet  id 
poles,  and  inform  the  plaintiff  whether  or  not  any  of  them  nm 
so  decayed  as  to  be  imsafe  to  work  upon.  The  plaintiff  hi 
worked  upon  poles  in  the  construction  and  repair  of  electric  liaei 
many  years.  When  he  engaged  to  work  for  the  defendant,  ke 
must  have  known  that  it  would  be  his  duty  to  go  upon  poles  tht 
had  been  set  in  the  ground  for  an  uncertain  length  of  timew  Hi 
must  have  known  that  such  poles  would  decay,  and  become  unsift 
for  him  to  work  upon.  He  must  have  known  that  the  woA  rf 
climbing  poles  and  taking  down  and  putting  up  wires  would  ofta 
put  a  strain  upou  a  pole  much  greater  than  it  would  be  ezposei 
to  in  sustaining  the  wires  when  they  were  all  in  proper  position. 
It  must  be  conceded  that  in  this  case  negligence  was  not  established 
by  mere  proof  of  an  accident.  The  burden  was  upon  plaiDtif 
to  show  that  the  defendant's  neglect  of  some  duty  caused  the 
accident.  We  are  of  opinion  that  the  risk  of  falling  on  aooount 
of  the  weakness  of  old  poles  was  a  risk  of  the  business,  vrbiA 
the  plaintiff  assumed  by  his  contract  to  work  as  a  lineman  for  As 
defendant ;  that,  as  between  the  plaintiff  and  the  defendant,  the 
defendant  was  under  no  obligation  to  inspect  the  poles  to  see 
whether  they  were  decayed  and  unsafe,  and  there  was,  threfore, 
no  evidence  of  negligence  on  the  part  of  the  defendant  Mclsut 
V.  Northampton  Electric  Co.,  172  Mass.  89,  51  N.  E.  524,  70  Am. 
St.  Rep.  244. 

For  tlie  reasons  above  stated,  the  judgment  of  the  court  belot 
should  be  affirmed. 

Affirmed. 
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lajvrj  hj  fall  of  defeotlTe  poles. — See,  also,  the  following  cases: 
Tamner  v.  N.  T.,  N,  H.  d  H.  R.  Co,,  8  Am.  Electl.  Cas.  762,  180  Mass.  572,  62 
N.  £.  993;  Orr  v.  Southern  BeU  T.  d  T.  Co.,  8  Am.  Electl.  Cas.  777,  130  K. 
C  627,  41  S.  E.  880;  Siaa  v,  Comolidated  Lighting  Co,,  8  Am.  Electl.  Cas. 
787,  73  Vt.  35,  50  Atl.  554.  An  electric  company  will  not  be  held  liable  for 
injuries  resulting  to  a  lineman  by  the  fall  of  a  defective  pole,  where  the  defect 
eould  not  have  been  disclosed  to  the  employer  after  the  most  careful  scrutiny. 
Eme»  County  Elec,  Co.  V,  Kelly,  b  Am.  Electl.  Cas.  360,  57  N.  J.  L.  100,  29  Atl. 
427.  But  in  the  case  of  Bland  v.  Hhreveport  Belt  Ry,  Co,,  48  La.  Ann.  257, 
SO  So.  284,  in  which  a  lineman  was  taking  down  a  guy  wire  from  a  pole  which 
had  been  insecurely  planted,  was  killed  by  the  fall  of  the  pole  upon  him,  and 
it  appeared  that  while  the  defect  of  construction  was  concealed,  the  officers 
of  the  presiding  board  of  management  of  the  company  had  been  notified  of 
the  defect;  it  was  held  that  the  company  could  not  excuse  itself  on  the  plea 
of  want  of  notice;  that  the  lineman  did  not  voluntarily  place  himself  in  a 
dangerous  position,  and  was  bound  to  know  only  patent  defects;  and  that 
the  master  did  not  perform  its  duty  of  furnishing  suitable  appliances. 

In  respect  to  the  reliance  which  a  lineman  in  the  performance  of  his  duties 
may  place  upon  the  soundness  of  poles,  the  following  statement  was  made  by  the 
court  in  the  case  of  McGorty  v.  Southern  Neno  England  Telephone  Co.,  69 
Conn.  G35,  38  Atl.  359 :  *'  It  cannot  be  laid  down  as  a  proposition  of  law 
that  the  lineman  of  telegraph  and  telephone  companies  have  a  right  to  rely 
apom  the  soundness  and  safety  of  the  poles  upon  which  they  are  working, 
and  that  it  is  the  duty  of  such  companies  to  inspect  and  test  poles,  and  sup- 
port such  as  are  insecure  before  permitting  their  linemen  to  climb  them. 
Whether  it  is  incumbent  upon  the  master  or  servant  to  perform  such  a  duty  is 
usually  a  question  of  fact,  dependent  upon  the  terms  of  the  contract  of 
employment,  the  servant's  knowledge  of  the  hazards  of  the  work  in  which  he 
is  engaged,  his  ability  and  opportunity  to  discover  the  dangers  to  which  he 
is  exposed,  and  to  avoid  them,  and  upon  other  circumstances.  Employers 
have  a  right  to  decide  how  their  work  shall  be  performed,  and  may  employ 
men  to  work  with  dangerous  implements  and  in  unsafe  places  without  in- 
curring liability  for  injuries  sustained  by  workmen  who  know  or  ought  to 
know  the  hazards  of  the  service  which  they  have  chosen  to  enter." 

No  positiTe  role  oan  be  laid  down  defining  the  duty  of  the  company, 
in  all  such  cases,  nor  the  extent  of  the  risk  which  a  lineman  may  be  held  to 
assume.  The  question  of  the  liability  of  electrical  companies  for  injuries  to 
linemen  must  depend  upon  the  circumstances  of  each  particular  case,  bearing 
in  mind  the  rule  that  it  is  the  duty  of  the  company  to  exercise  reasonable 
care  in  the  erection  and  maintenance  of  its  poles,  and  that  a  servant  in  en- 
tering upon  an  employment  assumes  the  usual,  ordinary  and  obvious  risks  in- 
cident thereto;  the  degree  of  care  required  of  the  company  and  the  extent 
of  the  risk  assumed  by  the  linemen  are  to  be  measured  and  det^^rmined  in 
each  case  by  the  terms  of  the  employment,  the  rules  of  the  company  as  to  the 
duties  of  linemen,  or  the  custom  of  the  company  as  to  inspection  of  poles,  or 
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other  special  circumstances  affecting  the  duties  and  obligations  of  one  or 
both  parties.    Joyce  on  Electric  Law,  sec.  657. 

Iiupeotion  of  poles  by  linemen* — In  the  exercise  of  reasonable  or 
by  an  electric  company  to  protect  its  employees,  the  company  is  not  rapdni 
by  the  law  governing  the  relation  of  master  and  servant  to  inspect  tlie  poln 
upon  which  its  wires  are  suspended  for  the  purpose  of  ascertaining  wbetkr 
or  not  they  are  in  such  condition  as  to  render  it  safe  for  linemen  in  tbor 
employ  to  climb  upon  them.     Dixon  v.  W.  U.  Tel,  Co.,  6  Am.  Electl.  Cm.  370, 
71  Fed.   143.     In  this  case  the  plaintiff  was  injured  while  assisting  in  tlie 
erection  of  a  telegraph  pole,  an  occasion  having  arisen  for  the  ctsnal  nat 
of  a  telephone  pole  belonging  to  another  company  to  remove  an  obstmeting 
wire.     It  was  held  that  it  was  no  breach  of  the  master's  duty  to  direct  u 
employee  to  climb  the  telephone  pole  without  previous  inspection  of  it  biTiig 
been  made ;  the  risk  is  incidental  to  the  service  and  is  assumed  by  the  em- 
ployee.    See,  also,  Flood  v.  W.  U.  Tel.  Co.,  4  Am.  Electl.  Cas.  402,  131  N.  Y. 
603;    Cumberland  Telephone  Co.  v.  LoonUs,   87   Tenn.   604,    11  8.  W.  35«; 
Junior  v.  Mo.  Eleo.  L.  d  P.  Co.,  5  Am.  Electl.  Cas.  369,  127  Mo.  79,  29  S.  W. 
988.    Where  it  is  a  rule  of  the  company  that  linemen  shall  inspect  and  teit 
poles  upon  which  they  are  to  work,  the  company  cannot  be  held  liable  for  tk 
fall  of  a  pole,  caused  by  a  defect  beneath  the  surface  of  the  ground.    IfcOortf 
17.  Southern  New  England  Telephone  Co.,  69  Conn.  635,  38  Atl.  359;  IM 
V.  Fitchburg  d  L.  St.  Ry.  Co.,  172  Mass.  147,  51  N.  E.  624;  Esses  Com«| 
Elec.  Co.  V.  Kelly,  5  Am.  Electl.  Cas.  360,  57  N.  J.  L.  100,  29  Atl.  427.   !■ 
the  case  of  Mclsaac  v.  Northampton  Elec.  Co.,  172  Mass.  89,  51  N.  E.  524,  ft 
was  held  that  irrespective  of  custom  due  care  requires  a  lineman  before  goiig 
upon  a  pole,  the  apparent  age  of  which  is  such  as  to  make  it  probable  tbit  it 
is  weak,  to  make  inspection  for  decay  just  below  the  surface  of  the  gromi 
In  this  case  the  court  said  in  its  opinion :    "  All  the  evidence  tends  to  ^of 
that  in  the  ordinary  course  of  the  business  the  linemen,  who  were  often  ex- 
pected to  work  alone  without  supervision,  as  the  plaintiff  was  working  at  tbe 
time  of  the  accident,  would  examine  the  poles  for  themselves  so  far  as  th«y 
considered  it  necessary  to  do  so  for  their  safety.     They  easily  could  niiki 
any  necessary  tests  to  ascertain  the  condition  of  tfie  pole  as  to  soondnai 
without  the  aid  of  special  inspectors,  and  from  their  knowledge  of  commoi 
affairs  could  judge  whether  the  pole  was  safe  to  go  upon."     But  in  the  em 
of  McOuire  v.  Bell  Telephone  Co.,  7  Am.  Electl.  Cas.  769,  167  N.  Y.  208, 60  K 
E.  433,  it  was  held  proper  to  refuse  a  charge  that  the  defendant  tdepboM 
company  owed  the  plaintiff  no  duty  to  inspect  where  it  appeared  from  tbe 
evidence  that  it  was  the  practice  of  the  defendant  and  of  similar  comptiue* 
to  make  special  examination  of  poles,  not  by  its  linemen^  but  by  inspeetfln 
employed  for  that  purpose. 
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Maryland;  Court  of  Appeals, 

1.  DeRCTIVB    cross- ABMS  ;    IN JUBT    TO    LINEMAN ;    UABELITT   FOB   DEFECT. — ^A 

lineman  employed  by  the  appellant  telephone  company  in  stringing  wires 
on  the  telephone  poles  of  the  company  was  injured  by  a  fall  from  a 
pole  caused  by  the  breaking  of  the  cross-arm  upon  which  he  was  sitting. 
It  appeared  that  the  cross-arm  was  defective  in  that  there  was  a  knot 
at  the  point  where  it  broke,  which  to  some  extent  affected  the  strength 
of  the  arm.  The  cross-arm  was  painted  and  the  knot  was  not  visible  by 
any  ordinary  inspection.  The  crobs-arm  had  been  placed  upon  the  pole 
on  the  day  before  the  plaintiff  was  injured.  The  cross-arms  were  painted 
at  the  time  they  came  into  the  possession  of  the  defendant.  There  was 
nothing  to  indicate  that  there  was  any  negligence  on  the  part  of  the 
defendant  in  the  purchase,  selection  or  use  of  this  cross-arm,  or  that 
there  was  u.iy  apparent  difference  in  its  construction  or  weight  from 
those  in  use  by  other  telephone  companies.  It  was  held  that  the  de- 
fendant WJ18  not  liable  for  the  injury. 

Appeal  by  defendant  from  judgment  in  favor  of  plaintiff.    De- 
cided July  1,  1903 ;  reported  55  Atl.  681. 

Wm.  L,  Marhury  and  Osborne  I.  Yellott,  for  appellant 

Frank  I.  Duncan,  for  appellee. 

Opinion  by  Boyd,  J. : 

The  appellee  sued  the  appellant  for  injuries  sustained  by  him 
while  engaged  in  stringing  wires  on  the  telephone  poles  of  the 
company,  and  recovered  a  judgment  for  $3,000  damages.  He  had 
been  employed  in  similar  work  for  the  Chesapeake  &  Potomac 
Company  for  about  nine  months.  At  the  time  of  the  accident,  he 
and  another  employee,  named  Uhler,  were  stretching  ten  wires  on 
a  cross-arm  with  what  are  called  "jack  straps,"  there  being  five 
wires  on  each  side  of  the  pole.  The  cross-arm  was  made  of  wood, 
and  was  about  10  feet  long,  3  1-4  inches  wide,  and  4  inches  thick. 
There  were  ten  holes  bored  in  it,  about  a  foot  apart,  and  1  1-2 
inches  in  diamater,  in  which  wooden  pins  were  inserted  to  hold 
the  insulators  for  the  wires.     The  arm  was  fastened  to  the  pole 
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by  a  bolt,  was  supported  by  braces  on  either  aide  of  the  pole,  tnd 
was  about  35  feet  from  the  ground.     At  the  time  of  the  aoddesk 
the  appellee  was  sitting  on  the  cross-arm,  with  his  feet  resting « 
the  lower  arm,  upon  which  wires  had  not  been  stretdied.   He  m 
towards  the  outer  end  of  the  arm,  and  was  working  with  the  stnp 
around  the  third  pin,  when  the  arm  broke,  throwing  him  down  md 
seriously  injuring  him.    The  appellee  stated  that  he  could  not  vj 
exactly  at  what  point  the  arm  broke,  but  it  was  on  the  side  he  wu 
sitting ;  and  one  of  his  witnesses  said  he  thought  it  was  at  the  fonrA 
pin  from  the  end,  and  another  that  it  was  at  the  third  or  foardt 
The  defendant  offered  no  testimony.     There  are  eighteen  bilb  of 
exception  in  the  record,  seventeen  of  which  present  the  rulings  of 
the  court  on  the  admissibility  of  testimony  offered,  and  the  lut  em- 
braces the  prayers.     Two  prayers  were  offered  by  the  plaintiff 
which  were  granted,  and  twenty  were  offered  by  the  defendant, 
twelve  of  which  were  rejected,  one  conceded,  and  the  remiinbg 
seven  granted.    Under  the  view  we  take  of  the  case,  it  will  not  be 
necessary  to  consider  all  of  the  exceptions. 

It  cannot  be  doubted  that  a  knot,  which  was  discovered  after  die 
accident,  in  the  cross-arm  at  a  point  where  one  of  the  holes  wu 
bored,  was,  at  least  to  some  extent,  the  cause  of  the  accident;  hot 
the  responsibility  of  the  appellant  must  depend  upon  the  further 
question  whether  it  was  negligent  in  furnishing  the  cross-arm  with 
such  defect  in  it.  It  must  be  admitted  that  there  was  no  apparent 
defect  in  the  arm,  and  it  is  well  established  by  the  testimony  that 
the  knot  was  not  visible  by  any  ordinary  inspection.  The  plaintiff 
testified  that  he  did  not  notice  anything  about  it  that  indicated  it 
was  not  safe,  and  that  it  looked  very  similar  to  the  creosote  bars 
he  had  been  accustomed  to  while  working  for  the  Cfhesapeake  k 
Potomac  Company,  which  used  creosote  and  red-painted  white  pine 
arms.  The  former  he  said  weighed  from  75  to  100  pounds,  whik 
the  latter  were  much  lighter.  The  arm  that  broke  had  been  put  on 
the  pole,  the  day  before  the  plaintiff  was  injured,  by  some  of  the 
other  employees.  Ho  said :  "  The  wires  in  question  were  thought 
to  have  been  permanently  deadened  before  he  \veut  up  the  pole. 
That  they  were  fastened  to  the  insulators,  but  it  was  found  that 
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they  were  not  pulled  hard  enough,  and  he  and  Uhler  went  up  to  take 
up  the  remaining  slack.  They  had  to  unfasten  them  and  redeaden 
them.  The  jack  straps  were  used  to  take  in  slack  which  could  not 
be  taken  in  by  hand  pull."  When  the  wires  are  spoken  of  as  be- 
ing ^'deadened/'  it  is  meant  that  they  did  not  go  beyond  that  pole, 
but  were  fastened  to  that  arm. 

In  determining  whether  the  appellant  is  responsible,  it  will  be 
well  to  first  ascertain  the  character  of  the  cross-arms  furnished  by 
it  to  its  employees,  the  opportunities  which  its  agents  had  to  be 
assured  that  they  were  safe,  what  they  actually  did  in  that  respect, 
and  the  use  the  appellee  was  making  of  this  particular  one  at  the 
time  of  the  accident  Charles  F.  Knox,  who  was  "gang  foreman" 
of  the  plaintiff  and  the  other  linemen  engaged  in  the  work,  testified 
he  was  sent  by  the  company  to  take  charge  of  this  construction  work 
at  Towson;  that  ^%e  went  to  the  company  and  asked  them  what 
material  he  was  to  use  in  the  work,  and  was  told  to  use  the  material 
then  on  the  ground,  the  cross-arm  which  broke  being  one  of  those 
already  in  the  work,  on  the  pole."  Joseph  S.  Caskey  said  he  was  at 
the  time  of  the  accident  "head  assistant  to  Mr.  HoUiday,  the  ma- 
terial boss,"  who,  the  record  shows,  was  reported  sick  the  day  be- 
fore Caskey  testified.  The  material  boss  had  full  charge  of  all  ma- 
terials, and  saw  that  the  men  received  bolts,  cross-arms,  screw- 
drivers, wrenches,  and  other  things  they  needed.  Caskey  testified 
that  the  cross-arm  which  broke  came  from  their  supplies — ^was  sent 
from  their  High  street  yard.  He  examined  it  after  the  accident, 
and  said  that  the  knot  was  not  visible  before  the  arm  was  broken — 
that  the  paint  obscured  it — and  in  answer  to  the  question  whether 
the  paint  or  creosote,  whichever  it  was,  was  on  when  it  came  into 
the  possession  of  the  company,  replied :  "It  was  on  it  when  it  came 
into  the  possession  of  the  company,  to  the  best  of  my  knowledge." 
The  question  being,  in  substance,  repeated,  he  said:  "I  saw  the 
arms  when  they  came  in  there.  They  were  painted,  to  the  best  of 
my  knowledge."  He  also  said :  "The  holes  came  also  in  them  when 
they  were  purchased."  Mr.  Knox  also  testified  that  the  knot  re- 
ferred to  weakened  the  seven-eighth  inch  strip  by  the  pin,  but  said 
it  was  not  the  mistake  of  the  man  who  bored  the  hole  next  to  the 


758  American  Electrical  Oases.  [vol.  8 


Maryland  Telephone  &  Telegraph  Co.  y.  Clomaii. 


knot,  as  all  ten  holes  were  bored  at  the  same  time  by  machioeiy; 
that  the  knot  was  not  visible  to  the  plaintiff  when  he  wait  up  oi 
the  arm,  because  it  was  painted ;  that  it  could  have  been  seen  on  two 
sides  if  the  paint  had  been  removed ;  that  knots  in  wood  were  not  a 
uncommon  thing  sometimes.     He  further  testified  that  he  new 
knew  a  cross-arm  to  break  except  when  broken  by  storms.   In  an- 
swer to  the  question  how  this  arm  compared  in  size  and  qoalitf 
with  the  ordinary  cross-arms  that  are  used  in  the  telephone  bofflnoi 
for  the  construction  of  lines,  he  said :  '^In  size,  I  think  it  was  about 
the  regular  size.     I  didn't  notice  any  difference  in  them.    TImj 
were  light  in  weight ;  very  much  like  the  regular  old-style  red  am; 
about  the  same  weight."    He  also  testified  '^that  the  arms  refemd 
to  were  much  lighter  in  weight  than  the  creosote  arm,  bnt,  as  to 
quality,  a  good  red  arm  would  be  as  good  as  a  creosote  arm,  the  aims 
in  use  by  the  defendant  company  being  lighter  than  the  aeoaoto 
arms,"  and  '^that  all  cross-arms  were  bored  similar  to  those  osed 
by  the  defendant  company,  though  some  had  small  iron  pins  in 
them,  but  such  were  not  generally  used."    It  is  true  that  he  said 
that  this  particular  arm  was  not,  in  his  opinion,  safe  for  the  pm*- 
pose  it  was  sent  there,  but  he  explained  that  by  saying  that  lie 
thought  it  was  not  safe  by  reason  of  the  knot  being  where  the  hob 
was  bored,  which  weakened  it ;  and  Caskey  spoke  of  the  wood  as 
inferior — called  it  a  "culling" — but  he  ascertained  that  from  his 
examination  of  the  arm  after  it  was  broken. 

It  must  be  remembered  that  all  the  testimony  offered  was  pro- 
duced by  the  plaintiff,  and  that  both  Knox  and  Caskey  were  in 
positions  to  know  the  facts;  and,  as  we  understand  the  recoid, 
neither  of  them  was  in  the  employ  of  the  defendant  when  they  testi- 
fied. They  certainly  showed  no  bias  in  favor  of  the  company.  In 
addition  to  what  we  have  already  referred  to,  it  is  shown  that  there 
were  other  cross-arms  at  hand,  and  that  the  lineman  could  get  them 
as  desired;  and  a  witness  (Archer)  said  "the  arms  used  by  the 
defendant  on  its  work  at  Towson  were  about  the  same  size  as  those 
used  by  the  Chesapeake  &  Potomac  Company."  There  is  nothing 
whatever  to  indicate  that  the  defendant  did  not  procure  its  cross- 
arms  as  other  companies  do,  and  it  cannot  be  said,  from  anything 
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we  have  found  in  the  record,  that  there  was  any  negligence  on  the 
|Murt  of  the  defendant  in  the  purchase,  selection,  or  use  of  this  cross- 
arm,  or  that  there  was  any  apparent  difiPcrence  in  its  construction 
or  weight  from  those  in  use  by  other  telephone  companies.  As  we 
have  seen,  it  was  proven  by  the  plaintiff  that  the  knot  was  concealed 
hy  reason  of  the  paint,  and  it  was  shown  that  it  is  customary  for 
each  companies  to  purchase  arms  already  painted,  and  with  the 
boles  already  bored.  It  would  hold  a  telephone  or  other  company 
using  such  arms  to  a  very  unreasonable  responsibility  to  say  that 
it  was  negligent  in  purchasing  arms  in  that  condition,  especially 
when  the  evidence  shows,  as  it  does  here,  that  it  is  so  unusual  for 
them  to  break,  excepting  as  the  result  of  storms,  and  it  is  probable 
that  age  and  use  tend  to  weaken  them  so  as  to  cause  them  to  break 
under  those  circumstances.  But  these  arms  were  not  only  handled 
at  the  yard,  but  the  men  putting  them  on  the  poles  had  an  oppor- 
tunity to  examine  them ;  and  those  who  string  the  wires  can,  to 
some  extent,  test  them  before  putting  their  weight  on  them.  In 
this  instance  it  is  shown  that  this  arm  was  fastened  to  the  pole  the 
day  before  the  accident,  and  wires  were  actually  stretched  on  it, 
and  it  did  not  then  break.  Nor  did  it  break  with  the  lineman, 
Uhler,  who  was  at  work  with  the  plaintiff  on  the  other  side  of  the 
pole.  There  would  seem,  therefore,  to  be  no  doubt  that  it  broke 
by  reason  of  the  knot  being  at  one  of  the  holes  and  the  great  strain 
it  was  subjected  to  by  the  weight  of  the  plaintiff  and  the  use  of  a 
jack  strap,  which  enabled  him  to  exert  so  much  more  power  than 
he  could  have  done  with  his  hands. 

Courts  naturally  and  properly  hesitate  to  withdraw  cases  from 
the  consideration  of  the  jury,  which  is  the  tribunal,  under  our  sys- 
tem to  pass  on  facts;  but  when  all  the  testimony  in  the  case  is 
offered  by  the  plaintiff,  and  it  establishes  facts  that  preclude  a  re- 
covery it  is  the  duty  of  the  court  to  so  instruct  the  jury,  when  re- 
quested, and  we  think  there  was  error  in  the  court  below  in  not 
doing  so  in  this  instance.  It  did  instruct  them  that,  if  they  found 
the  facts  in  the  twelfth  prayer,  the  plaintiff  could  not  recover ;  and, 
althou^  the  plaintiff  and  his  witnesses  proved  every  fact  therein 
submitted,  the  jury  found  for  the  plaintiff.    The  only  thing  there 
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mentioned  that  could  be  said  to  be  at  all  in  doubt,  under  the  eii- 
dence,  was  whether  the  jury  believed  the  knot  was  the  immediite 
and  proximate  cause  of  the  injury.    If  they  found  in  the  neptiie, 
then,  unquestionably,  the  defendant  could  not  be  held  liable,  for 
there  was  nothing  else  to  base  the  claim  of  negligence  on ;  and,  if 
they  found  in  the  affirmative,  they  were  instructed  to  return  tvn- 
dict  for  the  defendant    We  refer  to  this  to  illustrate  the  danger  of 
a  jury  being  allowed  to  conjecture  or  speculate.    If  this  defendant 
is  to  be  held  liable,  then  it  must  be  because  some  one  of  its  agsnti 
did  not  detect  a  defect  which  all  the  testimony  of  the  plaintil^  in- 
cluding his  own,  tends  to  show  could  not  be  detected  by  any  meem 
that  are  shown  to  be  used  in  the  kind  of  work  the  defendant  is  en* 
gaged  in.    If  there  be  any  test  which  might  and  ought  to  have  ben 
used,  which  would  have  disclosed  the  defect,  the  plaintiff  ifaooU 
have  so  proved ;  but,  in  the  absence  of  such  proof,  the  jury  was  nol 
at  liberty  to  assume  that  there  was,  and  to  speculate  on  the  subject 
For  the  sake  of  humanity,  and  for  the  protection  of  thoee  nho 
are  required  to  occupy  perilous  positions  in  order  to  gain  a  liveli- 
hood, and  have  no  means  for  the  protection  of  themselves,  employ 
ers  should  not  be  permitted  to  trifle  with  the  safety  of  their  em- 
ployees, or,  for  the  sake  of  dollars  and  cents,  withhold  from  diem 
such  safeguards  as  can  be  reasonably  demanded  of  them ;  but  the 
law  does  not  exact  of  them  unreasonable  care  and  caution,  and  does 
not  make  them  insurers  of  their  employees'  safety.    As  was  said  in 
Wood  V.  Heiges,  83  Md.  267,  34  Atl.  872,  and  repeated  in  Souft 
Baltimore  Carworks  v.  Schaeffer,  96  Md.  88,  53  Atl.  665 : 

**  When  a  servant  engages  to  perform  certain  services  for  a  oompeniatioi, 
it  is  implied  as  a  part  of  the  contract  that,  as  between  himself  and  his  en* 
plojer,  he  assumes  all  the  risks  incident  to  the  serrice.  And  these  riiki  in- 
clude such  as  arise  from  the  hazardous  character  of  the  service,  and  from  tk 
n^ligence  of  other  servants  in  the  same  employment,  even  though  they  ntj 
be  in  a  different  grade.  But  the  master  himself  is  bound  to  use  ordiBtfJ 
(that  is,  due  and  reasonable)  care  and  diligence  to  provide  proper  mitfriah 
and  appliances  to  do  the  work,  and  in  the  selection  and  employment  of 
petent  and  careful  feUow  servants." 
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In  the  latter  case,  in  which  an  employee  was  injured  by  a  knife 
flying  from  a  molding  machine,  which  was  alleged  to  have  been 
caused  by  defective  bolts,  we  said : 

**  It  18  obviona,  therefore,  that  the  plaintiff  must  not  only  show  that  he  was 
injured  because  the  bolts  were  defectiye,  but  he  must  go  one  step  further,  and 
offer  evidence  legally  sufficient  to  show  that  the  defendant  did  not  use  rea- 
ible  care  in  procuring  proper  bolts  for  the  adjustment  of  the  knife." 


The  appellee  seeks  to  distinguish  this  from  Schaeffer'a  Case, 
because  in  the  latter  the  defendant  placed  witnesses  on  the  stand 
to  explain  the  breaking  of  the  bolts,  as  well  as  it  could,  while  in  this 
ease  it  did  not  call  any  witnesses.  But  it  must  be  remembered  that 
the  plaintiff  himself  called  those  who  were  apparently  most  famil- 
iar with  the  steps  taken  by  the  company,  excepting,  perhaps,  Mr. 
HoUiday,  who,  the  record  shows,  had  been  reported  sick.  In  addi- 
tion to  that,  the  plaintiff's  testimony  furnished  all  the  explanations 
that  we  have  any  right  to  infer  could  be  made,  and  established  such 
facts  as  negatived  the  probability  of  being  able  to  discover  such  a 
defect  as  caused  this  acident  by  any  inspection  that  could  be  reas- 
onably required.  When  a  plaintiff  proves  such  circumstances  as 
famish  prima  fade  evidence  of  negligence  on  the  part  of  the  de- 
fendant, the  law  requires  him  to  explain  them ;  but,  when  the  plain- 
tiff himself  furnishes  that  explanation,  there  is  no  occasion  for  the 
defendant  doing  so.  This  plaintiff  not  only  attempted  to  show  that 
the  arm  broke  by  reason  of  this  defect  in  it,  but  established  beyond 
all  controversy  that  the  defect  was  not  visible,  and  that  such  was 
the  case  when  the  defendant  purchased  the  arm.  If  it  was  possible 
to  discover  the  defect  by  some  customary  method  of  inspection  that 
was  not  used,  then  the  plaintiff  should  have  established  that  fact. 
As  was  said  in  Schaeffer's  Case: 

"  It  was  the  duty  of  the  plaintiff,  if  he  relied  on  failure  to  inspect,  to  have 
offered  some  testimony  which  would  have  justified  the  jury  in  finding  that  the 
defect  causing  the  injury  was  one  which  could  have  been  discovered  by  the 
usual  and  ordinary  methods  of  inspection,  commonly  adopted  by  those  in  the 
same  kind  of  business  which  was  conducted  by  the  defendant." 

So,  without  discussing  the  alleged  contributory  negligence  on  the 
part  of  the  plaintiff,  and  other  questions  presented  by  the  record, 
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v/e  are  of  the  opinion  that  the  case  abou 
from  the  jury  because  the  plaintiff  failed 
sufficient  evidence  of  negligence  on  the  pa 
as  the  plaintiff  cannot  reoover,  it  would 
case.  Judgment  reversed,  without  award: 
to  be  paid  by  the  appellee. 
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.  Ihjdbt  to  unkhak  bt  fau.  or  poix;  asbui 
iff  WBB  B  linemAn  employed  by  the  defenda 
wires  from  old  poles  to  new.  In  tlie  court 
climbed  a  pole  and  thrown  off  the  wirea. 
connecting  the  pole  with  a  fence.  When 
charge  of  the  work,  he  cut  the  gnj  wire  ani 
the  plaintiff  was  injured.  It  was  assumed  t 
the  work  was  a  superintendent  within  the 
Liability  Act  under  which  the  action  was 
the  plaintiff  knew  the  tendency  of  poles  wl 
time  to  rot  beneath  the  surface  of  the  grout 
methods  used  in  testing  poles  before  climbi 
made  by  him  or  by  the  overseer.  It  did  no 
any  such  inspection  by  the  overseer.  It  w 
emplajTment  was  assumed  by  the  plaintiff 
stances  of  the  case  the  direction  by  the  otci 
carry  with  it  an  assurance  of  safety. 


Exceptions  brought  by  defendant  from 
tiff.  Decided  February  28,  1902;  repo 
N.  E.  D93. 


Daggett  &  Young,  for  plaintiff. 
Chas.  F.  Choate,  Jr.,  for  defendant. 
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Opinion  by  Baekeb^  J. : 

The  plaintifiF  was  one  of  four  men,  who,  at  the  time  of  the  acci- 
lent,  were  at  work  for  the  defendant  transferring  wires  from  an 
>ld  set  of  poles  in  the  railroad  yard  at  North  Abington  to  a  set 
of  new  poles,  which  had  been  put  up  for  the  purpose  of  carrying 
the  same  wires.  The  reason  for  setting  the  new  poles  and  trans- 
ferring the  wires  to  them  was  that  the  old  poles  were  of  no  more 
use  because  they  were  old,  and  this  the  plaintiff  knew.  His  part  of 
the*  work  was  to  climb  the  poles,  change  the  cross-arms  from  the 
M  poles  to  the  new,  throw  the  wires  from  the  old  pole  and  leave 
them  hanging,  and  then  walk  to  the  new  pole,  put  the  wires  on  his 
ahoulder,  take  them  up  the  new  pole,  and  put  them  in  their  places 
m  the  cross-arm.  The  new  poles  were  at  different  distances  from 
the  old  ones, —  from  four  to  ten  feet  or  more, —  and  not  so  near 
that  the  wires  could  be  thrown  from  the  old  pole  to  the  new.  There 
were  both  telephone  and  signal  wires  on  the  poles.  One  of  the 
four  men  was  at  work  upon  groimd  wires  connecting  the  rails  to 
the  poles,  and  this  man  was  some  200  yards  away  from  the  plain- 
tiff. Another  was  upon  the  ground  near  the  pole  on  which  the 
plaintiff  was  at  work,  and  was  expected  to  attach  to  a  rope  any- 
thing which  the  plaintiff  might  want  so  that  the  latter  could  haul 
it  up.  The  fourth  man  acted  as  an  overseer  of  the  work  of  the 
others,  going  back  and  forth  between  the  places  where  they  were 
working.  The  plaintiff  had  climbed  a  pole,  and  thrown  off  the 
wires.  They  fell  across  a  wire  guy  connecting  the  pole  with  a 
fence.  The  overseer  was  then  standing  on  the  ground  near  the 
foot  of  the  pole,  and  the  plaintiff  told  him  the  wires  were  crossed 
on  the  guy,  and  asked  him  what  he  should  do  with  it.  The  overseer 
answered,  telling  the  plaintiff  to  cut  it,  which  the  plaintiff  did, 
and  thereupon  the  pole  fell.  The  only  witness  who  was  called 
was  the  plaintiff,  and  his  testimony  constituted  the  whole  evidence. 
The  suit  was  under  the  employer's  liability  act,  and  the  ground 
on  which  the  plaintiff  relied  was  that  the  overseer's  order  to  cut 
the  stay  was  a  negligent  act  of  superintendence. 

We  assume  in  favor  of  the  plaintiff  that  the  overseer  was  a 
superintendent  within  the  meaning  of  the  act,  and  that  his  direo- 
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tion  to  cut  the  stay  might  be  found  to  be  an  act  of  superintendenoey 
and  not  a  mere  piece  of  advice  given  by  one  man  to  anotiier.    The 
question,  then,  is  whether,  under  the  circumstances,  the  onfer 
fairly  could  be  found  to  have  been  understood  by  the  plaintiff  as 
bearing  upon  the  question  of  his  safety  in  executing  it     The 
plaintiff  knew  that  the  pole  was  an  old  one,  to  be  put  out  of  uae, 
and  to  be  taken  down,  because  of  its  age.     He  admitted  in  his 
testimony  that  he  knew  the  tendency  of  poles  which  had  been  set 
for  a  long  time  to  rot  beneath  the  surface  of  the  ground.    He 
knew  a  number  of  practicable  ways  in  which  he  could  have  tested 
the  poles  before  climbing  them,  and  so  have  ascertained  whether 
this  one  was  decayed  and  weak.     No  test  of  the  strength  or  con- 
dition of  this  pole  or  of  any  of  the  poles  was  made  by  the  plaintiff, 
and  none  was  made  or  was  expected  to  be  made  by  the  overseer 
or  by  any  of  the  workmen.    It  could  not  be  found  fairly  that  the 
plaintiff  went  up  the  pole  relying  upon  any  examination  or  test 
of  its  strength  or  condition  by  the  overseer  or  by  any  one,  or  ex- 
pecting or  having  any  reason  to  expect  that  such  an  examination 
would  be  made  or  had  been  made  by  any  one  while  he  was  upon 
the  pole.    His  question  to  the  overseer  was  not  whether  it  would  be 
safe  for  him  to  cut  the  guy,  and  it  could  not  be  found  fairly  that 
the  order  was  intended  to  be  an  expression  that  it  was  safe  to 
cut  it,  or  that  the  plaintiff  had  a  right  to  interpret  the  order  as 
such  an  expression.     The  dismantling  of  a  set  of  old  poles  to  be 
disused  because  of  their  age  was  an  employment  which  exposed 
the  plaintiff  obviously  to  the  risk  of  being  hurt  by  the  fall  of  a 
decayed  pole  in  a  greater  degree  than  that  to  which  a  lineman  is 
ordinarily  exposed,  and  this  risk,  he,  upon  the  testimony,  clearly 
knew  and  accepted.     It  is  also  clear  from  the  testimony,  that  he 
did  not  ascend  the  pole  relying  upon  any  examination  of  any  one 
for  its  safety,  or  upon  any  duty  or  practice  of  the  overseer  to  make 
such  an  examination.     He  had  had  several  years  of  experience  in 
similar  work,  and  it  is  plain  from  his  testimony  that  he  himself 
knew  as  much  about  the  safety  of  the  pole,  and  the  danger  of  its 
falling  if  he  cut  the  guy,  as  the  overseer  knew,  and  he  must  also 
have  known  that  the  overseer  had  made  no  examination  of  the 
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pole  with  reference  to  its  strength  or  condition,  and  that  the  plain- 
tiff knew  that  the  overseer  had  no  other  or  better  means  of  judg^ 
ing  of  its  safety  than  he  himself  had.  We  are  therefore  of  opinion 
that  when  he  cut  the  guy  in  compliance  with  the  order  he  had  no 
ri^t  to  rely  upon  the  order  as  implying  any  assurance  from  the 
overseer,  and  that  in  cutting  the  guy  the  plaintiff  acted  at  his 
own  risk.  As  the  work  was  conducted,  the  plaintiff  did  not  rely 
at  all  upon  any  implied  or  express  representation  on  the  part  of 
his  employer  or  of  the  overseer  that  any  pole  which  he  ascended 
would  furnish  him  a  safe  place  for  his  work.  This  distinguishes 
the  case  from  those  cited  for  him  in  which  it  has  been  held  that 
workmen  digging  trenches  may  rely  upon  the  obligation  of  the 
employer  to  shore  up  the  sides  or  to  give  warning.  See  Hennessy 
V.  City  of  Boston,  161  Mass.  502,  37  N.  E.  668 ;  Coan  v.  City  of 
Marlborough,  164  Mass.  206,  41  N.  E.  2SS;  McCoy  v.  Inhabitants 
of  Westborough,  172  Mass.  504,  52  N.  E.  1064.  It  was  not  a 
case  in  which,  while  he  must  be  exposed  in  his  work  to  sudden 
danger,  he  had  a  right  to  expect  also  a  warning  which  would 
enable  him  to  escape  the  danger.  See  Davis  v.  Railroad  Co.,  159 
Mass.  532,  34  N.  E.  1070;  Lang  v.  Terry,  163  Mass.  138,  39 
N.  E.  802.  It  was  not  a  case  in  which  the  act  of  setting  the  work- 
man to  do  a  particular  thing  in  a  particular  place  might  be  under- 
stood fairly  by  the  workman  to  be  an  assertion  that  the  place  was 
safe.  See  Tremblay  v.  Construction  Co.,  169  Mass.  284,  47  N.  E. 
1010;  Dean  v.  Smith,  169  Mass.  569,  48  N.  E.  619.  Nor  could 
the  jury  have  found  an  explicit  assertion  on  the  part  of  the  over- 
seer that  there  was  no  danger,  as  in  McKee  v.  Tourtelotte,  167 
Mass.  69,  44  N.  E.  1071,  48  L.  K.  A.  542.  The  fact  that  the 
plaintiff  knew  all  that  any  one  knew  about  the  condition  of  the 
pole  and  the  danger  of  its  falling  if  he  cut  the  guy  distinguishes 
the  case  also  from  Millard  v.  Railway  Co,,  173  Mass.  512,  53 
N.  E.  900.  We  think  it  was  wrong  to  allow  the  jury  to  find  for 
the  plaintiff  if  he  cut  the  guy  relying  upon  the  overseer's  order. 
Exceptions  sustained. 

Injury  to  lineman  by  fall  of  pole;  asfnmption  of  risk. — In  the  case 
of  Krimmel  v.  Edison  lU.  Co.,  130  Mich.  613,  90  N.  W.  336,  the  plaintiflf's 
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intestate  was  a  lineman  who  had  been  in  the  employ  of  the  defendant  for  nearlj 
four  years.     The  following  are  the  facts  in  the  case: 

A  street  railway  company  had  constructed  its  railway  in  a  street  which  hid 
been  widened  between  curb  and  curb.     The  railway  company  had  strung  its 
wires  upon  hollow  wrought-iron  poles  about  twenty-two  feet  high  and  six 
inches  in  diameter.     The  defendant  company  had  its  wires  upon  cedar  poles. 
When  the  street  was  widened  the  cedar  poles  would  not  be  near  the  cnrb; 
and  to  get  rid  of  some  poles  the  board  of  public  works  of  the  city  required  the 
electric  light  company  and  the  street  railway  company  to  join  in  the  use  of 
poles  at  certain  localities.     At  the  point  where  the  accident  occurred  it  wu 
necessary  to  make  the  pole  higher  so  that  the  electric  wires  should  not  come 
in  contact  with  the  trolley  wires.     For  this  purpose  oak  poles  were  turned 
at  the  bottom  to  a  size  that  would  enable  them  to  fit  snugly  in  the  inside  of 
the  wrought-iron  poles  with  a  shoulder  upon  them  that  rested  on  the  top  of 
the  wrought-iron   poles,  and  projected  beyond  the  shell  of  the  iron,  which 
projection,  it  was  expected,  would  keep  out  all  water  from  the  joint  so  made. 
The  pole  was  then  painted  black.     The  pole  in  question  was  extended  nine 
feet  and  eleven  inches  above  the  wrought-iron  pole  and  towards  its  upper  end 
carried  two  cross  pieces,  which,  in  turn,  carried  wires.     On  the  day  of  the 
accident  the  plaintiff's  intestate  had  ascended  the  pole  for  the  purpose  of  ad- 
justing the  electric  wires  and  was  proceeding  with  his  work  when  the  wooden 
part  of  the  pole  broke  just  below  the  top  of  the  wrought-iron  portion  of  the 
pole,  and  he  was  precipitated  to  the  pavement  below.     It  was  found  upon 
examination  that  the   pole  was  affected  with  dry  rot.    The  pole  had  been 
erected,  at  the  time  of  the  accident,  for  a  period  of  about  four  years.    There 
was  no  evidence  that  the  pole  had  been  inspected  previous  to  the  accident 
except  by  the  linemen  in  the  course  of  their  work.     From  tho  testimony  it 
appeared  that  it  was  a  part  of  the  duty  of  the  linemen  to  inspect  the  poles 
and  wires.     There  was  no  defect  in  this  pole  ever  reported  and  the  company 
had  no  knowledge  of  the  defect.     The  evidence  also  showed  that  the  practical 
way  to  inspect  the  pole  and  determine  whether  it  was  safe  or  not,  was  for 
the  lineman  before  leaving  the  iron  portion  of  the  pole  to  reach  up  and  shake 
the  wooden  portion  of  the  pole,  and  that  by  so  doing  he  could  tell  whether 
it  was  safe  for  him  to  go  upon  it.     The  only  other  way  to  make  an  inspection 
was  to  lift  out  the  wooden  portion,  which  was  diflBcult  because  of  the  wires 
attached  to  the  pole.    After  the  accident  an  inspection  of  this  character  was 
made  of  the  other  poles  and  none  of  them  were  found  to  be  defective  and  no 
other  accident  of  the  kind  had  ever  occurred.     It  was  held  that  since  there 
was  no  evidence  showing  that  any  other  system  of  inspection  more  practicable 
than  the  one  which  it  was  the  duty  of  the  plaintiff's  intestate  himself  to 
make  could  have  been  made,  or  that  the  company  had  any  reason  to  suppose 
that  there  was  any  defect  in  the  pole,  that  the  plaintifTs  intestate  assumed 
the  risk  of  his  employment  and  that  no  recovery  could,  therefore,  be  had 
for  the  injuries  sustained. 

As  to  employers*  liability,  as  affected  by  so-called  Employers'  Liability 
Acts,  see  Slater  and  Alger's  Employers'  Liability  Act  of  New  York. 
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Missouri;  Supreme  Court. 

L  IHJUBY    to    UNEMAN    by    break    in    CBOSS-ABM  ;    ASSUMPTION    OF   BISK. — A 

lineman  who  climbs  upon  the  cross-arm  of  a  telephone  pole  for  the  purpose 
of  repairing  the  wires  attached  thereto,  whose  duty  it  is  in  the  course 
of  his  employment  to  inspect  the  sufficiency  of  the  cross-arm  to  bear  his 
weight,  and  who  makes  no  such  inspection,  assumes  the  risk  of  his  em- 
ployment and  cannot  recover  for  injuries  received  in  falling  from  the 
pole  because  of  the  breaking  of  the  cross-arm. 
2,  Failube  to  use  safety  belt. — ^The  plaintiflf  knew  that  linemen  ordinarily 
wore  safety  belts  furnished  by  themselves,  when  working  upon  telephone 
poles,  so  as  to  prevent  a  fall  if  the  cross-arm  broke.  His  failure  to  equip 
himself  with  such  device  was  contributory  negligence. 

Appeal  by  defendant  from  an  order  setting  aside  a  nonsuit 
suffered  by  the  plaintiff.  Decided  December  17,  1901 ;  reported 
166  Mo.  370,  66  S.  W.  155. 

Action  for  $11,000  damages  for  personal  injuries  received  by  the  plaintiff 
on  September  22,  1898,  while  in  the  employ  of  the  defendant  as  a  lineman. 
Upon  a  trial  in  the  Circuit  Court  of  Buchanan  county  the  plaintiff  suffered 
a  nonsuit  with  leave,  which  that  court  afterwards  set  aside,  and  from  which 
ruling  the  defendant  appealed. 

The  petition  alleges  that  the  defendant,  as  a  part  of  its  plant,  has  a  lead 
or  line  of  wires  in  the  city  of  St.  Joseph  running  from  the  south  part  of 
Eleventh  street  to  and  through  South  Park;  that  such  wires  are  suspended 
fay  cross-arms  attached  to  poles  about  30  feet  high,  and  placed  at  intervals 
oi  about  100  feet;  that  the  cross-arms  are  made  of  wood,  about  2  1-2  inches 
wide,  about  4  inches  deep,  and  about  8  feet  long,  and  are  fastened  to  the  poles 
about  20  feet  above  the  ground ;  "  that  this  plaintiff  was  employed  by  the 
defendant  on  said  22d  day  of  September,  1898,  to  fix  and  securely  fasten  the 
wires  of  said  lead  to  the  cross-arms  above  described,  and  to  tighten  the  wires 
on  the  cross-arms  above  defendant's  where  they  sagged  down  upon  those  of 
defendant;  that  in  pursuance  of  his  duties  on  said  day  he  was  negligently 
ordered  to  get  upon  one  of  said  poles  and  cross-arms  on  said  above-described 
line  or  lead  in  Soutli  Park,  a  suburb  of  the  city  of  St.  Joseph,  as  aforesaid, 
by  defendant,  acting  through  its  foreman  and  manager  in  charge  of  this 
plaintiff  and  other  men  working  with  plaintiff  on  this  line  or  lead  on  said 
day;  that,  in  order  to  do  the  act  and  perform  the  work  required  by  de- 
fendant, plaintiff  ascended  to  the  top  of  said  pole,  and  was  compelled  to 
stand  upon  the  cross-arm  above  described  of  said  pole;  that  said  cross-arm 
of  wood  had  negligently  been  placed  upon  said  pole  in  a  rotten,  imsafe  con- 
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dition,  and  remained  there  two  yeara  or  more,  and  wai  or  had  iie0i|tdj  1 
beeD  allowed  to  become  rotten,  dangeroiu,  and  iiiii»fe,  which  waa  well  ks 
to  defendant,  or  might  have  been  diacovered  and  known  to  defendant  bj  te  ' 
exercise  of  ordinary  care  and  diligence  on  its  part,  but  waa  not  ktmn  If 
plaintiff)  that  this  plaintiff,  while  standing  upon  the  croaa-arm,  u  abm 
stated,  at  the  direction  of  defendant,  and  in  the  performance  of  hii  dntf,  m 
vio]«itl7  thrown  and  precipitated  to  the  ground  bj  reason  of  the  Hid  rotka 
cross-arm  breaking,  and  by  reason  of  the  negligence  of  defendant  u  •Ion' 
said,  thereby  crushing,  mashing,  and  breaking  this  plaintiff's  leg  at  Uw  takk* 
The  answer  admits  the  incorporation  of  the  defendant,  and  that  the  plaiitil 
was  in  its  employ  as  a  lineman  at  the  time  he  was  injured;  denies  geatnij 
the  allegations  of  the  petition;  and  pleads  affirmatively — First,  that  tkt  » 
jury  was  occaeioned  by  one  of  the  hazards  or  perils  ordinarily  inddoit  to  (k 
employment  of  a  lineman  in  the  defendant's  service;  and,  Moond,  coDtriMMT 
negligence.     The  reply  is  a  general  denial. 

The  evidence  showed  the  following  facta:  Plaintiff  was  thlr^-fcor  yma 
old  at  the  time  of  the  accident,  and  for  eight  years  prior  thereto  had  tMt 
working  as  a  lineman  for  the  Western  Union  Telegraph  Company,  the  MiMsari 
Electric  Light  Company  of  St.  Louis,  and  at  different  timea  for  the  deftadaaL 
He  was  perfectly  familiar  with  the  duties  of  a  lineman  and  of  the  riila  il- 
cident  to  that  work.  He  knew  how  to  test  a  pole  or  eroas-ann  befon  g<n| 
upon  it  to  ascertain  whether  it  was  rotten  or  sound,  safe  or  daQgenm.  Hi 
knew  that  the  life  of  a  cross-arm  or  a  pin  in  a  cross-arm  was  frooi  hi 
months  to  six,  or  even  ten,  years;  and  that  they  are  liable  to  dry  mt,  ul 
that  no  one  can  tell  how  long  one  will  last.  He  had  worked  on  thii  Mai 
line  and  upon  this  same  pole  and  cross-arm,  and  had  put  thii  tame  peg  w 
pin  in  this  same  cross-arm,  and  strung  a  wire  to  it,  during  the  samincr  i»- 
mpdiately  preceding  the  accident.  He  knew  that  the  testa  for  aKcrtaiai*! 
whether  a  cross-arm  was  sound  or  rotten  were  to  strike  it  with  a  bud  ut 
or  with  the  pliers,  or  to  dig  into  it  with  a  screw  driver,  or  to  drive  a  Km 
into  it.  He  admits  he  made  no  test  whatever  of  the  cross-arm-  He  hJ)  it 
wae  painted,  and  appeared  to  be  all  right,  but  because  it  was  painted  iti  cos- 
dition  could  only  be  ascertained  by  applying  one  of  the  test*  mentiontd.  TW 
pole  was  owned  by  the  city,  and  had  only  two  cross-amw.  The  top  OM  >■• 
short,  and  carried  the  electric  light  wires;  the  lower  one  was  m  10-pin  cms- 
arm,  about  10  or  12  feet  long,  and  was  owned  by  the  defendant,  tt  wtt 
mortixed  and  bolted  into  the  pole,  and  projected  about  S  or  fl  feet  «a  tiet 
side  of  the  pole.  It  was  made  of  pine,  and  was  3  3-4  inches  In  pcrpendinlu 
dimensions,  by  1  1-4  inches  in  width.  The  pins  or  pegs  are  made  of  cak  s 
ash,  and  are  set  in  holes  bored  through  the  croaa-arm.  The  wire  the  dcfendu 
had  on  the  polo  waa  called  the  "  police  circuit."  Several  days  befon  d 
accident  the  line  was  reported  to  be  in  bad  working  order,  and  the  ptaiati 
and  J.  W.  Gates,  another  experienced  lineman,  were  sent  ont  from  the  i 
fendant's  office,  to  run  over  the  line,  repair  It,  and  fix  it  up  so  that  it  ww 
give  better  service.     The  plaintiff  and  all  linemen  in  the  defendant's  serri 
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and  generally  in  all  similar  services,  were  required  to  supply  themselves  with 
the  necessary  tools  to  be  used  as  linemen,  which  usually  consisted  of  a  pair 
of  pliers,  a  screw  driver,  climbers,  clamps,  and  a  safety  belt.  The  safety 
1»tt  is  worn  by  all  linemen,  and  consisted  of  a  belt  or  strap  which  went  round 
the  waist  and  the  pole  and  fastened  with  ''  snaps,"  and  was  intended  to 
prevent  the  lineman  from  falling  while  at  work  on  the  pole  or  cross-arm,  and 
to  enable  him  to  work  with  both  hands.  It  is  from  3  to  6  feet  long.  Gates 
hid  all  of  the  above-mentioned  tools,  including  the  safety  belt.  The  plaintiff 
had  all  except  a  safety  belt.  The  plaintiff  and  Grates  started  to  repair  and  fix 
up  the  line.  No  foreman  or  superior  officer  went  with  them.  They  worked 
a  day  or  two  before  the  accident  tightening  wires,  and  doing  whatever  they 
foond  or  deemed  necessary  to  put  the  line  in  working  order.  Among  other 
defects  they  found  before  they  reached  the  pole  and  cross-arm  in  qustion  were 
three  or  four  cross-arms  on  other  poles  that  were  rotten  and  dangerous,  and 
these  they  took  out,  and  replaced  them  with  new  ones,  which  they  got  from  the 
supply  the  defendant  kept  on  hand  for  the  purpose.  They  also  tightened  up 
the  wires  wherever  they  sagged,  as  they  also  did  the  electric  wires  wherever 
thej  sagged  down  upon  the  telephone  wires  and  interfered  with  the  latter 
wires.  When  they  reached  the  pole  where  the  accident  happened,  about  11 
o'clock  in  the  morning,  the  plaintiff  climbed  the  pole  first,  and  got  above  the 
lower  cross-arm, — the  defendant's, — on  the  north  side  of  the  pole,  and  Gates 
climbed  up  the  south  side  of  the  pole,  and  stopped  with  his  waist  at  the 
cross-arm.  They  found  that  the  electric  wire  on  the  top  cross-arm  sagged 
down  so  as  to  come  in  contact  with  the  telephone  wire  on  the  lower  cross-arm. 
They  worked  about  an  hour  tightening  the  wires,  and  during  that  time  the 
plaintiff  stood  upon  the  defendant's  cross-arm,  but  close  up  to  the  pole. 
Gates  got  out  on  his  side  of  tlie  cross-arm,  and  tied  a  wire,  and  the  cross-arm 
bore  his  weight,  but  he  was  a  lighter  man  than  the  plaintiff,  who  was  over 
5  feet  9  inches  in  height  and  weighed  over  150  pounds.  During  the  time  they 
were  at  work,  the  peg  or  pin  to  which  defendant's  wire  on  the  north  side  of 
the  pole,  where  the  plaintiff  was  working,  broke,  because  of  the  strain  of  the 
wire  upon  it,  which  was  greater  because  the  wires  ran  from  that  pole  at  an 
angle.  The  plaintiff  noticed  the  broken  peg,  and  examined  it,  and  found  that 
it  was  rotten.  When  they  had  finished  tightening  the  wires,'  the  plaintiff  un- 
fastened the  wire  from  the  broken  peg,  and  stepped  out  on  the  cross-arm  about 
two  feet  from  the  pole  for  the  purpose  of  tying  the  wire  to  the  next  peg 
further  out  on  the  cross-arm.  When  he  did  so,  the  cross-arm  broke,  he  was 
thrown  to  the  gpround,  and  his  leg  broken.  Afterwards  it  was  discovered  that 
the  cross-arm  was  defective,  having  been  affected  with  the  dry  rot.  At  the 
close  of  the  plaintiff's  case  the  defendant  demurred  to  the  evidence.  The 
demurrer  was  sustained,  and  the  plaintiff  took  a  nonsuit,  with  leave,  which 
the  court  afterwards  set  aside,  and  the  defendant  appealed. 
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C.  A.  Mosman  and  Warner,  Dean,  McLeod  &  Holden,  for  ap- 
pellant. 

A,  H.  Harrison  and  John  Oeo.  Parkinson,  for  respcmdent 

Opinion  by  Marshall,  J. : 

It  is  not  denied  in  this  case,  for  the  law  is  too  well  settled  to 
admit  of  discussion,  that  it  is  the  duty  of  the  master  to  fnniidi 
to  the  servant  a  reasonably  safe  place  and  reasonably  safe  ap- 
pliances on  which  and  with  which  to  do  the  work  required  of  the 
servant,  and,  conversely,  it  is  equally  well  settled  that  it  is  the 
duty  of  the  servant  to  take  ordinary  care  to  learn  the  dangen 
which  are  likely  to  beset  him  in  the  service.  ...  He  mvA 
not  go  blindly  or  heedlessly  to  his  work,  when  there  is  danger.  He 
must  inform  himself.  .  .  .  The  servant  is  held,  by  his  cofr 
tract  of  hiring,  to  assume  the  risk  of  injury  from  the  ordimij 
dangers  of  the  employment — that"  is  to  say,  from  such  dangers  u 
are  known  to  him,  or  discoverable  by  the  exercise  of  ordinary  can 
on  his  part.  He  has  therefore  no  right  of  action,  in  general, 
against  his  master  for  an  injury  befalling  him  from  such  a  cause. 
His  right  to  recover  will  often  depend  upon  his  knowledge  oi 
ignorance  of  the  danger.  If  he  knew  of  it,  or  was  under  a  legal 
obligation  to  know  of  it,  it  was  part  of  his  contract,  and  he  cannot, 
in  general,  recover.  Price  v.  Railroad  Co.,  77  Mo.  508 ;  Thomaf 
V.  RoAlway  Co.,  109  Mo.  199,  18  S.  W.  980 ;  SteinhauKr  v 
Spraid,  127  Mo.  562,  28  S.  W.  620,  30  S.  W.  102,  27  L.  R  A 
441.  The  servant,  when  he  enters  the  employment  of  his  masta 
assumes  not  only  the  risks  incident  to  his  employment,  but  al 
dangers  which  are  apparent  and  obvious  as  a  result  thereof.  Th 
master  is  no  insurer  against  all  accidents  that  may  overtake  c 
befall  the  servant  in  his  employ.  Nugent  v.  Milling  Co.,  131  M' 
245,  33  S.  W.  429.  If  the  servant,  before  he  enters  the  serric 
knows,  or  if  he  afterwards  discovers,  or  if,  by  the  exercise 
ordinary  observation  or  reasonable  skill  and  diligence  in  his  < 
partment  of  service,  he  may  discover,  that  the  building,  premis 
machine,  appliance,  or  fellow  servant  in  connection  with  wh; 
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or  with  whom  he  is  to  labor  is  unsafe  or  unfit  in  any  particular, 
and  if,  notwithstanding  such  knowledge,  or  means  of  knowledge, 
be  voluntarily  enters  into  or  continues  in  the  employment  without 
objection  or  complaint,  he  is  deemed  to  assume  the  risk  of  the 
danger  thus  known  or  discoverable,  and  to  waive  any  claim  for 
damages  against  the  master  in  case  it  shall  result  in  injury  to 
him.  2  Thomp.  Neg.  1008.  In  Steinlumser  v.  Spraul,  127  Mo. 
loc  cit.  562,  28  S.  W.  626,  27  L.  R.  A.  446,  it  was  said: 

''Again,  no  principle  is  more  frequently  enunciated  or  more  often  applied 
in  the  adjudicated  cases  than  that  which  holds  that  an  employee,  in  engaging 
in  the  service  of  another,  assumes  the  rinks  incident  to  such  employment; 
and  this  is  especially  true  of  seen  dangers  and  patent  defects.  Where  ordinary 
inspection  and  carefulness  will  enable  the  employee  to  avoid  the  danger,  there 
he  will  be  required  to  use  such  inspection  and  carefulness.  *  But  it  is  held 
that,  wherever  the  employee's  means  of  information  are  equal  to  or  gpreater 
than  those  of  his  employer,  the  employer  will  not  be  liable  in  case  of  injury 
from  a  defect  of  that  sort.  But  this  is  perhaps  little  more  than  to  say  that 
the  servant,  as  well  as  the  master,  is  bound  to  ordinary  care.  For  patent 
dangers  or  defects,  the  master,  as  a  rule,  Ih  not  liable,  and  in  many  cases  it 
has  been  held  that  they  need  not  be  pointed  out,  even  to  minor  employees,  if 
the  latter  be  capable  of  discerning  them.'  Beach,  Contrib.  Neg.,  2d  ed.,  sec. 
359." 

In  Junior  v.  Power  Co.,  5  Am.  Eleetl.  Cas.  369,  127  Mo.  79, 
29  S.  W.  988,  it  was  said : 

"  The  facts  in  this  case  bring  it  within  the  familiar  principle  that  if  a 
servant,  capable  of  contracting  for  himself,  and  with  full  notice  of  the  risk 
he  may  run,  voluntarily  undertakes  a  hazardous  employment,  or  to  place 
himself  in  a  hazardous  position,  or  to  work  with  defective  tools  or  appliances, 
the  master  is  not  liable  for  injury  received  from  these  known  risks." 

The  case  of  Flood  v.  Telegraph  Co.,  4  Am.  Eleetl.  Cas.  402, 
131  N.  Y.  603,  30  N.  K  196,  is  peculiarly  opposite  to  the  case 
at  bar  in  its  essential  features.  In  that  case  the  New  York  Court 
of  Appeals,  speaking  through  Earl,  C.  J.,  said: 

"  The  plaintiff  seeks  to  enforce  liability  upon  the  defendant  for  the  death 
of  the  intestate  because  of  its  negligence  as  to  the  cross-arm  which  broke 
under  his  weight.  We  have  carefully  read  and  weighed  the  evidence  con- 
tained in  this  record,  and  are  unable  to  find  any  showing  of  culpable  negli- 
gence adequate  to  sustain  this  judgment.    The  defendant  did  not  insure  the 
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safety  of  its  employees.  It  was  bound  only  to  use  reasonable  and  ordintry 
care  to  provide  for  them  a  safe  place  to  do  their  work,  and  they  assumed 
the  ordinary  risks  of  the  employment  in  which  they  were  engaged.  The  cross- 
arms  on  telegrupli  poles,  manifestly  from  their  usual  size  and  strength,  arc 
not  intended  to  boar  tlie  whole  weight  of  any  person;  and  yet  the  evidence 
shows  that  persons  engaged  in  fixing  them,  and  placing  wires  upon  them, 
do  sometimes  rest  their  weight  upon  them.  It  must  always  be  a  buardoos 
venture  for  a  man  to  sit  on  the  outer  end  of  one  of  these  cross-arms,  engaged 
in  pounding  near  the  end  with  a  hammer.  When  the  arm  is  new  and  perfect) 
this  may  be  done  with  safety;  but  it  must  always  be  attended  with  great 
danger,  and  it  is  unnecessary,  as  the  work  can  be  done  without  resting  tbe 
whole  weight  upon  the  arm.  There  was  no  negligence  in  furnishing  and  pot- 
ting up  this  arm  originally.  It  was  of  the  material  and  of  the  siie  and 
apparent  strength  and  safety  then  in  use  by  all  telegraph  companies.  And 
so  far  as  appears,  such  arms  have  been  found  adequate  for  every  parpoie. 
For  some  time  before  the  accident  the  defendant  had  been  using  larger  and 
stronger  arms  to  carry  heavier  wires,  and  only  for  that  purpose.  There  was 
a  system  of  inspection  for  the  arms  when  purchased,  and  it  does  not  appear 
that  there  was  anything  in  the  external  appearance  of  this  arm,  when  net. 
which  indicated  any  defect  or  weakness,  or  that  there  was  any  defect  tlKrein 
discernible  by  any  ordinary  inspection.  This  arm  had  been  in  use  for  about 
six  years,  and  during  all  tliat  time  had  perfectly  answered  its  purpose.  There 
was  no  proof  showing  how  long  such  an  arm  ought  to  last  or  be  used.  Tbe 
defendant  had  a  system  of  inspection  which  appears  to  have  bem  all  that  was 
practicable.  Its  inspectors  went  along  the  line  of  telegraph  poles  and  wires, 
and  carefully  looked  at  them,  and  tried  the  poles  to  see  if  they  were  still 
strong  and  adequate.  They  were  provided  with  arms,  so  that,  if  they  dis- 
covered any  that  were  insufficient,  they  could  replace  them.  They  were  not 
expected  to  climb  up  every  pole  and  examine  the  arms  thereon.  Such  an  in- 
spection would  be  manifestly  impracticable  and  unnecessary.  The  linemen  all 
discharge  their  duties  in  the  daytime.  They  have  frequent  occasion  to  climb 
the  poles,  and  work  about  the  arms,  and  obviously  they  are  the  persons  who 
are  expected  to  see  the  condition  of  the  arms,  and,  if  they  find  them  insuf- 
ficient, to  replace  thoni,  or  to  report  the  fact.  It  is  the  obvious  duty  of  erery 
lineman,  before  going  upon  one  of  these  arms  many  feet  above  the  earth,  to 
inspect  it  for  his  own  safety." 

The  case  of  Bergin  v.  Telephone  Co,^  70  Conn.  64,  38  AtL  888, 
39  L.  R.  A.  192,  is  also  very  similar  to  tbe  case  at  bar.  In  that 
case  it  was  said: 

'*  Delaney  was  an  experienced  lineman,  acquainted  with  the  duties  and 
dangers  of  his  employment.  As  against  the  telephone  company,  his  negli- 
gent failure  to  perform  one  of  the  duties  of  his  employment  must  defeat  a 
recovery  for  an  injury  caused  by  such  failure.    The  relation  of  Delaney  to  tbe 
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electric  railroad  company  was  diiTerent.  As  he  was  not  their  employee,  he 
was  under  no  contract  duty  to  test  their  wires  or  circuit  breakers.  Under 
different  circumstances  he  might  have  assumed  that  the  electric  company  was 
performing  its  duty,  and  using  safe  and  suitable  appliances  to  prev^it  the 
escape  of  electricity  from  the  main  or  trolley  wire  to  the  guy  wires.  But 
when  the  accident  happened  he  knew,  as  an  experienced  lineman,  that  such 
was  not  the  fact,  nud  tliat  it  was  unsafe  to  act  upon  such  a  belief.  He  had 
been  expressly  warned  of  the  danger  of  a  contact  with  wires  of  this  kind.  Two 
instances  upon  this  same  work  of  damages  caused  by  the  escape  of  electricity 
to  the  telephone  wires  by  reason  of  defective  circuit  breakers  had  been  called 
to  his  attention ;  and  a  fellow  workman,  but  a  day  or  two  before  this  accident, 
pointed  out  to  him  this  particular  guy  wire  as  one  from  which  he  had  himself 
just  received  a  shock.  With  such  knowledge,  and  after  such  warning,  Delaney 
heedlessly  pulled  the  wire  which  he  was  coiling  from  the  arm  of  the  telephone 
pole  in  such  manner  that  it  would  obviously  fall,  as  it  did,  upon  the  guy  wire, 
and  when,  as  the  court  finds,  it  would  have  been  easy  for  him  to  have  thrown 
the  wire  from  the  pole  so  as  to  avoid  contact  with  the  dangerous  guy  wire. 
The  defendant  electric  railroad  company  can  be  only  liable  in  this  action  for  an 
injury  caused  by  its  negligence  to  one  who  was  himself  in  the  exercise  of 
ordinary  care.  Its  negligence  did  not  excuse  Delaney  from  exercising  such 
care  to  avoid  an  injury.  Applying  that  test  to  the  conduct  of  Delaney, 
namely,  the  care  which  a  person  of  ordinary  prudence  and  judgment  should 
have  exercised  under  similar  circumstances, — and  we  have  no  reason  to  think 
any  different  standard  was  applied, — ^the  trial  court  has  found  that  he  was 
not  in  the  exercise  of  due  care  alleged  in  the  complaint,  and  that  his  negli- 
gence essentially  contributed  to  cause  his  injury.  This  conclusion  of  the  court 
is  final." 

There  is  not  a  particle  of  evidence  in  this  record  to  sustain  the 
allegation  of  the  petition  that  the  work  was  being  done  under  the 
direction  of  defendant's  foreman,  or  of  any  superior  ofiScer.  The 
plaintiff  and  Gates  were  alone,  and  were  sent  to  repair  the  line 
and  fix  it  up.  They  were  left  free  to  adopt  what  measures  they 
saw  fit  to  accomplish  the  purpose.  Neither  is  there  any  evidence 
to  support  the  contention  of  the  plaintiff  that  his  duties  as  a  line- 
man did  not  require  him  to  examine  or  inspect  the  cross-arms  to 
see  if  they  were  safe  before  he  rested  his  weight  on  them.  On 
the  contrary,  whether  such  duties  ordinarily  attach  to  the  business 
of  a  lineman  or  not,  the  plaintiff,  in  the  performance  of  the 
work  of  repairing  and  fixing  up  the  line,  was  expected  to  and  did 
inspect  and  repair  the  whole  line, —  the  poles,  cross-arms,  and 
pins,  as  well  as  the  wires, —  and  his  testimony  shows  that  he  so 
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understood  it ;  for  he  says  that  he  and  Gates  had  disooTered  three 
or  four  cross-arms  that  were  rotten  or  dangerous,  and  had  taken 
them  out  and  replaced  them  with  new  cross-arms,  which  they  ob- 
tained from  the  stock  the  defendant  kept  on  hand  for  that  piu" 
pose.  The  plaintiff  therefore  was  not  only  acting  as  a  lineman, 
but  was  also  an  inspector  as  to  this  work.  He  was  engaged  in 
the  work  of  repairing  the  line.  It  was  his  duty  to  look  for  defects, 
and  to  remedy  them.  He  had  no  right  to  assume  that  the  de- 
fendant had  previously  and  properly  inspected  the  line,  for,  if  it 
had,  it  would  have  known  of  the  defects,  and  have  directed  the 
plaintiff  and  Gates  what  defects  existed,  and  what  they  should  re- 
pair. This  case  is  clearly  distinguishable  from  the  cases  cited 
and  relied  on  by  the  plaintiff,  in  this :  That  in  those  cases  tbe 
servant  injured  was  not  charged  with  the  duty  of  ascertaining  and 
repairing  the  defects  in  the  appliances,  but  was  using  appUances 
furnished  him  by  the  master  for  use  in  the  ordinary  course  of  his 
employment,  while  in  this  case  the  plaintiff  was  charged  with  the 
duty  and  engaged  in  the  work  of  inspecting  and  repairing  the 
master's  appliances.  The  plaintiff,  therefore,  assumed  by  his 
contract  of  employment,  all  the  risks  incident  to  the  performances 
of  the  work  upon  which  he  was  engaged.  The  accident  was 
caused  by  one  of  those  risks.  The  plaintiff  therefore  has  no  claim 
against  the  defendant. 

In  addition,  the  plaintiff  was  a  skilled  lineman  of  over  eight 
years'  experience.  He  knew  that  cross-arms  rot  in  from  six  months 
to  ten  years,  and  that  no  man  can  foretell  how  long  any  particular 
cross-arm  will  last.    He  knew  all  the  tests  —  which  were  very  sim- 
ple —  for  ascertaining  whether  a  cross-arm  was  sound  and  safe  or 
not.     Yet  he  did  not  apply  a  single  test  to  this  cross-arm  before 
putting  his  weight  upon  it.   He  knew  it  was  painted,  and  that  any 
defect  in  it  could  not  be  discovered  by  the  eye,  but  could  only  h© 
ascertained  by  one  of  the  usual  tests.     Yet  he  did  nothing  to  find 
out  its  condition  before  he  went  out  on  it.     He  knew  that  all  line- 
men wear  a  safety  belt,  which  they  furnish  themselves,  and  whidi 
the  company  did  not  furnish,  and  yet  he  had  none,  and  used  none. 
Ho  knew  the  purpose  of  a  safety  belt  was  partly  to  prevent  a  fall 
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if  the  cross-an»  broke,  and  yet  he  used  none.  He  seeks  to  excuse 
this  neglect  of  his  own  safety  by  saying  he  could  not  have  used  it 
when  he  went  out  on  the  cross-arm.  But  he  is  manifestly  mis- 
taken in  this  regard,  for  he  says  the  safety  belt  was  five  feet  long, 
and  he  only  went  out  two  feet  on  the  cross-arm.  He  was  put  to 
notice  of  the  condition  of  the  cross-arm  before  he  went  out  on  it, 
for  he  saw  that  the  pin,  which  was  made  of  oak  or  ash, —  a  hard 
wood, —  was  broken  and  rotten ;  and  he  knew  that  if  the  pin  was 
rotten  the  probability  was  that  the  cross-arm,  which  was  made  of 
pine,  a  soft  wood,  was  also  rotten.  Yet  he  took  absolutely  no  pre- 
cautions for  his  own  safety.  His  knowledge  and  means  of  know- 
ing the  condition  of  the  cross-arm  was  not  only  equal,  but  superior, 
to  the  knowledge  and  means  of  knowledge  of  its  condition  by  the 
master.  He  was  on  the  spot ;  the  master  was  in  town  in  the  office. 
Upon  this  showing  it  was  plain  that  the  risk  was  assumed  by  the 
plaintiff,  and  also  beyond  dispute  that  the  plaintiff's  own  n^li- 
genee  contributed  directly  to  the  happening  of  the  injury,  and 
that  he  is  not  entitled  to  a  judgment  against  the  defendant 
Ordinarily,  the  question  of  contributory  negligence  is  one  for  the 
jury,  but  where  the  plaintiff's  own  case  clearly  establishes  con- 
tributory negligence  there  is  no  disputed  fact  for  the  jury  to  pass 
upon,  and  the  matter  is  one  of  law.  Hudson  v.  RaUvmy  Co.,  101 
Mo.  13,  14  S.  W.  15;  Milbtirn  v.  Railroad  Co.,  86  Mo.  104; 
Schlerelh  v.  Railway  Co.,  96  Mo.  509,  10  S.  W.  66;  Stone  v. 
Hunt,  94  Mo.  475,  7  S.  W.  431;  Buesching  v.  Gaslight  Co.,  73 
Mo.  219,  39  Am.  Rep.  503;  Evans  &  Howard  Fire  Brick  Co.  v. 
St.  Louis  &  S.  F.  Ry.  Co.,  21  Mo.  App.  648 ;  Warmington  v.  Railr 
way  Co.,  46  Mo.  App.  159. 

In  Haven  v.  Railroad  Co.,  155  Mo.  216,  55  S.  W.  1035,  it  was 
held  that  this  court  will  not  reverse  the  ruling  of  a  trial  court  in 
granting  one  new  trial  unless  no  verdict  in  favor  of  the  party  at 
whose  instance  the  new  trial  was  granted  could  be  allowed  to 
stand.  Haven  v.  Railroad  Co.,  155  Mo.,  loc.  cit.  229,  55  S.  W. 
1035.     This  case  falls  within  the  exception  to  the  rule  stated. 

For  those  reasons  the  judgment  of  the  Circuit  Court  setting 
aside  the  nonsuit  is  reversed,  and  the  cause  remanded  to  that  court, 


tuining  to  the  maintenance  of  a.  telegraph  line,  was  killed 
the  ground  from  a  telegraph  pole,  caused  by  the  breaking  o 
he  had  placed  his  whole  weight  upon  it;  the  conipanj  was  i 
in  either  the  maintcnaDce  or  erection  of  the  arm.  It  was 
o£  action  arose  to  the  personal  representative  of  the  linem 
death  thus  caused;  a  lineman  assumeB  the  knonn  and  oi 
employment,  and  is  bound  to  know  that  the  cross-arm 
ia  not  intended  to  bear  a  man's  weight.  See,  also,  .V.  Y. 
Co.  V.  Bpeidier,  69  N.  J.  L.  23,  3B  All.  GQl.  In  the  ci 
I'o&tal  Telegraph  Cable  Co.,  22  B.  I.  131,  46  AU.  40D,  a  lie 
iif  the  defendant  was  injured  by  the  breaking  of  a  croas- 
wiB  working;  it  appeared  that  there  was  a  knot  in  the  c] 
obvious  upon  proper  inspection,  but  being  partly  covered 
aa  Insulator,  was  not  necessarily  discernible  by  one  whc 
employre  was  not  that  of  inspection ;  it  was  held  that  thi 
gence  and  contributory  negligence  were  properly  Bubmitte 
that  an  instruction  to  the  jury  that  the  defendant  wma 
reasonably  safe  cross-arm  waa  not  equivalent  to  aaying 
fisfety  of  the  appliance;  also  that  it  was  proper  tA  x 
rsquests  to  charge:  (1)  That  the  defendant  waa  not  li 
a  sufficient  number  of  cross-arms  from  which  workmen  coi 
employed  competent  workmen  to  inspect  crosa-amu;  (3) 
was  visible,  the  plaintiff  was  negligent  and  could  not  rec 
In  the  case  of  Clarain  v.  W.  V.  Tel.  Co.,  2  Am.  Electl.  C 
1T»,  30  So.  625,  the  plaintiff  was  employed  by  the  defe 
ani  nas  injured  tiy  the  breaking  of  a  wire  which  be  was 
to  a  cross-arm,  and  by  the  simultaneous  breaking  of  the  ei 
he  was  working.  The  court  held  that  the  company  was  1 
to  furnish  safe  appliances.  The  court  said:  "It  mnat 
the  employment  was  a  dangerous  one;  not  dangerous  in 
Hscending  the  poles  and  reaching  out  to  the  end  of  the  cn 
ing  the  wires,  but  dangerous  from  the  fact  that  the  w 
support  might  chance  to  be  defective  or  unsound.  The» 
work,  the  employee  had  a  right  to  presume  were  entirel; 
entitled  to  rest  on  this  preaumptfoB  for  bis  securi^." 
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Our  v.  Southeen  Bell  Telephone  &  Telegraph  Co. 

North  Carolina;  Supreme  Cottri, 

L  IHJXTBY  to  KMPLOTEB  by  fall  of  TELEPH02?E  POLE;  USE  OF  PBOPEB  TOOLS. — 

The  plaintifT  was  an  employee  of  the  defendant  telephone  company  and 
was  engaged  in  taking  down  a  telephone  pole.  The  telephone  pole  fell 
and  injured  the  plaintiff  because,  as  it  was  alleged,  of  a  failure  of  the 
defendant  to  furnish  proper  pikes  and  "  dead  men  "  so  called ;  such  im- 
plements were  at  a  distance  of  several  miles  from  the  place  where  the 
work  was  being  performed.  It  was  contended  by  the  defendant  that  it  was 
the  duty  of  the  plaintiff  to  have  taken  such  implements  with  him.  The 
persons  employed  in  the  work  were  under  the  supervision  of  a  foreman. 
It  was  held  that  the  failure  of  the  plaintiff  to  provide  for  himself  such 
implements  was  not  negligence  on  his  part,  but  that  it  was  the  duty  of 
the  defendant's  foreman  to  see  that  the  plaintiff  and  the  other  employees 
working  with  him  were  equipped  with  all  necessary  tools. 

Appeal  by  plaintiff  from  a  judgment  of  nonsuit.    Decided  June 
10, 1902 ;  reported  130  N.  C.  627,  41  S.  E.  880. 

Jones  &  Tillett,  for  appellant. 

MaxweU  £  Keerans,  for  appellees. 

Opinion  by  Fttkches,  C.  J. : 

This  action  is  brought  to  recover  damages  for  injuries  received 
in  taking  down  a  telephone  pole,  caused  by  the  negligence  of  the 
defendant  The  evidence  discloses  the  fact  that  one  Wood  was  the 
superintendent  of  the  defendant  in  charge  of  this  work ;  that  on  the 
morning  the  plaintiff  was  injured  he  came  up  town  to  work  on  an- 
other job,  and  Mr.  Wood  told  him :  "  You  can  drop  off  from  your 
work.  I  want  you  to  go  out  with  Purtle  on  the  long-distance  tele- 
phone line."  The  tools  and  appliances  necessary  for  such  work 
were  in  the  tool  house  of  the  defendant,  locked  up,  and  Wood  had 
the  key.  He  unlocked  the  door,  and  told  the  hands  to  put  the  tools 
in  the  wagon,  and  plaintiff  put  some  of  them  in  the  wagon.  He 
then  went  downstairs  after  some  tie  wire,  and  while  down  there 
"  they  "  called,  "  Come  on,  we  are  ready,"  and  he  hurried  down, 
got  his  "  dinner  bucket,"  got  in  the  wagon  and  off  they  went  to 
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where  the  work  was  to  be  done,  a  distance  of  about  six  miles.  Tbeie 
were  five  of  them,  and  they  were  to  work  under  Mr.  Purtle,  and 
when  they  got  to  the  place  where  the  work  was  to  be  done  Puitle 
put  them  to  work,  some  to  digging  up  the  old  poles,  and  some  to 
digging  holes  for  the  new  poles.    When  they  got  the  old  poles  readj 
to  come  down,  Purtle  said,  "  Come  on,  boys,  and  take  it  dowD." 
This  they  undertook  to  do,  but  found  they  had  neither  pikes  nor 
^'  dead  men  "  to  do  it  with,  and  they  undertook  to  take  them  down 
by  hand,  and  by  using  shovels  in  place  of  pikes.    '^  Dead  men  "  and 
pikes  are  the  usual  implements  used  in  doing  sudi  work,  and 
plaintiff  contends  that,  if  they  had  had  pikes  and  '^dead  men,''  the 
pole  would  not  have  fallen,  and  he  would  not  have  been  hurt   The 
plaintiff  contends  that  Wood  had  the  right  to  hire  and  dischaijge, 
and  though  he  thought  it  was  dangerous  to  take  down  these  poke 
without  pikes  and  "dead  men,"  he  feared  that  if  he  did  not  obqr 
the  orders  of  Purtle  he  would  be  discharged  by  Wood.    The  de- 
fendant undertakes  to  defend  itself  against  the  charge  of  negligenee 
in  not  furnishing  the  necessary  tools  and  appliances  upon  the 
ground  that  such  tools  and  appliances  were  in  the  tool  house,  and 
that  it  was  the  duty  of  the  plaintiff  to  have  gotten  them ;  that  he 
and  the  other  hands  were  told  to  go  to  the  tool  house  and  get  the 
tools.    This  does  not  seem  to  us  to  be  a  satisfactory  answer.   Purtle 
was  there,  and  he  was  the  "  boss,"  and  it  seems  to  us  it  would  have 
been  rather  officious  in  the  plaintiff,  who  had  just  been  hired  that 
morning  for  a  day's  work,  to  have  undertaken  to  supersede  Purtle 
and  boss  the  job.    We  do  not  lay  any  stress  upon  the  contention  that 
plaintiff  was  afraid  he  would  be  turned  off,  and  lose  his  job,  if  he 
did  not  obey  Purtle.     This  doctrine  has  been  carried  to  a  ver 
great  extent,  but  it  has  never  been  carried  to  the  extent  of  appljinj 
it  to  a  hand  employed  for  one  day,  so  far  as  we  are  aware,  and  w 
do  not  propose  to  carry  it  to  that  extent  in  this  case.     But  we  d 
think  it  was  the  duty  of  the  defendant  to  furnish  the  plaintiff  wii 
proper  tools  and  appliances  with  which  to  do  this  dangerous  worl 
and  that  it  was  not  the  duty  of  the  plaintiff  to  furnish  them.    Thei 
was  error  in  dismissing  the  action  as  upon  nonsuit 
New  trial. 
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ITse  of  tools  aad  appliances  by  employee. — In  the  case  of  Anderson  v. 
land  T.  d  T,  Co.,  7  Am.  Electl.  Cas.  725,  19  Wash.  575,  55  Pac.  667,  41  L. 
A.  419,  the  plaintiff,  a  lineman  in  the  employ  of  the  defendants,  while 
gaged  at  work  upon  a  pole  of  the  defendant,  came  in  contact  with  the  span 
re  belonging  to  an  electric  street  railway  company  and  received  therefrom 
I  electric  shock,  which  caused  him  to  fall  to  the  ground,  seriously  injuring 
m.  It  appeared  that  there  was  no  regular  inspector  employed  by  the  tele- 
lone  company,  and  that  it  was  the  duty  of  the  linemen  themselves  to  inspect 
e  wires.  It  was  the  custom  to  furnish  the  linemen  with  apparatus  by  which 
ey  could  test  insulators  and  determine  whether  or  not  they  were  in  a  safe 
ndltion.  It  appeared  in  this  case  that  the  plaintiff  made  no  use  of  such 
iparatus  nor  did  he  in  any  way  attempt  to  test  or  inspect  the  safety  of  the 
ires  before  working  upon  them.  It  was  held  under  such  circumstances  that 
e  plaintiff  was  not  free  from  contributory  negligence  and  that  no  recovery 
•uld  be  had  of  the  cpmpany.  The  rule  is  as  illustrated  by  this  case  and 
hers,  that  where,  "  an  employee  is  provided  with  implements  or  apparatus, 
^  the  use  of  which  he  may  be  able  to  avoid  injury  to  himself,  a  failure  on 
s  part  to  use  such  implements  or  apparatus  will  prevent  recovery  for  any 
jury  received  by  him,  which  might  have  been  averted  by  the  use  thereof." 
lyce  on  Electric  Law,  sec.  668;  see,  also,  Bcrgin  v.  Southern  New  England 
ilephone  Co.,  70  Conn.  54,  38  Atl.  888,  39  L.  R.  A.  192;  Huher  v.  La  Crosw 
4y  Ry.  Co.,  92  Wis.   636,  66  N.  W.  708,  31  L.  R.  A.  583. 
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Texas;  Court  of  Civil  Appeals. 

INJTTBT   to  electric    light    trimmer    by    breaking    of    IRON    RODS;    NEOLI- 

OENCE. — The  plaintiff  while  in  the  employ  of  the  defendant,  the  receiver 
of  an  electric  light  company,  was  injured  by  a  fall  from  an  electric  light 
pole,  caused  by  the  breaking  of  the  metal  rods  supporting  the  electric 
lamp  on  the  top  of  a  pole.  Such  rods  were  hollow  iron  tubes,  although 
there  was  nothing  to  indicate  but  that  they  were  made  of  solid  iron.  An 
examination  of  them  after  the  fall  disclosed  the  fact  that  they  were 
badly  eaten  with  rust.  Had  tlie  rods  been  solid,  as  they  appeared  to  be, 
they  would  not  have  broken,  and  the  accident  would  not  have  occurred. 
The  defendant  had  never  had  these  rods  inspected.  It  was  not  the  duty 
of  the  plaintiff  to  ascertain  the  condition  of  the  rods  by  inspection.  It 
was  held  that  the  defendant  was  guilty  of  nejjrligence. 
Duty  of  light  trimmer  to  inspect. — Although  it  is  made  the  duty  of  an 
electric  light  trimmer  to  report  defects  or  disorders  observed  by  him  and 
to  enter  the  same  in  what  is  termed  the  ''  trouble  book,"  he  is  not  thereby 
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made  an  inspector  of  appliances;  and  without  special  instmction  to  look 
for  defects  not  observable  without  the  application  of  some  test,  and  not 
being  furnished  with  tools  or  appliances  with  which  to  test  the  somidiiai 
of  electric  light  poles  and  their  appliances,  he  will  not  be  held  respooublc 
for  a  failure  to  discover  the  defect  in  the  rods  causing  his  injuries. 
3.  Admissibility  of  evidence  as  to  method  of  asceitding  folbs.— Wben 
the  defendant  introduced  testimony  as  to  the  manner  in  which  tinena 
had  customarily  ascended  the  poles,  and  where  it  appears  that  the  pliiil 
iff  had  acquired  most  of  his  experience  as  an  employee  of  the  electri 
light  company  before  becoming  an  employee  of  the  receiver,  and  it  d« 
not  appear  that  the  construction  of  the  poles  and  lamps  had  been  change 
by  the  receiver,  or  that  the  method  of  ascending  the  poles  had  been  alten 
either  by  order  of  the  receiver  or  by  custom,  it  is  not  error  to  permit 
witness  to  testify  in  behalf  of  the  plaintiff  as  to  his  manner  of  dimfaii 
such  poles  a  number  of  years  before  the  accident  while  in  the  emplo; 
of  the  company  of  which  the  defendant  is  receiver. 

Error  brought  by  defendant  from  judgment  for  plainti£  De 
eided  January  17,  1902;  reported  27  Tex.  Civ.  App.  603,  66  S 
W.  595. 

HiUcheson,  Campbell  &  Hutchesoriy  for  plaintiff  in  error. 

W.  C.  Oliver  and  Jos.  B.  &  Chas.  J.  Btvbbs,  for  defendtnt  in 
error. 

Opinion  by  Gill,  J. : 

Joseph  Tamborilla  brought  this  suit  against  Blake  Dupree,  tb 
receiver  of  the  Citizens'  Electric  Light  &  Power  Company  c 
Houston,  Tex.,  to  recover  damages  for  personal  injuries  sustainc 
by  plaintiff  by  a  fall  from  one  of  the  electric  light  poles  in  char| 
of  defendant,  while  the  plaintiff  was  engaged  thereon,  as  an  ei 
ployee  of  defendant,  in  the  discharge  of  his  duties.  The  neg 
gence  averred  against  defendant  consisted  in  permitting  the  me 
rods  which  supported  the  electric  lamp  on  top  of  the  pole,  fin 
which  plaintiff  is  alleged  to  have  fallen,  to  become  weak  and 
sufficient,  so  that,  when  plaintiff  took  hold  of  them  in  the  dischai 
of  his  duties,  they  broke  and  caused  him  to  fall.  The  defend 
pleaded  general  denial,  assumed  risk,  and  contributory  negligei 
The  cause  was  tried  before  the  judge  without  a  jury,  and  resul 
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in  a  judgment  for  plaintifF  for  $5,000.    The  receiver  has,  by  writ 
«f  error,  brought  the  cause  here  for  revision. 

Theplaintiff,whowasin  the  employ  of  the  electric  light  company 
18  **  trimmer  "  when  the  concern  was  placed  in  the  hands  of  the  re- 
ceiver, continued  his^  duties  as  an  employee  of  the  receiver,  and 
was  so  engaged  when  the  injuries  complained  of  were  sustained. 
The  Citizens'  Electric  Light  &  Power  Company  was  engaged  in  fur- 
nishing light  to  the  city  of  Houston  and  its  inhabitants  by  means 
of  electric  lamps,  some  of  which  were  placed  on  the  tops  of  tall 
poles,  as  hereinafter  described,  and  the  receiver  had  continued 
the  business.     The  duties  of  plaintiff  as  trimmer  were  to  make 
daily  visits  to  the  electric  lamps  in  the  district  assigned  to  him, 
to  insert  new  carbons,  and  to  see  that  the  lamps  were  properly  ad- 
justed for  the  night     In  order  to  reach  such  lamps  as  were  sup- 
ported on  the  tops  of  poles,  it  was  necessary  that  he  should  climb 
to  the  top  of  the  poles  by  means  of  iron  pins  driven  in  the  sides  of 
4e  poles,  about  18  inches  apart.    These  pins  constituted  steps  upon 
which  the  climber  placed  his  feet  in  ascending;  the  last  step  being 
placed  a  short  distance  from  the  top  of  the  pole,  and  the  whole 
forming  a  sort  of  ladder  designed  for  the  use  of  trimmers  and 
others  whose  duties  might  require  them  to  ascend.     Across  the  ex- 
^Teme  top  of  this  pole  was  fitted  an  iron  casting,  the  two  arms  of 
^hich  extended  at  right  angles  from  the  pole,  and  in  which  were 
fastened  the  iron  rods  or  tubes  which  supported  the  lamp  and  its 
bood.    The  rods  or  tubes  were  two  in  number,  one  running  up  from 
each  arm  of  the  casting.    Their  height  above  the  casting  was  about 
38  inches.    On  their  top  was  placed  the  hood  of  the  lamp,  and  be- 
tween them  was  hung  the  lamp  itself.    The  combined  weight  of  the 
hood  and  lamp  was  about  45  pounds.    The  rods  or  tubes  were  3-4 
indi  iron  gas  pipe,  and,  from  their  appearance  alone,  it  did  not 
appear  whether  they  were  solid  iron  rods  or  hollow  tubes.    Plain- 
tiflF  thought  they  were  solid  rods,  and  could  not  have  ascertained 
that  they  were  otherwise  by  the  exercise  of  ordinary  care  in  the 
discharge  of  his  duties  as  trimmer.    "Wliile  the  evidence  is  conflict- 
ing as  to  whether  these  tubes  were  designed  to  be  used  by  the  trim- 
mer in  reaching  and  sustaining  the  position  necessary  for  the 
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proper  trimming  and  adjustment  of  the  lamp,  the  evidence  is  suf- 
ficient to  support  the  conclusion  reached  by  the  trial  court  that  tlua 
was  one  of  their  ordinary  and  proper  uses.  At  the  time  of  th( 
accident,  plaintiff  had  been  discharging  his  duties  as  trimmer  fa 
more  than  a  year,  and  had  daily  climbed  the  pole  from  which  heul 
timately  fell  and  was  injured.  He  testified  that  he  had  each  tim 
used  the  rods  in  practically  the  same  way.  On  the  occasion  i 
question  he  climbed  to  the  top  of  the  pole,  placed  one  foot  on  tl 
last  metal  step,  and,  taking  hold  of  the  rods  or  tubes,  raised  hii 
self  to  an  upright  position,  so  that  his  body  was  opposite  the  lam] 
reached  one  arm  around  the  supporting  rods,  while  he  held  tl 
other  with  his  opposite  hand,  and  while  doing  so  both  rods  snappc 
off  near  their  connection  with  the  casting,  and  he  fell  to  the  groui 
and  was  injured  as  alleged.  The  poles  appear  to  be  about  30  it 
in  height.  The  tubes  in  question  had  been  in  use  for  several  year 
and  the  evidence  shows  that  they  are  rapidly  weakened  by  rust  i 
the  damp  climate  of  Houston.  An  examination  of  tliese  rods  ii 
mediately  after  the  fall  disclosed  the  fact  that  they  were  bad] 
eaten  with  rust ;  they  being  eaten  entirely  through  in  some  place 
and  the  entire  rod  being  reduced  to  the  thickness  of  tin  after  tl 
rust  was  knocked  off.  The  rust  adhered  to  the  rods  while  the 
were  in  position,  and  their  condition  was  not  disclosed  to  casu 
observation.  Had  the  rods  been  solid,  as  they  appeared  to  be,  th( 
would  not  have  broken ;  and,  had  they  been  sound  tubes,  the  ac( 
dent  would  not  have  occurred.  The  receiver  had  never  had  the 
rods  inspected,  and  was  guilty  of  negligence  in  failing  to  ascerta 
their  condition  and  renew  them  before  they  reached  the  dangero 
condition  in  which  they  were  found.  The  plaintiff  was  not  an  i 
spector,  and  was  not  guilty  of  negligence  in  failing  to  ascertain  t 
condition  of  the  rods,  nor  in  the  method  he  used  in  readiing  1 
position  necessary  to  enable  him  to  perform  his  task. 

All  the  assignments  of  error,  save  one,  assail  the  sufficiency 
the  evidence  to  support  the  judgment.  Defendant  contends  tl 
the  evidence  shows  that  the  metal  rods  were  designed  alone  to  8 
port  the  weight  of  the  lamp  and  hood,  were  sufficiently  strong 
that  purpose  at  the  date  of  the  accident,  were  never  intended  tc 
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used  as  a  means  of  climbing  to  the  necessary  position  or  of  sustain- 
ing any  part  of  the  weight  of  the  climber,  and  that  plaintiff  was 
guilty  of  contributory  negligence  and  assumed  the  attendant  risk 
in  so  using  them.  It  should  be  borne  in  mind  that  the  lamp  was 
at  a  considerable  and  dangerous  height  from  the  ground ;  that  the 
trimming  of  the  lamp  required  the  use  of  both  hands.  The  position 
necessarily  assumed  in  performing  this  task  placed  practically  the 
entire  body  higher  than  the  top  of  the  pole  and  the  metal  casting  or 
cross-arm,  thus  leaving  nothing  by  which  the  operator  could  steady 
or  support  himself,  save  the  rod  supporting  the  lamp 
and  hood.  The  consensus  of  the  testimony  shows  that 
even  the  most  careful  and  prudent  and  experienced  trim- 
mers, and  those  who  knew  the  rods  were  not  solid  iron,  placed 
some  weight  on  these  upright  supports  while  adjusting  the  carbons ; 
and  this  is  true  in  the  very  nature  of  things.  The  defendant  must 
have  known  from  the  character  of  the  structure  that  the  rods  would 
be  used  by  trimmers  in  reaching  and  maintaining  their  perilous 
position.  The  weight  of  the  pendent  lamp  and  hood  was  about  45 
pounds,  and  plaintiff  ought  not  to  be  held  to  the  unreasonable  pre- 
sumption that  the  rods  had  barely  sufficient  strength  to  support  the 
lamp  and  hood,  and  no  excess  of  strength  to  answer  the  uses  which 
their  appearance  invited.  He  was  never  told  not  to  use  thenou 
Never  advised  that  they  were  not  solid,  and  their  size  (which  was 
greater  than  the  metal  foot  rests)  and  their  apparent  solidity,  in- 
stead of  warning  him  not  to  use  them,  invited  him  to  rely  on  them 
in  gaining  and  maintaining  a  position  where  some  support  other 
than  his  feet  and  knees  was  so  obviously  necessary.  But  defendant 
contends  that,  even  if  it  be  conceded  it  was  proper  to  use  them  to 
steady  the  body,  plaintiff  was  negligent  in  using  them  to  pull  up  or 
raise  his  weight  by,  and  that  in  so  doing,  and  in  standing  on  the 
top  step,  instead  of  the  step  next  to  the  top  he  voluntarily  and 
recklessly  did  an  unnecessary  and  improper  thing,  which  alone 
caused  his  injury.  According  to  plaintiff's  testimony,  they  did  not 
break  while  he  was  raising  himself  to  the  proper  position,  but 
when  he  put  his  arm  around  to  reach  the  lamp.  Plaintiff  did  not 
place  his  entire  weight  on  the  rods,  but  expressly  stated  that  nearly 
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all  his  weight  was  on  his  foot  which  he  had  placed  on  the  step.  He 
and  the  witness  Riley  stated  this  to  be  the  usual  and  proper  way. 
Other  witnesses,  while  claiming  that  the  safer  way  is  to  stand  on 
the  next  to  the  last  step,  and  put  the  leg  through  and  over  the  crotdi 
of  the  casting,  admit  that  it  is  an  awkward  thing  to  do ;  and  nearly 
all  the  witnesses  concede  that  the  trimmer  is  left  to  his  own  judg- 
ment as  to  the  safest  and  best  way,  and  that  they  do  not  all  use  the 
same  method.  They  all  concede  that  the  use  of  both  hands  is  neces- 
sary in  adjusting  the  carbon,  and  that,  even  when  standing  on  the 
last  step  but  one,  with  one  leg  through  the  crotch,  or  thrown  aroond 
the  post  over  the  top  step,  as  shown  in  one  of  the  protographs,  the 
body  is  utterly  without  lateral  support,  unless  the  rods  are  used 
for  the  purpose.  As  to  the  safest  and  best  way  to  do  the  work, 
there  is  a  substantial  conflict  in  the  evidence ;  but,  even  if  this  were 
not  true,  the  plaintiff  is  not  held  to  the  adoption  of  the  safest 
method.  He  is  held  only  to  the  exercise  of  ordinary  care  for  his 
safety  in  the  light  of  the  facts  which  he  knew,  or  must  be  held  to 
have  known.  It  seems  to  us  that  no  reasonable  man  would  expect 
that  what  appeared  to  be  solid  iron  rods,  three-fourths  of  an  inch 
in  diameter,  would  snap  off  like  brittle  wood,  without  a  warning 
bend,  or  time  to  catch  a  more  substantial  support.  His  daily  po- 
sition on  the  pole  was  one  of  peril,  at  best ;  and  he  had  the  right  to 
presume,  in  the  absence  of  knowledge  to  the  contrary,  that  his  mas- 
ter had  made  and  maintained  the  supports  on  which  he  might  rely 
for  safety  in  a  reasonably  safe  condition.  It  will  not  do  to  say  hs 
evidently  put  more  weight  on  the  rods  than  he  usually  did.  In  do- 
ing his  work,  which  it  was  his  duty  to  do  with  reasonable  dispatch^ 
the  law  did  not  require  that  he  should,  at  his  peril,  measure  to  a 
fraction  the  amount  of  weight  he  might  with  safety  impose  upon 
the  rods.  It  was  the  master's  duty  to  construct  against  the  use  to 
which  he  might  reasonably  expect  they  would  be  subjected.  On  the 
whole  case,  we  think  it  fairly  appears,  as  foimd  by  the  trial  court, 
that  the  act  of  plaintiff  in  using  the  rods  as  he  did  was  reasonable 
and  natural,  and  such  as  the  master,  in  the  light  of  all  the  circum- 
stances, ought  to  have  foreseen  and  provided  against.     Whether, 
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inder  any  circumstances,  it  was  proper  for  the  trimmer  to  use  the 
op  step  as  plaintiflF  did,  has  been  determined  by  the  trial  court,  on 
»mpetent  evidence,  adversely  to  the  contention  of  defendant,  and 
^e  do  not  feel  authorized  to  disturb  the  finding. 

It  is  further  contended  by  defendant  that  plaintiff  was  an  in- 
3ector, — so  made  by  the  receiver, — and  that  this  is  shown  by  the 
indisputed  evidence.  It  true,  plaintiff's  duties  required  him  to 
ascend  the  pole  daily,  and  he  was  required  to  report  by  entries  in 
what  was  termed  the  "  Trouble  Book  "  any  defect  or  disorder  he 
jaw  on  the  lines ;  but  it  also  appears  that  he  was  not  instructed  to 
look  for  defects  not  observable  without  the  application  of  some  test, 
and  he  was  furnished  no  tools  or  appliances  with  which  to  test  the 
soundness  of  the  poles,  or  the  extent  to  which  rust  had  damaged 
the  iron  rods.  He  reported  from  time  to  time  such  defects  as  he 
saw,  but  the  evidence  is  sufiicient  to  support  the  conclusion  that 
be  was  in  no  sense  made  an  inspector  of  the  appliances,  the  defects 
in  which  caused  the  accident.  Nor  can  he  be  held,  under  the  facts, 
to  have  known  that  the  receiver  had  not  adopted  some  system  of 
inspection  whereby  he  could  have  been  advised  from  time  to  time 
3f  the  condition  of  the  various  fixtures  on  which  the  safety  of  the 
employees  depended.  We  do  not  deem  it  necessary  to  discuss  and 
distinguish  from  this  case  the  authorities  cited  on  this  point  by  ap- 
pellant. We  think,  under  a  fair  construction,  they  are  inapplicable 
to  this  case.  The  principles  of  law  which  control  the  case  are 
familiar  and  well  settled,  and  it  would  serve  no  useful  purpose  to 
discuss  them,  or  to  cite  authority  in  their  support. 

By  the  seventh  assignment  of  error,  defendant  complains  of  the 
action  of  the  court  in  permitting  the  witness  Ballinger  to  testify 
as  to  his  manner  of  climbing  the  poles  in  1894  and  1895,  while  in 
the  employ  of  the  company  of  which  the  defendant  is  receiver.  The 
objection  was  hot  overruled  when  made,  but,  as  the  trial  was  before 
the  court,  it  was  admitted  subject  to  objection.  If  error,  it  was  not 
harmful,  and  the  assignment  might  be  overruled  upon  this  ground. 
But  in  hearing  this  evidence  the  court  did  no  more  than  hear  the 
witness  Ballinger  testify  to  matters  about  which  others  had  been 
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permitted  to  testify  without  objection,  and  to  which  defendant  bd 
addressed  much  testimony ;  that  is,  tlie  manner  in  which  various 
linemen  had  ascended  the  poles.  It  was  shown  that  plaintiff  him- 
self had  acquired  most  of  his  experience  as  an  employee  of  the  li^t 
company  before  becoming  an  employee  of  the  receiver,  and  it  does 
not  appear  that  the  construction  of  the  poles  and  lamps  had  been 
changed  by  the  receiver,  or  that  the  method  of  ascending  the  poles 
had  been  altered  either  by  order  of  the  receiver  or  by  custom.  The 
main  force  of  the  objection  goes  rather  to  the  weight  than  to  the 
admissibility  of  the  evidence.  The  case  is  plainly  one  of  fact,  and 
we  are  clear  that  it  is  not  such  as  would  autliorize  us  to  interfere  on 
the  ground  that  the  evidence  is  insufficient,  or  that  the  judgment  is 
manifestly  against  the  truth  of  the  case. 

Much  of  defendant's  brief  is  addressed  to  matters  affecting  the 
weight  of  the  evidence  and  the  credibility  of  various  vritnesses,— 
plaintiff  among  the  number.  We  have  not  deemed  it  necessary  to 
follow  the  brief  and  discuss  at  length  the  force  of  the  testimony. 
We  have  thought  it  sufficient  to  state  our  conclusions  vrith  sndi 
elaboration  and  explanation  as  are  necessary  to  a  clear  understand- 
ing of  the  nature  of  the  case. 

The  judgment  is  affirmed.    Affirmed. 

Injury  to  electric  lamp  trimmer  by  iragon  eatchlas  ^  elcetrk 
wire*. — In  the  case  of  Campbell  v.  Wood,  22  N.  Y.  App.  DiT.  599,  4S  N.  T 
Supp.  46,  a  lamp  trimmer  employed  by  an  electric  light  company,  brought  ai 
action  to  recover  damages  for  personal  injuries  resulting  from  the  alleged 
negligence  of  the  driver  for  an  express  company;  it  appeared  that,  after  th 
lamp  trimmer  had  lowered  an  electric  lamp  in  order  to  clean  it,  so  that  tin 
wires  connected  with  it  were  only  about  six  feet  above  a  public  street,  he  mw 
while  standing  in  the  street,  three  wagons  approaching  him  in  a  sing^  ik 
that  he  told  the  drivers  when  at  a  distance  of  about  fifty  feet  to  look  oat  fo 
the  wires,  and  then  turned  to  his  lamp  again ;  that  two  of  the  drivers  did  a 
directed,  but  that  the  top  of  the  third  wagon,  an  express  wagon,  whose  drite 
did  not  hear  the  warning,  caught  the  wire,  dragged  the  plaintiff,  whose  hiB 
became  entangled  under  the  lamp  globe,  against  the  wagon,  while  the  bon 
proceeded  at  a  rapid  rate,  until  the  wire  broke.  It  was  held  that  no  nc^ 
gence  was  shown  upon  the  part  of  the  driver  of  the  express  wagon ;  and  till 
the  plaintiff  was  shown  to  have  been  guilty  of  contributory  negligenee. 
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Vermont;  Supreme  Court, 

1.  INJXTBT  TO  UNEMAN  BT  FALL  OF  POLE;   DUTY  OF  INSPECTION;    ASSXTMPTION 

OF  RISK. — ^The  plaintiff  was  injured  by  the  fall  of  an  electric  light  pole 
upon  which  he  was  at  work.  The  pole  was  badly  decayed,  although  there 
was  nothing  in  its  appearance  to  indicate  that  it  was  unsafe.  Its  con- 
dition could  have  been  ascertained  by  digging  a  few  inches  below  the 
surface  of  the  ground.  No  inspection  of  the  pole  was  made  by  the  plaint- 
iff. Under  such  facts  the  defendant  was  not  guilty  of  negligence.  The 
plaintiff  himself  was  guilty  of  negligence  in  failing  to  ascertain  the  con- 
dition of  the  pole  before  climbing  it.  In  ascending  a  pole  without  proper 
inspection  a  lineman  assumes  the  risk  of  danger.  The  fact  that  the 
defendant  might  have  had  knowledge  of  its  unsafe  condition  would  not  re- 
lieve ibe  plaintiff  of  his  duty  of  inspection. 

Exceptions  by  defendant  from  judgment  for  plaintiff.  Decided 
January  28,  1901 ;  reported  73  Vt  35,  60  Atl.  554. 

John  W.  Oordon  and  Richard  A.  Hoar,  for  plaintiff. 

Senier  &  Ooddard  and  H.  A.  Huse,  for  defendant. 

Opinion  by  Munson,  J. : 

The  plaintiff  was  injured  by  the  fall  of  an  electric  light  pole,  kt 
the  top  of  which  he  was  working.  There  was  nothing  in  the  ap- 
pearance of  the  pole  as  it  stood  to  indicate  that  it  was  unsafe.  Its 
decayed  condition  could  easily  have  been  ascertained  by  digging  a 
few  inches  below  the  surface.  The  plaintiff  had  been  at  work  for 
the  defendant  but  a  few  weeks,  and  knew  nothing  of  the  history  of 
this  pole.  It  was  being  stripped  by  direction  of  the  superintend- 
ent of  the  line.  The  company  had  decided  upon  a  change  of  plan 
which  rendered  the  maintenance  of  a  pole  at  that  point  unneces- 
sary, and  the  plaintiff  understood  that  the  pole  was  to  be  taken 
down  for  that  reason.  The  company  had  before  this  decided  to 
reset  it  that  fall  because  of  its  unsound  condition.  This  fact  was 
not  communicated  to  the  plaintiff  nor  to  the  person  with  whom  he 
was  working.    The  plaintiff  had  had  some  previous  experience  as  a 
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lineman,  and  entered  the  defendant's  service  with  an  understand- 
ing that  climbing  was  to  be  a  part  of  his  work.    He  knew  that  poles 
became  decayed  below  the  surface  after  a  time,  that  of  poles  of  the 
same  variety  some  became  decayed  sooner  than  others,  and  that 
some  test  was  necessary  to  ascertain  this  condition.     He  made  no 
examination  of  the  pole  which  caused  his  injury.     The  pole  in 
question  was  one  of  two  which  stood  on  opposite  sides  of  the  street 
supporting  the  span  wire  from  which  the  li^t  was  suspended 
There  was  one  guy  wire  running  from  near  the  top  of  the  pole,  in 
a  direction  opposite  to  that  of  the  span  wire,  to  a  house,  where  it 
was  fastened  to  a  stone  wall.    The  plainti£P  had  just  detached  and 
lowered  the  end  of  the  span  wire,  and  was  changing  his  position 
to  cut  the  guy  vnre,  when  the  pole  fell.     The  pole,  as  set  in  the 
ground,  if  it  had  been  sound,  would  have  held  the  plaintiff  r^ard- 
less  of  the  wires.    The  connection  of  this  pole  with  the  other  could 
have  been  broken  as  well  by  going  up  the  other  pole  and  detaching 
the  span  wire  at  the  end.    There  were  so  many  wires  attached  to 
that  pole  that  it  could  not  have  fallen.    Nothing  appears  as  to  a 
safer  method  of  disposing  of  the  guy  wire  than  may  be  inferred 
from  the  facts  regarding  its  fastening  as  above  stated.    It  appears 
that  some  poles  in  a  line  will  begin  to  decay  by  the  second  year; 
that  two  or  three  years  later  they  should  be  examined  to  ascertain 
their  condition ;  that  some  will  be  found  to  require  resetting  or 
extra  guying  within  a  short  time  after ;  that  defendant's  line  was 
set  in  1888,  and  that  the  work  of  resetting  it  was  commenced  in 
1894 ;  that,  owing  to  the  impracticability  of  doing  this  work  in  the 
winter,  it  is  the  practice  to  reset  in  the  fall  all  poles  not  considered 
safe  to  remain  until  another  season ;  that  this  was  one  of  the  origi- 
nal poles,  and  that  a  few  months  before  the  accident  the  superin- 
tendent examined  it,  and  found  it  somewhat  decayed,  and  that  later 
it  was  designated  as  one  of  the  poles  to  be  reset  that  fall,  as  before 
stated. 

The  plaintiff  testified  that  he  was  employed  for  the  company  by 
one  Snow;  that  he  worked  with  Snow  and  under  his  direction  and 
never  received  instructions  from  any  one  else ;  that  he  was  working 
under  Snow's  immediate  direction  at  the  time  of  the  accident,  and 
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that  Snow  told  him  to  climb  the  pole.  The  case  does  not  show 
what  plaintifiTs  counsel  claimed  from  this  in  argument  or  by  way 
of  request  Defendant's  counsel  requested  an  instruction  upon  the 
doctrine  of  fellow  servant,  but  the  court  made  no  reference  to  the 
subject  in  its  charge,  and  the  defendant  now  claims  that  the  omis- 
sion was  error.  The  claim  is  not  sustainable.  It  cannot  be  said  to 
appear  from  the  case  as  presented  that  the  plaintiff  stood  upon  any 
ground  that  entitled  the  defendant  to  a  compliance  with  its  re- 
quest. 

The  defendant  moved  that  a  verdict  be  directed  in  its  favor, 
claiming  that  the  uncontradicted  testimony  of  the  plaintiff  and  all 
the  evidence  in  the  case  showed  that  the  defendant  was  not  guilty 
of  negligence,  but  that  there  was  negligence  on  the  part  of  the 
plaintiff,  and  basing  the  motion  upon  grounds  which  raise  the  ques- 
tion whether  the  duty  of  inspecting  the  pole  rested  upon  the  de- 
fendant or  the  plaintiff.  The  plaintiff  assumes  that  it  was  the 
duty  of  the  defendant  to  ascertain  the  condition  of  the  pole  before 
requiring  him  to  climb  it,  and  that  when  he  was  put  to  work  upon 
it  without  caution  he  had  a  right  to  assume  that  it  was  safe.  The 
defendant  contends  that  the  inspection  of  the  pole  was  a  part  of 
the  plaintiff's  duty  as  a  lineman,  and  that,  if  he  saw  fit  to  climb  it 
without  an  examination,  he  took  the  entire  risk.  It  is  impossible 
to  say  Aat  it  is  the  duty  of  the  company  to  furnish  the  lineman  a 
safe  pole  upon  which  to  work.  The  nature  of  his  employment  in- 
volves the  necessity  of  working  upon  poles  in  various  stages  of 
decay.  He  contracts  with  reference  to  this  necessity,  and  must  be 
held  to  assume  the  risks  involved  in  it.  The  point  of  danger  is  a 
few  inches  below  the  surface,  and  the  condition  of  the  pole  can  be 
ascertained  only  by  an  examination  at  that  point.  The  examina- 
tion is  not  to  determine  whether  the  designated  work  shall  proceed 
or  not,  but  to  determine  in  what  manner  it  shall  proceed.  It  is 
auxiliary  to  the  lineman's  principal  work,  can  be  conveniently 
made  in  connection  with  it,  and  requires  no  separate  training.  It 
is  difficult  to  conceive  of  any  preliminary  work  that  would  be  more 
clearly  in  the  line  of  the  servant's  duty.  It  could  hardly  be  re- 
quired that  a  company  sending  out  a  gang  of  men  to  repair  its  line 
should  send  other  men  before  them  to  inspect  the  poles,  and  deter- 
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mine  which  could  safely  be  climbed  without  the  taking  of  prectu- 
tions.    Mclsaac  v.  lAghtvng  Co.,  172  Mass.  89,  51  N.  E.  524,  fO 
Am.  St.  Eep.  244.     But  it  is  said  that  the  defendant  had  oon- 
denmed  this  pole  for  an  ascertained  unsoundness,  and  that  its 
failure  to  communicate  this  fact  will  enable  the  plaintiff  to  le- 
cover.    We  see  no  ground  upon  which  this  view  can  be  sustainei 
In  fact,  the  knowledge  and  action  of  the  defendant  were  not  sodi 
as  the  argument  assumes.     The  company  had  condemned  the  pok 
as  unfit  to  remain  beyond  that  season,  but  not  as  unfit  to  use 
through  the  season,  nor  as  unsafe  to  climb  at  the  time  plaintiff  wis 
sent  to  strip  it     The  company's  standard  of  condemnation  wis 
with  reference  to  a  variety  of  considerations  which  might  reqaiie 
the  condemnation  of  poles  entirely  safe  for  climbing.     We  hife 
not  the  means  of  determining  just  what  that  standard  was,  nor  how 
nearly  it  coincided  with  the  standard  of  safety  as  r^ards  the 
handling  of  the  pole.    The  ascertainment  that  the  pole  was  ^^  some- 
what decayed,"  a  few  months  before  the  climbing,  did  not  chaige 
the  defendant  with  knowledge  of  the  lineman's  danger.    The  decay 
would  be  of  uncertain  progress,  and  the  fact  of  its  existence  pointed 
only  to  the  necessity  of  certain  precautions  which  it  was  the  line- 
man's duty  to  take  irrespective  of  any  warning.    The  actual  condi- 
tion of  the  pole  at  the  time  and  for  the  purpose  of  the  lineman's 
work  remained  an  open  question,  to  be  determined  by  the  usual  in- 
spection.    This  preliminary  examination  affords  the  basis  for  an 
exercise  of  the  lineman's  judgment.     There  are  various  methods 
and  appliances  by  means  of  which  a  pole  is  stripped  and  lowered, 
and  the  lineman  selects  from  these  according  as  he  judges  the  need 
to  be.    The  defendant's  silence  gave  the  plaintiff  no  right  to  assume 
that  the  pole  was  safe  for  climbing,  but,  on  the  other  hand,  the  de- 
fendant had  a  right  to  assume  that  in  the  absence  of  information, 
the  plaintiff  would  take  the  usual  precautions.    Upon  this  holding 
there  was  no  evidence  of  negligence  on  the  part  of  the  defendant, 
and  a  verdict  should  have  been  directed  in  its  favor. 

[Omitting  portions  of  opinion  relative  to  evidence  as  to  employ- 
ment of  physicians  and  nurses.] 

Judgment  reversed,  and  cause  remanded. 


Defective  Poles  and  Ceoss-akms  791 


Sias  V.  Consolidated  Lighting  Company. 


See  Kellog  v.  Denver  Consolidated  Tramvoo/y  Co.,  ante,  p.  749,  and  extended 
note  to  the  ease  of  Tanner  v.  "Sew  York,  N.  H.  d  H.  R.  Co.,  ante,  p.  766. 

iBjiiry  by  fall  of  decayed  pole;  duty  of  inspeotloii. — The  case  of 
Western  Union  Telegraph  Co,  v.  Tracy,  114  Fed.  282,  vfus  an  action  by  a  line- 
man against  the  telegraph  company  to  recover  for  an  injury  sustained  by 
reaaon  of  the  breaking  of  a  pole  upon  which  he  was  working,  which  was 
decayed  below  the  surface  of  the  ground;  the  evidence  was  conflicting  as  to 
nHiether  under  the  custom  and  practice  of  doing  such  work  it  was  the  duty 
of  the  lineman  to  determine  for  himself  the  safety  of  the  poles,  or  whether 
it  was  the  practice  and  business  of  the  foreman  to  inspect  the  poles  to  de- 
termine their  safety  and  that  the  lineman  relied  on  the  foreman's  inspection. 
The  court  submitted  this  question  of  fact  to  the  jury,  and  upon  a  verdict  in 
fmYOT  of  the  plaintiff  it  was  held  that  it  must  be  accepted  as  established  that 
the  plaintiff  was  not  under  the  alleged  duty,  and  also  that  he  was  not  guilty 
of  any  contributory  negligence  and  was  free  from  fault.  The  Circuit  Court 
of  Appeals  sustained  the  holding  of  the  district  court,  and,  in  so  doing,  said: 

^  That  the  case  was  not  one  which  the  court  would  have  been  warranted  in 
taking  from  the  jury,  unless  upon  the  groimd  either  that  inspection  of  the 
pole  was  not  a  part  of  the  foreman's  duty,  or  (if  it  was)  that  the  defendant 
was  not  responsible  for  the  foreman's  failure  to  discharge  that  duty,  is  too 
clear  for  argument,  and  that  these  subjects  were  dealt  with  in  a  manner  as 
favorable  to  the  defendant  as  was  at  all  possible  we  are  entirely  satisfied. 
It  is  not  necessary  to  decide  whether,  by  reason  of  the  company's  legal  obli- 
gation to  exercise  ordinary  care  to  provide  a  reasonably  safe  place  and 
appliances  for  its  employees,  it  was  not  unconditionally  boimd  to  look  to  the 
safe^  of  the  pole  upon  which  the  plaintiff  was  required  to  work;  for  it  was 
not  ruled  that  the  defendant's  responsibility  was  conclusively  fixed  by  this 
general  rule  of  law,  but  that  it  depended  upon  whether,  as  matter  of  fact,  the 
costom  in  doing  such  work  was  for  the  foreman  to  inspect  the  poles,  or  for 
the  linemen  themselves  to  inspect  them.  Upon  this  question  the  testimony 
was  conflicting,  and  it  was  submitted  to  the  jury  with  the  statement  that  '  if, 
according  to  the  custom  and  practice  in  this  kind  of  work,  the  duty  of  in- 
specting the  poles  is  upon  the  lineman,  and  not  upon  the  foreman,  it  would 
follow  that  the  company  here  would  not  be  responsible  for  this  disaster.'  In 
our  opinion,  the  court,  in  thus  holding  that  the  company  was  but  provisionally 
responsible,  and  in  leaving  it  to  the  jury  to  find  whether  the  practice  was 
such  as  to  make  it  absolutely  so,  went  quite  as  far  as  could  be  justified  in 
restriction  of  the  defendant's  liability." 

Upon  the  remaining  point  the  law  is  well  settled.  The  duty  of  inspection, 
if  not  that  of  the  linemen, —  and  the  jury  has  found  that  it  was  not, — ^was 
the  positive  duty  of  the  company  itself,  and  it  was  responsible  for  its  non- 
performance, notwithstanding  the  fact  that  it  had  engaged  another,  however 
competent,  to  perform  it.  Hugh  v.  Railway  Co.,  100  U.  S.  213,  25  L.  Ed.  612; 
Railroad  Co.  v.  Peterson,  162  U.  S.  346,  16  Sup.  Ct.  843,  40  L.  Ed.  994.' 
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Brady  v.  WEaTESN  Union 
Untied  states;  Cinmit  Court  of  A 

IHJUBT  TO  UNEUATl  BY  BEINO  STBCCK   WI 
FELLOW    8EKVANT. TIlG   plaiottff   W&S   &   I 

fendant  and  while  engaged  in  faBteniii 
sutatora  on  a  telegraph  pole  bj  means  i 
was  drawn  tight  by  one  of  the  plaintiff's 
broke  looae  and  struck  the  plaintiff  in  tb 
tempted  to  be  proved  that  the  fellow  se: 
his  incompetency  was  known  to  the  def 
sencc  of  poeitive  proof  as  to  whether  it  ' 
pet«nt  servant  which  caused  the  injur 


In  error  to  the  Circuit  Court  of  the 
ern  District  of  Michigan.  Decided  T 
113  Fed.  909. 

Statement  by  Wantt,  District  Judi 

The  evidence  in  this  case  showed  that  thi 
the  defendant  as  one  of  four  linemen,  who 
wire  from  the  ground  and  fasten  it  by  mea: 
sulators  on  the  poles  at  a  height  of  from  30 
when  the  main  wire  was  in  position  it  was 
a  "  jackman,"  to  tighten  it  on  receiving  the 
when  they  were  ready.  The  manner  of  givi 
man  farthest  from  the  jackman  to  signal  the 
in  turn  passed  the  signal,  when  he  was  rea 
when  be  was  prepared,  signaled  the  linem& 
whom  the  jackman  received  the  signal,  whit 
men  were  ready  to  have  the  wire  tightened, 
ened  it.  The  evidence  tended  to  show  that 
for  his  position  on  account  of  having  been 
intoxicating  liquors  for  many  years,  and  oi 
tightening  the  wirea  on  a  number  of  occasion 
signals  from  the  lineman  on  the  poles;  and 
thority  to  hire  and  diseharge  the  jackman, 
plaintiff  on  the  morning  of  Januafy  25.  11 
second  pole  from  the  jackman,  and  before  h 
given  any  signal,  and  while  reaching  for  bis 
throwing  into  hia  face  the  tie  wire,  one  end 


Defective  Poles  and  Cboss-abms  793 

Brady  v.  Western  Union  Telegraph  Co. 

it  out,  to  recover  damages  for  which  injury  this  action  was  begun.  On  the 
eonclusion  of  the  plaintiff's  evidence  the  trial  judge  directed  a  verdict  for  the 
defendant,  and  to  review  the  judgment  on  that  verdict  the  case  is  brought 
here  on  writ  of  error. 

Edward  McNamara  (Harrison  Oeer  and  David  E.  Heineman, 
of  counsel),  for  plaintiff  in  error. 

C.  A.  Kent,  for  defendant  in  error. 

Opinion  by  Wanty^  District  Judge : 

It  is  settled  law  in  the  Federal  courts  tHat  the  master  owes  the 
duty  of  using  proper  diligence  in  the  employment  of  competent 
men  to  perform  the  duties  for  which  they  are  engaged,  and  that  he 
cannot  escape  this  responsibility  by  delegating  his  duty  to  an  agent 
who  is  a  fellow  servant  of  the  injured  employee;  and  after  the 
employment  of  the  servant  it  is  the  duty  of  the  master  to  keep  him- 
self advised  as  to  his  fitness,  so  that  an  incompetent  person  may  not 
continue  in  the  service  to  endanger  the  lives  and  limbs  of  his  fellow 
servants.  Railroad  Co.  v.  Henihome,  19  C.  C.  A.  623,  73  Fed. 
634,  and  the  large  number  of  cases  cited  in  that  opinion  by  Judge 
Taft.  The  evidence  in  this  case,  however,  does  not  show  that  the 
negligence  of  this  jackman  caused  the  injury.  The  plaintiff  testi- 
fied that  he  had  given  no  signal  before  the  wire  was  pulled  by  the 
jackman.  But  it  appears  that  the  jackman  should  receive  the  sig- 
nal from  the  lineman  nearest  to  him,  who  occupied  the  pole  be- 
tween the  plaintiff  and  the  jackman.  There  is  no  evidence  showing 
tkat  the  lineman  next  to  the  jackman  had  not  transmitted  the  sig- 
nal, although  the  evidence  is  clear  that  he  had  not  received  the 
signal  from  the  plaintiff.  Tt  is  possible  that  the  jackman  did  not 
receive  this  signal,  but  it  was  necessary  to  show  that  he  did  not  be- 
fore the  plaintiff  could  recover.  If  he  did  receive  the  signal,  it 
was  his  duty  to  tighten  the  wire,  as  he  did,  and  the  defendant 
could  not  be  charged  with  negligence.  It  is  not  sufficient  to  show 
that  an  accident  has  occurred,  and  that  it  may  have  been  caused 
by  the  negligence  of  an  incompetent  servant,  for  whose  employment 
and  retention  in  his  service  the  master  is  liable,  but  the  fact  must 
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be  shown.  In  this  case  the  court  would  not  have  been  justified  in 
allowing  the  jury  to  infer  the  absence  of  a  signal  when  it  could 
have  been  shown  by  positive  proof  if  the  signal  had  not  been  pven. 
In  Patton  v.  Railway  Co.,  179  U.  S.  668-663,  21  Sup.  Ct,  275, 
277,  45  L.  Ed.  361,  the  court  says: 

"  The  fact  of  accident  carries  with  it  no  presumption  of  negligence  on  the 
part  of  the  employer,  and  it  is  an  affirmative  fact  for  the  injured  emplojee  to 
establish  that  the  employer  has  been  guilty  of  negligence.    BaUtcay  Co.  «. 
Barrett,  166  U.  S.  617,  17  Sup.  Ct.  707,  41  L.  Ed.  1186.     ...    It  is  not 
sufficient  for  the  employee  to  show  that  the  employer  may  have  been  gniltj 
of  negligence, — ^the  evidence  must  point  to  the  fact  that  he  was.     And  where 
the  testimony  leaves  the  matter  uncertain,  and  shows  that  any  one  of  half 
a  dozen  things  may  have  brought  about  the  injury,  for  some  of  which  ths 
employer  is  responsible,  and  for  some  of  which  he  is  not,  ft  is  not  for  the 
jury  to  guess  between  these  half  a  dozen  causes,  and  find  that  the  ne^- 
gence  of  the  employer   was  the  real  cause,  when  there  is  no  satisfactory 
foundation  in  the  testimony  for  that  conclusion.    If  the  employee  is  nnaUe 
to  adduce  sufficient  evidence  to  show  negligence  on  the  part  of  the  employer, 
it  is  only  one  of  the  many  cases  in  which  the  plaintiff  fails  in  his  testimony, 
and  no  more  sympathy  for  the  imfortunate  victim  of  an  accident  justifies  any 
departure  from  settled  rules  of  proof  resting  upon  all  plaintiffs." 

In  the  absence  of  proof  of  the  tightening  of  this  wire  before  re- 
ceiving the  proper  signal,  which  was  a  necessary  fact,  the  court 
would  not  have  been  justified  in  submitting  the  case  to  the  jury, 
and  it  is  not  necessary  to  notice  the  other  questions  discussed  by 
counsel  at  the  hearing. 

The  judgment  is  affirmed. 
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Economy  Light  &  Power  Co.  v.  Sheridan. 

Illinois;  Supreme  Court. 

!•  IVJXJBT  TO  UNBMAN  OF  TELEPHONE  COMPANY  BT  CONTACT  WITH  DEFECTIVELY 
nfSULATED    ELECTRIC    LIGHT    WIRE;     PRESUMPTION    OF    NEGLIGENCE. — The 

plaintifiTs  intestate  was  a  lineman  in  the  employ  of  a  telephone  company, 
land  while  engaged  in  his  duties  as  such  upon  one  of  the  poles  of  the 
telephone  company  received  a  shock  of  electricity,  fell  from  the  pole  and 
was  instantly  killed.  It  appeared  that  the  decedent  was  standing  on  the 
cro88-arm  of  the  pole  upon  which  an  electric  light  wire  was  strung,  hold- 
ing in  his  hands  a  telephone  suspension  wire  which  hung  to  the  ground; 
the  shoes  of  the  decedent  were  wet.  Tlie  electric  light  wire  was  defec- 
tively insulated  and  was  charged  with  an  electric  current  of  about  1,100 
volts  pressure;  while  in  this  position  the  decedent  was  heard  to  scream 
as  if  in  great  pain  and  he  fell  from  the  pole  to  the  ground.  There  was 
no  direct  proof  that  he  came  in  contact  with  the  electric  wire.  It  was 
held  that  the  facts  and  circumstances  were  sulhcient  to  justify  an  in- 
ference that  a  contact  with  the  electric  wire  was  the  cause  of  his  death, 
and  that  it  was,  therefore,  proper  to  submit  the  case  to  the  jury. 
2.  Htfothetical  question. — ^The  facts  and  circumstances  being  suffi- 
cient to  justify  an  inference  that  the  electric  light  wire  was  defectively 
insulated  and  that  the  decedent  came  to  his  death  by  contact  therewith, 
a  hypothetical  question  assuming  such  facts  was  properly  allowed. 

Appeal  by  defendant  from  a  judgment  of  the  Appellate  Court 
affirming  a  judgment  for  the  plaintiff.  Decided  December  16, 
1902 ;  reported  200  111.  439,  65  N.  E.  1070. 

Gamsey  &  Knox,  for  appellant. 

Donahoe  &  McNawghton,  for  appellee. 

Opinion  by  Booos,  J. : 

The  appellate  court  for  the  second  district  affirmed  the  judg- 
ment entered  in  the  Circuit  Court  of  Will  county  in  favor  of  the 
appellee  administrator  against  the  appellant  company  in  the  sum 
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of  $3,000,  and  the  appellant  company  has  brought  the  cause  her 
by  a  further  appeal. 

But  two  questions  of  law  arise:  First,  whether  the  court  erre 
in  overruling  the  motion  entered  by  the  appellant  company  at  tl 
close  of  all  evidence  to  direct  the  jury  to  return  a  peremptoi 
verdict  in  its  favor ;  and,  second,  whether  the  court  erred  in  we 
ruling  the  objections  of  appellant  company  to  a  hypothetical  qw 
tion  propounded  by  counsel  for  the  appellee.  These  questions  i 
quire  brief  reference  to  the  facts  of  the  case. 

The  action  was  case,  under  the  statute,  to  recover  the  damag 

occasioned  by  the  death  of  Martin  Sheridan,  appellee's  intestal 

to  his  mother  and  brothers  and  sisters.     On  the  20th  day  of  li 

vember,  1899,  Martin  Sheridan  was  in  the  employ  of  the  Chiaii 

Telephone  Company  as  a  lineman.    The  appellant  company,  wi 

the  consent  of  the  Chicago  Telephone  Company,  had  strung  a 

tain  of  its  electric  light  wires  on  cross-arms  attached  to  the  pol 

of  the  telephone  company.     Said  deceased  ascended  one  of  su 

poles  for  the  purpose  of  adjusting  a  suspension  wire  thereon  abo 

the  cross-arm  of  the  appellant  company.     He  fell  from  then 

to  the  ground,  and  was  instantly  killed.     The  theory  of  the  a 

pellee  administrator  was  that  the  deceased,  while  holding  the  si 

pension  wire,  which  came  down  to  the  ground,  came  in  contJ 

with  the  electric  light  wire  of  the  appellant  company;  that  t 

electric  light  wire  was  charged  ^vith  an  electric  current  of  frc 

1,000  to  1,100  volts  power,  and  was  imperfectly  insulated 

wholly  iminsulated  at  the  point  of  contact,  and  that  the  deceaa 

received  a  current  of  electricity  which  caused  him  to  fall  in 

the  pole  to  the  ground ;  and  that  he  was  thereby  instantly  killi 

The  ground  of  the  motion  for  a  peremptory  verdict  was  tl 

there  was  no  evidence  "(1)  that  the  wires  of  the  defendant  at  t 

point  on  the  pole  where  they  were  connected  with  the  pin  w( 

not  insulated ;  or  (2)  that  the  decedent  came  in  contact  \vith  tb 

wires;  or  (3)  that  he  had  hold  of  the  suspension  cable  at  tl 

time." 

It  was  proven  that  the  shoes  of  the  deceased  were  wet ;  that 
was  standing  upon  the  cross-arm  on  which  the  electric  light  w 
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^as  strung,  and  that  he  held  in  his  hand  the  suspension  wire  of 
;he  telephone  company,  which  hung  down  to  the  ground;  that 
:he  electric  light  wire  passed  around  a  pin  in  the  cross-arm  six  or 
jight  inches  from  the  pole,  and  that  the  deceased  man's  foot  was 
resting  on  the  cross-arm,  between  the  pin  and  the  pole ;  that  there 
B^as  no  insulator  on  the  pin;  and  there  was  testimony  that  the 
jlectric  light  wire  was  an  old  wire,  which  had  been  taken  down 
ind  put  up  at  various  times,  and  was  "  ragged  in  various  places 
dong  it;  in  some  places  there  was  insulation  on  the  wire,  and 
in  other  places  there  was  not ;"  that  the  wire  was  bare  of  insulation 
on  each  side  of  the  cross-arm,  and  that  it  was  charged  with  an 
electric  current  of  about  1,100  volts  pressure;  that  while  in  this 
position  the  deceased  was  heard  to  scream  as  if  in  great  pain ;  that 
"  his  eyes  were  turned  up  in  his  head ;"  that  his  features  were  con- 
vulsed and  contorted  as  if  in  pain  and  great  suffering;  and  that 
lie  fell  from  the  pole  to  the  ground.  There  was  no  direct  proof 
that  the  deceased  came  in  contact  with  the  electric  light  wire,  and 
that  he  received  an  electrical  shock  which  threw  him  from  the 
pole  to  the  ground ;  but,  from  the  facts  and  circumstances  proven, 
it  might  fairly  and  reasonably  be  inferred  that  such  was  the  cause 
of  his  death.  That  such  was  the  fact  was  susceptible  of  being 
proven  by  circumstantial  as  well  as  by  direct  testimony. 

The  objection  to  the  hypothetical  question  was  that  it  assumed 
there  was  proof  the  deceased  came  in  contact  with  the  electric 
light  wire,  and  that  such  wire,  at  the  cross-arm,  was  bare,  and  the 
insulation  worn  off.  As  we  have  seen  the  facts  so  assumed  in  the 
hypothetical  question  were  within  the  scope  or  range  of  the  evi- 
dence. For  the  purpose  of  framing  the  hypothetical  question, 
these  assumptions  of  facts  were  sufficiently  proven  by  the  proof 
of  facts  and  circumstances  so  associated  with  the  facts  assumed 
as  to  render  the  existence  of  the  assumed  facts  reasonable  and 
probable.  1  Greenl.  Ev.  sec.  13 ;  Railway  Co,  v.  Fishinan,  169  111. 
196,  48  N.  E.  447 ;  8  Enc.  of  PI.  &  Prac.  757.  The  hypothetical 
question  left  the  jury  entirely  free  to  determine  for  themselves 
the  truth  or  falsity  of  the  facts  assumed  for  the  purpose  of  fram- 
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ing  the  question,  and  the  court  did  not  err  in  permitting  it  to  be 
propounded. 

There  is  no  error  in  the  record,  and  tiie  judgment  is  affinnei 
Judgment  affirmed. 

Injuries  to  Employees  of  One  Company  Caused  by  Defectivdy 

Insulated  Wires  of  Another  Company. 

1.  Failure  to  use  ordinary  care  in  stringing  wires  to  a^oid  contieU 

2.  Duty  as  to  insulation  of  wires. 

3.  Degree  of  care  to  protect  linemen  of  other  companies. 

4.  Maintenance  of  guard  wires. 

5.  Contract  relieving  company  of  liability. 

6.  Joinder  of  parties. 


1.  Failvre  to  use  ordinary  oare  im  strinaiims  wir—  to  avoli  •§» 
taot. — It  is  the  duty  of  an  electric  company  to  use  due  care  in  the  stringing  o 
its  electric  wires  of  dangerous  voltage  across  and  along  the  streets  of  t  dtj 
regardful  of  the  existence  of  other  wires,  of  the  possibility  of  contact  thai 
with,  of  the  generation  of  high  tension  from  its  wires,  and  mindful  that  nd 
other  wires  from  time  to  time  might  require  the  attention  of  linemcB  ai 
other  workmen  in  the  matters  of  repair,  readjustment,  clearance,  insuli 
tion  and  restoration  to  their  normal  functions.  If  wires  are  strung  so  as  b 
sagging  or  other  natural  and  ordinary  causes,  to  come  in  contact  with  th 
wires  of  other  companies,  the  companies  stringing  such  wires  may  be  foim 
guilty  of  negligence.  Paine  v.  Elec.  III.  d  P,  Co,,  7  Am  Electl.  Cas.  651,  6 
App.  Div.  477,  72  N.  Y.  Supp.  279;  Dwyer  r.  Buffalo  General  Elec,  Co,,  7  An 
Electl.  Cas.  456,  20  App.  Div.  124,  46  N.  Y.  Supp.  874;  Witleder  v.  Cititm 
Elec,  III,  Co.,  7  Am.  Electl.  Cas.  581,  62  N.  Y.  Supp.  297;  Clarke  v.  Sum 
Elec.  R,  R.  Co.,  6  Am.  Electl.  Cas.  234,  9  App.  Div.  51,  41  N.  Y.  Supp.  71 
In  regard  to  the  protection  of  the  traveling  public,  it  has  been  held  that  vha 
a  line  of  telephone  wires  carrying  normally  a  harmless  current  is  croiK 
beneath  by  a  line  of  wires  carrying  normally  a  deadly  current,  and  its  po 
sible  contact  with  the  line  carrying  such  deadly  current  could  be  prevatc 
by  the  use  of  guard  wires,  the  company  may  be  held  guilty  of  negligence  f< 
its  failure  to  furnish  such  guard  wires.  Rowe  v,  N,  J,  Telephone  Co.,  7  Ai 
Electl.  Cas.  626,  66  N.  J.  L.  19,  48  Atl.  523. 

2.  Duty  as  to  insulation  of  wiros. — Each  of  several  electrical  comptBl 
which  by  agreement  keep  a  common  pole  to  support  their  wires,  owes  the  dv 
to  take  all  reasonable  precautions  to  prevent  injury  to  the  servants  of  ti 
of  the  others,  who  may  be  sent  there  in  pursuance  of  the  conMuon  right;  ai 
this  duty  is  not  so  circumscribed  that  it  ceases  to  exist  if  a  servant  of  o 
company  happens  to  rest  hand  or  foot  upon  a  cross-arm  belonging  to  aaoU 
company,  or  to  touch  its  wires.  The  fact  that  a  wire  is  insulated  at  aU 
evidence  that  the  company  maintaining  it  is  aware  that  a  person  oomiag  o] 
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the  pole  may  come  in  contact  with  it,  and  of  the  dangers  of  such  contact. 
The  fact  that  a  wire  appears  to  be  insulated  is  calculated  to  inspire  reliance 
upon  its  safety.  The  company  is,  therefore,  chargeable  with  a  high  d^ree 
of  care  to  see  to  it  that  the  insulation  is  not  defective.  Newark  Elec.  L.  d 
P.  Co.  V.  Garden,  6  Am.  Electl.  Cas.  276,  78  Fed.  74,  23  C.  C.  A.  649;  see,  also, 
MeAdam  v.  Central  Ry.  d  Elect.  Co.,  6  Am.  Electl.  Cas.  348,  67  Cbnn.  446, 
35  Atl.  341 ;  Lincoln  8t.  Ry.  Co.  v.  Cow,  6  Am.  Electl.  Cas.  362,  48  Neb.  807, 
«7  N.  W.  740. 

In  the  case  of  W.  U.  Tel.  Co.  v.  MeMiUlen,  6  Am.  Electl.  Cas.  338,  68  N.  J. 
L.  156,  33  Atl.  384,  a  judgment  for  the  plaintiff  was  sustained  where  it 
appeared  that  the  plaintiff,  a  lineman  of  the  defendant,  was  injured  by  a 
shock  received  by  him  in  the  ordinary  course  of  his  employment;  it  also  ap- 
peared that  the  ordinary  telegraph  current  was  insufficient  to  injure  persons 
handling  the  wires;  that  electric  light  wires  were  attached  to  the  telegraph 
poles,  so  near  the  one  where  the  plaintiff  was  injured  that  they  resulted 
m  making  the  telegraph  wires  dangerous,  of  which  the  plaintiff  had  no  notice. 

8.  Des^ee  of  oare  to  protect  linemen  of  other  companies. — ^It  is 
the  dnty  of  an  electric  light  company  whose  wires  are  maintained  near  tele- 
phone wires  to  know  that  linemen  of  the  telephone  company  must,  in  the 
oonne  of  their  duties,  come  into  close  proximity  with  the  electric  light  wires. 
It  is  the  duty  of  a  company  maintaining  and  using  in  its  wires  a  deadly  cur- 
rent of  electricity,  to  furnish  perfect  protection  at  those  points  where  people 
are  liable  to  come  in  contact  with  the  wires.  "  The  highest  degree  of  care  and 
skill  usually  exercised  by  prudent  persons  engaged  in  the  same  or  similar 
buBiness,"  is  not  enough.  Overall  v.  Louisville  Elect.  Co.,  7  Am.  Electl.  Cas. 
521,  21  Ky.  L.  Rep.  886,  54  S.  W.  1102;  Schweitzer  v.  Citizens*  Oen.  Elect. 
Co.,  7  Am.  Electl.  Cas.  571,  21  Ky.  L.  Rep.  608,  52  S.  W.  830. 

4.  Maintenance  of  8:nard  iriree. — ^Although  the  absence  of  g^ard  wires 
may  be  an  element  of  negligence,  yet  it  cannot  be  said,  as  a  matter  of  law,  that 
either  or  both  of  two  companies  maintaining  different  lines  of  wire  in  the 
same  street  are  bound,  in  the  absence  of  negligence  to  maintain  guard  wires 
for  the  purpose  of  preventing  the  harmless  wires  of  the  one  from  coming  in 
contact  with  the  dangerous  wires  of  the  other.  Keasbey  on  Electric  Wires, 
sec.  269.  See  note  by  Mr.  Keasbey  to  New  York  d  N.  J.  Teleph.  Co.  v.  Bennett, 
7  Am.  Electl.  Cas.  643,  547,  and  cases  therein  cited. 

6.  Contract  relievins  coi^pany  of  liability. — Where  a  telephone  com- 
pany maintained  its  wires  on  the  poles  of  an  electric  street  railway  company, 
mider  a  contract  by  which  it  agreed  to  assume  all  risks  of  injuries  to  its 
employees,  and  an  employee  of  the  telephone  company,  while  voluntarily  re- 
pairing a  wire  of  the  railway  company,  received  a  shock  and  consequent  in- 
juries, it  was  held  that  there  was  no  cause  of  action  against  the  railway 
company.  Bias  v.  Lowell,  L.  d  H.  8t.  Ry.  Co.,  179  Mass.  343,  7  Am.  Electl. 
Cas.  639,  60  N.  E.  974. 

6.  Joinder  of  parties. — In  the  case  of  Western  Union  Teleg.  Co.  v. 
Oriffiih,  7  Am.  Electl.  Cas.  602,  111  Ga.  555,  36  S.  E.  859,  it  was  sought  to  re- 
cover damages  for  injuries  alleged  to  be  due  to  the  circimistance  that  tele- 
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graph  wires  were  so  maintained  relatively  to  electric  light  and  electric  street 
railway  wires  that  heavy  currents  of  electricity  were  liable  to  be  coovejed 
to  the  telegraph  wires  and  thence  to  the  ground;  and  it  was  held  that  aU 
the  companies  maintaining  the  wires  were  properly  joined  as  defendants.  See, 
also,  Roioe  v,  N.  J.  Teleph,  Co,,  7  Am.  Electl.  Cas.  626,  66  N.  J.  Law,  19, 
48  Atl.  523. 


KnowItTon  V.  Des  Moines  Edison  Light  Co. 

louxi;  Supreme  Court. 

1.   INJUBT   TO   UNEMAN    OF  TELEPHONE  COMPANY    BT   CONTACT  WITH  ELKRIO 

wiBE;  DEGREE  OF  CARE. — The  plaintiff's  intestate  was  a  lineman  in  the 
employ  of  a  telephone  company  and  while  walking  along  the  groood 
stretching  a  telephone  wire  which  was  attached  to  one  telephone  pole 
preparatory  to  connecting  it  with  another  telephone  pole,  the  wire  ctme 
in  contact  with  an  electric  light  wire  cliarged  with  a  current  of  2,500 
voltage,  and  he  received  a  fatal  shock.     The  electric  light  system  was 
not  yet  in  full  operation  at  the  time.     When  the  decedent  and  his  co- 
employees  began  the  replacing  of  the  telephone  wire  just  prior  to  the 
accident  the  electric  light  current  was  not  on;  but  at  some  time  during 
the  prosecution  of  the  work  the  current  was  turned  on  by  the  employees 
of  the  electric  light  company  for  the  purpose  of  testing  the  circuit.    The 
defendant  company  was  held  negligent;  it  was  the  duty  of  the  defendant 
in  the  exercise  of  reasonable  care  to  use  a  high  degree  of  diligence  and 
foresight  in  the  construction  and  maintenance  of  its  lines  in  a  safe  con- 
dition. 

2.  Use  of  pbopeb  insulating  material. — It  is  proper  to  submit  to  the  jurj 
the  question  as  to  whether  or  not  a  sufficient  and  proper  insulating 
material  is  used  to  prevent  the  escape  of  the  electric  current. 

8.  Ordinance  requiring  use  of  "  waterproof  "  insulation. — Where  a  dty 
ordinance  requires  the  wires  of  electric  lighting  companies  to  be  covered 
with  "  waterproof  "  insulation  which,  if  used,  would  probably  have  pre- 
vented the  passing  of  the  current  from  the  light  wire  to  the  telephone 
wire,  and  it  appeared  that  the  defendant  had  used  what  is  called  "  weather- 
proof ''  insulation,  it  is  proper  for  the  court  to  instruct  the  jury  that  if 
insulation  used  by  it  was  not  "  water-proof,"  as  required  by  such  ordi- 
nance, and  was  not  as  effectual  in  preventing  the  passage  of  the  current 
to  a  wire  in  contact  therewith,  that  the  defendant  was  negligent. 

4.  Exercise  of  due  care  by  decedent. — The  burden  of  proving  freedom  from 
contributory  negligence  does  not  require  direct  affirmative  proof  of  any 
particular  acts  of  care  on  the  part  of  the  person  injured.     Evidence  of 
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the  facts  and  circumstances  connected  with  and  surrounding  the  injury 
may  be  such  as  to  justify  the  inference  of  due  care.  If  the  decedent 
believed  that  the  defendant  had  properly  performed  its  duty  as  to  cover- 
ing its  wires  with  *'  water-proof  "  insulation,  which  might  have  prevented 
the  injury,  he  cannot  be  charged  with  contributory  negligence  for  omitting 
precautions  which  he  might  have  taken  to  avoid  the  danger,  and  for  per- 
mitting the  wire  which  he  was  handling  to  come  in  contact  with  the  de- 
fendant's electric  light  wire. 
5.  Current  in  electric  uoht  wire  in  day  time. — If  the  decedent,  as  a 
reasonable  man,  was  justified  in  believing  that  no  current  would  pass 
through  the  defendant's  electric  light  wire  while  he  was  at  work  about  it, 
then  he  was  not  required  in  the  exercise  of  reasonable  care  to  take  pre- 
cautions against  such  current.  It  is  proper  for  the  court  to  call  the 
attention  of  the  jury  to  the  evidence  as  to  the  probability  or  possibility 
of  a  day  current  being  turned  through  an  electric  light  wire  as  one  of 
the  circumstances  to  be  taken  into  account  in  determining  whether  the 
decedent  exercised  due  care. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided 
June  3,  1902;  reported  117  Iowa,  451,  90  N.  W.  818. 

Connor  £  Weaver,  for  appellant. 

Clark  £  McLaughlin,  for  appellee. 

Opinion  by  McLain,  J.: 

In  November,  1899,  the  deceased  was  in  the  employ  of  the 
Mutual  Telephone  Company  as  lineman,  and  was  sent  with  an- 
other lineman,  under  the  direction  of  a  foreman,  to  repair  the 
wires  of  the  telephone  company  at  a  place  where  the  telephone 
wires  of  his  company  and  of  another  telephone  company  were 
supported  on  poles,  which  also  furnished  support  to  a  lighting 
circuit  of  the  defendant  company,  as  well  as  to  the  cross  wires 
supporting  the  trolley  wire  of  a  street  car  company.  By  ordinance 
of  the  city,  this  common  use  of  the  poles  was  authorized,  and  it 
is  immaterial,  therefore,  that  the  poles  did  not  belong  to  the  de- 
fendant, their  right  to  the  use  thereof  being  unquestioned.  The 
accident  causing  the  death  of  the  deceased  happened  in  the  fore- 
noon, and  it  appears  without  question  that,  the  night  before,  de- 
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ceased  and  other  linemen  of  the  Mutual  Telephone  Company  had 
visited  this  place  and  discovered  some  "  trouble ''  with  the  com- 
pany's line,  due  to  the  escape  of  electricity  from  defendant's  wipe 
to  a  tree  near  which  the  telephone  wires  were  also  stretched.  At 
that  time  the  telephone  wires  were  cut  out  between  the  poles  oa 
either  side  of  the  tree,  and  when  deceased  and  his  fellow  workmoi 
came  back  to  this  place  on  the  morning  of  the  accident  they  first 
cut  away  the  portion  of  the  tree  which  interfered  with  the  wires, 
and  then  proceeded  to  replace  the  telephone  wires  which  had  been 
cut  out  the  night  before.  For  this  purpose  Dean,  a  fellow  line- 
man of  deceased,  climbed  the  telephone  pole,  to  which  a  wire  from 
the  central  station  was  still  attached,  and  connected  therewith  one 
end  of  a  wire  which  had  been  cut  out  the  night  before,  while  de- 
ceased, on  the  ground,  proceeded  to  straighten  out  the  wire  and 
stretch  it  to  the  next  pole,  for  the  purpose  of  attaching  to  it  enough 
more  wire  to  make  the  connection  with  the  remainder  of  the  line. 
The  supports  for  the  telephone  wire  which  was  being  stretched 
were  higher  on  the  pole  than  the  support  of  the  defendant's  electric 
lighting  wire,  and  while  deceased  was  stretching  out  the  telephone 
wire  from  its  point  of  connection  on  the  pole  where  it  had  been 
attached,  walking  along  the  ground  towards  the  next  pole,  the 
telephone  wire  crossed  and  came  in  contact  with  defendant's  elec- 
tric lighting  wire,  and  deceased  received  a  fatal  shock  of  electricity 
passing  from  the  electric  lighting  wire  through  the  telephone  wire, 
and  through  his  body  to  the  ground.  Deceased  was  handling  the 
telephone  wire  without  rubber  gloves,  and  without  taking  any  pre- 
cautions to  prevent  the  grounding  of  the  electric  lighting  current 
through  his  body.  With  regard  to  the  current  in  the  electric  light- 
ing wire,  it  appears  that  it  had  been  turned  on  the  night  before 
when  the  telephone  wire  was  cut  out,  for  at  that  time  the  electric 
lights  were  burning,  although  the  line,  which  had  recently  been 
constructed,  was  not  yet  in  full  operation ;  but  at  the  time  when 
deceased  and  his  co-employees  commenced  to  replace  the  telephone 
wire,  just  before  the  accident,  the  electric  lighting  current  was 
not  on,  for  the  lamps  were  not  burning ;  but  at  some  time  during 
the  prosecution  of  the  work  of  replacing  the  telephone  line  at  this 
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place  the  electric  lighting  current  was  turned  on  by  the  employeeQ 
of  defendant  for  the  purpose  of  testing  the  circuit,  and  the  escape 
of  electricity  from  defendant's  wire  to  the  telephone  wire  caused 
the  death  of  deceased. 

Several  allegations  of  negligence  were  made  in  the  plaintiff's 
petition,  one  of  them  being  the  act  of  defendant's  employees  in 
taming  on  a  current  in  the  electric  lighting  wire  in  the  daytime, 
when  deceased  would  have  no  reason  to  expect  that  there  would  be 
a  current  in  such  wire,  and  without  taking  any  precaution  to  ascer- 
tain whether  any  one  was  working  along  the  line  of  the  circuit,  or 
to  warn  persons  so  working  that  the  current  was  being  so  turned 
on.  But  the  trial  court  directed  the  jury  not  to  consider  as  negli- 
gence this  action  on  the  part  of  defendant's  employees,  and  sub- 
mitted the  case  on  the  theory  that  defendant  had  the  right  to 
transmit  an  electrical  current  through  its  wires  in  the  daytime 
when  such  current  was  not  necessary  for  electric  lighting  pur- 
poses, without  ascertaining  whether  the  transmission  of  such  cur- 
rent would  in  itself  be  dangerous  to  persons  not  in  its  employ 
working  along  the  line,  and  we  must  determine  this  appeal  on 
that  theory  of  the  case.  The  allegations  of  negligence  on  the 
part  of  defendant  which  were  submitted  to  the  jury  were  in  es- 
tablishing and  maintaining  electric  lighting  wires  without  proper 
and  sufficient  insulation,  in  view  of  their  proximity  to  wires  of 
other  companies,  and  the  character  of  the  current  said  wires  were 
intended  to  convey,  and  also  in  failing  to  keep  its  wires  thoroughly 
and  properly  covered  with  "  waterproof  "  insulated  material,  and 
**  insulated  with  the  best  water  insulation,"  as  required  by  or- 
dinance of  the  city.  Aside  from  any  provision  in  the  city  ordi- 
nance, it  was  the  duty  of  defendant  to  use  reasonable  care  to  pre- 
vent the  escape  of  electricity  from  its  lines  in  such  way  as  to  cause 
injury  to  persons  who  might  lawfully  be  within  the  reach  of  the 
danger  incident  to  the  escape  of  electricity  from  such  lines;  and 
in  view  of  the  highly  dangerous  character  of  an  electrical  current 
of  such  power  as  to  operate  arc  lights,  which  was  in  this  case 
shown  to  be  of  about  2,500  voltage,  the  exercise  of  reasonable  care 
on  the  part  of  defendant  involved  the  use  of  a  high  degree  of 
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diligence  and  foresight  in  the  construction  and  maintenance  of  its 
lines  in  a  safe  condition.    Electrical  Co.  v.  Siinpson,  5  Am.  ElectL 
Cas.  278,  21  Colo.  371,  41  Pac.  499,  31  L.  R.  A.  566;  Perham  r. 
Electric  Co.,  7  Am.  Electl.  Cas,  487,  3^  Or.  451,  53  Pac.  14,  24, 
40  L.  E.  A.  7d9,  72  Am.  St.  Eep.  730.    In  some  cases  the  duty 
of  electric  lighting  and  power  companies  to  prevent  the  escape  of 
dangerous  currents  of  electricity  is  likened  to  that  of  the  keeper 
of  a  ferocious  animal.    See  Railroad  Co.  v.  Conery,  6  Am.  ElectL 
Cas.  217,  61  Ark.  381,  33  S.  W.  426,  31  L.  R.  A.  670,  64  Am. 
St.  Rep.  262 ;  Keasbey,  Electric  Wires,  sees.  239,  249.     But  it 
is  certainly  not  the  rule  of  law  applicable  to  such  cases  that  the 
company  is  absolutely  liable  for  any  injury  done  by  escaping  elec- 
tricity.    Such  a  company  is  engaged  in  conferring  a  public  bene- 
fit, and,  although  it  is  by  the  nature  of  its  business  bound  to  exe^ 
cise  great  care,  yet  the  care  required  is,  after  all,  only  that  reason- 
ably consistent  with  the  performance  of  its  functions.     It  should 
along  the  highway  and  in  proximity  to  places  where  persons  may 
rightfully  go,  insulate  its  wires,  or  by  putting  tliem  out  of  the 
way  avoid  danger  to  persons  who  without  negligence  might  othe^ 
wise  be  injured  by  casually  coming  in  contact  with  tiiem.     Cle- 
menis  v.  Light  Co.,  4  Am.  Electl.  Cas.  381,  44  La.  Ann.  692,  11 
South.  61,  16  L.  R  A,  43,  32  Am.  St.  Rep.  348;  Oriffin  v.  Light 
Co.,  6  Am.  Electl.  Cas.  262,  164  Mass.  492,  41  N.  E.  676,  32 
L.  R.  A.  400,  49  Am.  St.  Rep.  477.    And  when  the  lighting  wire 
is  supported  on  poles  which  support  other  electrical  wires,  which 
must  be  attended  to  by  linemen  of  other  companies,  the  company 
operating  the  lighting  wire  is  bound  to  know  that  there  is  danger 
of  such  linemen  coming  in  contact  with  the  lighting  wire  and 
being  injured  thereby,  if  it  is  not  properly  insulated,  and  it  will 
be  negligent  if  it  fails  to  use  proper  precautions  against  injury 
to  such  linemen  of  other  companies.     Illingsworth  v.  Light  Co., 
6  Am.  Electl.  Cas.  312,  161  Mass.  583,  37  N.  K  778,  25  L.  R 
A.  552 ;   Power  Co.  v.  Masons  Admr,  39  U.  S.  App.  416,  23  C. 
C.  A.  649,  78  Fed.  74.    But  the  duty  to  insulate  for  the  protection 
of  persons  who  may  come  in  contact  with  the  wires  does  not  ex- 
ist as  to  parts  of  the  line  where  no  one  could  reasonably  be  ex- 
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pected  to  come  in  contact  with  the  wire.  Hector  v.  lAght  Co.,  7 
Am.  Electl.  Cas.  568,  174  Mass.  212,  54  K  E.  539,  75  Am.  St. 
Rep.  300. 

In  cases  we  have  referred  to,  the  complaint  has  been  as  to  failure 
to  cover  joints  with  insulating  material,  or  to  keep  the  insulation 
oompleteandperfectat  points  where  persons  would  be  likely  to  come 
in  contact  with  the  wires.  There  is  no  particular  conflict  in  the 
authorities  as  to  the  duty  of  electric  light  companies  in  this 
respect,  but  the  controversy  in  this  case  relates  to  a  matter  of  a 
somewhat  different  character.  It  is  contended  that  the  method 
of  insulation,  that  is,  the  kind  of  covering  put  on  the  wire  used 
by  defendant  on  its  line,  was  not  suflBcient,  and  that  by  reason 
of  its  insufficiency  the  electrical  current  passed  from  the  lifting 
wire  to  the  telephone  wire  so  as  to  cause  the  death  of  deceased, 
whereas  it  would  not  have  done  so  had  a  different  kind  of  insula- 
tion been  used.  The  court  did  not  instruct  the  jury  directly  on 
the  theory  that  it  was  the  duty  of  the  defendant  to  use  an  in- 
sulating material  that  would  absolutely  prevent  the  escape  of  the 
current  under  such  circumstances,  but  left  it  to  the  jury  to  say 
whether,  in  the  use  of  such  wire  as  was  used,  the  defendant  exer- 
cised reasonable  care,  and  of  this  defendant  has  no  cause  to  com- 
plain. 

But  it  further  appears  that  at  the  time  of  the  accident  the 
ordinances  of  Des  Moines  required  that  the  wires  of  electrical 
lifting  companies  should  be  covered  with  "  water-proof "  in- 
sulation, and  there  was  some  evidence  to  the  effect  that  such  a 
covering  consists  largely  of  rubber,  and  would  probably  have  pre- 
vented the  passing  of  the  current  in  this  case  from  the  lighting 
wire  to  the  telephone  wire,  while  the  evidence  shows  lliat  defend- 
ant's wires  were  in  fact  provided  with  what  is  called  "  weather- 
proof "  insulation,  not  composed  to  any  extent  of  rubber,  but  con- 
sisting of  a  kind  of  webbing  or  netting,  woven  around  the  wire, 
and  saturated  with  tar,  or  some  waxy  substance,  and  that  this  kind 
of  insulation  is  not  so  effectual  in  preventing  the  passing  of  an 
electrical  current  between  two  wires  in  contact,  and  the  court 
charged  the  jury  on  the  theory  that  if  the  insulation  used  was  not 


80  G  Amebic  AN  Electbioal  Oases.  [vol.  i 

Knowlton  v.  Des  Moines  Edison  Light  Go. 

"  waterproof  '*  insulation  as  required  by  the  ordinance,  and  wi 
not  as  effectual  in  preventing  the  passage  of  an  electrical  cnrrei 
to  a  wire  in  contact  as  a  "  waterproof  "  insulation  would  be,  ib 
the  defendant  was  negligent.  With  reference  to  this  theory  of  tl 
court  it  is  contended  for  appellant  that  the  adoption  of  some  otb 
form  of  insulation  than  that  prescribed  by  the  ordinance  wou 
not  necessarily  constitute  negligence.  But  it  seems  to  us  pla 
that  the  safety  of  persons  who  might  be  in  danger  by  reason 
contact  with  the  wires,  was  within  the  contemplation  of  the  con 
cil  in  passing  the  ordinance,  and  that  a  violation  of  the  provisia 
of  the  ordinance  would  in  itself  be  n^ligence.  Clements  v.  Ug 
Co.,  4  AuL  Electl.  Gas.  381,  44  La.  Ann.  692,  11  South.  51, : 
L.  R.  A.  43,  32  Am.  St.  Rep.  348 ;  MitcheU  v.  Electric  Co., 
Am.  Electl.  Gas.  644,  39  S.  E.  801 ;  Smith  v.  City  of  Pel 
86  Iowa,  236,  53  N.  W.  226 ;  Reynolds  v.  Hindman,  32  Iowa,  14 
Dodge  v.  Railroad  Co.,  34  Iowa,  276 ;  CorreU  v.  Same,  38  I<wi 
120,  18  Am.  Rep.  22. 

Error  is  also  assigned  on  the  action  of  the  court  in  leaving  it 
the  jury  to  determine  what  was  meant  by  "  waterproof  "  insd 
tion,  as  required  in  the  ordinance,  but  in  this  there  was  no  errc 
While  it  is  the  duty  of  the  court  to  construe  the  language  of  t 
ordinance,  it  is  proper  to  leave  the  application  of  that  langosj 
to  the  facts,  where  such  application  depends  on  evidence,  to  tl 
determination  of  the  jury.  It  was  contended  for  defendant  in  tl 
lower  court  that  the  requirement  as  to  "  waterproof  "  insnlati( 
was  inserted  by  inadvertance,  but  we  find  no  support  for  ai 
such  contention. 

There  was  then  evidence  proper  for  the  jury  on  the  questi^ 
of  whether  defendant  was  negligent  in  not  using  the  proper  kii 
of  insulation.  But  to  entitle  the  plaintiff  to  recover  it  was  al 
essential  to  show  that  deceased,  at  the  time  of  the  injury,  was 
the  exercise  of  due  care,  and  it  is  with  reference  to  this  matt 
that  the  more  serious  complaint  is  made  on  the  part  of  appella 
as  to  the  action  of  the  court  and  jury.  This  is  a  question  whol 
independent  and  distinct  from  that  of  the  defendant's  negligent 
The  burden  of  proof  on  this  question  was  of  course  on  the  plai 
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tiff.  In  the  absence  of  any  evidence  as  to  negligence,  or  want  of 
n^ligence,  of  the  deceased,  the  presumption  arising  from  the 
instinct  of  self-preservation  might  be  eflFectual,  but  here  the  evi- 
dence clearly  shows  the  circumstances  under  which  deceased  re- 
ceived his  injury,  and  there  is  no  occasion  to  apply  the  presump- 
tion. BeU  V.  Tovm  of  Clarion,  113  Iowa,  126,  84  N.  W.  962. 
It  is  contended  for  the  appellant  that,  excluding  this  presumption, 
there  is  no  evidence  of  care  on  the  part  of  deceased,  and  that  it 
affirmatively  appears  he  omitted  precautions  which  he  might  have 
taken  to  avoid  danger,  such  as  wearing  rubber  gloves,  standing  on 
a  dry  board  or  on  the  wagon  which  he  and  his  fellows  had  brought 
to  the  place  instead  of  on  the  damp  ground,  using  a  rope  to  keep 
the  telephone  wire  from  coming  in  contact  with  the  electric  light 
wire  and  the  like;  and  that  therefore  a  verdict  for  defendant 
should  have  been  directed  on  motion.  This  contention  is  supported 
by  reference  to  a  case  quite  similar  in  its  facts,  that  of  Judge  v. 
Lighting  Co.,  21  R  I.  128,  42.  Atl.  607.  But  it  is  not  true  that 
the  doctrine  was  announced  in  that  case,  and  recognized  in  this 
court  by  a  long  line  of  decisions,  that  the  Durden  of  proving  free- 
dom from  contributory  negligence  in  cases  of  personal  injury  re- 
quires direct  affirmative  proof  of  any  particular  acts  of  care  on 
the  part  of  the  person  injured.  Evidence  of  the  facts  and  cir- 
cumstances connected  with  and  surrounding  the  injury  may  be 
such  as  to  justify  the  inference  of  due  care.  Gorman  v.  Railroad 
Co.,  78  Iowa,  509,  43  N.  W.  303 ;  Fish  v.  Railway  Co.,  96  Iowa, 
702,  65  N.  W.  995.  In  the  case  before  us  such  facts  and  circum- 
stances were  fully  shown,  and  in  this  respect  it  is  distinguishable 
from  the  Judge  case,  above  cited,  for  in, that  case  there  was  no 
evidence  as  to  how  the  accident  occurred.  There  is  another  dis- 
tinction between  the  cases  which  is  very  important.  In  the  Judge 
case  it  does  not  appear  that  the  electric  light  wire  was  insulated, 
or  that  deceased  had  any  reason  to  suppose  that  it  was  insulated, 
while  here,  as  we  have  pointed  out,  it  appears  that  it  was  the  duty 
of  defendant  to  have  its  wire  covered  with  waterproof  insulation, 
which  would  have  afforded  at  least  a  better  protection  than  the 
covering  actually  used. 


808  Amebican  Electrical  Oases.  [vol.  8 


Knowlton  v.  Des  Moines  Edison  Light  Co. 


It  is  clear  that  the  defendant's  duty  to  insulate  its  wires  as 
required  by  the  city  ordinance  is  of  controlling  importance,  not 
only  with  reference  to  the  question  of  defendant's  n^ligence,  but 
also  in  connection  with  the  question  of  contributory  negligence 
of  deceased.  If  deceased  was  justified  as  a  reasonably  prudent 
man  in  believing  that  such  insulation  as  the  ordinance  required 
would  make  a  contact  between  the  telephone  wire  which  he  was 
handling  and  defendant's  wire  free  from  danger  to  him,  and  had 
reasonable  grounds  to  believe  that  defendant's  wire  was  thus  in- 
sulated, then,  plainly,  no  duty  to  avoid  contact  between  the  two 
wiree  was  imposed  upon  him.  Whether  he  must  have  had 
good  reason  to  believe,  as  the  evidence  tends  to  show,  that  the  de- 
defendant  had  not  complied  with  the  ordinance  in  this  respect, 
and  whether  he  should  have  known  as  an  experienced  lineman 
that  such  contact  was  dangerous  no  matter  what  the  character  of 
the  insulation,  were  plainly  questions  for  the  jury.  Certainly 
no  court  would  be  justified  in  saying  of  its  own  knowledge,  as 
matter  of  law,  that  there  was  necessarily  such  danger  in  a  contact 
between  the  two  wires  under  any  possible  circumstances  as  to 
make  failure  to  avoid  such  contact  per  se  negligence,  and  there 
was  not  such  conclusive  evidence  that  deceased  must  have  known 
it  would  be  dangerous  as  to  justify  this  court  in  setting  aside  the 
verdict  for  want  of  support  in  the  evidence  on  this  point. 

The  same  reasoning  applies  to  the  action  of  the  court  in  direct- 
ing the  jury  to  consider  the  evidence  as  to  the  knowledge  of  de- 
ceased with  reference  to  whether  there  was  a  "  probability  or 
possibility  that  defendant  might  turn  the  current  on  its  wire." 
If  as  a  reasonable  man  he  was  justified  in  believing  that  no  cur- 
rent would  pass  through  defendant's  wire  while  he  was  at  work 
about  it,  then  he  was  not  required  in  the  exercise  of  reasonable 
care  to  take  precautions  against  such  current.  Whether  or  not  he 
was  justified  in  such  belief  was  a  question  for  the  jury  under  the 
evidence.  It  is  not  enough  to  say  in  response  to  this  that  defend- 
ant had  a  right  to  turn  its  current  into  this  wire  in  the  daytime, 
and  that  it  would  not  constitute  negligence  on  defendant's  part 
to  do  so.     The  negligence  of  defendant  consisted  in  not  properly 
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insulating  its  wires,  and  we  are  now  considering  the  danger  of 
a  day  current  only  as  bearing  on  the  care  required  of  deceased. 
Certainly,  there  may  be  acts  which  one  has  a  right  to  do,  but  which 
another  is  not  reasonably  bound  to  anticipate.  We  think,  there- 
fore, that  the  court  did  not  err  in  calling  the  attention  of  the  jury 
to  the  evidence  as  to  the  probability  or  possibility  of  a*  day  current 
as  one  of  the  circumstances  to  be  taken  into  account  in  determin- 
ing whether  deceased  exercised  due  care.  Under  the  law  and  the 
testimony  of  the  witnesses,  the  court  was  justified  in  directing 
the  jury  to  consider  the  evidence  as  to  these  and  other  matters  in 
determining  whether  there  was  contributory  negligence  on  the 
part  of  deceased.  See  Illingsworth  v.  Light  Co.  (Mass),  5  Am, 
ElectL  Cas.  312,  37  N.  E.  778,  26  L.  R  A.  552 ;  Keasbey,  Elec- 
tric Wires,  sees.  264,  265.  In  support  of  the  view  that,  in  the 
absence  of  any  reason  to  believe  the  contrary  to  be  true,  deceased 
had  a  right  to  rely  on  the  defendant's  wire  being  properly  insul- 
ated the  following  cases  are  directly  in  point:  Mitcheli  v.  Elec- 
tric Co.  (N.  C),  7  Am.  Electl.  Cas.  642,  39  SI  E.  801;  Will  v. 
lUuminaiing  Co.  (Pa.),  7  Am.  Electl.  Cas.  644,  50  Atl.  161; 
Clements  v.  Light  Co.,  4  Am.  Electl.  Cas.  481,  44  La.  Ann.  692, 
11  South.  51,  16  L.  R.  A.  43,  32  Am.  St.  Rep.  348 ;  McAdam  v. 
Electric  Co.,  6  Am.  Electl.  Cas.  348,  67  Conn.  445,  35  Atl.  341. 
The  cases  of  Anderson  v.  Light  Co.  (N.  J.  Law),  7  Am.  Electl. 
Cas.  567,  46  Atl.  593,  and  Wood  v.  Electric  Co.,  185  Pa.  529, 
39  Ath  1111,  in  which  contributory  negligence  of  persons  in- 
jured by  an  electric  current  received  from  a  wire  was  held  as 
matter  of  law  to  be  such  as  to  preclude  recovery  on  account  of 
such  injuries,  involve  quite  different  facts  from  those  before  us. 
In  each  it  appeared  that  the  person  injured  had  voluntarily 
touched  the  wire  out  of  mere  curiosity  or  bravado,  to  ascertain  if 
it  were  charged,  or  to  prove  it  not  dangerous.  Certainly,  one  who 
without  any  occasion  to  do  so  takes  such  risk  is  not  on  the  same 
footing  as  one  who  is  required  to  engage  in  the  business  of  working 
about  an  electric  light  wire  always  attended  vnth  danger  of  some 
accident,  no  matter  how  little  to  be  expected  in  the  particular  in- 
stance.   Of  course  there  was  in  this  case  no  question  of  assump- 
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tion  of  risk,  for  deceased  was  not  a  servant  of  defendant,  and 
for  this  reason  the  case  of  Junior  v.  Power  Co.,  6  Am.  Electl.  Caa. 
369,  127  Mo.  79,  29  S.  W.  988,  is  not  in  point 

Other  errors  in  the  giving  of  instructions  and  the  admission  or 
exclusion  of  evidence  are  argued,  but  we  think  that  what  has  been 
said  sufficiently  indicates  the  views  of  this  court  on  the  questions 
raised. 

Complaint  is  made  as  to  the  amount  of  the  judgment,  even  after 
the  acceptance  by  plaintiff  of  the  reduction  required  by  the  court, 
but  without  going  into  a  discussion  of  the  question  it  is  enou^ 
to  say  that  we  find  the  matter  was  properly  submitted  to  the  jury, 
and  that,  if  the  verdict  had  been  for  not  to  exceed  the  amount 
which  was  finally  allowed,  it  would  have  been  sustained  by  the 
evidence.  That  a  return  of  an  excessive  verdict  does  not  neces- 
sarily show  such  passion  and  prejudice  as  to  require  the  entire 
setting  aside  of  the  verdict,  see  Doran  v.  Railway  Co.  (decided 
at  present  term),  90  N.  W.  815. 

Affirmed. 

See,  also,  Economy  L.  d  P.  Co.  v.  Sheridan,  ante,  p.  796 ;  Cumberland  T^epk. 
d  Teleg.  Co.  t\  Ware*8  Admx.,  post  p.  811 ;  Klagea  v.  GiUette-Herzog  Mfg.  Co^ 
post,  p.  818;  Hart  v.  Alleghcmy  Co.  L.  Co.,  post,  p.  832;  Jackson  d  Suburhan 
St.  R.  Co.  V.  Simmons,  post,  p.  834. 

Mnxdcipal  ordinances. — As  to  pleading  municipal  ordinances  requiring 
electric  company  to  hang  wires  at  a  certain  height,  and  to  properly  insulate 
such  wires,  see  Brush  Etect  L.  d  P.  Co.  v.  Lefevrc,  7  Am.  Electl.  Cas.  698. 
93  Tex.  C04,  67  S.  W.  640.  Where  a  city  ordinance  requires  an  electric  light 
company  to  insulate  its  wires,  an»  absence  of  insulation*  is  prima  facie  evidence 
of  negligence.  Mitchell  v.  Raleigh  Elect.  Co\,  7  Am.  Electl.  Cas.  644,  129  N. 
C.  166,  39  S.  E.  801. 

In  the  case  of  Clements  v.  Louisiana  Elect.  L.  Co.,  4  Am.  Electl.  Cas.  381, 
44  La.  Ann.  692,  11  South.  61,  16  E.  R.  A.  43,  32  Am.  St.  Rep.  348,  it  was  held 
by  the  Supreme  Court  of  Louisiana  that  the  failure  of  the  defendant  com- 
pany to  have  the  splices  on  its  wires  perfectly  insulated,  when  so  required 
to  do  by  the  ordinance  of  the  city,  was  negligence  on  its  part.  The  ordinance 
being  a  contract  with  each  and  every  inhabitant  of  the  city,  its  standard  of 
duty  was  fixed  by  it,  and  its  failure  to  comply  with  it  was  negligence. 
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Kentucky;  Court  of  Appeals. 

.  Death  of  uneman  caused  by  elbctbic  shock;  concurrent  negligent 
ACTS. — ^The  plaintilT's  intestate  was  employed  by  the  defendant  telephone 
company  in  stringing  telephone  wires  along  poles  belonging  to  such 
company.  In  performing  this  work  it  became  necessary  to  stretch  the 
telephone  wire  over  electric  light  wires,  and  in  so  doing  the  wire  coming 
in  contact  with  the  electric  light  wire  became  charged  with  electricity, 
resulting  in  the  death  of  the  decedent.  The  plaintiff  sought  to  recover 
from  the  city  and  its  contractor,  who  had  strung  the  electric  light  wire, 
on  the  ground  that  such  wire  was  not  properly  insulated,  and  against 
the  telephone  company  on  the  ground  that  it  was  guilty  of  negligence  in 
allowing  its  wire  to  come  in  contact  with  such  electric  light  wire.  It 
was  held  that  the  suit  could  properly  be  maintained  against  the  three 
defendants,  since  the  concurring  negligence  of  all  of  them  produced  the 
decedent's  death. 

L  Eftect  of  instbuction  to  jury  too  favorable  to  one  of  the  defend- 
ants.— An  instruction  more  favorable  to  the  city  and  to  the  contractor 
than  they  were  entitled  to  receive  as  against  the  plaintiff  is  not  a  pre- 
judicial error  for  which  the  appellant  telephone  company  can  complain. 
Although  they  were  thereby  permitted  to  escape  a  recovery  against  them, 
the  liability  of  the  telephone  company  for  its  tort  still  remained.  The 
telephone  company  cannot,  therefore,  complain  of  an  instruction  to  the 
jury  which  did  not  properly  define  the  degree  of  care  which  the  con- 
tractor and  the  city  should  have  exercised  in  stringing  and  maintaining 
its  wires  upon  the  streets. 

3.  Instruction  as  to  notice  of  danger. — An  instruction  to  the  effect  that 
although  the  jury  believe  from  the  evidence  that  the  electric  light  wire 
was  not  properly  insulated,  if  they  further  believe  from  the  evidence 
that  the  agents  and  servants  of  the  telephone  company  knew  or  had  reason 
to  know  of  the  danger  of  bringing  their  wire  in  contact  with  the  city's 
wire,  and  they  might  by  reasonable  care  have  avoided  such  contact,  and 
that  they  negligently  brought  such  wire  into  such  contact,  and  but  for 
auch  negligence  the  plaintiff's  intestate  would  not  have  been  killed,  if 
the  jury  find  for  the  plaintiff  they  should  find  against  said  telephone 
company  and  in  favor  of  the  other  defendants,  is  not  to  be  construed  as 
instructing  the  jury  to  find  against  the  telephone  company,  although  the 
plaintiff's  intestate  had  knowledge  of  the  defect  in  the  electric  light  wire. 
The  effect  of  such  instruction  was  that  if  the  jury  found  in  favor  of  the 
plaintiff  it  could  only  find  against  the  telephone  company.  This  in- 
struction was  based  upon  the  assumption  that  there  could  be  no  recovery 
against  the  city  and  its  contractor,  if  the  agents  of  the  telephone  com- 
pany knew  of  the  danger  of  bringing  the  wire  in  contact  with  the  electric 
light  wire,  and  might,  by  the  exercise  of  reasonable  care,  have  avoided  it. 
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Nor  does  such  instruction  authorize  a  finding  against  the  telephone 
pany,  although  the  negligent  act  which  resulted  in  the  death  of  the  de- 
cedent was  that  of  a  fellow  servant,  other  instructions  being  given  fiiUy, 
covering  the  question  as  to  whether  or  not  the  injury  was  caused  by  the 
negligence  of  a  superior  in  authority  or  of  a  fellow  servant. 

Appeal  by  telephone  company  from  judgment  for  plaintiE 
Eeported  24  Ky.  Law  Rep.  2519,  74  S.  W.  289. 

Sweeney,  EUis  &  Sweeney,  W.  8.  Morrison,  C.  M.  Finn,  Wat- 
kins  &  Thompson,  William  D.  Oranberry,  and  Humphrey,  Bur* 
nett  £  Humphrey,  for  appellant. 

Wilfred  Carico  and  Birkhead  &  Clements,  for  appellee. 

Opinion  by  Payntbb,  J. : 

This  action  was  instituted  by  the  appellee  against  the  city  of 
Owensboro,  Westinghouse,  Church,  Kerr  &  Co.,  and  Cumberland 
Telephone  &  Telegraph  Company,  to  recover  damages  for  the 
death  of  her  intestate,  Thomas  Ware.  A  recovery  was  sou^t 
against  the  defendants  because  of  the  alleged  concurring  negligent 
acts  of  each,  which  caused  his  death.  The  city  of  Owensboro 
had  made  a  contract  with  Westinghouse,  Church,  Kerr  &  Co.  to 
construct  an  electric  light  plant  in  the  city.  The  work  had  pro- 
gressed, poles  had  been  erected,  and  wires  were  strung  and  charged 
with  electricity.  The  Cumberland  Telephone  &  Telegraph  Com- 
pany was  engaged  in  stringing  a  wire  along  Ann  street,  in  the 
city  of  Owensboro,  from  its  exchange  building  to  the  messenger 
oflSce,  to  do  which  it  required  a  wire  to  be  placed  upon  the  cross- 
arms  of  its  poles  along  Ann  street,  which  wires  were  elevated 
above  the  electric  light  wires  which  crossed  that  street.  There 
were  two  poles  south  of  the  electric  light  wires.  The  decedent 
ascended  the  first  pole,  carrying  up  a  wire  to  which  was  attached 
a  rope.  He  threw  it  over  the  cross-arm,  and  dropped  an  end  of 
the  rope  to  the  ground,  whereupon  Tom  Potts,  another  employee, 
took  it  and  ascended  the  next  pole,  and  did  likewise;  whereupon 
Lee,  who  was  in  charge  of  the  force,  took  it  up  and  threw  it  over 
the  electric  light  wires,  and  he  then  took  hold  of  the  rope  with  the 
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ire  attached,  and  pulled  it  across  the  electric  light  wires.  While 
oiling  it  over  the  electric  light  wires,  it  came  in  contact  with 
lem,  thereby  becoming  charged  with  electricity,  and  as  a  result 
Tare  was  instantly  killed.  The  testimony  tends  to  show  that  the 
)pe  attached  to  the  wire  was  too  short  to  enable  them  to  carry  the 
ire  from  the  pole  up  which  Tom  Potts  had  ascended  to  the  next 
ole  to  which  it  was  to  be  attached,  which  had  been  ascended  by 
ug  Potts,  anotiier  employee.  The  handling  of  the  rope  was  done 
1  such  a  way  that  the  jury  was  authorized  to  conclude  that  the 
dre  was  brought  in  contact  with  the  electric  light  wires  as  the 
38ult  of  Lee's  negligence.  The  plaintiff  sought  to  recover  against 
le  three  defendants  upon  the  ground  that  the  electric  light  wire 
ras  not  properly  insulated,  and  the  telephone  company,  being 
ware  of  that  fact,  was  guilty  of  negligence  in  allowing  its  wire  to 
ome  in  contact  with  it.  By  an  amended  petition  the  plaintiff 
leaded  in  the  alternative  that,  if  the  electric  light  wire  was  prop- 
rly  insulated  then  the  telephone  company  was  guilty  of  negli- 
ence  on  account  of  the  manner  in  which  it  pulled  its  wire  over 
nd  against  the  electric  light  wire,  and  thus  caused  Ware's  death, 
lie  trial  resulted  in  a  verdict  for  the  city  of  Owensboro  and  West^ 
i^ouse,  Church,  Kerr  &  Co.,  and  a  verdict  against  the  appellant 

It  is  urged  that  the  petition  is  not  good,  and  that  a  cause  of 
ction  cannot  be  maintained,  because  the  defendants  were  not 
oint  tort  feasors.  If  the  city  of  Owensboro  and  Westinghouse, 
}hurch,  Kerr  &  Co.  strung  an  electric  light  wire  and  left  it  re- 
laining  without  proper  insulation,  and  the  telephone  company 
.^ligently  brought  its  wire  in  contact  with  the  electric  light  wire, 
ben  concurring  negligent  acts  produced  Ware's  death ;  and  under 
be  doctrine  of  Pugh  v.  C.  &  0.  R.  R.  (Ky.),  39  S.  W.  695,  an 
ction  can  be  maintained  against  one  or  against  all  of  the  defend- 
nta  Where  several  persons  jointly  commit  a  tort,  the  injured 
•arty  has  his  election  to  sue  all  or  some  of  the  parties  jointly,  or 
ome  of  them  separately.  Buckles,  etc.,  v.  Lambert,  4  Mete.  330 ; 
liU  and  Bergen  v.  Harris,  4  Bush.  450 ;  Svngert,  etc.,  v.  Graham, 

B.  Mon.  661.  If  the  city  of  Owensboro  and  Westinghouse, 
church,  Kerr  &  Co.  strung  an  electric  light  wire  which  was  not 
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properly  insulated,  they  were  guilty  of  negligence,  and  their  neg- 
ligent act  continued  and  was  as  efEective  in  the  production  of  the 
death  of  Ware  at  the  time  the  telephone  wire  came  in  contact  with 
it  as  it  would  have  been  had  the  telephone  wire  been  strung  at  the 
same  instant  the  electric  light  wire  was,  and  the  contact  had  then 
produced  his  death.  If  the  electric  light  wire  was  not  properly  in- 
sulated, the  city  of  Owensboro  and  Westin^ouse,  Church,  Kerr 
&  Co.  were  wrongdoers  continuously  until  the  act  which  resulted 
in  the  death  of  Ware.  Their  act  in  maintaining  the  wire  nece88a^ 
ily  concurred  with  the  act  of  the  telephone  company  in  produciiig 
the  death  of  Ware. 

Again,  it  is  urged  that  the  petition  is  not  good  in  stating  a  came 
of  action  in  the  alternative,  because  appellant  claims  that  it  is  not 
averred  that  the  pulling  and  drawing  of  the  telephone  wire  over 
the  electric  light  wire  was  carelessly  and  negligently  done.  When 
the  whole  petition  is  taken  together,  we  think  these  averments  are 
sufliciently  made.  Under  the  instructions  no  recovery  could  have 
been  had  except  the  jury  believed  that  such  pulling  was  careleflsfy 
and  negligently  done. 

Before  entering  upon  the  consideration  of  the  question  as  to 
whether  the  court  erred  in  giving  instructions  to  the  jury,  it  may 
be  said  that,  if  it  gave  an  instruction  more  favorable  to  the  city 
of  Owensboro  and  Westinghouse,  Church,  Kerr  &  Co.  than  they 
were  entitled  to  receive  as  against  the  plaintiff,  that  fact  could  not 
be  a  prejudicial  error  for  which  appellant  can  complain.  Althou^ 
they  were  thereby  permitted  to  escape  a  recovery  against  them,  ap- 
pellant's liability  for  its  tort  still  remained. 

The  appellant  complains  -of  instruction  No.  6,  which  reads  as 
follows:  "The  court  instructs  the  jury  that,  as  a  matter  of  law, 
the  city  of  Owensboro  had  the  right  to  construct  and  maintain  an 
electric  system  for  lighting  its  streets,  but  it  was  bound  to  use  the 
highest  degree  of  care,  reasonably  practicable,  to  have  its  wires 
perfectly  insulated  so  as  to  be  free  from  danger  at  all  points  where 
persons  in  the  course  of  business  or  pleasure  might  come  in  contact 
with  them ;  and  if  the  jury  believe  from  the  evidence  that  its  wires 
at  the  point  of  contact  with  the  Cumberland  Telephone  &  Tele- 
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raph  Company  were  so  insulated,  and  that  the  defendant  Cum- 
erland  Telephone  &  Telegraph  Company,  by  its  servants  and 
gents,  negligently  and  carelessly,  forcibly  dragged  its  wires  across 
lie  electric  light  -wire,  and  so  broke  the  insulation  on  the  city's 
dre  and  thereby  caused  the  death  of  plaintiff,  the  jury  should,  if 
iey  find  for  the  plaintiff  at  all,  find  against  the  Cumberland  Tele- 
ihone  &  Telegraph  Company  only,  and  in  favor  of  the  other  de- 
endants."  It  is  criticised  because  it  is  claimed  the  petition  did 
ot  charge  that  the  servants  and  agents  did  negligently  and  care- 
Msly  drag  its  wire  across  the  electric  light  wire.  Again,  that  the 
ourt  did  not  properly  define  the  degree  of  care  which  the  electric 
ig^t  company  and  the  city  should  have  exercised  in  stringing  and 
oaintaining  its  wires  upon  the  streets  of  Owensboro.  The  first 
riticism  has  been  hereinbefore  disposed  of,  and  the  second  has 
een  substantially  so.  Any  error  which  the  court  may  have  com- 
ditted  in  defining  the  degree  of  care  which  should  have  been  exer- 
ised  in  stringing  and  maintaining  electric  light  wires  cannot  be 
omplained  of  by  the  appellant,  for  the  reasons  hereinbefore  given, 
besides,  if  they  were  properly  insulated,  under  this  instructioii 
here  could  have  been  no  recovery  against  the  appellant,  unless  the 
ury  believe  that  the  death  resulted  by  the  negligence  of  the  appel- 
ant's  agents  and  servants  in  drawing  its  line  over  the  electric  light 
Hires. 

Appellant  complains  of  instruction  No.  13,  which  reads  as  fol- 
ows:  "Though  the  jury  believe  from  the  evidence  that  the  electric 
ig^t  wires  were  not  perfectly  insulated,  if  they  further  believe 
rom  the  evidence  that  the  agents  and  servants  of  the  Cumberland 
Telephone  &  Telegraph  Company  handling  the  wire  by  which 
plaintiff  was  killed  (if  he  was  so  killed),  including  deceased,  knew 
►r  had  notice  of  the  danger  of  bringing  their  wire  in  contact  with 
he  city's  wires,  and  they  might  by  reasonable  care  have  avoided 
uch  contact,  and  they  negligently  brought  into  such  contact,  and 
>ut  for  such  negligence  the  plaintiff  would  not  have  been  killed — 
f  the  jury  find  for  the  plaintiff,  they  should  find  against  said  Tele- 
)hone  &  Telegraph  Company  alone,  and  in  favor  of  the  other  de- 
•endants."     The  appellant  erroneously  assumes  that  the  court  in 
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this  instruction  told  the  jury  to  find  against  it  althou^  Ware 
knew  of  the  defect  in  the  electric  li^t  wire,  and  with  such  hwwl- 
edge,  by  his  own  negligence,  brou^t  the  telephone  wire  in  contact 
with  the  defective  electric  light  wire.  The  court  in  this  instrue 
tion  does  not  tell  the  jury  to  find  for  the  plaintiff,  but  in  effect  told 
it  that,  if  it  found  for  the  plaintiff,  it  could  only  find  against  the 
appellant.  This  instruction  was  given  upon  the  idea  that  then 
could  be  no  recovery  against  the  city  of  Owensboro  and  Westing 
house.  Church,  Kerr  &  Co.,  if  the  agents  of  the  appellant  handlinf 
the  wire  by  which  plaintiff's  intestate  was  killed  knew  or  hac 
notice  of  the  danger  of  bringing  the  wire  in  contact  with  the  elee 
trie  light  wire,  and  might  by  the  exercise  of  reasonable  care  hiTi 
avoided  it.  Of  course,  if  Ware  knew  that  the  electric  li^t  win 
was  not  properly  insulated,  and  he  could  have  avoided  by  the  ex 
ercise  of  proper  care  the  bringing  of  the  telephone  wire  in  contid 
with  the  electric  light  wire,  and  negligently  did  so,  and  but  foi 
which  the  accident  would  not  have  happened,  the  plaintiff  co«l( 
not  have  recovered.  However,  plaintiff  would  have  been  entitlec 
to  a  recovery  against  appellant  had  Lee,  who  was  in  charge  of  tiw 
force,  known  of  the  condition  of  the  electric  light  wire  and  care 
lessly  and  negligently  brought  the  telephone  wire  in  contact  wid 
it,  thus  producing  Ware's  death.  Again,  it  is  urged  that  the  in 
struction  given  by  the  court  authorized  the  jury  to  find  against  th 
appellant  although  the  negligent  act  which  resulted  in  the  dettl 
of  the  plaintiff  was  that  of  a  fellow-servant.  By  instruction  Na  1 
the  jury  could  not  have  found  against  appellant  unless  it  believw 
Ware's  death  was  produced  by  the  negligent  act  of  a  person  ii 
charge  of  the  work,  etc.  In  instruction  No.  2,  the  jury  was  ei 
pressly  told  that  the  company  was  not  liable  for  the  negligent  ac 
of  a  fellow-servant.  By  the  third  instruction  the  court  submittei 
to  the  jury  the  question  as  to  whether  or  not  Rufus  Lee  was  Ware' 
superior  in  authority  and  had  the  right  to  direct  him.  In  vie^ 
of  these  instructions,  instruction  No.  4,  of  which  complaint  i 
made,  could  not  have  been  misleading,  although  the  word  "oco 
sional"  should  not  have  been  used  in  the  instruction.     It  reads  i 
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follows :  "The  court  further  instructs  the  jury  that  the  rule  of  law  is 
that,  when  one  engages  in  the  service  of  another,  he  undertakes,  as 
between  himself  and  his  employer,  to  run  all  the  ordinary  risks  in- 
cident to  such  service,  and  that  includes  the  occasional  careless- 
ness, negligence,  and  unskillfulncss  of  his  fellow-servants  engaged 
in  the  same  line  of  duty ;  and  if  the  jury  believe  from  the  evidence 
that  the  plaintiff,  wKile  in  the  employment  of  the  defendant  Cum- 
berland Telephone  &  Telegraph  Company,  when  he  was  killed  was 
in  the  discharge  of  his  duty  as  such  employee,  and  if  the  jury 
further  believe  from  the  evidence  that  his  death  was  occasioned 
either  by  his  own  negligence  or  want  of  skill,  or  that  of  a  fellow- 
servant  engaged  in  the  same  line  of  duty  or  service  as  explained 
in  these  instructions,  and  without  which  he  would  not  have  been 
killed,  they  should  find  for  the  defendants."  Besides,  under  this 
instruction,  the  jury  is  expressly  told  that  the  plaintiff  could  not 
recover  if  the  death  was  occasioned  by  "fellow-servants  engaged  in 
the  same  line  of  duty  or  service  as  explained  in  these  instruc- 
tions." 

Counsel  for  the  appellant  contended  that  the  appellant's  negli- 
gence was  not  a  proximate  cause  of  Ware's  death.  Except  for 
the  act  of  Rufus  Lee  in  bringing  the  telephone  wire  in  contact 
with  the  electric  li^t  wire.  Ware  would  not  have  been  injured  by 
the  current  of  electricity  which  it  carried.  It  was  the  current  of 
electricity  which  produced  the  death.  The  efiicient  cause  of  the 
death  was  put  in  operation  by  the  negligent  act  of  Lee  in  bringing 
the  telephone  wire  in  contact  with  the  electric  light  wire,  and 
necessarily  that  act  was  a  proximate  cause  of  the  death. 

Appellant  filed  its  affidavit  stating  its  defense  was  in  conflict 
with  and  unfriendly  to  that  of  its  two  codefendants.  Thereupon  it 
demanded  the  panel  of  the  jury,  and  asked  the  privilege  of  striking 
three  names  therefrom  as  peremptory  challenges.  The  question 
of  peremptory  challenges  is  controlled  by  our  statute.  In  section 
2258,  Ky.  St  1899,  it  is  provided  that: 

**  Each  party  litigant  in  civil  actions  shall  have  the  right  of  peremptory 
challenges  to  three  jurors,  and  the  right  to  challenge  as  now  allowed  by  law." 

VOL.  VIII — 52 
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Section  2267,  Ky.  St  1899,  provides  that: 

"  In  all  civil  cases  of  jury  trial  the  clerk  shall  draw  from  the  box  the  names 
of  eighteen  of  the  jury,  and  write  them,  as  drawn,  on  two  slips  of  paper,  and 
deliver  one  to  each  party,  from  which  plaintiff  and  defendant  may  each  strike 
three  and  return  the  list  to  the  clerk,  who  shall  call  the  first  twelve  names 
not  erased  and  swear  them  as  a  jury  to  try  the  case " 


It  will  be  observed  that  the  statute  only  contemplated  that  the 
names  of  eighteen  of  the  jury  shall  be  dra\i^i  from  the  box.  It 
evidently  does  not  contemplate  that,  where  there  are  a  pluraUt; 
of  plaintiffs  and  of  defendants,  a  greater  number  than  eighteen 
names  shall  at  first  be  drawn  from  the  box.  In  Sodousky,  etc.,  v. 
McOee,  4  J.  J.  Marsh.  267,  it  was  held  that,  if  there  be  a  plurali^ 
of  plaintiffs,  they  are  only  one  party  litigant,  and  can  challenge 
no  more  than  three  jurors.  The  same  is  true  of  defendants.  The 
words  "party  litigant"  appeared  in  the  statute  then  under  ccmsid- 
oration  as  in  the  present  statute.  In  construing  them,  the  court 
said :  "The  parties  litigant  mean  the  antagonistic  sides  of  the  con- 
troversy. If  there  be  a  plurality  of  plaintiffs,  they  are  all  only 
one  party  litigant.  So  a  plurality  of  defendants  constitute  one, 
and  but  one,  party  to  the  suit" 

The  judgment  is  affirmed. 


Elages  v.  Gillbtte-Herzog  Mfo.  Co. 

Minnesota;  Supreme  Court, 

1.  Injury  to  employee  of  subcontelactob. — Whether  the  doctrine  of  rwpon- 
deat  superior  applies  to  any  particular  case  between  the  original  contractor 
and  a  subcontractor  is  determined  by  the  contract  between  the  parties 
with  reference  to  the  right  of  the  former  to  control  or  direct  the  latter 
as  to  the  time,  place,  and  manner  of  performing  the  work.  The  true  re- 
lation of  the  parties  in  this  respect  is  prima  fade  as  expressed  by  the 
terms  of  the  written  contract,  if  there  be  one.  But  such  contract  is  to  be 
considered  in  view  of  the  circumstances  under  which  it  was  made  and  the 
manner  in  which  the  work  was  performed.  If  it  appears  that  the  writing 
was  not  executed  in  good  faith  to  express  the  real  relation  of  the  parties 
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or  if  it  appears  that,  notwithstanding  such  contract,  supervision  or  con- 
trol of  the  work  was  assumed  by  the  original  contractor,  then  the  ap- 
plication of  the  rule  is  to  be  determined  by  the  conduct  of  the  parties. 
2.  Contact  of  derrick  cablets  witu  electric  wire. — ^Test  applied  in  an 
action  where  appellant's  husband  was  killed  by  an  electric  shock,  caused 
by  the  cables  of  a  derrick  coming  in  contact  with  electric  wires  in  the 
public  street,  and  held,  the  evidence  was  not  conclusive  that  the  derrick 
waa  placed  in  position  and  operated  by  independent  contractors.  Held, 
the  evidence  was  not  conclusive  that  deceased  was  guilty  of  contributory 
negligence  in  attempting  to  push  the  loose  part  of  a  derrick  cable,  charged 
with  electricity,  from  the  open  street  into  the  gutter. 
(Syllabus  by  the  Court.) 

Verdict  for  defendant  From  an  order  denying  a  new  trial, 
plaintiff  appeals.  Decided  June  20, 1902 ;  reported  86  Minn.  458, 
90  N.  W.  1116. 

Young  &  Waiie,  for  appellant. 

James  D.  Armstrong,  for  respondent. 

Opinion  by  Lewis,  J. : 

The  Gluek  Brewing  Company's  buildings  are  situated  on  Mar- 
shall street,  in  Minneapolis,  and  the  company  entered  into  con- 
tracts for  the  construction  of  an  addition  to  their  refrigerator 
building.  The  dimensions  of  this  new  building  were  100x100, 
varying  in  height  from  one  story  to  86  feet.  Directly  north  of 
the  space  to  be  occupied  by  this  building  ran  an  alley  50  feet  in 
width,  which  the  company  used  in  driving  in  and  out  in  the  con- 
duct of  its  business ;  and  immediately  north  of  it  was  an  ice  house. 
The  old  and  new  buildings,  as  well  as  the  ice  house,  faced  east, 
flush  with  Marshall  street ;  and  to  the  west  of  the  excavation,  and 
between  that  and  the  river,  was  an  open  space  of  about  75  feet. 
On  January  16,  1900,  the  brewing  company  entered  into  contracts 
with  one  Johnson  for  the  masonry  work,  and  with  respondent  for 
the  structural  and  ornamental  iron  work,  by  the  terms  of  which 
respondent  agreed  to  furnish  material,  and  within  six  months  to 
erect  and  complete  its  work,  according  to  certain  plans  and  specifi- 
cations, for  the  consideration  of  $20,009.73.     On  June  4,  1900, 
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respondent  entered  into  the  following  contract  with  Windblad  & 
Bruce : 

"Gentlemen:  We  will  pay  you  $3.60  per  ton  for  the  erection  of  tht 
structural  ironwork,  not  including  stairs,  on  our  order  No.  131  for  Glnek 
Brewing  Company,  you  to  erect  same  in  a  satisfactory  manner,  according  tt 
plans,  to  bolt  all  lintels  together  as  required,  and  paint  all  material  oot 
coat  when  not  already  painted.  It  is  understood  that  you  are  to  take  thii 
material  from  the  place  where  it  is  now  piled.  You  are  to  make  out  your 
payrolls,  and  we  will  pay  the  same  on  regular  pay  days  at  this  oflBoe.  If 
you  want  to  discharge  a  man,  we  will  pay  him  on  presentation  of  regular 
discharge  slip  signed  by  you.  It  is  imderstood  that  we  are  to  furnish  all 
tools  and  paint.  Yours  truly,  Gillette-Herzog  Manfg.  Co.,  by  Peter  Leo, 
Supt." 

The  brewing  company  obtained  from  the  mayor  a  license  or 
permit  to  occupy  for  three  months  one-third  of  the  street  in  front 
of  the  building  to  be  erected  for  the  disposition  of  building  ma- 
terial, which  stated  that  care  be  taken  to  incommode  the  public 
as  little  as  may  be  during  the  construction  of  the  building,  and  that 
the  permit  was  granted  upon  the  condition  that  proper  guards 
would  be  placed  around  the  material,  and  a  suitable  number  of 
red  lights  kept  burning  through  the  night  to  warn  the  public  of 
danger,  and  that  it  was  revocable  at  the  mayor's  pleasure.  On 
June  7,  1900,  Winblad  &  Bruce  began  operations  under  their 
contract,  selected  their  tools  and  derrick  from  respondent's  supply, 
and  respondent  hauled  the  derrick  to  its  indicated  location  near 
the  southerly  corner  of  the  excavation,  and  not  very  far  from  the 
side  of  the  street.  A  few  feet  to  the  southwest  from  it  stood  an 
electric  pole,  strimg  with  wires  belonging  to  the  Minneapolis 
General  Electric  Company.  Near  the  top  of  this  pole  were  two 
cross-bars,  one  a  little  above  the  other ;  and  the  upper  one,  slightly 
lower  than  the  top  of  the  derrick,  carried  two  "  primary  "  and  the 
lower  one  two  "  secondary  "  wires.  On  the  day  in  question  these 
primary  wires  were  each  charged  with  1,000  volts  of  electricity, 
and  the  secondary  wires  carried  about  108  volts.  On  the  pole 
north,  next  to  the  one  above  described,  was  a  "  transformer,"  and 
one  of  the  secondary  wires  went  from  this  pole  into  the  brewery 
for  lighting  purposes.    The  derrick  was  maintained  in  an  upright 
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position  by  four  wire  cables  running  north,  south,  east,  and  west, 
respectively,  and  these  were  fastened  to  an  iron  band  at  the  top 
of  the  derrick  mast  by  means  of  iron  hooks.  The  north  cable  was 
fastened  to  the  upper  end  of  the  ice  house,  about  175  feet  from 
the  derrick  mast ;  the  one  to  the  east  was  made  fast  to  a  post  in  a 
vacant  lot  about  75  or  80  feet  back  from  the  street.  The  southern 
guy  rope  was  fastened  to  a  post  directly  in  front  of  the  south 
comer  of  the  office,  and  was  loose  and  extended  northerly  in  the 
gutter  some  15  or  20  feet,  and  then  curved  back.  The  western 
cable  had  been  pulled  over  the  sidewalk  primary  wire  and  fast- 
ened to  the  window  of  the  old  malt  kiln,  and  in  operating  the 
derrick  it  had  come  in  contact  with  the  primary  wire,  worn  the 
insulator,  and,  as  a  consequence,  that  wire  had  become  broken  or 
burned  oflF.  The  electric  company  were  notified  of  the  fact,  and 
had  repaired  the  break  and  restrung  the  wire,  raising  it  about 
six  inches  above  the  guy  line,  so  as  to  remove  the  danger  of  further 
contact.  But  afterwards,  in  operating  the  derrick,  this  cable, 
which  the  testimony  shows  was  very  slack  when  the  burned  wire 
was  repaired,  had  become  taut,  and  again  in  contact  with  the 
primary  wire,  lifting  it  some  five  or  six  inches  from  its  natural 
position.  Such  contact  transmitted  to  all  the  cables  of  the  der- 
rick an  electrical  current,  which  rendered  it  imsafe  and  impossible 
to  work  with,  and  the  electric  company  was  informed  of  the  situa- 
tion, and  requested  to  adjust  the  difficulty.  But  before  imminent 
danger  was  apprehended,  and  about  3  o'clock  in  the  afternoon  on 
June  8th,  Johnson,  one  of  the  contractors,  received  a  slight  shock 
upon  touching  some  part  of  the  derrick,  and  from  then  on  imtil 
about  5:30,  when  the  accident  here  involved  occurred,  different 
persons  received  shocks  upon  contact  with  the  derrick  and  certain 
charged  portions  of  the  ground  near  it.  Herman  Klages  was  an 
engineer  in  the  employ  of  the  brewing  company  and  had  charge 
of  their  electric  lighting  plant.  About  5 :30  o'clock  he  came  out 
of  the  engine  room,  and  joined  the  other  men,  and  asked  them 
what  the  matter  was.  One  Proehl,  who  had  just  received  a  shock 
from  the  ground  which  threw  him  backward  into  the  street,  told 
him  the  ground  and  derrick  were  charged  with  electricity.     The 
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men  then  dared  him  to  take  hold  of  the  eable^  but  he  looked  at 
the  solee  of  his  shoes,  and  said :     "  No,  my  feet  are  wet    It 
wouldn't  be  dangerous.    It  is  only  108  or  110  volts."    He  asked 
Proehl  to  show  him  the  spot  where  he  had  received  the  shock, 
and  when  pointed  out  to  him,  warned  Proehl,  and  a  man  standing 
with  him,  away  from  the  place,  saying:    "  It  is  kind  of  dangerous. 
You  better  step  back."  At  this  time  Klages  was  informed  that  the 
electric  company  had  been  notified  of  the  condition.     He  then 
went  across  the  street,  and  returned  with  a  stick  or  dry  board  some 
two  and  a  half  feet  long  and  four  inches  wide,  one  end  narrower 
than  the  other,  with  which  he  began  to  poke  the  loose  part  of  the 
cable  toward  the  sidewalk.    By  the  "  fooling"  of  the  men  it  had 
been  pushed  some  four  or  five  feet  into  the  street,  and  the  end  of 
it  had  come  in  contact  with  an  iron  catch-basin  cover  in  the  gutter, 
thus  causing  occasional  sparks.    While  he  was  thus  pushing  the 
loose  part  of  the  cable  towards  the  gutter,  the  men  watching  him 
saw  him  suddenly  make  a  movement  as  if  he  had  slipped,  and  in 
flinging»his  arms  out  as  if  catching  at  something  for  support  his  left 
hand  came  in  contact  with  the  cable,  to  which,  a  witness  says,  "  he 
held  on,. gave  a  groan,  and  swung  around  so  that  his  neck  or  jaW 
came  right  across  the  guy."    With  some  difficulty  the  men  removed 
contact  of  the  body  with  the  cable,  but  death  was  conceded  to  have 
been  instantaneous,  and  the  result  of  an  electric  shock.   This  action 
was  brought  for  the  purpose  of  recovering  damages,  on  the  theory 
that  respondent  was  negligent  in  erecting  and  operating  the  derrick 
in  a  public  street  at  a  place  contiguous  to  electric  wires  where 
persons  having  occasion  to  use  the  highway  might  come  in  con- 
tact with  it.     Respondent  interposed  the  defense  that  it  was  not 
in  charge  of  the  derrick  at  the  time  of  the  accident,  and  that  it 
was  erected  and  operated  by  a  firm  of  independent  contractors, 
and  that  the  deceased  was  guilty  of  contributory  negligence.     At 
the  close  of  the  evidence  the  court  directed  a  verdict  for  respond- 
ent, and  from  an  order  denying  plaintiff's  motion  for  a  new  trial 
plaintiff  appealed. 

The  order  must  be  reversed,  unless  it  conclusively  appears  that 
the  work  was  done  bv  independent  contractors,  and  the  relation 


Contact  with  Wibes  of  Anotheb  Company.         823 

Klages  V.  Gilette-Herzog  Mfg.  Co. 


of  respondeat  superior  did  not  exist,  or  that  deceased  was  guilty  of 
contributory  negligence.  It  was  gross  negligence  to  place  the  der- 
rick in  the  public  street  with  its  metal  cables  contiguous  to  the 
electric  wires,  and  to  operate  the  same  in  lifting  and  swinging  heavy 
iron  beams  so  that  contact  was  made  in  the  manner  stated.  The 
inquiry  is  whether  respondent  was  itself  in  charge  of  the  work, 
or  whether  it  had  been  imrestrictedly  delegated  to  Winblad  & 
Bruce.  In  the  case  of  Rait  v.  Carpet  Co,,  66  Minn.  76,  68  N.  W. 
729,  the  following  language  was  used : 

**  In  ei^ery  case  the  decisive  question  in  determining  whether  the  doctrine 
of  respondeat  superior  applies  is,  had  the  defendant  the  right  to  control 
in  the  given  particular  the  conduct  of  the  person  doing  the  wrong?  If  he 
hady  he  is  liable.  On  this  question  the  contract  imder  which  the  work  waa 
done  must  speak  conclusively;  in  every  case  reference  being  had,  of  course, 
to  surrounding  circumstances." 

And  under  the  circumstances  of  the  case  it  was  left  to  the  jury 
to  determine  whether  the  defendant  surrendered  all  control  over 
the  manner  of  performing  the  work  there  under  consideration. 
In  Barg  v.  Bousfield,  65  Minn.  355,  68  N.  W.  45,  the  rule  was 
declared  as  follows : 

"Where  one  who  performs  work  for  another  represents  the  will  of  that 

other,  not  only  as  to  the  result,  but  also  as  to  the  means  by  which  that  result 

18  accomplished,  he  is  not  an  independent  contractor,  but  the  agent  of  that 

*    other,  who  is  responsible  for  his  acts  and  omissions  within  the  scope  of  his 

authority." 

In  the  case  of  Whitscm  v.  Ames,  68  Minn.  23,  70  N.  W.  793, 
it  was  said : 

"  The  decisive  test  in  determining  whether  the  doctrine  of  respondeat  su- 
perior  applies  is  whether  the  defendant  had,  under  the  contract  of  employ- 
ment, the  right  to  control  in  the  given  particular  the  conduct  of  the  person 
doing  the  wrong." 

InV osbeck  v.  Kellogg,  78  Minn.  176,  80  N.  W.  957,  a  written 
contract  was  construed,  and  held  to  show  conclusively  that  the 
person  in  charge  of  the  work  was  an  independent  contractor;  but 
in  that  case  that  entire  question  was  submitted  upon  the  terms 
of  the  contract  itself.    In  Aldritt  v.  Marmfsicturing  Co.  (Minn.), 
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88  N.  W.  741,  the  rule  is  aflBrmed  as  stated  in  Rait  v.  Carpet  Co., 
supra,  in  the  following  language: 

"  The  question  whether  the  doctrine  of  respondeat  superior  applies  to  toy 
particular  case  depends  upon  the  question  whether  the  original  eo&trtetor 
had  control  of  and  the  right  to  direct  the  subcontractor  as  to  time,  place,  ind 
manner  of  performing  the  work,  and  this  question  must  be  determined  from 
the  contract  between  the  parties  in  the  light  of  surrounding  drcumstaBeK.** 

We  think  the  contract,  on  its  face,  clearly  indicates  that  re- 
spondent did  not,  in  any  respect,  retain  control  of  the  work  as  to 
the  method,  time,  or  place  of  its  execution,  but  only  as  to  the 
result  accomplished,  viz.,  that  it  should  be  in  accordance  witii  the 
specifications.  But  from  a  consideration  of  all  the  evidence  SQ^ 
rounding  the  making  of  the  contract  we  are  of  the  opinion  that  it 
does  not  conclusively  appear  that  the  true  relations  of  the  partia 
were  defined  by  the  writing.  At  the  time  this  contract  was  en- 
tered  into,  the  ironwork  to  be  put  in  place  by  Winblad  &  Brace 
was  lying  in  a  vacant  lot  on  the  other  side  of  the  street  opposite 
the  building  in  which  it  was  to  be  placed.  For  several  reasons 
the  best  location  for  the  derrick  seemed  to  be  in  the  street  in  front 
of  the  building,  because  the  ironwork  was  nearer  to  tiiat  point 
than  any  other,  the  street  was  higher  than  the  groimd  at  the  rear 
of  the  building,  and  the  alley  was  hardly  wide  enough  for  the  re- 
quired purposes,  and,  besides,  it  was  used  by  the  brewing  com- 
pany in  the  daily  conduct  of  its  business.  It  was  known  to  re- 
spondent that  the  street  could  not  be  occupied  without  securing 
a  permit,  and  Winblad  consulted  respondent's  superintendent  in 
I  reference  thereto.     The  contract  provided  that  the  men  employed 

by  Winblad  &  Bruce  should  be  placed  on  the  pay  rolls  of  the  re- 
spondent company,  and  that  all  tools  and  appliances  were  to  be 
furnished  by  it,  and  the  derrick  was  delivered  in  the  street  by 
respondent.  The  construction  of  the  ornamental  ironwork  re- 
spondent reserved  to  itself,  and  on  one  occasion  superintendent 
had  put  in  place  certain  iron  plates,  which  was  part  of  the  work 
of  Winblad  &  Bruce.  It  appears  that  Mr.  Winblad  had  been  a 
regular  employe  of  respondent  for  about  16  years,  that  he  was 
accustomed  to  act  as  foreman  of  this  kind    of  work,  and  had  on 
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several  occasions  during  that  period  taken  similar  contracts  to  the 
one  under  consideration.  Under  all  of  these  circumstances  we 
do  not  think  it  appears  conclusively,  as  a  matter  of  law,  that 
respondent  did  not  reserve  the  right  of  supervision  as  to  time, 
place,  and  method  of  putting  up  the  structural  iron,  and  whether 
it  did  not  in  fact  exercise  supervision,  to  some  extent,  as  to  the 
use  of  the  derrick,  and  its  location  with  reference  to  the  electric 
wires.  If  respondent  did  exercise  such  supervision,  or  if  the 
contract  was  not  intended  to  express  the  true  relation  between  the 
parties  in  respect  to  the  control  or  superintendence  of  the  work, 
then  Winblad  &  Bruce  were  not  independent  contractors  as  de- 
fined by  the  decisions  of  this  court.  The  case  of  Aldritt  v.  Manu- 
facturing Co.,  supra,  involved  a  similar  contract  to  the  one  under 
consideration,  but  the  facts  in  that  case  were  essentially  different, 
and  the  decision  rested  upon  the  ground  that  the  legal  status  of 
the  parties  was  determined  by  the  contract  itself. 

But  respondent  contends  that  the  record  conclusively  shows 
diat  the  deceased  came  to  his  death  by  reason  of  his  own  careless- 
ness. The  argument  to  this  effect  is  based  upon  the  fact  that  he 
had  some  experience  as  an  electrician;  that  he  knew  contact  ex- 
isted between  the  derrick  cable  and  the  electric  wire;  that  other 
people  had  received  shocks  by  touching  the  cables,  and  that  he  was 
fully  warned  of  the  danger,  so  that  his  attempt  to  push  the  cable 
back  towards  the  gutter  was  in  a  spirit  of  bravado  or  criminal  care- 
lessness, and  not  in  the  exercise  of  any  duty  devolving  upon  him. 
A  close  examination  of  the  evidence  makes  it  by  no  means  certain 
that  the  deceased  was  not  in  the  exercise  of  reasonable  care,  or 
that  he  was  not  acting  in  a  commendable  manner  in  attempting 
to  move  the  cable  to  a  less  dangerous  location.  In  the  first  place, 
his  experience  as  an  electrician  was  limited  to  the  running  of  an 
ordinary  dynamo.  For  some  reason  he  assumed  that  it  was  one 
of  the  secondary  wires,  charged  with  108  or  110  volts,  which  was 
in  contact  with  the  derrick.  It  does  not  appear  conclusively  that 
he  was  negligent  in  not  knowing  that  it  was  the  primary  wire  in- 
stead of  the  secondary.  If  he  had  been  thoroughly  familiar  with 
the  construction  of  the  electric  system,  he  would  have  known  that 
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the  cable  was  in  contact  with  the  primary  wire,  and  that  the  danger 
was  greater;  but  he  assumed  that  conditions  were  different^  and 
that  the  cables  were  charged  with  108  or  110  volts,  which,  it  ap- 
pears from  the  evidence,  could  not  be  fatal.  When  some  one  dared 
him  to  touch  the  cable,  he  refused  upon  the  ground  that  his  shoes 
were  wet,  but  remarked  that  it  would  not  be  dangerous,  which 
tended  to  show  precaution  upon  his  part  It  is  true  he  had  been 
informed  that  the  electric  company  had  been  notified  of  the  con- 
dition,  but  there  is  no  evidence  as  to  what  time  they  were  expected 
to  make  repairs,  and  that  fact  alone  is  not  sufficient  to  warrant 
the  conclusion  that  the  deceased  was  simply  playing  with  an  in- 
strument of  death.  It  is  urged  that  there  was  no  duty  resting  upon 
him  to  go  into  the  street  and  interfere  with  the  cable,  and  that 
by  so  doing  he  assumed  the  risk,  and  was  alone  responsible  for  the 
result.  True,  he  was  not,  in  the  ordinary  s^ise,  a  traveler  along 
the  public  highway  at  that  time,  for  it  may  be  said  that  he  was 
attracted  to  the  place  by  the  fact  that  the  derrick  had  become 
charged  with  electricity ;  but  he  had  a  right  to  be  in  the  street,  not 
only  as  a  public  traveler,  but  also  for  the  purpose  of  observing 
what  was  going  on ;  and,  if  a  traveler  would  have  the  right  to  stop 
and  remove  from  the  highway  a  nuisance  which  he  conceived  to 
be  dangerous  to  other  travelers,  then  the  deceased  had  a  similar 
nght  to  remove  a  dangerous  instrument  which  came  under  his 
observation,  although  he  was  attracted  to  the  place  by  the  very 
fact  of  its  existence.  In  the  case  of  DiUan  v.  Light  Co,,  179  Pa. 
482,  36  Atl.  164,  it  was  held  that  a  police  officer  was  justified  in 
attempting  to  remove  a  live  electric  wire  from  the  public  street 
with  his  mace.  The  decision  does  not  necessarily  rest  upon  the 
fact  that  he  was  a  public  officer  whose  particular  business  it  was 
to  remove  such  dangerous  appliances.  If  a  patrolman  would  be 
justified  in  so  doing,  then  any  person,  with  reasonable  care  and 
caution,  may  do  the  same  thing.  In  the  case  of  Bourget  v.  City 
of  Ca^nbridge,  156  Mass.  801,  31  N.  E.  390,  16  L.  R.  A.  605,  it 
was  held  that  one  who  was  traveling  in  the  highway  was  justified 
in  attempting  to  remove  a  loose  telephone  wire;  and,  while  the 
opinion  in  that  case  discusses  the  question  from  the  standpoint 
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of  a  traveler,  it  is  clearly  stated  that  the  attempt  to  remove  the 
wire  was  justified,  in  that  it  did  not  appear  to  be  an  intermeddling 
by  a  volunteer.  In  Light  Co.  v.  Orr,  59  Ark.  215,  27  S.  W.  66, 
43  Am.  St.  Rep.  30,  it  was  held  to  be  a  question  for  the  jury 
whether  a  boy,  who  had  been  warned,  was  guilty  of  contributory 
negligence  in  picking  up  a  live  wire  that  was  lying  across  the 
street.  The  case  should  have  been  submitted  to  the  jury. 
Order  reversed,  and  a  new  trial  directed. 


Kbnnealy  v.  Westchester  Electric  Railway  Co. 

yew  York;  Appellate  Division  of  Supreme  Court,  Second  Department, 

1.  Duty  as  to  injury  to  employee  of  contractor. — ^The  plaintiff  was  em- 

ployed by  a  contractor  who  had  entered  into  a  contract  to  paint  the 
supporting  poles  of  the  defendant's  trolley  system.  While  engaged  in 
sandpapering  one  of  such  poles  he  came  in  contact  with  an  electric  feed 
wire  and  was  severely  injured.  It  was  held  that  the  measure  of  the 
defendant's  obligation  was  to  use  reasonable  care  under  such  circum- 
stances to  protect  the  workman  against  injury. 

2.  Negligence;  evidence. — The  trial  court  held  that,  under  the  complaint, 

the  negligence  of  the  defendant  must  be  based  upon  the  defective  con- 
struction of  the  feed  wire  in  the  first  instance;  and  under  this  ruling  the 
plaintiff  was  required  to  establish  that  the  alleged  defective  insulation 
of  the  wire  existed  at  the  time  it  was  placed  upon  the  pole  as  a  part  of 
the  original  construction.  The  jury  passed  upon  this  question  and  de- 
cided that  it  was  originally  defective.  It  was  held  that  the  evidence 
was  sufficient  to  justify  this  finding. 

3.  Charge  to  jury. — It  is  not  error  for  the  court  to  refuse  to  charge  that 

"  If  the  jury  is  in  doubt,  if  the  evidence  is  equal  on  both  sides,  the  ver- 
dict shall  be  for  the  defendant."  The  mere  existence  of  a  reasonable 
doubt  in  the  minds  of  jurors  in  a  civil  case  does  not  require  them  to  find 
for  the  defendant. 

Appeal  by  defendant  from  judgment  for  plaintiff,  and  from  au 
order  denying  a  new  trial.  Reported  1  St.  Ry.  639,  86  App.  Div. 
(K  Y.)  293,  83  N.  Y.  Supp.  823 ;  decided  July  24, 1903. 
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Bayard  H,  Ames  (Theodore  SiUcman  and  Arthur  Of  net,  <m  tlie 
brief),  for  appellant. 

Michael  J.  Tiemey  (John  J.  Crennan,  on  the  brief),  for  re- 
spondent. 

Opinion  by  Willaed  Babtlett,  J. : 

The  plaintiff  has  recovered  a  verdict  of  $5,000  damages  for  ee- 
vere  injuries  to  his  arm,  caused  by  coming  in  contact  with  a  feed 
wire  upon  the  defendant's  trolley  system  while  engaged  in  sand- 
papering one  of  the  supporting  poles  preparatory  to  painting  the 
same.  The  plaintiff  was  employed  by  a  contractor,  who  had  Altered 
into  a  contract  with  the  defendant  to  paint  the  supporting  poles. 
The  measure  of  the  defendant's  obligation  to  a  workman  nndei 
these  circumstances  was  to  use  reasonable  care  for  his  protectioi] 
against  injury.  Wells  v.  Brooklyn  Heights  R.  Co.,  67  App.  Div. 
(N.  Y.)  212,  and  cases  there  cited.  The  theory  of  the  plaintiff's 
case  was  that  the  accident  was  due  to  the  defective  insulation  of  dn 
feed  wire  at  a  point  a  short  distance  from  the  supporting  pole 
where  his  elbow  came  in  contact  with  it ;  and,  in  view  of  the  Ian 
guage  of  the  complaint,  the  trial  court  held  that  no  negligence  couh 
be  predicated  upon  any  failure  properly  to  maintain  and  inspec 
the  feed  wire  after  it  was  put  up,  but  that  the  defendant's  failure  o 
duty,  if  made  out  at  all,  must  be  based  upon  defective  constracti<» 
in  the  first  instance.  In  this  view  the  plaintiff  was  required  to  es 
tablish  that  the  alleged  defective  insulation  of  the  feed  wire,  if  i 
existed  in  fact,  was  a  condition  existing  at  the  time  the  wire  wa 
placed  upon  the  pole  as  a  part  of  the  original  construction.  Th< 
jury  were  instructed  to  pass  specifically  upon  this  question,  an< 
answered  it  in  the  affirmative.  The  defendant  now  insists  tha 
there  was  no  evidence  sufficient  to  sustain  an  adverse  finding  in  thi 
respect. 

There  was  proof  in  the  case  which  would  authorize  a  finding  tha 
the  insulating  covering  of  the  feed  wire  was  lacking  at  the  poin 
where  the  plaintiff  claims  to  have  received  his  injury ;  but  it  is  con 
ceded  that  the  wire  had  been  in  place  about  a  year,  and  the  appel 
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lant  contends  that  evidence  showing  that  the  insulation  was  defect- 
ive at  the  time  of  the  accident  did  not  justify  the  inference  that  the 
defect  existed  at  the  time  of  the  original  construction ;  inasmuch  as 
there  was  proof  that  the  action  of  the  wind,  causing  the  ^vi^es  to 
sway,  had  a  tendency  to  wear  away  the  covering  material  at  certain 
points.  I  think,  however,  that  such  inference  might  fairly  be  based 
upon  the  testimony  offered  in  behalf  of  the  defendant  itself.  One 
of  the  defendant's  witnesses,  a  lineman  named  Lafayette  R.  Baut, 
testified  that  there  had  been  no  change  in  the  feed  wire  or  the  con- 
struction at  the  pole  where  this  accident  occurred  since  the  occur- 
rence of  the  accident  down  to  the  time  of  the  trial.  The  feed  wire, 
he  said,  was  in  the  same  condition,  exactly  the  same  as  it  was  in 
1899,  when  he  examined  it  immediately  after  the  accident.  The 
trial  took  place  on  October  14,  1902.  If  the  condition  of  the  pole 
and  wire  had  remained  unchanged  from  July  22,  1899,  the  day 
when  the  accident  occurred,  to  October  14,  1902,  the  day  of  the 
trial,  the  jury  might  certainly  infer  that  it  remained  unchanged 
from  the  time  it  was  put  up,  a  year  previous  to  the  day  of  the  acci- 
dent, up  to  the  time  of  the  accident. 

It  is  not  necessary  to  discuss  the  point  made  in  regard  to  the 
alleged  contributory  negligence  of  the  plaintiff,  or  his  assumption 
of  the  risks  involved  in  the  employment,  further  than  to  say  that  the 
proof  on  these  branches  of  the  case  not  only  justified,  but  required, 
the  submission  of  both  issues  to  the  jury. 

At  the  close  of  the  charge,  just  before  the  jury  went  out,  defend- 
ant's counsel  requested  the  court  to  charge  as  follows:  "If  the  jury 
is  in  doubt,  if  the  evidence  is  equal  on  both  sides,  the  verdict  shall 
be  for  the  defendant."  The  learned  trial  judge  refused  to  charge 
this  proposition,  and  the  defendant's  counsel  excepted.  The  refusal 
was  not  error.  The  request  involved  two  propositions :  (1)  That,  if 
the  jury  were  in  doubt,  the  verdict  should  be  for  the  defendant ;  and 
(2)  that,  if  the  evidence  was  equal  on  both  sides,  the  verdict  should 
be  for  the  defendant.  The  first  of  these  propositions  was  incorrect. 
The  mere  existence,  even,  of  a  reasonable  doubt  in  the  minds  of 
jurors  in  a  civil  case,  does  not  require  them  to  find  for  the  defend- 
ant. The  second  proposition — that,  if  the  evidence  was  equal  on, 
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both  sides,  the  verdict  should  be  for  the  defendant — ^was  correct, 
but  the  trial  court  was  not  bound  to  give  that  instruction,  coupled 
as  it  was  with  the  previous  erroneous  proposition  of  law.  He  had 
already  charged  the  jury  fully  in  regard  to  the  burden  which  the 
law  imposed  upon  the  plaintiff  to  establish  his  case  by  a  preponder 
ance  of  evidence,  and  this,  under  the  circumstances,  was  sufBcient 
The  judgment  should  be  affirmed. 

Judgment  and  order  unanimously  affirmed,  with  costs. 

All  concur. 


Duty  of  street  railway  eompany  as  to  use  of  eleetrleal 

troUey  wire,  as  used  by  a  street  railway  company,  is  charged  with  an  agency 
of  exceeding  danger  to  life,  and  is  capable  of  communicating  such  deadly  quil- 
ity  to  any  wire  or  conductor  of  electricity  that  may  come  in  contact  with  it. 
Wlien  a  corporation  is  authorized  to  use  such  an  agency  in  the  public  streets, 
the  law  implies  a  duty  of  using  a  very  high  degree  of  care  in  the  construction 
and  operation  of  the  appliances  for  the  use  of  that  agency,  requiring  the 
corporation  to  employ  every  reasonable  precaution  known  to  those  possessed 
of  the  knowledge  and  skill  requisite  for  the  safe  treatment  of  such  an  agency, 
for  providing  against  all  dangers  incident  to  its  use,  and  holds  it  accountable 
for  the  injury  of  any  person  due  to  the  neglect  of  that  duty,  whether  the 
person  injured  is  or  is  not  one  of  its  own  employees.  McAdam  v.  Ceninl 
Ry.  d  Elec.  Co^  67  Conn.  445,  36  Atl.  341,  6  Am.  Electl.  Cas.  348. 

Injury  to  employee  of  another  company  by  feed  wire  of  eleetrie 
rail^Fay  company. — In  the  case  of  Atlanta  Conaol.  8t.  Ry.  Co.  v,  Owings, 
97  Ga.  663,  25  S.  E.  377,  33  L.  R.  A.  798,  6  Am.  Electl.  Cas.  271,  the  facU 
were  comewhat  similar  to  those  of  the  principal  case.     The  plaintiff's  intestate 
was  an  employee  of  a  telephone  company,  and  was  killed  by  a  current  of  elec- 
tricity emanating  from  a  feed  wire  used  by  the  electric  railway  company 
which  came  in  contact  with  a  wire  belonging  to  the  employer  of  such  in- 
testate.    The  court  in  its  opinion  says :     "  The  railway  company  employed 
in  the  conduct  of  its  business  a  subtle,  dangerous,  and  deuth-dealing  agency. 
It  consisted  of  a   highly  potential   electric   current,    which    traversed   wires 
stretched  upon  poles,  and  running  through  the  city  of  Atlanta  and  its  suburbs. 
These  wires  were  liable,  upon  coming  in  contact  with  other  wires  belonging 
to  the  telephone  company  or  electric  light  company,  and,  perhaps,  other  cor- 
porations, to  cause  injury  or  death  to  employees  of  these  other  companies 
while  engaged  in  performing  their  duties  as  linemen.     Under  these  circum- 
stances, it  is  to  all  minds  a  clear  proposition  that  the  railway  company  was 
bound  to  exercise  at  least  ordinary  diligence,  not  only  to  prevent  contacts 
from  which  the  above-mentioned  consequences  might  reasonably  be  expected 
to  ensue,  but  also  to  discover  and  take  measures  to  prevent  a  continuance  of 
sucli  contacts,  even  when  occasioned  by  the  negligence  of  any  other  persons. 
To  hold  otherwise  would  be  to  allow  this  company  to  maintain  its  deadly 
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igency  with  no  responsibility  whatever  for  consequences  which,  in  the  natural 
course  of  things,  might  in  all  probability  occur.  Those  who  employ,  in  the 
proflecution  of  their  business,  a  palpably  and  highly  dangerous  agency,  such 
18  electricity,  are  bound  to  exercise  such  precautions  to  prevent  injury  to 
others,  aa  the  emergency  would  reasonably  seem  to  require.*' 

Applioation  of  nuudm  res  iptti  loquitur. —  In  the  case  of  Clarke  v. 
Nassau  Elec.  R.  Co.,  9  App.  Div.  (N.  Y.)  54,  41  N.  Y.  Supp.  78,  it  was  said: 
"The  fact  that  the  defendant  brought  electricity  into  the  street  for  use  as  a 
motive  power,  and  the  fact  that  electricity  so  employed  was  capable  of  escaping 
in  such  a  way  as  to  produce  the  casualty  which  actually  took  place,  were  suf- 
ficient, taken  together,  to  justify  the  inference  that  the  accident  was  due  to 
the  agency  of  the  defendant,  in  the  absence  of  proof  that  it  was  otherwise 
caused.  The  maxim  res  ipsa  loquitur  is  directly  applicable."  See,  also^  in 
this  connection  Dwyer  v.  Buffalo  Qeneral  Elec,  Co,,  20  App.  Div.  (N.  Y.) 
124,  46  N.  Y.  Supp.  874.  As  to  the  effect  of  this  doctrine  upon  liability  of 
an  electric  company  for  injury  to  its  employees,  see  Lincoln  St.  R.  Co.  v,  Cox^ 
48  Nebr.  807,  67  N.  W.  740,  6  Am.  Electl.  Cas.  Zb1\Kraatz  v.  Brush  Elec. 
Light  Co.,  82  Mich.  457,  46  N.  W.  787,  3  Am.  Electl.  Cas.  491. 

iBJnry  to  trespasser. — One  who  leaves  the  street  and  climbs  a  pole  sup- 
porting wires,  without  permission  from  or  notice  to  the  company  whose 
system  he  has  thus  entered  upon,  and  is  injured  by  reason  of  the  contact  of 
one  company's  wire  with  the  feed  wire  of  another  company,  can  recover  from 
neither.  Augusta  Ry.  Co.  v.  Andrews,  89  Ga.  653,  16  S.  E.  203,  4  Am.  Electl. 
Cas.  378.  In  the  case  of  Freeman  v.  Brooklyn  Heights  R,  Co.,  54  App.  Div. 
(N.  Y.)  596,  66  N.  Y.  Supp.  1052,  it  appeared  that  the  injury  was  occa- 
sioned to  a  boy  who  had  climbed  upon  the  girder  of  an  archbridge,  along 
which  the  defendant's  trolley  wire  was  strung,  and  had  caught  hold  of  a 
guard  wire  which  in  some  manner  had  become  charged  with  electricity.  The 
wires  were  so  strung  that  they  were  entirely  out  of  reach  of  persons  using  the 
street  and  sidewalk  in  the  ordinary  manner,  and  it  was  only  when  the  plaint- 
iff had  gone  out  of  his  way  and  had  climbed  into  a  position  of  danger  inde- 
pendently of  the  wires,  that  he  was  exposed  to  contact  with  them.  The  court 
held  that  the  defendant  waa  not  bound  to  anticipate  this  danger,  and  especially 
so,  as  the  guard  wires  which  the  plaintiff  caught  hold  of,  was  not  designed  for 
the  purpose  of  carrying  a  current  of  electricity,  but  was  for  the  purpose  of 
protecting  the  wire  which  did  carry  the  current,  and  the  usual  pecautions  by 
the  way  of  inspection  had  been  taken,  to  see  that  there  was  no  leakage  of  the 
enrrent  from  the  wire  to  the  guard  wire. 
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Hart  v.  Allegheny  CSounty  Light  Co. 

Pennsylvania;  Supreme  Court, 
1.  Injury  to  electric  light  inspector  by  contact  with  elbctbic  ught 

WIRE  AND  TELEPHONE  WIRE ;   CONTRIBUTORY  NEGLIGENCE. — ^In  an  actiOR  bj 

an  electric  light  inspector  against  a  telephone  company  and  an  electric 
light  company  it  appeared  that  such  inspector  had  been  in  the  employ  ol 
the  defendant  electric  light  company  for  several  years;  that  he  was  an 
experienced  man  and  had  been  accustomed  to  climb  poles  upon  which  both 
electric  wires  and  telephone  wires  were  placed.  While  upon  a  pole  upon 
which  an  electric  light  and  telephone  wire  were  connected  he  was  iojund 
by  placing  one  hand  upon  the  telephone  wire  and  the  other  upon  the 
electric  light  wire.  It  was  his  special  duty  as  inspector  to  see  that  the 
electric  light  wires  were  clear  at  night  and  to  adjust  any  difficulties  inter- 
fering with  the  lights.  He  had  been  provided  with  rubber  gloves,  bat 
was  not  using  them  when  the  injury  was  received.  It  was  hrid  that  the 
plaintiff  was  guilty  of  contributory  negligence  precluding  recovery. 

Appeal  by  defendant,  Allegheny  County  Ligbt  Co.,  from  a  judg- 
ment rendered  against  it  in  favor  of  the  plaintiff.  Decided  Janu- 
ary 6, 1902 ;  reported  201  Pa.  St  234,  50  Atl.  1010. 

Knox  &  Reed  and  /.  H.  Beal,  for  appellant. 

W.  A,  Hudson  and  Oeo,  A.  Sturgeon,  for  appellee. 

Opinion  by  Potteb,  J. : 

This  action  was  brought  against  two  defendants  aa  joint  tort 
feasors.  The  evidence  failed  to  show  any  concert  of  action,  or  any 
joint  trespass,  by  the  defendants,  and  under  the  principle  of  Wiett 
V.  Traction  Co.,  200  Pa.  148,  49  Atl.  891,  a  separate  recoveiy 
should  not  have  been  allowed  against  one  defendant  The  point 
should,  however,  have  been  brought  to  the  attention  of  the  court  at 
the  trial. 

But,  aside  from  this  question,  it  clearly  appears  from  Ae  evi- 
dence that  the  injury  for  which  recovery  is  here  sought  was  caused 
by  the  act  of  the  plaintiff  in  placing  one  hand  upon  a  telephone 
^vire,  and  the  other  upon  or  in  contact  with  an  electric  light  wire, 
both  wires  being  upon  the  same  pole,  which  was  the  property  of  the 
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electric  ligbt  company.  The  plaintiff  was  an  inspector,  and  had 
been  employed  as.  such  by  the  electric  li^t  company  for  several 
years.  He  was  an  experienced  man,  and  had  been  accustomed  to 
climbing  poles  upon  which  both  electric  wires  and  telephone  wires 
were  placed.  The  special  duty  for  which  he  was  employed  was  to 
look  after  the  li^ts  at  night,  and  to  see  that  the  wires  were  clear, 
and  to  adjust  any  difficulties  that  prevented  the  proper  operation 
of  the  lights.  It  is  therefore  apparent  that  the  plaintiff,  above  all 
others,  was  the  one  whose  business  it  was  to  discover  anything 
wrong  with  the  wires.  The  defendant  company  could  only  be  ap- 
prised of  a  difficulty  with  its  wires  through  the  report  of  the  plain- 
tiff, or  some  other  inspector  employed  for  that  purpose.  The 
plaintiff  was  familiar,  or  at  least  should  have  been,  with  the  condi- 
tion of  the  electric  light  wires,  and  their  situation  upon  the  poles 
with  relation  to  buildings,  trees  and  other  wires. 

Electric  light  wires  are,  of  course,  always  dangerous  to  handle. 
There  is  always  a  possibility  of  injury  from  them  alone,  or  in  con- 
nection with  other  wires.  The  telephone  wire  complained  of  in 
this  instance  was  not,  as  stated  in  the  plaintiff's  declaration,  a 
"  grounded  or  live  wire,"  but  was  an  ordinary  wire  leading  from 
the  pole  to  an  office  near  by.  Of  course,  there  was  connection  with 
the  earth  at  some  point  on  the  line,  but  it  is  apparent  from  the 
testimony  that  the  injury  was  caused,  not  by  any  current  which 
was  carried  by  the  telephone  wire,  but  by  reason  of  the  fact  that 
when  the  plaintiff  came  in  contact  with  the  light  wire  in  one  hand, 
and  with  the  telephone  wire  in  the  other,  his  body  formed  a  short 
circuit  between  the  two  wires,  which  resulted  in  his  receiving  a 
shock  from  the  heavily  charged  electric  light  wire,  causing  him  to 
fall. 

He  had  been  provided  with  rubber  gloves  for  the  express  pui^ 
pose  of  protecting  himself  against  an  injury  of  this  character.  If 
he  had  made  use  of  these  rubber  gloves  upon  the  night  in  question, 
he  would  have  been  safe.  Whether  it  be  put  upon  the  ground  of 
the  knowledge  which  the  plaintiff  had,  or  should  have  had,  or  the 
relative  position  of  the  two  wires,  or  whether  it  be  based  upon  his 
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carelessness  in  failing  to  protect  himself  at  the  time  of  the  accident 
by  the  use  of  the  rubber  gloves  provided  for  that  purpose,  in  dther 
case  the  inference  is  unavoidable  that,  without  the  contributoi; 
negligence  of  the  plaintiff,  the  accident  could  not  have  occurred. 

The  first  specification  of  error  is  to  the  refusal  of  the  appellanffl 
first  point,  which  prayed  for  binding  instructions  in  favor  of  the 
defendant*  This  assignment  is  sustained,  and  the  judgment  is  re- 
yersedL 


ilAtrESGN  &  Sttbttbban  Stbeet  Raiuload  Co.  v.  Sucmovb. 

Tennessee;  Supreme  Court. 

1.  Use  of  instbuments  to  detect  defects. — ^The  plaintiff's  intestate,  wbo 

was  a  lineman  in  the  employ  of  a  telephone  company,  was  fatally  injured 
while  attempting  to  repair  a  telephone  wire*  by  coming  in  contact  with  a 
live  wire  of  a  street  car  company  attached  to  one  of  its  poles  which  the 
decedent  had  ascended  for  the  purpose  of  making  such  repairs.  The  de- 
cedent was  furnished  with  a  magneto  bell  and  test  set  in  order  to  enable 
him  to  ascertain  the  presence  of  an  electric  current  in  any  wire,  but  he 
failed  to  have  them  with  him  on  this  occasion.  It  was  held  that  the 
question  as  to  whether  these  instruments  were  designed  to  test  insulators 
and  defects  therein  was  a  question  for  the  jury. 

2.  Presumption  as  to  proper  insulation. — ^An  instruction  to  the  effect  that 

if  the  decedent  had  no  knowledge  that  the  wires  of  the  street  railroad 
company  at  the  point  of  contact  were  not  properly  insulated  and  reason- 
ably safe,  then  he  had  a  right  to  presume  that  they  were  properly  and 
safely  insulated  unless  the  want  of  insulation  or  the  defective  insulatioii 
was  plainly  apparent  to  him  in  the  exercise  of  ordinary  and  reascmable 
care,  is  erroneous  because  it  relieves  the  employee  of  his  duty  to  ezerciae 
active  diligence  for  his  own  safety  in  an  occupation  peculiarly  hazardous. 

Error  brought  by  defendant  from  judgment  in  favor  of  plaintiff. 
Decided  June  22,  1901 ;  reported  107  Tenn.  392,  64  S.  W.  705. 

C.  G.  Bond  and  Hays  &  Biggs,  for  plaintiffs  in  error. 

R.  F.  Sprigitis  and  BuUoch  £  Timberlake,  for  defendant  in 
error. 
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Opinion  by  McAxisteb^  J. : 

Mrs.  Simmons  recovered  a  joint  judgment  against  the  telephone 
md  street  railroad  companies  for  the  sum  of  $2,500  for  the  wrong- 
ful killing  of  her  husband,  R.  P.  Sinmions.  Both  companies  ap- 
pealed, and  numerous  errors  are  assigned. 

[Matter  omitted  pertains  to  question  of  practice.] 

The  gravamen  of  the  action  as  laid  in  the  declaration  is  that 
plaintiffs  intestate,  R.  P.  Simmons,  at  the  time  of  his  death,  was 
in  the  employment  of  the  telephone  company  in  the  capacity  of  a 
lineman,  and  was  killed  by  coming  in  contact  with  a  live  wire  of 
the  street  car  company,  attached  to  one  of  its  poles,  which  Sim- 
mons had  ascended  for  the  purpose  of  making  repairs  for  the  tele- 
phone company.  It  is  alleged  that  prior  to  that  time  the  street  car 
company  and  the  telephone  company  had  entered  into  a  contract, 
parol  or  written,  by  which  it  was  mutually  agreed  that  eidier  com- 
pany might  use  the  poles  of  the  other  in  case  of  necessity  or  ex- 
pediency. Again,  it  is  alleged  that  the  street  railroad  company, 
by  permitting  the  telephone  company  to  string  its  wires  on  the 
pole  in  question,  made  the  latter  company  a  licensee,  whereby  the 
street  railroad  company  owed  a  duty  to  the  telephone  company  and 
its  employees  to  keep  its  wires  attached  to  said  poles  properly  in- 
sulated. Again,  it  is  alleged  that  the  street  railroad  company,  in 
carrying  on  its  business  and  maintaining  its  system  of  wires  in  a 
public  thoroughfare,  where  the  poles  and  wires  of  other  electrical 
companies  were  maintained,  owed  a  duty  to  the  employees  of  the 
other  electrical  companies  to  keep  its  wires  attached  to  said  poles 
safely  insulated.  It  is  further  charged  that  the  defendant  tele- 
phone company,  by  stringing  one  of  its  wires  to  said  pole  for  the 
purpose  of  making  a  return  circuit,  made  said  pole  part  of  its  ap- 
pliances and  premises,  and  defendant  telephone  company,  in  not 
providing  safe  appliances,  and  inviting  deceased  to  an  unsafe  and 
dangerous  place  to  work,  is  liable.  It  is  further  charged  that  both 
companies  knew,  or  ought  to  have  known,  that  said  wire  was  not 
insulated,  and  that  it  was  charged  with  a  deadly  current  of  electric- 
ity. The  facts  disclosed  in  the  record  tend  to  show  that  the  de- 
ceased at  the  time  of  the  accident  was  in  the  service  of  the  tele- 
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phone  company  as  lineman  and  inspector.  His  duties  were  of  a 
general  nature ;  that  is  to  say,  they  were  not  specifically  defined, 
but  the  deceased  was  expected  to  perform  any  duti^  in  the  line  of 
telephone  business  that  might  be  demanded  of  him.  On  the  17th 
of  September,  1897,  a  street  car  had  become  derailed,  and  the  trol- 
ley pole  in  some  way  came  in  contact  with  the  guy  wire  attached 
to  a  pole  of  the  car  company,  thereby  turning  the  current  of  elec- 
tricity from  the  trolley  wire  to  the  guy  wire,  and,  pushing  the  guy 
wire  up,  caused  it  to  come  in  contact  with  the  lead  cable  incasing 
the  telephone  wires,  and  burning  a  hole  in  the  cable.  When  the  de- 
railed car  was  placed  back  on  the  track,  the  original  status  quo  was 
restored,  and  there  was  no  further  communication  between  the  trol- 
ley and  guy  wires.  The  telephone  company  was  apprised  of  the 
accident,  and  directed  the  deceased  to  proceed  to  the  place,  and 
ascertain  the  cause  of  the  trouble.  The  deceased,  after  an  exami- 
nation of  the  premises,  and  without  special  directions  from  his 
superior  officers,  mounted  a  pole  belonging  to  the  street  car  com- 
pany, ostensibly  to  raise  the  lead  cable  of  the  telephone  company, 
which  was  then  sagging  down,  and  attach  it  to  a  bracket  affixed  to 
the  street  car  company's  pole,  and  while  thus  engaged  Simmons 
was  killed  by  coming  in  contact  with  one  of  the  live  span  wires  of 
the  street  car  company.  The  gravamen  of  the  action  against  the 
street  car  company  is  that  it  was  negligent  in  only  using  a  single 
insulator  placed  at  the  connection  of  the  span  wire  with  the  trolley 
wire,  and  which  insulator  was  itself  defective,  and  out  of  repair; 
and  negligently  failing  to  place  a  second  insulator  at  some  proper 
and  convenient  point  between  the  trolley  wire  and  said  pole.  There 
is  proof  tending  to  show  that  no  inspection  had  been  made  by  the 
street  car  company  from  the  time  it  began  operating,  April  30, 
1897,  up  to  the  time  of  the  accident^  to  see  if  its  said  insulators 
were  in  good  condition.  It  was  insisted  that  the  street  car  'com- 
pany had  at  its  power  house  what  is  termed  a  "  circuit  breaker/' 
and  that  no  other  test  or  inspection  of  insulators  was  necessary.  It 
is  further  shown  that  the  street  car  system  had  only  been  in  opera- 
tion in  Jackson  for  about  four  months;  tliat  it  was  equipped  with 
the  best  and  most  modern  appliances;  that  the  span  wires  were  at- 
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tached  to  the  trolley  wire  by  the  bell-hanger  insulator,  which  was 
the  latest  and  most  effective  appliance  for  preventing  the  electrical 
current  from  escaping  from  the  trolley  wire  to  the  span  wire.  It 
is  also  shown  that  company  had  furnished  Simmons  with  a 
magneto  bell  and  test  set  in  order  to  enable  him  to  ascertain  the 
presence  of  an  electrical  current  in  any  wire,  but  that  he  failed 
to  have  them  with  him  on  this  occasion.  Whether  these  instru- 
ments were  useful  only  in  discovering  electrical  disturbances  on  the 
line,  and  were  not  designed  to  test  the  insulators  and  defects  there- 
in or  their  location,  was  a  question  addressed  to  the  superior  wis- 
dom of  the  jury.  It  is  said,  however,  that  a  common  and  very  re- 
liable test  of  the  voltage  of  the  wire  is  to  brush  it  lightly  with  the 
hand,  or  with  an  old  piece  of  iron,  and  that  this  test  was  usually  ap- 
plied by  linemen.  There  is  evidence  tending  to  show  that  when 
Simmons  first  mounted  the  pole  he  touched  the  wire  that  after- 
wards caused  his  death,  but  at  that  time  no  serious  result  was  ex- 
perienced. It  is  said  that  a  defective  insulator  acts  perfectly  at 
one  moment  and  the  next  moment  will  permit  a  fatal  current  of 
electricity  to  pass  over  the  wire.  It  is  insisted  on  behalf  of  de- 
fendant in  error  that  the  deceased  did  not  know,  until  he  received 
the  shock,  that  the  wire  which  produced  his  death  was  dangerous. 
On  the  other  hand,  there  is  proof  tending  to  show  that  about  30 
days  prior  to  the  accident  the  deceased  was  engaged  with  others  in 
running  a  wire  of  the  telephone  company  along  by  said  pole  where 
deceased  was  killed,  and  he  received  a  shock  at  that  time  from  one 
of  the  wires  attached  to  that  pole.  It  is  also  in  evidence  that  on  the 
day  of  the  accident  deceased  stated  that  the  wires  were  hot,  and 
he  was  warned  by  one  or  two  others  not  to  ascend  the  pole.  This 
is  a  substantial  statement  of  the  case  as  made  in  the  pleadings  and 
proof. 

[Matter  omitted  pertains  to  alleged  misconduct  of  jury.] 
The  third  assignment  of  error  is  that  the  court  instructed  the 
jury  that  "  if  Simmons  (the  deceased)  had  no  knowledge,  either 
actual  or  from  information,  that  the  span  wires  of  the  street  rail- 
road company  at  the  point  in  controversy,  and  strung  to  this  pole, 
were  not  properly  insulated,  and  reasonably  safe,  then  he  had  a 
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right  to  presume  they  were  properly  and  safely  insnlated,  unless 
the  want  of  insulation  at  all  or  defective  insulation  was  so  open 
and  obvious  that  he  ought^  in  the  exercise  of  ordinary  and  reason- 
able care  and  caution,  to  have  so  known."  This  charge^  we  think, 
erroneous,  for  it  relieves  the  employee  of  the  duty  to  exercise  active 
diligence  for  his  own  safety  in  an  occupation  peculiarly  hazardous, 
and  where  the  employee  has  iJie  better  opportunity  of  discovering 
and  avoiding  the  danger.  In  the  case  of  Telephone  Co.  v.  Loomis, 
87  Tenn.  504, 11  S.  W.  356,  it  was  held  by  this  court,  viz. : 

'*A  charge  to  the  effect  that  a  servant  may  assume  that  a  telephone  pole 
which  he  is  required  to  climb  in  the  due  course  of  his  employm^it  is  safe  and 
suitable  for  that  purpose  is  erroneous  in  a  suit  brought  by  the  senrant  for  in- 
juries caused  by  the  breaking  of  the  pole,  in  that  it  relieves  him  from  the 
exercise  of  ordinary  care  for  his  own  safety,  and  decides  that  he  was  not  the 
company's  inspector  of  poles, — ^a  disputed  fact  in  the  case." 

In  the  case  at  bar  the  proof  shows  that  it  was  the  duty  of  Sim- 
mons, as  a  lineman,  to  dig  holes,  raise  poles,  put  cross-arms  thereon 
and  steps,  string  wires,  put  on  guy  wires,  and  clear  line  troubles; 
and  as  an  inspector  his  duties  were  the  foregoing,  together  with 
clearing  trouble  in  instruments,  putting  in  new  telephones,  collect- 
ing when  needed,   and  making  himself  generally   useful.     The 
record  further  shows  that  Simmons  was  an  experienced  man  in  his 
line  of  business ;  that  he  had  been  manager  of  the  telephone  com- 
pany at  Humboldt,  and  employed  in  the  service  at  Nashville,  where 
intricate  systems  of  telephones  and  electric  car  wires  cross  each 
other  and  are  maintained.     It  was  necessarily  a  part  of  his  duty 
to  inspect  and  test  the  wires  about  which  he  expected  to  work.    The 
case  of  Anderson  v.  Telegraph  Co.  (Wash.),  7  Am.  Electl.  Cas. 
725,  53  Pac  657,  41  L.  R  A.  410,  was  a  case  where  a  servant  of 
the  telephone  company  brought  an  action  against  the  telephone 
company  and  the  street  railway  company  jointly  for  personal  in- 
juries.   At  the  time  of  the  accident  the  plaintiff  was  a  lineman  in 
the  employ  of  the  telephone  company.    The  two  defendants  used  in 
common  a  pole, — the  telephone  company  for  holding  up  its  wires, 
and  the  street  railroad  company  fastening  to  said  pole  a  span  wire 
or  guy  "Wire  running  from  the  trolley  wire.    The  plaintiff,  a  line- 
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man,  ascended  said  pole  for  the  purpose  of  stringing  a  wire  on  it, 
and  while  on  the  pole  came  in  contact  with  the  span  wire  belong- 
ing to  the  street  railway  company,  and  sustained  from  the  shock 
serious  personal  injuries.  It  was  held  that  the  failure  of  the  line- 
man to  test  the  insulators  would  preclude  any  recovery.  Bergin  v. 
Telephone  Co.,  70  Conn.  54,  38  Atl.  888,  39  L.  R.  A.  192,  was  a 
case  where  a  telephone  company,  and  an  electric  railroad  company 
used  the  same  pole  for  their  wires,  and  the  court  held  that  the  law 
did  not  absolutely  require  the  telephone  company,  as  between  it 
and  its  linemen,  to  test  and  inspect  guy  wires  and  circuit  breakers 
put  in  by  such  railroad  company  to  discover  whether  they  were  in 
a  safe  condition,  but  whether  the  employer  or  employee  should  dis- 
charge such  duty  depended  on  the  facts  of  the  particular  case. 

**  Linemen/'  said  the  court,  *'  are  employed  by  the  telephone  company,  among 
other  things,  for  the  purpose  of  doing  work  which  is  dangerous  by  reason  of 
the  possible  contact  of  the  telephone  wires  with  highly-charged  wires  of  the 
street  railway  or  other  companies.  The  linemen  are  to  do  their  own  lesting 
on  such  work.  The  telephone  company  has  no  other  men  to  do  the  testing 
than  the  linemen,  as  the  latter  knew.  There  was  nothing  to  prevent  Delaney 
(who  was  the  plaintiff  in  the  case)  from  testing  the  guy  wire,  and  the  line- 
men on  this  job  were  furnished  with  all  the  tools,  appliances,  and  wires  with 
which  to  test  wires  of  the  electric  street  railway." 

The  case  of  Hector  v.  Light  Co.  (Mass.),  5  Am.  Electl.  Cas.  300, 
87  N.  K  773,  25  L.  R,  A.  554,  shows  the  plaintiff  was  a  lineman 
of  the  telephone  company,  and  went  upon  the  roof  of  the  building 
called  the  "  Youth's  Companion  Building "  for  the  purpose  of 
affixing  a  telephone  wire  to  a  standard  erected  upon  the  roof  of  that 
building.  He  was  injured,  while  on  the  roof,  by  his  hand  coming 
in  contact  with  a  wire  belonging  to  the  defendant,  the  electric  light 
company,  through  which  an  alternating  electric  light  current  was 
being  transmitted.  The  plaintiff  had  a  long  experience  with  elec- 
trical apparatus,  was  familiar  with  all  kinds  of  electrical  wires, 
and  the  proper  methods  of  handling  them,  and  the  dangers  attend- 
ant upon  the  business.  It  was  admitted  that  the  defendant  was 
transmitting  through  these  alternating  wires  an  electric  current  of 
a  thousand  volts,  which  was  dangerous  under  certain  conditions. 
But  it  was  contended  that  to  make  such  a  current  dangerous  the 
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person  tOTiching  a  wire  must  be  "  grounded,"  as  it  is  called, — that 
is,  be  connected  with  the  earth  by  substances  that  are  conductors  of 
electricity, — while  the  other  wire  of  the  circuit  must  be  grounded 
at  the  same  time.  The  claim  of  the  plaintiff  was,  in  effect,  that 
the  alternating  electric  light  wires  were  not  properly  insulated. 
The  court  held  that  the  electric  light  company,  on  the  evidence, 
owed  no  duty  to  the  plaintiff  to  have  its  wires  properly  insulated 
at  the  place  where  he  received  hia  injury. 

The  sixth  assignment  of  error,  in  which  objection  is  made  to  the 
charge  of  the  court  on  the  theory  of  a  sudden  exigenir^  or  emer- 
gency of  the  business,  is  also  sustained.  This  is  not  the  case  of  an 
employee  ordered  by  the  master,  upon  a  sudden  emergency,  into 
a  place  of  danger.  There  is  no  evidence  that  deceased  was  ordered 
to  ascend  this  pole  and  raise  the  sagging  lead  cable,  but  this  method 
of  accomplishing  the  work  was  chosen  by  the  deceased  himself, 
rather  than  ascend  a  pole  belonging  to  the  telephone  company, 
which  stood  30  feet  north,  and  which  deceased  could  have  ascended, 

f;  and  thereby  avoided  any  contact  with  the  wires  of  the  street  car 

company. 

■'  The  trial  court  was  also  in  error  in  refusing  the  fourth  and  fifth 

instructions  submitted  by  defendants,  and  embodied  in  the  tenth 
and  eleventh  assignments  of  error  on  the  brief  of  the  telephone 
company.  These  supplemental  requests  embodied  the  theory  of  the 
defendant  companies,  and  should  have  been  given  in  chai^ 

For  the  errors  indicated,  the  judgment  is  reversed,  and  the  cause 
remanded. 
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electric  li^t  company.  The  plaintiff  was  an  inspector,  and  had 
been  employed  as.  such  by  the  electric  light  company  for  several 
years.  He  was  an  experienced  man,  and  had  been  accustomed  to 
climbing  poles  upon  which  both  electric  wires  and  telephone  wires 
were  placed.  The  special  duty  for  which  he  was  employed  was  to 
look  after  the  lights  at  night,  and  to  see  that  the  wires  were  clear, 
and  to  adjust  any  diflSculties  that  prevented  the  proper  operation 
of  the  lights.  It  is  therefore  apparent  that  the  plaintiff,  above  all 
others,  was  the  one  whose  business  it  was  to  discover  anything 
wrong  with  the  wires.  The  defendant  company  could  only  be  ap- 
prised of  a  diflSculty  with  its  wires  through  the  report  of  the  plain- 
tiff, or  some  other  inspector  employed  for  that  purpose.  The 
plaintiff  was  familiar,  or  at  least  should  have  been,  with  the  condi- 
tion of  the  electric  light  wires,  and  their  situation  upon  the  poles 
with  relation  to  buildings,  trees  and  other  wires. 

Electric  light  wires  are,  of  course,  always  dangerous  to  handle. 
There  is  always  a  possibility  of  injury  from  them  alone,  or  in  con- 
nection with  other  wires.  The  telephone  wire  complained  of  in 
this  instance  was  not,  as  stated  in  the  plaintiffs  declaration,  a 
"  grounded  or  live  wire,"  but  was  an  ordinary  wire  leading  from 
the  pole  to  an  oflSce  near  by.  Of  course,  there  was  connection  with 
the  earth  at  some  point  on  the  line,  but  it  is  apparent  from  the 
testimony  that  the  injury  was  caused,  not  by  any  current  which 
was  carried  by  the  telephone  wire,  but  by  reason  of  the  fact  that 
when  the  plaintiff  came  in  contact  with  the  light  wire  in  one  hand, 
and  with  the  telephone  wire  in  the  other,  his  body  formed  a  short 
circuit  between  the  two  wires,  which  resulted  in  his  receiving  a 
shock  from  the  heavily  charged  electric  light  wire,  causing  him  to 
fall. 

He  had  been  provided  with  rubber  gloves  for  the  express  pui^ 
pose  of  protecting  himself  against  an  injury  of  this  character.  If 
he  had  made  use  of  these  rubber  gloves  upon  the  night  in  question, 
he  would  have  been  safe.  Whether  it  be  put  upon  the  ground  of 
the  knowledge  which  the  plaintiff  had,  or  should  have  had,  or  the 
relative  position  of  the  two  wires,  or  whether  it  be  based  upon  his 
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There  was  no  evidence  of  negligence  on  the  part  of  the  instalLh 
tion  company  and  the  railway  company.  The  evidence  disclosed 
that  the  uninsulated  wires  of  the  Sherman  Oil  &  Cotton  Company 
were  stretched  above  an  awning  of  a  business  house  at  such  a  dis- 
tance that  deceased^  while  engaged  in  holding  a  pole  so  as  to  guide 
it  through  a  hole  in  the  awning  as  it  was  being  placed  in  the  ground 
by  his  fellow  laborers,  came  in  contact  with  a  wire  heavily  cfaaiged 
with  electricity,  and  was  instantly  killed.  The  awning  on  uriiich 
deceased  was  killed  was  covered  with  corrugated  iron,  and  was  at- 
tached to  the  storehouse  as  a  protection  against  sun  and  rain  to 
those  on  the  sidewalk.  Appellants  offered  to  prove,  however,  that 
the  awning  ^^  had  been  frequently  used  by  persons  going  on  the 
roof  to  repair  and  paint  the  awning,  to  paint  the  walls  of  the 
building,  and  to  put  in  telephone  connections,"  but  the  testimimy 
was  rejected  by  the  court.  Under  the  decision  in  the  case  of  Power 
Co.  V.  Lefevre,  7  Am.  Elect!  Cas.  598,  93  Tex.  604,  57  S.  W. 
640,  49  L.  R.  A.  771,  77  Am.  St.  Rep.  898,  the  court  did  not  err 
in  instructing  a  verdict  for  appellees  under  the  facts  admitted  in 
evidence,  and  the  question  is  presented  as  to  whether  the  admission 
of  the  rejected  evidence  would  have  made  a  case  that  should  have 
been  presented  to  the  jury  for  determination.  In  the  Lafevre  com 
there  was  no  proof  that  the  "  awning  was  ever  used  as  a  place  of 
resort,  or  for  any  purpose  whatever  by  persons  going  on  top  of 
it,"  and  the  failure  to  make  such  proof  seems  to  be  the  turning 
point  in  the  case;  and  the  clear  inference  from  the  repeated 
declaration  that  such  evidence  was  lacking  is  that,  had  sudi  evi- 
dence been  introduced,  the  decision  would  have  been  different. 
With  the  proof  before  the  jury  that  was  rejected  by  the  court  a 
question  of  fact,  as  to  whether  the  oil  and  cotton  company  migjit 
have  reasonably  foreseen  that  some  person  might  come  in  contact 
with  the  exposed  wires,  was  raised,  and  the  case  should  have  gone 
to  the  jury.  All  the  uses  that  were  made  of  the  awning,  except 
those  made  of  it  by  trespassing  boys,  were  ones  that  might  have 
been  reasonably  anticipated  ;  and,  if  the  company  owning  the  wires 
knew  or  should  have  known  that  the  awning  was  put  to  such  uses, 
it  would  be  liable  for  damages  caused  to  any  one  lawfully  on  the 
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ming;  whether  he  was  using  it  for  the  purposes  that  the  others 
d  or  not.  The  fact  that  persons  went  on  the  awning  for  certain 
wful  purposes  put  the  oil  and  cotton  company  on  notice  that 
hers  migjit  go  Ihere  for  other  lawful  purposes.  ^^A  company 
laintaining  electrical  wires^  over  which  a  high  voltage  of  electicity 
eonTeyedy  rendering  them  highly  dangerous  to  others,  is  under 
e  duty  of  using  the  necessary  care  and  prudence  at  places  where 
hers  may  have  the  right  to  go,  either  for  work,  business  or  pleas- 
■e,  to  prevent  injury.  Joyce,  Electric  Law,  sec.  445,  and  author- 
188  cited;  Overall  v.  Light  Co.  (Ky.),  7  Am.  Electl.  Cas.  521, 
r  S,  W.  443 ;  McLaughUn  v.  Light  Co.  (Ky.),  6  Am.  Electl.  Cas. 
)6,  87  S.  W.  856,  34  L.  R  A.  812 ;  Sch/mitzer's  Adm'r  v.  Elec- 
ie  Co.  (Ky.),  7  Am.  Electl.  Cas.  571,  52  S.  W.  830;  Perham  v. 
leetric  Co.  (Or.),  7  Am.  Electl.  Cas.  487,  53  Pac.  14,  24,  40  L. 
.  A.  799,  72  Am.  St.  Eep.  730.  There  is  nothing  in  the  evidence 
lat  indicates  that  deceased  was  a  trespasser  on  the  awning,  but,  on 
ieotheithand,itmaybe  inferred  that  he  was  there  with  the  implied 
amission  of  the  owner,  and  engaged  in  the  lawful  prosecution  of 
B  work.  As  said  by  the  Supreme  Court  of  Louisiana  in  Clerr^ 
its  V.  Electric  Light  Co.,  4  Am.  Electl.  Cas.  481,  11  South.  51, 
J  L.  R.  A.  43,  32  Am.  St.  Rep.  348,  if  the  wire  "  passed  over  a 
of  to  which  people  in  adjoining  rooms  had  access,  and  where,  in 
e  course  of  time,  mechanics  must  go  to  make  repairs,  or  laborers 
•  sweep  off  or  clean,  it  was  the  duty  of  the  company,  independent 
'  any  statutory  regulation,  to  see  that  their  lines  were 
ife."  The  fact  that  workmen  had  frequently  gone  on 
16  awning  to  make  repairs,  and  that  telephone  em- 
loyees  had  gone  there  to  make  connections,  was  proof 
tat  it  was  a  place  where  people  went  for  business,  and 
lised  the  question  of  n^ligence  on  the  part  of  appellee,  that 
lould  have  been  submitted  to  the  jury.  Appellee  cannot  justify 
le  peremptory  instruction  on  the  ground  that  it  did  not  know  that 
le  persons  in  question  had  gone  upon  the  awning ;  and  neither  is 
le  position  tenable  that,  while  it  may  have  known  that  painters 
id  telephone  employees  may  have  gone  there,  it  had  no  reason  to 
iticipate  that  a  lineman  would  go  there.    The  question  of  knowl- 
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edge  was  one  that  might  be  inferred  from  the  fact  that  die  em- 
ployees went  there,  and,  if  it  owed  a  duty  to  them,  it  owed  a  duty 
to  any  one  there  in  the  lawful  prosecution  of  his  business. 

The  judgment  is  affirmed  as  to  the  Electric  Installation  Com- 
pany and  the  Denison  &  Sherman  Railway  Company,  but  is  re- 
versed as  to  the  Sherman  Oil  &  Cotton  Company,  and  the  cauBe 
remanded  for  another  triaL 
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Habeb^  Blum^  Blooh  Hat  Co.  v.  Southebn  Bell  Telephone 

&  Telegbaph  Co. 

Georgia;  Supreme  Court. 

1.  Pleading — ^A  special  demurrer,  which  is  founded  on  the  terms  of  a  con- 

tract neither  set  out  in  the  petition  nor  made  in  any  way  a  part  thereof, 
will  be  considered. 

2.  Refusal  to  tklxfhone  subscbibeb  of  long  distance  connection. — Where 

a  subscriber  to  a  telephone  exchange  at  one  place  desired  to  communicate 
with  his  regular  counsel  in  another  place,  was  refused  the  long-distance 
connection,  contrary  to  an  alleged  contract,  and  avers  that  in  consequence 
of  such  refusal  he  (the  said  subscriber)  paid  unnecessarily  and  unjustly 
a  delinquent  employee  $175  to  get  rid  of  him  and  to  recover  from  him 
certain  property  intrusted  to  him,  and  to  avoid  a  threatened  lawsuit,  it 
not  appearing  that  such  absent  counsel  could  have  controlled  such  de- 
linquent employee,  such  payment  cannot  be  recovered  as  actual  or  special 
damages.  This  view  is  re-enforced,  if  it  needs  re-enforcement,  by  the 
averment  that  this  sum  was  unnecessarily  paid. 

3.  ExEMPLABT  DAMAGES. — Nor  do  We  think  that  the  refusal  by  a  telephone 

company  to  a  subscriber  of  a  long-distance  connection,  without  aggravat- 
ing circumstances,  would  entitle  a  party  to  exemplary  or  punitive 
damages. 

4.  Damages  fob  bbeach  of  contbact. — While  the  breach  of  contract  would 

entitle  the  party  injured  to  nominal  damages  at  least  (Civ.  Code  1895, 
sec.  3801),  this  principle  of  law  does  not  apply  in  a  case  in  which  only 
actual  and  punitive  damages  are  sued  for,  construing  the  pleadings  most 
strongly  against  the  pleader. 
(Syllabus  by  the  court.) 

Error  by  defendant  from  judgment  for  plaintiff.    Decided  No- 
vember 3,  1903 ;  reported    118  Ga.  874. 

B.  /.  Dasher  and  A.  L,  Dasher,  for  plaintiff  in  error. 

Roland  EUis,  for  defendant  in  error. 

TuBNBB,  J. :    Judgment  affirmed  without  opinion,  all  the  jus- 
tices concurring. 

(847) 
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Atlanta  Standard  Tel.  Co.  v.  Porter. 

Georgia;  Supreme  C<mrt, 

1.  CONISACT   FOB   USE   OF   TELEPHONE;    INTEBBI71PTED    SEBTICB. — Where  ft  Ctt- 

tract  between  a  telephone  company  and  one  of  its  subecriben  praridcd 

that  the  latter  should  pay  to  the  former  a  specified  sum  "  as  an  somiil 

rental  for  exchange  services,  charges     .     .     .     payable  in  quarterlj  m- 

stallments  in  advance/'  and  "if  the  service  (should  be)  interrupted otber- 

wise  than  by  negligence  or  willful  interference  of  the  subscriber,  a  rebate 

at  the  rate  "  specified  for  the  **  rental  *'  should  "  be  made  for  the  tin 

such  interruption  (continued)  after  reasonable  notice  in  writing  to  tk 

company,  but  no  other  liability  (should)  in  any  case  attach  to  the  tm- 

pany/'  the  subscriber  could  not  escape  liability  for  the  stipulated  ratal, 

because  of  bad,  improper,  or  useless  service,  without  first  giving  to  tk 

company  notice  in  writing  of  an  interruption  of  service. 

2.  Notice  of  interrupted  service. — ^Hence,  in  a  suit  by  the  company  agftiBit 

the  subscriber  for  an  amount  claimed  to  be  due  the  plaintiff  for  telepboM 

service,  upon  the  defendant's  admitting  that  he  **  never  gave  the  compaiif 

any  written  notice  of  interruption  of  service  before  this  suit  was  flkd," 

testimony  offered  by  him  tending  to  show  bad,  improper,  or  uselesi  aenia 

was  inadmissible,  when  proper  objection  was  made  thereto. 

(Syllabus  by  the  Court.) 

Error  by  plaintiflF  from  judgment  for  defendant  Decided  Feb- 
ruary 9, 1903 ;  reported  117  Ga.  124,  43  S.  E.  441. 

Felder  &  Rountree  and  Fuller  &  Nealoriy  for  plaintiff  in  error. 
R,  B.  Blachhum,  for  defendant  in  error. 

Opinion  by  Fish,  J. : 

The  Atlanta  Standard  Telephone  Company  sued  T.  H.  Porte 
in  a  justice's  court  in  Fulton  county  upon  an  account  for  $16.80 
for  telephone  service.  In  the  justice's  court  the  case  was  appealed 
to  a  jury,  and  there  was  a  verdict  for  the  defendant.  The  plain- 
tiff presented  a  petition  for  certiorari  to  the  judge  of  the  Superior 
Court  of  the  Atlanta  circuit,  who  refused  to  sanction  the  same, 
whereupon  the  plaintiff  sued  out  a  bill  of  exceptions,  alleging  error 
in  this  ruling  of  the  judge.  From  the  evidence  for  the  defendant, 
as  set  forth  in  the  petition  for  certiorari,  it  appears  that  the  de* 
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fense  set  up  was  failure  of  consideration.  It  also  appears  that  tlie 
plaintiff  introduced  a  witness  who  swore  that  the  account  sued 
on  was  just,  due,  and  unpaid,  and  a  written  contract  between  the 
parties,  wherein  the  defendant  agreed  to  pay  to  the  plaintiff,  "  as 
an  annual  rental  for  exchange  service  charges,  the  sum  of  $36.00, 
payable  in  quarterly  installments  in  advance,  for  a  period  of  five 
years."     This  contract  contained  the  following  provision: 

"  If  the  service  is  interrupted  otherwise  than  by  negligence  or  willful  inter- 
ference of  the  subscriber,  a  rebate  at  the  rate  hereinbefore  specified  shall  be 
made  for  the  time  such  interruption  continues  after  reasonable  notice  in 
writing  to  the  company,  but  no  other  liability  shall  in  any  case  attach  to  the 
company." 

The  decision  of  the  case  turns  upon  the  proper  construction  of 
this  provision.  The  defendant,  who  was  introduced  by  the  plain- 
tiff, testified  that  "  the  telephone  was  put  in  and  remained  in  until 
this  suit  was  filed,"  and  that  he  "  never  gave  the  company  any  writ- 
ten notice  of  interruption  of  service  before  this  suit  was  filed." 
The  plaintiff  objected  to  certain  testimony  of  the  defendant  him- 
self, and  of  witnesses  introduced  by  him,  tending  to  show — ^to  use 
the  language  .of  our  learned  brother  of  the  Superior  Court — "  bad 
OP  improper  or  useless  service,"  "upon  the  ground  that  it  was 
irrelevant ;  the  defendant  having  testified  that  he  had  not  given  the 
plaintiff  the  written  notice  of  interruption  of  service  required  by 
the  contract."  This  objection,  which  was  repeatedly  made  as  the 
evidence  was  offered,  was  in  each  instance  overruled  by  the  magis- 
trate; and,  in  the  petition  for  ceritorari,  error  was  assigned  upon 
each  of  these  rulings.  A  further  assignment  of  error  was  "  that 
the  verdict  was  contrary  to  the  law  and  the  evidence,  and  with- 
out evidence  to  support  it."  The  order  of  the  judge  refusing  to 
sanction  the  petition  for  certiorari  was  as  follows : 

"  I  cannot  sanction  this  writ.  The  evidence  authorized  the  verdict.  The 
objections  to  evidence  all  hinged  on  the  fact  that  no  written  notice  had  been 
given.  The  only  requirement  of  notice  in  the  contract  is  in  order  to  get  a 
rebate  if  the  service  is  '  interrupted,  .  .  .  for  the  time  such  interruption 
continues.'    This  is  entirely  different  from  bad,  improper,  or  useless  service." 

VOL.  VIII — 54 
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We  think  his  honor  erred  in  the  constmction  which  he  placed 
upon  the  contract.     It  will  be  seen  that  under  the  contract  the  de- 
fendant was  bound  to  pay  to  the  plaintiff,  for  telephone  service  to 
bo  furnished  to  him  by  the  latter,  $36  annually,  in  quarterly  in- 
stallments, payable  in  advance  of  service  rendered  by  the  company; 
and,  if  the  service  should  be  ^^  interrupted  otherwise  than  by  the 
negligence  or  willful  interference  "  of  the  defendant,  the  plaintiff 
was  bound  to  "  rebate  "  or  refund  the  "  rental  "  for  the  time  during 
which  such  interruption  continued  after  written  notice  thereof  to 
the  telephone  company,  but  "  no  other  liability  should  in  any  cue 
attach  to  the  company."     So,  if  the  contract  were  carried  out  on 
tlie  part  of  the  defendant,  the  "  rental  "  for  the  telephone  scrrice 
whid)  tlio  company  contracted  to  furnish  him  would  at  the  begin- 
ning of  eacii  quarter  be  paid  in  advance  of  the  rendition  of  such 
service,  subject  to  be  proportionately  rebated  or  refunded  for  the 
time  during  which  the  service  should,  without  fault  of  the  d^ 
fondant,  be  interrupted,  after  written  notice  thereof  to  the  eooh 
pany ;  and  as,  by  the  terms  of  the  contract,  the  company  wis,  upon 
the  hapiHM\ing  of  the  specified  conditions,  bound  to  rebate  Ae 
rtM\tal,     and     only     binmd     to     rebate     it     upon     thoee    condi- 
tions«     the     defendant     could     not     escai>e     liability     for    die 
rental  without  showing  interruption  of  service,  continuing  after  be 
had  notified  the  ci"»mpany,  in  writing,  of  the  same.     Fn-ier  iii» 
ci^ntraot,  nonliability  of  the  defendant  for  the  rental,  an-i  aabiliiy 
of  the  plaintiff  to  rebate  the  same,  amount  to  the  f^n-e  'ibf*. 
and,  as  **  no  other  liability  should  in  any  case  anaof:  to  *ie  ««• 
pauy,**  oxivpt  the  liability,  under  the  specified  cv-nliti-  r.f.  :-:•  re- 
l>ate  the  n^ntal,  it  follows  that,  except  under  such  e*:- iitims.  ;b 
defendant  would  Iv  liable  for  the  rental  which  hr   ^:c:-rfc!«*£  IP 
imy.     Henco,  in  order  to  give  the  provisions  of  Titr    rcT^rt  b 
rofo!\M\iV  to  an  interruption  of  service  a  reasonaKe  ir':fr7irt7:x':i3L 
**  intorrupttxl  "  sorvioo  must  be  construed  to  me*r  z#x  :.t."7  i  ---a] 
«»ssation  of  a  s^^rvioe  once  begun,  but  any  service  t±l'--i.r  ai^rir  :: 
»rviiv  Ty*a5^^naMy  suited  to  the  purpose  int6:::oe^t:  fr   iij»*r»ji 
the  suWr:lvr  cvuld  not  claim  the  right  to  havr  rrir-TifT  -vxis  i 
had  paid  in  advance  for  telephone  service 
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ground  that  the  service  furnished  was  so  unsatisfactory  and  de- 
fective as  to  be  practically  useless,  but  could  only  claim  such  a 
right  when  there  was  a  total  cessation  of  service.  An  interruption 
of  service,  within  the  meaning  of  this  contract,  is  an  interruption 
of  the  kind  of  service  contracted  for, — ^that  is,  of  a  service  reason- 
ably adapted  to  the  purpose  intended, — and  such  a  service  could  be 
interrupted  by  being  displaced  by  a  "  bad,  defective,  or  useless 
service."  We  think  the  provision  of  the  contract  in  reference  to 
interrupted  service  was  intended  both  to  secure  to  the  subscriber  a 
reasonably  efficient  service  on  the  part  of  the  company,  and  to 
prevent,  on  his  part,  a  claim  of  nonliability  for  the  specified  rental, 
based  upon  bad  and  defective  service,  or  a  total  cessation  of  service, 
unless  the  company  was  first  afforded  an  opportunity  to  remedy 
whatever  defects  there  might  be  in  the  service.  A  portion  of  the 
testimony  objected  to  by  the  plaintiff  and  admitted  by  the  court 
was  perfectly  consistent  with  an  interrupted  service,  even  if,  under 
this  contract,  interruption  of  service  should  be  construed  to  mean 
only  a  total  cessation  of  a  service  once  begun ;  and  all  of  it  tended 
to  show  an  interrupted  service,  within  the  meaning  of  that  term 
as  applied  to  the  contract  The  defendant  having  testified  that  he 
never  gave  any  written  notice  of  interruption  of  service  to  the 
plaintiff,  and  the  testimony  under  consideration,  when  offered, 
having  been  objected  to  upon  this  ground,  it  was  error  to  admit 
it ;  and  the  petition  for  certiorari,  assigning  error  upon  such  ruling, 
should  have  been  sanctioned  by  the  judge  of  the  Superior  Court. 

Judgment  reversed.     All  the  justices  concurring,  except  Lump- 
kin, P.  J.,  absent  on  account  of  sickness. 
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Indiana;  Supreme  Court, 

1.  Statute  imposing  penalty  fob  failure  of  telephone  oompant  to  supply 
telephone  connections. — Section  5529  of  the  revised  statutes  of  In- 
diana (Bums'  Rev.  St.  1901),  provides  that  telephone  companies  shall 
supply  all  applicants  for  telephone  connections  and  facilities  with  such 
connections  and  facilities  without  discrimination  or  partiality,  provided 
such  applicants  comply  or  offer  to  comply  with  the  reasonable  regulationB 
of  the  company;  and  such  companies  are  prohibited  thereby  from  im- 
posing conditions  or  restrictions  upon  such  applicants  that  are  not  im- 
posed impartially  upon  all  persons  in  like  situation;  such  companies  are 
also  prohibited  from  discriminating  against  any  individual  or  company 
engaged  in  any  lawful  business,  or  between  individuals  or  companies  in 
the  same  business,  by  requiring  as  a  condition  for  furnishing  such  facili- 
ties that  they  shall  not  be  used  in  the  business  of  the  applicant,  or  other- 
wise for  any  lawful  purpose.  In  an  action  under  such  a  statute  for 
penalties  imposed  thereby  it  was  held  that  there  could  be  no  recovery 
unless  it  be  shown  that  the  rule  or  by-law  adopted  by  the  company, 
under  which  the  plaintiff  was  shut  off  from  the  right  to  use  the  facilities 
of  the  company,  was  unreasonable,  or  that  such  rule  was  not  impartially 
applied  to  all  similarly  situated. 

2.  BXASONABLENESS  of  by-law  OB  BULE  AS  TO  PAYMENT  OF  CLAIMS  FOB  SIS- 
VICES;  enfobcement. — A  rule  or  by-law  adopted  by  a  telephone  com- 
pany that  all  moneys  due  the  company  shall  be  payable  on  or  before  the 
fifth  day  of  the  month  succeeding  the  maturity  of  the  indebtedness,  and 
if  not  paid  on  or  before  such  date  the  service  to  the  delinquent  shall  be 
discontinued  until  the  indebtedness  is  fully  paid  is  not  unreasonable. 
Such  a  rule  or  by-law  may  be  enforced  against  a  person  claiming  that 
the  company  is  indebted  to  him. 

3.  Unjust  discbimination  against  patbons;  allegation  in  pi£adino. — ^An 

allegation  in  a  complaint,  for  the  purpose  of  showing  discrimination, 
that  thirty-five  other  patrons  of  the  company  "were  in  like  situation 
with  the  plaintiff"  is  a  mere  conclusion;  the  allegation  is  not  sufficient 
to  show  that  such  other  patrons  were  in  default,  and,  therefore,  did  not 
allege  sufficient  facts  to  show  a  discrimination. 

4.  Plaintiff  not  depbived  of  pbopebty  without  dub  pbocess  of  law. — 

The  deprivation  of  telephone  service  for  failure  to  comply  with  a  reason- 
able rule  of  a  telephone  company  does  not  deprive  a  patron  of  his  prop- 
erty without  due  process  of  law,  since  upon  payment  of  the  rental  up 
to  the  time  service  was  denied  him  he  may  regain  his  right  to  the 
service. 

Appeal  by  plaintiflF  from  judgment  in  favor  of  defendant    De- 
cided December  16,  1903;  reported  —  Ind.  — ,  69  K  E.  258. 
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S.  L.  Innis,  0.  W.  Morgan,  Conner  &  Conner,  and  A.  B.  Irvin, 
for  appellant. 

Ben  L.  Smith,  Claude  Cambern,  and  Donald  L,  Smith,  for 
appellee. 

Opinion  by  Gillett,  C.  J. : 

Action  by  appellant  in  10  paragraphs  to  recover  10  penalties  of 
$100  each,  under  the  provisions  of  sections  2,  3,  Acts  1885,  p.  151 
(sections  5529,  5512,  Burns'  Eev.  St.  1901).  A  demurrer  was 
sustained  to  each  of  said  paragraphs,  and  there  was  a  final  judg- 
ment that  appellant  take  nothing  by  his  action,  and  for  costs. 

The  eleventh  paragraph  of  complaint  is  of  a  representative  char- 
acter, and  an  exhibit  of  that  will  therefore  sufficiently  show  what  is 
alleged.  Said  pargraph,  omitting  the  prayer,  is  as  follows :  "  l^at 
the  defendant  is  an  incorporated  telephone  company,  duly  incor- 
porated under  the  laws  of  the  State  of  Indiana  authorizing  the 
incorporation  of  telephone  companies,  and  that  it  is  now,  and  has 
been  for  more  than  eight  years  past,  engaged  in  carrying  on  a  gen- 
eral telephone  business  in  the  city  of  Rushville,  Indiana.  That 
said  company,  at  the  time  of  its  organization,  adopted  the  plan 
of  allowing  patrons  who  desired  telephone  service  to  become  stock- 
holders in  the  company,  to  purchase  and  own  their  own  telephones, 
and  to  purchase  and  own  their  own  wires  leading  from  the  location 
of  their  said  telephones  over  the  pole  lines  of  the  defendant  to  its 
exchange,  and  to  pay  a  rental  at  the  end  of  each  month  of  a  sum  suf- 
ficient to  pay  the  operating  expenses  of  said  company.  That  under 
this  arrangement  the  plaintiff  purchased  and  paid  for  one  share  of 
stock  in  said  company,  purchased  a  first-class  telephone,  and  also 
paid  for  a  line  of  wire  leading  from  said  telephone,  which  was  and 
is  located  on  plaintiff's  dwelling  on  North  Main  street,  in  said  city 
of  Kushville,  and  within  the  local  limits  of  said  telephone  business, 
to  the  switch  board  of  the  defendant  in  said  city.  That  on  the 
20th  day  of  July,  1898,  he  had  said  telephone  and  line  in  good 
working  order  and  connected  as  aforesaid.  That  he  had  always 
complied  with  the  reasonable  regulations  of  said  company,  and 
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that  on  said  20tli  day  of  July,  1898,  he  called  up  the  exchange 
of  the  defendant,  and  demanded  that  he  be  connected  with  No.  29, 
which  was  the  line  leading  from  said  defendant's  switch  board  to 
plaintiff's  said  telephone,  which  said  defendant  unlawfully  and 
wrongfully  refused  to  do.  That  more  than  two  years  before  the 
happening  of  the  grievances  hereinafter  complained  of  the  defend- 
ant, by  its  board  of  directors,  had  adopted  a  rule  or  by-law  whidi 
reads  as  follows,  to  wit :  '  13.  All  moneys  due  this  company  or 
its  toll-line  connections  shall  be  payable  at  the  office  of  the  secre- 
tary on  or  before  the  fifth  day  of  the  month  succeeding  the  ma- 
turity of  such  indebtedness,  and  if  not  paid  on  or  before  said  date, 
the  service  of  such  delinquent  shall  be  discontinued  until  sudi 
indebtedness  is  fully  paid.'  Hat  said  rule  or  by-law  was  never 
enforced  by  the  defendant.  That  the  patrons  of  said  company 
did  not  pay  the  tolls,  dues  and  demands  that  the  several  patrons 
of  said  company  owed  said  company  at  the  office  of  the  secretary 
of  said  company  in  compliance  with  the  provisions  of  said  role, 
but,  on  the  contrary,  said  company  allowed  said  rule  to  remain 
imenforced,  and  at  no  time  has  said  company  enforced  the  same. 
That  on  said  20th  day  of  July,  1898,  the  defendant  was  justly 
indebted  to  the  plaintiff  in  the  sum  of  $1.50,  and  he  owed  said 
company  on  account  of  rent  and  tolls  the  sum  of  $1.05,  leaving 
defendant  owing  him,  after  deducting  said  rent  and  tolls,  the  sum 
of  $.45.  That  long  after  said  telephone  service  had  been  refused 
the  plaintiff,  as  hereinbefore  stated,  the  defendant  gave  as  a  reason 
for  refusing  said  telephone  service  that  the  plaintiff  had  not  paid 
the  rent  and  tolls  he  owed  said  company,  but  at  the  time  said  tele- 
phone service  was  refused  the  defendant  gave  no  reason  for  refus- 
ing said  telephone  service.  That  at  the  time  he  was  refused  tele- 
phone service,  as  hereinbefore  stated,  thirty-five  other  patrons  of 
the  defendant,  who  were  in  like  situation  with  the  plaintiff,  except 
that  the  defendant  did  not  owe  them,  or  any  of  them,  any  amount, 
were  delinquent  and  in  arrears  in  the  payment  of  rent  and  tolls; 
that  each  of  said  thirty-five  patrons  then  owed  the  defendant,  and 
had  been  in  arrears  in  the  payment  of  said  tolls  and  rents  from 
and  beyond  the  time  of  the  maturing  of  the  indebtedness  of  $1.05 
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from  the  plaintiff  to  the  defendant  hereinbefore  mentioned.  That 
the  defendant  did  not  refuse  said  thirty-five  patrons^  or  any  of 
them,  who  were  in  arrears  in  the  payment  of  their  respective  rents 
and  tolls  as  hereinbefore  stated,  telephone  service,  but,  on  the 
contrary,  continued  to  render  each  of  said  thirty-five  delinquent 
patrons  telephone  service,  though  each  of  said  thirty-five  patrons 
remained  delinquent  and  failed  to  pay  what  they  each  owed  said 
company  for  more  than  twenty  days  after  the  plaintiff  had  been 
refused  telephone  service  as  aforesaid,  though  demands  had  been 
made  upon  them  for  payment  of  said  dues ;  but  plaintiff  expressly 
avers  that  the  defendant  unlawfully  and  wrongfully  discriminated 
against  the  plaintiff,  and  refused  to  render  him  telephone  service, 
as  hereinbefore  stated." 

On  a  former  appeal  of  this  case,  where  there  had  been  a  recov- 
ery on  each  of  the  first  10  paragraphs  of  complaint,  which  were 
afterwards  dismissed,  it  was  held  by  the  appellate  court  that 
said  by-law  or  rule  No.  13  was  valid,  and  that  appellee  was  not 
obliged  to  yield  such  provision  or  incur  the  statutory  penalty  in 
case  it  could  be  proved  that  appellant  had  a  set-off  greater  than 
the  amount  of  the  delinquent  rental.  Bushville  Co-operative  Tele- 
phone Co.  V.  Irvin,  27  Ind.  App.  62,  59  N.  E.  327.  Much  of  the 
effort  of  appellant's  counsel  on  this  appeal  has  been  to  show  that 
the  cause  of  action  has  been  so  changed  that  the  decision  of  the 
appellate  court  above  referred  to  is  not  the  law  of  the  case.  It  is 
claimed  that  the  present  complaint  is  based  on  an  unlawful  dis- 
crimination. It  is  further  claimed  that  the  question  as  to  the 
reasonableness  of  said  by-law  or  rule  was  not  presented  to  the 
appellate  court,  and  that  therefore  appellant  is  not  bound  by  its 
decision  upon  that  point.  In  the  latter  insistence  counsel  impli- 
edly forget  the  announced  theory  of  their  complaint,  but  we  pre- 
fer to  put  our  decision  on  a  broader  basis.  Section  5529,  supra,  is 
as  follows :  "  Every  telephone  company  with  wires  wholly  or 
partly  within  this  State,  and  engaged  in  a  general  telephone  busi- 
ness, shall  within  the  local  limits  of  such  telephone  companies' 
[sic]  business  supply  all  applicants  for  telephone  connection  and 
facilities  with  such  connections  and  facilities  without  discrimina- 


856  Amebic  AN  Electric  al  Cases.  [vol,  8 

Irvin  V.  Rushville  CJo-operative  Telephone  Co. 


tion  or  partiality,  provided  such  applicants  comply  or  offer  to 
comply  with  the  reasonable  regulations  of  the  company ;  and  no 
such  company  shall  impose  any  conditions  or  restrictions  upon 
any  such  applicant  that  are  not  imposed  impartially  upon  all  pOT- 
sons  or  companies  in  like  situation,  nor  shall  such  companies  dis- 
criminate against  any  individual  or  company  engaged  in  any  law- 
ful business,  or  between  individuals  or  companies  engaged  in  the 
same  business,  by  requiring  as  a  condition  for  furnishing  sudi 
facilities  that  they  shall  not  be  used  in  the  business  of  the  appli- 
cant,  or  otherwise  for  any  lawful  purpose."  He  claim  is  made 
on  behalf  of  appellant  that  his  complaint  states  a  cause  of  action 
within  the  following  words  of  said  statute,  "  nor  shall  such  com- 
panies discriminate  against  any  individual  or  company  engaged 
in  any  lawful  business."  It  is  not  shown  by  allegation  that  there 
has  been  any  discrimination  against  the  business  of  appellant,  and 
therefore  he  has  not  brought  himself  within  the  clause  of  the 
statute  last  quoted.  Whether  he  complains  of  the  failure  to  fu^ 
nish  him  connections  or  facilities,  or  of  the  imposing  of  a  condi- 
tion or  restriction  upon  him  that  is  not  imposed  impartially  upon 
all  persons  in  like  situation,  it  is  evident  that,  to  recover,  he  must 
either  successfully  assail  the  reasonableness  or  operation  of  the 
by-law  or  rule,  or  show  that  it  was  not  impartially  implied  to  all 
similarly  situated.  The  statute  travels  on  the  assumption  that 
telephone  companies  may  make  reasonable  rules.  Appellant  does 
not  allege  that  the  by-law  or  rule  in  question  was  not  promulgated, 
or  that  he  did  not  know  of  it,  and  we  incline  to  the  opinion  that 
the  complaint  states  such  facts  relative  to  the  mutual  character 
of  the  corporation  that  it  may  be  said  that  the  provision  was  in 
the  nature  of  a  legislative  act,  passed  by  the  corporation  for  the 
government  of  its  members,  that  appellant  was  bound  to  take 
ntotice  of.  Mason  v.  Mason,  160  Ind.  191,  65  N.  E.  685,  and 
cases  there  cited;  Thompson,  Com.  Law  Corp.,  sec.  939.  It  is 
further  to  be  noted  that  the  complaint  is  so  drawn  that  it  is  open 
to  inference  that  appellee  had  warned  appellant  before  the  service 
was  denied  him  that  it  would  enforce  the  by-law  or  rule  against 
him  as  a  consequence  of  his  refusal  of  payment,  and  it  may  also 
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be  inferred  that  he  was  denied  service  for  the  reason  that  he  had 
not  complied  with  the  regulation  mentioned.  The  allegation  of 
the  complaint  that  at  no  time  has  the  company  enforced  the  rule 
was  evidently  inserted  by  the  pleader  by  way  of  antithesis  to  the 
preceding  charge  that  the  rule  had  not  been  enforced  against  other 
patrons  who  were  in  default.  This  view  is  borne  out  by  the  fol- 
lowing statement  of  counsel  for  appellant  in  their  brief :  "  He 
thing  we  complain  of  in  this  case  is  that  the  rule  was  unreasonably 
applied  against  the  appellant;  that  under  it  the  appellee  refused 
appellant  telephone  service  when  he  did  not  owe  a  cent  under  the 
rule.*'  If  a  corporation  authorized  to  establish  and  promulgate  a 
rule  as  a  condition  to  furnishing  service  has  done  so,  and  a  patron 
is  charged  with  notice  of  the  rule,  and  also  of  the  fact  that  he  has 
violated  it,  the  corporation  may  refuse  him  service  for  such  reason 
without  informing  him  at  the  precise  time  of  its  refusal  as  to  its 
reason  therefor ;  but  the  corporation  would  not,  of  course,  be  per- 
mitted to  bring  its  rule  forward  as  a  mere  afterthought.  When  it 
is  shown  that  the  corporation  in  a  case  of  this  kind  has  acted  under 
a  rule,  thereby  suggesting  a  colorable  defense,  it  is  required  that 
the  plaintiff  should  allege  facts  avoiding  the  operation  of  the  rule. 
See  Morgan  v.  Lake  Shore,  etc..  By.  Co.,  130  Ind.  101,  28  N.  E. 
648.  Tte  mere  fact  that  appellee  has  not  enforced  its  by-law  or 
rule  against  third  persons  before  that  time  does  not  alone  furnish 
a  reason  why  it  should  not  be  revived  as  against  appellant.  As 
before  observed,  for  aught  that  appears  in  the  complaint,  he  may 
have  been  fully  apprised  in  advance  of  the  consequence  of  his  re- 
fusal to  pay.  We  are  not  at  present  dealing  with  the  subject  of 
discrimination.    We  shall  consider  that  point  hereafter. 

The  case  cited  by  appellant's  counsel  to  the  effect  that  corpora- 
tions engaged  in  the  performance  of  a  qiuisi  public  function,  as 
in  the  furnishing  of  light,  water,  or  gas,  cannot,  by  the  enforce- 
ment of  their  rules,  preclude  the  courts  from  an  examination  into 
the  facts  are  not  in  point.  In  this  case  no  question  is  involved 
growing  out  of  the  relation  of  the  parties  as  telephone  company 
and  patron.  The  appellee,  it  may  be  inferred,  had  rendered  per- 
fect service,  and  had  in  all  respects  complied  with  its  agreement 
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with  appellant  as  its  patron^  and  it  is  admitted  that  appellant's 
indebtedness  to  it  had  matured.  What  appellant  asserts  is  that 
he  has  an  independent  claim  against  the  appellee  sufficient  to  ex- 
tinguish the  latter's  claim^  and  that  the  company  must  continue 
to  furnish  him  service^  and  go  into  court  as  a  suitor  if  it  desires  ta 
collect  its  bill;  or  at  its  peril  defend  suits  for  penalties  which  mi^t 
be  accumulated  ad  infinitum.  It  will  be  observed  that  it  is  not 
alleged  that  the  company  is  insolvent,  and  that  it  does  not  appear 
that  the  company  is  not  in  good  faith  disputing  the  validity  of 
appellant's  claim  to  a  set-off.  Considering  the  qiuisi  public  func- 
tions of  corporations  like  the  one  at  bar — corporations  whose  first 
duty  is  to  the  public  whom  they  serve — ^we  think  that  their  reve- 
nues should  not  be  depleted  by  the  furnishing  of  service  to  indi- 
viduals who  refuse  to  pay  because  they  are  asserting  collateral  de- 
mands against  it.  In  the  course  of  the  opinion  by  the  appellate 
court  on  the  former  appeal  of  this  cause  it  was  said :  ^^  It  cannot 
be  denied  that  a  rule  of  the  company  requiring  these  monthly 
payments  to  be  made  in  advance  would  have  been  a  reasonable 
rule,  and  that  upon  refusal  so  to  pay  service  could  be  denied.  The 
company  must  protect  its  plant,  and  keep  up  its  efficiency,  and 
may  enforce  a  rule  that  insures  a  reasonable  revenue  and  its 
prompt  receipt.  It  can  maintain  an  efficient  service  only  throu^ 
prompt  payment  of  all  dues  and  tolls,  and  because  of  that  fact  it 
may  use  the  summary  remedy  of  denying  service  for  nonpayment 
It  cannot  be  said  it  may  be  denied  the  benefit  of  this  rule  because 
a  patron  claims  the  company  is  indebted  to  him.  It  cannot  be 
required  to  stop  and  adjudicate  claims  held  against  it.  The  law 
compels  it  to  furnish  service.  A  patron  may  take  service  or  not, 
as  he  chooses.  It  must  furnish  efficient  service  to  all  alike  who 
are  alike  situated,  and  must  not  discriminate  in  favor  of  or  against 
any  one.  For  failure  the  extraordinary  remedies  of  mandamus 
and  injunction  may  be  successfully  invoked.  It  may  be  said  that 
the  courts  are  open  to  the  company  to  collect  its  claim,  but  as  to 
this  the  company  and  the  patrons  are  on  an  equal  footing.  The 
fact  that  the  patron  is  solvent  aids  nothing  in  determining  a  rule 
which  must  apply  to  solvent  and  insolvent  patrons  alike.     Keep- 
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ig  in  view  the  nature  of  the  company's  duties,  and  the  services 
t  may  be  compelled  to  render,  it  must  be  held  that  the  company 
uty  enforce  the  payment  of  its  current  dues  and  tolls  by  the  sum^ 
lary  remedy  of  denying  service  regardless  of  the  fact  that  the 
nbscriber  claims  the  company  is  indebted  to  him."  The  right  of 
Bt-off  AS  to  independent  demands  having  in  them  no  element  on 
fbick  to  base  a  claim  of  equitable  intervention  is  statutory  (BoU 
.  Simms,  60  Ind.  162,  168;  Pomeroy's  Code  Remedies,  sec.  729; 
6  Amer.  &  Eng.  Ency.  Law,  489 ;  Waterman  on  Set-Off,  sees.  9, 
2,  13,  16.  See  Willis  v.  Browni/ng,  96  Ind.  149,  151),  and, 
rhatever  may  be  the  effect  of  a  set-off  when  allowed  by  the  court, 
76  deem  it  clear  that  in  an  action  for  the  enforcement  of  a  penalty 
he  plaintiff  will  not  be  allowed  to  draw  in  issue  a  claim  of  set- 
ff  on  his  part.  In  the  circumstances  of  this  case  it  appears  that, 
f  neither  party  will  yield,  a  resort  to  the  law  is  practically  the  only 
emedy,  and  we  think  that  appellant  should  be  content  with  the 
pportunity  to  assert  his  independent  demand  on  the  civil  side  of 
be  court. 

As  to  the  claim  of  discrimination,  the  statement  of  the  com- 
daint  that  35  other  patrons  of  the  company  "  were  in  like  situa- 
ion  with  the  plaintiff  "  is  a  mere  conclusion.  So  far  as  averment 
;oe8,  they  are  only  shown  to  be  in  default.  It  is  not  shown  that 
hey  refuse  to  pay. 

It  is  contended  that  the  action  of  appellee  deprives  appellant 
►f  property  without  due  process  of  law.  He  has  not  been  deprived 
^f  his  tangible  property  or  of  his  stock,  and,  as  to  the  deprivation 
>f  telephone  service,  that  has  been  brought  about  by  his  violation 
d  a  rule  which  we  hold  valid.  He  may  regain  his  right  by  paying 
he  rental  up  to  the  time  service  was  denied  him,  and  complying 
^ith  such  lawful  conditions  as  the  company  has  established.  As 
o  his  own  demand,  he  was  at  liberty  to  resort  to  the  courts.  This 
lase  differs  essentially  from  the  case  of  Indiana,  etc.,  Co.  v.  State 
!x  rel  Ball,  158  Ind.  516,  63  N.  E.  220,  57  L.  R  A.  761,  where 
t  was  claimed  that  a  public  corporation  had  unlawfully  discrimi- 
nated against  an  individual,  and  thereby  denied  him  the  equal 
)rotection  of  the  laws. 
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While  this  court  asserts,  and  has  exercised,  the  right  of  treating 
the  failure  upon  the  part  of  an  appellee  to  brief  a  cause  as  tanta- 
mount to  a  confession  of  error,  yet  it  does  not  follow  that  the  mere 
refusal  of  appellee's  counsel  to  argue  a  point  that  they  apparently 
believe  to  be  without  merit  must  lead  to  a  reversal.  On  the  con- 
trary, where  the  neglect  of  appellee's  counsel  has  not  been  so  fla- 
grant as  to  demand  a  reversal  as  a  measure  of  protection  to  the 
court  on  appeal,  the  rule  is  not  to  reverse  except  for  actual  error. 
See  Martin  v.  Martin,  74  Ind.  207 ;  Big  Creek  Stone  Co.  v.  Sew- 
ard, 144  Ind.  205,  42  N.  E.  464,  43  N.  E.  5 ;  Travelers*  /rw.  Co. 
V.  Prairie  School  Tp.,  151  Ind.  36,  49  K  E.  1,  51  N.  E.  100; 
Wilson  V.  State,  156  Ind.  631,  59  N.  E.  380,  60  N.  E.  1086. 

Judgment  affirmed. 


Cumberland  Telephone  &  Telegraph  Co.  v.  Hendon. 

Kentucky;  Court  of  Appeals, 

I.  Wrongful  discoitnection  of  telephoi^s;  measure  of  daicagbs. — ^A  phy- 
sician's telephone  was  disconnected  for  non-pa3mient  of  rent  when  in 
fact  the  rent  had  been  paid  at  the  time  and  for  a  number  of  months  in 
advance.  During  the  time  that  the  telephone  was  disconnected  a  number 
of  persons  attempted  to  call  up  the  physician  but  were  told  by  the 
assistant  manager  of  the  company  that  the  telephone  had  been  discon- 
nected for  non-payment  of  rent.  The  evidence  did  not  disclose  any  pe- 
cuniary loss  in  the  suspension  of  service.  It  was  held  that  punitive  dam- 
ages could  not  be  recovered  of  the  defendant;  that  the  measure  of  damages 
in  the  absence  of  any  proof  of  specific  loss,  is  the  amount  paid  for  the 
service  for  the  time  during  which  it  is  refused,  taking  as  a  basis  the 
amount  paid  by  the  month. 

Appeal  by  defendant  from  judgment  for  plaintiff.  Decided  Jan- 
uary 7,  1903;  reported  24  Ky.  Law  Rep.  1271,  71  S.  W.  436. 

Fairleigh,  Straus  &  Eagles,  for  appellants 

Pry  or  &  SapinsJcy  and  O'Neil  &  O'Neil,  for  appellee. 
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Opinion  by  Hobson,  J. : 

Appelee,  Hendon^  is  a  physician,  living  in  Louisville.  He  was  a 
patron  of  the  appellant,  the  Cumberland  Telephone  &  Telegraph 
Company,  and  had  one  of  its  instruments  in  his  office.  Appellant 
discontinued  the  telephone  from  3  o'clock  p.  m.  of  October  23, 
1900,  to  8 :45  a.  m.  the  next  morning,  or  something  less  than  18 
hours,  and  this  action  was  brought  to  recover  damages  therefor. 
The  reason  the  telephone  was  disconnected  was  that  the  book- 
keeper made  a  mistake  in  posting  the  amount  paid  His  book  did 
not  show  that  Hendon  had  paid  for  the  month  of  September,  al- 
though he  had  in  fact  paid.  On  October  22d  a  notice  was  sent  to 
him  that  his  'phone  was  discontinued  for  this  reason,  and,  he  hav- 
ing paid  no  attention  to  the  notice,  24  hours  afterwards  the  connec- 
tion at  the  office  was  severed,  although  the  instrument  was  not  re- 
moved. When  he  got  home  at  6  o'clock  that  evening  and  found 
that  he  had  been  cut  off,  he  tried  to  'phone  to  the  office,  but  failed  to 
get  them.  The  next  morning  he  went  down,  the  mistake  was  at 
once  corrected,  and  the  instrument  was  no  longer  discontinued. 
The  proof  showed  that  he  had  not  only  paid  for  September,  but 
had  also  paid  in  advance  for  October,  November  and  December. 
It  also  showed  that  one  person  who  needed  the  doctor  for  his  wife 
that  night,  being  unable  to  reach  him  by  'phone,  walked  to  his 
office  and  waked  him  up.  It  also  showed  that  three  other  per- 
sons who  wished  to  talk  with  him  were  unable  to  reach  him  on  the 
'phone,  and  that,  when  one  of  them  asked  at  the  office  what  was  the 
matter,  the  assistant  manager  answered  that  his  'phone  had  been 
discontinued  for  nonpayment  of  rent.  It  is  not  shown  that  he 
suffered  any  pecuniary  loss  by  the  suspension  of  the  service,  al- 
though it  would  seem  that  he  was  considerably  annoyed  about  it. 
On  these  facts  the  jury  found  for  him  a  verdict  for  $200,  on  which 
the  court  entered  judgment.  The  court  instructed  the  jury  that 
they  should  find  for  the  plaintiff  at  least  nominal  damages,  and, 
if  they  believed  from  the  evidence  he  suffered  inconvenience  by 
reason  of  his  telephone  service  being  discontinued,  then  they 
should  further  find  for  him  such  sum  as  would  fairly  and  reason- 
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ably  compensate  him  for  the  inconvenience  so  sustained.  There 
was  nothing  in  the  case  to  warrant  an  instruction  on  punitive  dam- 
ages^ and  the  court  properly  refused  to  instruct  the  jury  on  this 
subject  The  plaintiff  had  by  contract  acquired  the  right  to  a  cer- 
tain service,  and,  this  contract  being  broken,  the  measure  of  dam- 
ages is  compensation  for  the  breach,  as  in  other  cases  of  broken 
obligations.  The  case  is  entirely  different  from  those  where  there 
is  a  physical  trespass,  as  in  the  case  of  the  expulsion  of  a  passenger 
from  a  train,  where  there  is  not  only  a  breach  of  contract  but  an 
actual  tort  The  proper  measure  of  damages  to  compensate  for  the 
breach  of  the  contract  is  a  matter  of  some  difficulty,  and  we  have 
been  referred  to  no  authorities  directly  in  point  Where  the  con- 
tract is  to  deliver  a  specific  message,  and  is  broken,  the  measure  of 
damage  has  been  often  adjudicated,  and  we  see  no  reason  why  the 
same  principles  should  not  apply  to  the  case  before  us,  for  the  con- 
tract here  was  in  substance  an  undertaking  to  convey  all  messages 
the  subscriber  might  wish  to  send,  or  others  might  wish  to  send 
to  him,  over  appellant's  line,  within  the  time  paid  for  by  him.  In 
the  absence  of  proof  of  special  damage  for  the  failure  to  carry  a 
message,  the  recovery  would  be  limited  to  the  amount  paid  for  the 
service  which  was  not  furnished.  Mere  inconvenience  or  annoy- 
ance cannot  be  recovered  for  except  in  peculiar  cases.  25  Am.  k 
Eng.  Enc.  Law,  855-863;  Chapman  v.  Telegraph  Co.,  3  Am. 
Electl.  Cas.  670,  90  Ky.  265, 13  S.  W.  880.  Where  there  is  a  con- 
tract, not  for  a  specific  message,  but  for  the  carriage  of  all  mes- 
sages within  a  certain  time,  the  refusal  to  carry  any  messages  for 
a  certain  part  of  the  time  is  a  breach  of  contract  not  different  in 
character  from  the  neglect  to  carry  a  specific  message,  and  the 
measure  of  damages,  in  the  absence  of  any  proof  of  specific  loss,  is 
the  amount  paid  for  the  service  for  the  time  during  which  it  is  re- 
fused. In  case  of  special  damage,  this,  in  addition,  may  be  re- 
covered under  proper  averments.  Robinson  v.  Telegraph  Co. 
(Ky.),  68  S.  W.  656,  57  L.  R.  A.  611.  Under  the  evidence,  the 
court  should  have  instructed  the  jury  to  find  for  the  plaintiff  the 
amount  paid  by  him  for  the  service  for  the  time  his  ^phone  was 


PaTBONS  of  TbLEPHONE  CoMFAlflES.  868 


state  ex  rd.  Payne  y.  Kinloch  Telephone  Go. 


discontinued^  taking  for  the  basis  the  amount  paid  by  the  month, 
and  allowing  for  the  time  lost  such  part  thereof  as  they  deemed 
ri^t 

Judgment  reversed,  and  cause  remanded  for  further  proceedings 
consistent  herewith. 


State  ex  eel.  Payne  v.  Kinloch  Telephone  Co. 

Missouri;  Court  of  Appeals  of  8t.  Louis, 

1.  Dunxs  or  telxphone  coMPANncs  to  fubnish  services. — ^Telephone  com- 
panies are  common  carriers  in  the  sense  that  they  are  bound  to  furnish 
service  to  any  one  offering  to  comply  with  their  reasonable  requirements, 
not  only  in  respect  to  their  public  station  system,  but  also  as  to  the  so- 
called  private  system  of  instruments  installed  in  offices,  residences  and 
places  of  business.  Reasonable  rules  may  be  adopted  determining  the 
rights  and  duties  of  the  contracting  parties,  but  such  rules  must  be 
reasonable  and  preserve  equal  privileges  to  all  persons  similarly  situated. 
A  rule  which  is  not  brought  to  the  attention  of  the  applicant  for  the 
service  at  the  time  the  contract  is  entered  into  is  not  binding.  A  tele- 
phone company  cannot,  therefore,  sustain  an  exaction  of  back  rent  for  the 
time  during  which  the  instrument  furnished  was  not  in  working  order, 
upon  the  application  of  the  applicant  for  a  re-installation  of  the  instru- 
ment. Such  requirement  is  not  reasonable,  nor  is  it  a  part  of  the  contract 
for  the  service  furnished.  The  fact  that  such  company  maintains  public 
toll  stations  for  the  use  of  the  general  public  would  not  justify  its  re- 
fusal to  furnish  private  service. 

Appeal  by  relators  from  a  judgment  denying  a  peremptory  writ 
of  mandamus.  Decided  March  18,  1902 ;  reported  93  Mo.  App. 
849,  67  S.  W.  684. 

D.  D.  Holmes,  for  appellants. 

Oeo.  W.  Easley  and  Boyle,  Priest  &  Lehmann,  for  respondent 
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Opinion  by  Goode,  J. : 

An  alternative  writ  of  mandamus  was  issued  at  the  instance  of 
appellants  commanding  the  respondent  to  rent  to  the  appellants  a 
telephone  instrument,  and  place  the  same,  together  with  the  nsnal 
appurtenances,  in  their  building,  connect  it  with  the  wires  of  the 
respondent's  telephone  system,  and  so  maintain  it  as  to  afford  the 
plaintiffs  the  customary  facilities  for  receiving  and  transmitting 
messages  over  the  wires  of  the  respondent  throughout  the  city  of 
St.  Louis,  or  show  cause  to  the  contrary.  Appellants  constitute  a 
copartnership  doing  business  under  the  style  of  the  Keystone  View 
Company.  The  respondent,  the  Kinloch  Telephone  Company,  is  a 
corporation  organized  under  the  laws  of  this  State,  and  is  engaged 
in  operating  a  telephone  system  in  the  city  of  St.  Louis  for  the 
transmission  of  news  and  messages  for  hire  between  its  customers 
within  said  city  by  means  of  the  apparatus  and  appliaiices  pertauh 
ing  to  such  a  system.  According  to  its  return,  it  operates  two  sys- 
tems,— one  consisting  of  instruments  located  in  public  places,  like 
hotels  or  drug  stores,  which  any  person  may  use  at  any  time  for  a 
small  toll ;  and  the  other  a  system  of  private  instruments,  placed  in 
the  offices  or  buildings  of  subscribers  under  special  contract,  and 
under  just  and  reasonable  rules  governing  their  use.  By  its  answer 
respondent  contends  that  it  is  a  common  carrier  in  respect  to  the 
first  or  public  system,  but  that  as  to  the  other  it  is  not  a  common 
carrier,  and  is  only  bound  to  serve  persons  with  whom  it  contracts 
on  terms,  conditions,  and  regulations  made  by  the  respondent.  In 
March,  1900,  the  following  contract  was  made  by  the  parties,  un- 
der which  appellants  subscribed  for  an  instrument  to  be  placed  in 
their  business  quarters : 

"  St.  Louis,  Mo.,  March  7,  190a 
"We  hereby  agree  to  rent  of  the  Kinloch  Telephone  Company  at  our 
place  of  business.  No.  3443  Laclede  avenue,  one  telephone  on  copper  wire 
metallic  circuit,  for  the  period  of  five  years,  upon  the  following  terms  and 
conditions:  (1)  To  pay  $60  per  annum,  in  quarterly  payments,  said  pay- 
ments to  be  made  in  advance.  ( 2 )  We  agree  to  use  said  telephone  as  long  as 
we  require  the  use  of  a  telephone,  not  to  exceed  five  years.  (3)  The  time 
of  the  beginning  of  the  term  to  date  from  the  installation  of  the  instrmnent 
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(4)  The  telephone  furnished  to  be  and  remain  the  property  of  the  Kinloch 
Telephone  Company,  which  company  shall  have  authority  to  remove  the  same 
for  nonpayment  of  the  rental  after  reasonable  notice. 

'KEYSTONE  VIEW  COMPANY, 

per  M.  I*  Patnx,  President." 


Appellants  paid  the  hire  of  the  telephone  for  which  they  sub- 
scribed until  the  Ist  day  of  October,  1900,  it  seems,  or  two  quar- 
ters. It  worked  badly,  and  messages  could  not  be  received  or  trans- 
mitted over  it  satisfactorily.  Appellants  complained  of  its  defects 
from  time  to  time,  and  attempts  were  made  to  put  it  in  good  work- 
ing order,  but  without  success,  until  about  the  15  th  day  of  Decem- 
ber. In  the  meanwhile  appellants  became  so  dissatisfied  with  the 
appliance,  and  tired  of  waiting  for  it  to  be  adjusted  properly,  that 
they  notified  the  respondent  on  the  Slst  day  of  August — ^that  is, 
a  month  before  the  expiration  of  the  time  for  which  they  had  paid, 
to  remove  it.  Respondent  disregarded  several  notices  of  this  kind, 
and  on  the  15th  day  of  December  the  instrument  was  finally  ad- 
justed so  that  it  rendered  good  service,  and  the  appellants  were 
willing  and  desired  to  retain  the  use  of  it,  and  so  notified  the  re- 
spondent, tendering  them  on  the  3d  day  of  January  the  sum  of  $15 
for  the  quarter  next  ensuing  and  oflFering  to  pay  them  $5  for  the 
service  during  the  time  the  instrument  had  been  efiicient  prior  to 
said  date.  Respondent  demanded  pay  for  the  entire  time  the  in- 
strument had  been  in  appellant's  house,  regardless  of  whether  it 
worked  or  not, — ^that  is,  insisted  on  being  paid  for  the  time  from 
October  1st  to  December  15th, — ^though  there  was  no  evidence 
tending  to  prove  the  telephone  was  of  any  use  to  the  appellants 
during  that  interval.  In  spite  of  said  tender  and  appellant's  noti- 
fication that  they  wished  to  retain  the  instrument  after  it  became 
ejQBcient,  respondent  removed  it  on  the  4th  day  of  January,  1901, 
and  has  since  that  time  refused  to  restore  it  unless  paid  for  all  the 
time  it  was  in  the  building  at  the  usual  rates.  The  claim  is  put 
forward  that  one  rule  of  the  company  is  not  to  reinstate  a  telephone 
which  has  been  removed  for  non-payment  of  rent  until  all  back 
payments  have  been  made  and  the  cost  of  reinstallation,  amount- 
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ing  to  $17,  also  paid  in  advance  (althou^  the  latter  item  wu 
waived  by  the  manager  or  superintendent  of  the  company  in  thii 
instance).  The  alleged  rule  in  regard  to  when  an  instrument  wiU 
be  restored  to  a  subscriber  or  reinstalled  on  his  premises  is  not 
among  any  of  the  printed  rules  of  the  company  furnished  to  sub- 
scribers, nor  is  it  in  the  form  of  a  printed  rule  at  all,  nor  was  it 
communicated  to  appellants  when  they  made  the  contract  with  the 
respondent,  or  ever  communicated  to  them  until  they  demanded 
a  continuance  of  service  by  the  respondent. 

The  facts  in  this  case  are  undisputed,  the  precise  issue  being 
whether  or  not  the  respondent  is  bound  to  install  a  telephone  on  tin 
appellants'  premises  on  their  demand  and  tender  of  one  quarter's 
rent  in  advance,  plus  tlie  unpaid  rent  for  the  time  they  enjoyed 
good  service  by  the  other  telephone;  and  whether,  if  there  is 
an  obligation  of  that  kind  on  the  respondent,  it  may  be  enforced  lij 
this  remedy.  Such  a  controversy  might  often  turn  somewhat  on 
the  regulations  of  the  telephone  company,  its  contracts  with  cos- 
tomers,  and  the  behavior  of  the  latter  while  using  the  telefdiooe 
system.  Rut,  aside  from  the  special  circumstances  that  may  mat 
in  any  case,  a  larger  question  is  raised  by  the  return  :o  the  ahw- 
native  writ  of  mandamus  in  the  present  one,  namely,  wteher  die 
resp^nidont,  or  any  other  telephone  company,  sustain?  5:>i  a  rela- 
tion to  the  citizens  of  the  territory  in  which  ii  op^fnie?  its  5y?Ka 
that  it  is  Knind  to  enter  into  a  contract  with  a  cirLatr  t-:  fisiii 
him  telephonic  facilities  when  requested  and  acc*M:irari-e*i  -riz  c 
offer  to  pay  the  usual  charge  in  advance.  X«>rB^:L>"±z?£ztt  if 
nHvm\v  of  the  use  of  telephone  comnnmicaTivTi  as  at  i3£  v:  5e 
tr«ns,»iotion  of  social  and  oommeroial  affairs,  tha:  --s^  ij:?  oissww 
with  s<^  umoh  rapidity,  and  has  Kvome  s».^  wi-i-escr-arL  "ic  ti^ 
question  has  been  already  presented  to  asd  rasa!-£  .il  rj  i? 
\vr»r:s  several  times,  and  passed  on,  toix  with-:.-:  zit**-!  5  siV-  f 
dit*:o*r.:y:  for  the  principle  involved  ar.c  :^  >:  i.t^~-:  '=  ^ 
$K\\\:\o\\  of  the  qxiestion  was  well  5o:t'<^i.  T-Vtc*  c»f  -^ric^s 
havx^  Kxh:  held  frv^m  the  irst  to  be  coir.ir.- r  mtt:--^  n  -^i*  *^ 
that  thov  sro  r»  ::r.v:  :>  tV.rr.ish  r^rvii^  -.-  in-r  -n**  5-- -  " 
ivr.:p>  irith  their  TV'-a5»'^r.ab:'e  r^pirements^  i>x  'cV  n  ^-»«w^  "^ 
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their  public  stations  system,  but  also  as  to  the  so-called  private 
system  of  instruments  installed  in  offices,  residences,  and  places  of 
business.  State  v.  Bell  Tel  Co,  (C.  C),  2  Am.  Electl.  Cas.  404, 
23  Fed.  639 ;  State  v.  Delaumre  £  A.  Telegraph  &  Telephone  Co 
(C.  C),  3  Am.  Electl.  Cas.  533,  47  Fed.  633;  State  v.  BeU  Tel 
Co.,  1  Am.  Electl.  Cas.  299,  36  Ohio  St.  296,  38  Am.  Rep.  583 
Chesapeake  &  P.  Tel.  Co,  v.  Baltimore  &  0.  Tel.  Co.,  2  Am.  Electl 
Cas.  416,  66  Md.  399,  7  Atl.  809,  59  Am.  Rep.  167 ;  BeU  Tel.  Co 
V.  CommoriweaUh  (Pa.  Sup.),  2  Am.  Electl.  Cas.  407,  3  Atl.  825; 
Hockett  V.  State,  2  Am.  Electl.  Cas.  1,  105  Ind.  250,  5  N.  E.  178, 
55  Am.  Rep.  201 ;  Telephone  Co.  v.  Bradbury,  2  Am.  Electl.  Cas. 
14,  106  Ind.  1,  5  N.  E.  721 ;  Central  Union  Tel  Co.  v.  State  ex 
rel  FaUey,  2  Am.  Electl.  Cas.  27,  118  Ind.  194, 19  N.  E.  604,  10 
Am.  St.  Rep.  114;  Same  v.  State  ex  rel.  Hopper,  3  Am.  Electl. 
Cas.  529,  123  Ind.  113,  24  N.  E.  215 ;  State  v.  Bell  Tel  Co.,  22 
Alb.  Law  J.  363 ;  Staie  ex  rel  Webster  v.  Nebraska  Tel  Co.,  1 
Am.  Electl.  Cas.  700,  17  Neb.  126,  22  N.  W.  237,  52  Am.  Rep. 
404.  In  the  cases  above  named  the  duty  of  an  incorporated  com- 
pany operating  a  telephone  system  in  a  certain  locality  to  treat  all 
citizens  of  that  locality  alike,  and  to  give  them  all  equal  privileges 
in  regard  to  the  use  of  the  system  by  entering  into  contracts  with 
them  and  installing  instruments  on  their  premises,  is  recognized 
and  upheld,  as  well  as  the  power  of  the  courts  to  compel  the  observ- 
ance of  this  duty  by  a  writ  of  mandamus.  Some  of  the  decisions 
are  founded  on  statutes  more  or  less  positively  prescribing  the 
duty,  and  others  on  the  common-law  rule  that  a  common  carrier,  or 
other  company  or  person  holding  itself  out  as  ready  to  serve  the 
public  at  large  in  some  business  intimately  and  essentially  asso- 
ciated with  the  general  social  and  business  life  of  the  community 
(especially  if  such  person  or  company  is  operating  under 
or  enjoys  some  advantage  or  franchise  from  the  State), 
is  bound  to  serve  every  member  of  the  community 
without  discrimination  or  partiality;  and  some  of  the 
decisions  which  are  supported  by  a  statute  declare  the 
power  to  enforce  the  obligation  would  exist,  if  there  was  no 
statute,  by  virtue  of  the  principles  of  the  common  law,  of  which 
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the  statute  is  said  to  be  declaratory.  Telephone  Co.  v.  Bradbury, 
supra.  The  duty  thus  imposed  on  telephone  companies  is  in  no 
sense  novel,  nor  did  its  application  to  them  involve  a  new  principle; 
for  their  business  plainly  falls,  by  its  very  nature,  within  the  daas 
of  qitasi  public  employments,  as  to  which  the  courts  have  never 
hesitated  to  restrict  in  some  measure  the  right  of  contract  for  the 
common  welfare  and  upon  consideration  of  public  policy.  Tele- 
graph and  telephone  companies  are  regarded  by  the  courts  as  pe^ 
forming  functions  similar  to  those  of  railway,  steamboat,  and  ex- 
press companies,  which  conduct  a  general  carrying  business,  and 
have  always  been  subject  to  governmental  supervision  and  regula- 
tion exercised  both  by  legislation  and  judicial  decisions.  Vincetii 
V.  Bail/road  Co.,  49  111.  33 ;  Buffalo  E.  8.  B.  Co.  v.  Buffalo  8i.  B. 
Co.,  Ill  K  Y.  132,  19  N.  E.  63,  2  L.  R  A.  284.  Indeed,  the 
same  abridgement  of  the  right  of  contract  is  applied  to  other  pe^ 
sons  or  corporations  than  carriers,  if  engaged  in  employments  of  a 
public  character,  such  as  innkeepers,  warehousemen,  mills,  bakers, 
gas  and  water  companies,  and  perhaps  still  others.  Munn  v.  lUi- 
nois,  94  U.  S.  113,  24  L.  Ed.  77 ;  People  v.  Budd,  117  N.  Y.  1, 22 
K  E.  670,  682,  5  L.  R.  A.  559,  15  Am.  St  Rep.  460 ;  Budd  v. 
New  York,  143  U.  S.  517, 12  Sup.  Ct.  468,  36  L.  Ed.  247 ;  Amerir 
can  Waterworks  Co.  v.  State,  46  Neb.  194,  64  N.  W.  711,  30  L.  K. 
A.  447,  50  Am.  St  Rep.  610 ;  Smith  v.  Telegraph  Co.,  2  Am. 
Electl.  Cas.  373,  42  Hun,  454;  State  v.  Joplin  Waterworks,  52 
Mo.  App.  312 ;  Shepard  v.  Gaslight  Co.,  6  Wis.  539,  70  Am.  Dea 
479;  People  v.  Manhattan  Oaslight  Co.,  45  Barb.  137;  Water- 
works V.  Schottler,  110  U.  S.  347,  4  Sup.  Ct  48,  28  L.  Ed.  173; 
Brass  v.  North  Dakota,  153  U.  S.  391,  14  Sup.  Ct  857,  38  L.  Ed. 
757 ;  Mayor,  etc.,  v.  Yuille,  3  Ala.  137,  36  Am.  Dec  441.  Most  of 
such  cases  deal  with  the  constitutionality  of  statutes  passed  to 
regulate  and  control  the  conduct  of  certain  employments;  others 
were  interferences  by  the  courts  by  writs  of  injunction  or  manda- 
mus. It  is  impossible  to  extract  from  them  any  one  principle 
which  will  explain  and  support  all  the  decisions  in  which  the  cir- 
cumstances were  held  to  warrant  a  restraint  on  a  defendant's  right 
to  conduct  his  business  as  he  pleased,  or  every  one  in  which  they 
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were  held  insufficient  and  relief  was  denied.  Ponderous  reflections 
on  the  opposed  political  theories  of  liberty  and  paternalism,  with 
wbich  they  abound,  serve  too  often  only  to  disclose  the  intellectual 
bias  of  the  judge  who  wrote  the  opinion,  while  constructions  of 
constitutional  powers  and  limitations  have  produced  haphazard 
and  contradictory  results,  depending  more  on  whether  the  deciding 
tribunal  deemed  the  regulating  statute  reasonable  and  wholesome 
or  meddlesome  and  mischievous  than  on  its  clear  violation  of  a  con- 
stitutional inhibition.  In  fact,  our  fundamental  principles  are  not 
liuneatened  or  questioned  in  any  of  these  curtailments  by  courts  or 
legislatures  of  unhampered  individual  action,  because  they  are 
made  to  subserve,  rather  than  destroy,  free  contractual  rights,  since 
they  commonly  are  directed  against  extortionate  or  arbitrary  con- 
duct by  persons,  corporations,  or  combinations  either  possessing  or 
thought  to  possess  some  monopoly  or  other  advantage  enabling 
them  to  dictate  terms.  That  is  the  motive  of  enactments  and  the 
reason  of  decisions  of  this  character,  and  the  vital  question  seems  to 
be  always,  whether  any  particular  interference  is  justified  by  the 
existence  of  a  condition  which  precludes  the  members  of  a  com- 
munity from  negotiating  for  fair  terms,  or  forces  them  to  dis- 
pense altogether  Avith  the  service  rendered  by  the  party  complained 
of  (although  their  welfare  imperatively  requires  that  service),  un- 
less relieved  by  the  interposition  of  the  public  authorities.  Abuses 
of  the  contract  right  must  now  and  then  be  corrected,  and  they  will 
require  correction  more  frequently  as  population  grows  dense  and 
commercial  activities  multiply. 

The  right  to  interfere  by  statute  or  judgment  is  placed  on  several 
grounds:  First,  the  bestowal  by  the  State  of  some  extraordinary 
franchise  or  attribute,  under  which  the  party  to  be  restrained  is 
operating, — as  in  the  case  of  railway  and  other  companies  enjoying 
the  right  of  eminent  domain;  second,  the  possession  of  a  legal 
monopoly,  either  directly  granted  by  the  State  or  developed  from  a 
privilege  granted  by  it, — ^like  licensed  State  lotteries  and 
railway  pools;  third,  possession  of  a  virtual  monopoly 
on  account  of  the  nature  of  the  business, — ^like  the 
warehouses     whose     charges     were     held     to     be     subject     to 
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r^ulation    by    government    in    People    v.    Budd,    supra;  or 
fourth,  simply  because  the  business  is  one  which  closely  conoeritt 
the  public  welfare, — ^like  inns  or  grain  elevators,  as  in  Bran  f. 
North  Dakota,  supra.    An  examination  of  the  decisions  shows  that 
the  right  to  curtail  freedom  of  contract  by  compulsory  measorei 
on  the  part  of  the  sovereignty  through  any  of  its  branches  ia  not 
exclusively  nor  always  exercised  in  either  of  those  instances,— 
neither  where  the  party  restrained  is  the  donee  of  a  valuable  fran- 
chise, nor  where  a  monopoly,  legal  or  actual,  exists,  nor  where  the 
party  against  whom  relief  is  invoked  operates  a  business  of  great 
magnitude,  and  heavily  influencing  the  prosperity  of  the  com- 
munity,— ^yet  at  the  same  time  has  been  exercised  in  all  such  cases. 
In  other  words,  the  ground  of  this  public  interference  with  busi- 
nees  affairs  is  not  well  settled ;  but  the  underlying  principle  is  the 
right  of  the  people,  acting  through  their  legislative  representatives 
or  their  courts,  for  the  good  of  the  commonwealth,  to  set  bounds 
to  the  arbitrary  conduct  of  a  natural  or  corporate  person  or  combi- 
nations of  either,  whenever  that  conduct  becomes  intolerably  op- 
pressive and  mischievous ;  while  at  the  same  time  conceding  to 
everybody  the  prerogative  to  make  such  contracts  and  enter  into  re- 
lations with  such  persons  as  he  chooses  inside  those  bounds.    In 
this  State  the  rule  has  been  declared  that  the  magnitude  of  a  busi- 
ness is  not  cause  for  compelling  its  proprietor  to  assume  relations 
with  or  serve  a  citizen  against  his  will, — in  other  words,  to  direct 
or  control  him, — but  that  relief  of  that  kind  can  be  afforded  only 
against  parties  whom  the  State  has  enabled  to  obtain  a  monopoly, 
or  put  in  a  position  to  oppress  their  fellow  citizens  by  the  dona- 
tion of  a  special  privilege,  or  where  the  business  is  quasi  public, 
or  the  property  used  in  conducting  it  has  been  dedicated  to  public 
use ;  and  so  it  was  held  in  Sia^e  v.  Associated  Press,  159  Mo.  410, 
60  S.  W.  91,  51  L.  E.  A.  151,  81  Am.  St.  Rep.  368.    But  that 
authority  distinctly  recognizes  the  doctrine  that  a  corporation  en- 
dowed with  the  power  of  eminent  domain,  or  engaged  in  a  public 
avocation,  may  be  regulated  and  controlled  in  reasonable  limits- 
So  the  respondent  telephone  company  is  plainly  amenable  to  r^" 
lation  if  it  acts  arbitrarily  and  unconscionably  against  a  citiz^> 
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for  it  may  exercise  eminent  domain,  and  has  dedicated  its  property 
to  the  use  of  the  public. 

Respondent's  justification  for  refusing  to  hire  appellants  a  tele- 
phone and  the  use  of  its  wires  and  current  must,  then,  be  found, 
if  at  all,  in  the  special  circumstances  of  this  case ;  and  in  truth  we 
understand  that  is  its  serious  contention,  rather  than  that  it  may 
permit  or  not,  at  its  pleasure,  the  use  of  its  so-called  private  system 
of  instruments,  for  in  its  brief  we  find  this  statement : 

"Here  the  question  is  not  whether  the  appeUants  shall  be  served,  bat 
whether  they  shall  be  served  without  compliance  with,  and  in  defiance  of,  re- 
spondent's reasonable  rules  and  regulations." 

Two  complete  answers  may  be  made  to  the  question  thus  pro- 
pounded :  First,  no  rule  or  regulation  of  the  company  is  shown  to 
have  been  defied  or  violated  by  the  appellants.  The  alleged  rule 
that  an  instrument  once  taken  out  for  nonpayment  of  rent  would 
not  be  reinstalled  until  back  rent  was  paid  was  not  mentioned  in 
the  contract  between  these  parties.  It  was  not  among  the  com- 
pany's printed  rules,  and  the  appellants  were  never  aprised  of  its 
existence  until  they  asked  the  company's  superintendent  for  re- 
newed service.  It  is  nonsense  to  term  such  an  exaction  a  rule.  A 
rule  or  regulation,  in  a  proper  sense  (if  it  is  neither  a  law  of  the 
land  binding  on  every  one,  nor  a  judicial  order  binding  on  some 
designated  person),  in  order  to  affect  the  rights  of  parties  in  their 
dealings  and  relations,  must  be  known  to  them,  and  either  ex- 
pressly or  impliedly  assented  to  as  part  of  the  particular  contract 
or  transaction  in  reference  to  which  it  is  invoked.  If  this  alleged 
regulation  had  been  communicated  to  these  appellants  when  they 
made  the  contract  with  the  respondent,  they  might  have  been  held 
bound  by  it,  if  just.  But  merely  notifying  them  afterwards  that  it 
was  customary  to  require  pay  for  back  service  before  restoring  a 
telephone  was  nothing  more  nor  less  than  a  term  or  condition  pre- 
scribed by  the  respondent  on  compliance  with  which  they  would 
serve  the  appellants, — no  rule  at  all.  That  requirement  or  ex- 
action was  rejected  by  the  appellants,  and  they  had  a  right  to  re- 
ject it  unless  it  was  lawful.    Was  it  ?    We  think  it  was  not^  and 
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that  is  the  second  answer  to  the  question  respondent  propounds. 
Without  deciding  whether  a  previous  failure  to  pay  rent,  either 
from  dishonesty  or  inability,  would  justify  a  telephone  company  in 
refusing  to  again  install  an  instrument  removed  on  account  of  the 
default  until  it  was  made  whole  for  the  back  rent  and  cost  of  in- 
stallation^ we  do  decide  and  hold  that  when  the  customer  is  solvent^ 
and  it  is  fairly  doubtful  if  any  back  rent  is  owing,  or^  as  in  this 
case,  when  the  subscriber  has  paid  for  all  the  service  he  got  (and 
there  is  practically  no  testimony  that  these  appellants  owe  any- 
thing, while  they  are  shown  to  be  financially  responsible),  a  com- 
pany cannot  insist  on  that  condition, — cannot  be  judge  in  its  own 
case,  and  decide  the  dispute.  The  appellants  paid  rent  to  the  Ist 
day  of  October,  but,  as  the  service  was  a  failure,  notified  respond- 
ent to  remove  the  instrument  at  the  end  of  the  quarter.  Instead 
of  doing  so,  it  let  it  remain  and  tinkered  with  it  until  the  middle 
of  December,  when  it  began  to  work  welL  Then  appellants  wished 
to  have  it,  oflFered  to  pay  rent  in  advance,  and  to  pay  from  the  day 
it  became  efficient  Their  request  was  refused  unless  they  would 
pay  for  the  time  the  machine  rendered  no  service.  Could  any- 
thing be  more  unjust  ?  Respondent's  contract  included,  of  course, 
the  rendering  of  reasonably  good  telephone  service.  It  failed  to 
keep  this  obligation,  and  yet  insisted  on  full  payment.  If,  in  fact, 
fair  service  was  rendered  during  the  time  in  dispute,  the  com- 
pany has  a  good  case  to  collect  the  rent  for  that  time  (Webster 
Telephone  case,  1  Am.  Electl.  Gas.  700,  17  Neb.  126,  22  K  W. 
237,  52  Am.  Rep.  404),  but  cannot  arbitrarily  cut  off  appellants 
from  a  hearing,  and  force  them  to  submit  to  its  terms  or  do  busi- 
ness without  a  telephone.  The  facts  of  cases  wherein  a  company 
or  individual  bound  to  serve  the  entire  community  seeks  to  with- 
draw service  from  some  customer  on  account  of  defaulted  pay- 
ments or  other  omission  to  comply  with  his  contract  must  be  at- 
tended to,  and  if  it  is  apparent  that  no  good  cause  exists  for  the 
withdrawal,  and  that  the  defendant  will  not  be  harmed  by  compell- 
ing it  to  continue  to  supply  the  customer,  it  should  be  compelled ; 
otherwise  the  remedy  of  mandamus,  which  all  the  authorities  agree 
may  be  invoked  in  such  cases,  will  prove  useless.    Rules  actually 
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embodied  in  the  contract  between  parties,  more  just  and  reasonable 
than  respondent's  alleged  rule,  have  been  adjudged  unreasonable 
and  void ;  notably  one  which  provided  that  the  defendant  company 
might  remove  the  instrument  (in  that  case  a  "  stock  ticker  ")  from 
the  plaintiffs  office  and  discontinue  the  service,  without  notice, 
whenever  the  company  deemed  the  customer  had  violated  any  of 
the  conditions  of  his  contract.  This  rule  or  stipulation  was  repu- 
diated, because  it  allowed  the  company  to  arbitrarily  pass  on  the 
customer's  rights.  Smith  v.  Telegraph  Co.,  2  Am.  Electl.  Gas. 
373,  42  Hun,  454.  Nor  does  the  fact  that  the  respondent  company 
provides  public  stations  for  the  use  of  every  one  who  will  pay  toll 
constitute  a  defense.  It  must  furnish  private  service  in  residences 
and  offices  when  asked,  for  in  that  way  only  can  all  persons  be  as- 
sured of  equal  privileges.  Central  Union  Tel.  Co.  v.  State  ex  rel. 
FaUey,  2  Am.  Electl.  Gas.  27, 118  Ind.  194, 19  K  E.  604, 10  Am. 
St  Rep.  114 ;  Same  v.  State  ex  rel.  Hopper,  3  Am.  Electl.  Gas.  629, 
123  Ind.  113,  24  N.  E.  215.  The  facts  in  this  case  are  uncontra- 
dicted, and  the  lack  of  declarations  of  law  is  therefore  immaterial, 
if  they  would  be  otherwise  necessary. 

From  the  considerations  above  stated,  it  results  that  the  judg- 
ment must  be  reversed,  and  the  cause  remanded,  with  a  direction 
to  the  lower  court  to  grant  a  peremptory  writ  of  mandamus  to  the 
plaintiffs  for  the  relief  they  ask. 

Bland;  P.  J.,  and  Babolay,  J.,  concur. 

Rights  and  Duties  of  Telephone  Companies. 

1.  Telephone  company  as  common  carrier. 

2.  Duties  as  common  carrier. 

(a)  In  general. 

(b)  Unlawful  discriminations. 

(c)  Discriminations  against  telegraph  companies. 

3.  Rules  and  regulations. 

4.  Duty  to  notify  party  with  whom  interview  is  sought. 

5.  Removal  of  telephone  for  unpaid  rental;  measure  of  damages. 

6.  Rights  of  subscribers  upon  transfer. 

7.  Legislature  may  fix  telephone  rates. 

1*  Telephone  oompany  as  oonunon  carrier. — ^A  corporation  engaged  in 
the  business  of  operating  a  system  of  telephones  is  a  common  carrier  of  news 
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and  intelligence.  Nebraska  Telephone  Co.  v,  State^  7  Am.  ElectL  Caa.  8d0,  65 
Neb.  627,  76  N.  W.  171;  Central  Union  Telephone  Co.  v.  Bwovelamd,  6  Am. 
Electl.  Gas.  679,  14  Ind.  App.  341,  42  X.  E.  1035;  Bockett  v.  State  of  InOHm^ 
2  Am.  Electl.  Gas.  1,  105  Ind.  250,  5  N.  E.  178 ;  Central  Union  Telephone  Co. 
V,  Bradbury,  2  Am.  Electl.  Gas.  14,  106  Ind.  1,  5  N.  E.  721 ;  John^m  v.  State 
of  Indiana,  2  Am.  Electl.  Gas.  22,  113  Ind.  143,  15  X.  E.  215;  Central  Umiom 
Telephone  Co,  v.  State,  2  Am.  Electl.  Gas.  27,  118  Ind.  194,  19  N.  E.  (MM; 
State  em  rel.  Postal  Telegraph  Cahle  Co,  v,  Delaware  d  A,  Telegraph  d  THeph, 
Co.,  3  Am.  Electl.  Gas.  533,  47  Fed.  633;  State  v,  Nebraska  Teleph.  Co.,  1  An. 
Electl.  Gas.  700,  17  Neb.  126,  22  N.  W.  237;  Bell  Telephone  Co.  v.  Commote 
wealth,  2  Am.  Electl.  Gas.  407,  3  Atl.  825  (Pa.  Sup.  Gt.) ;  Chesapeake  d 
Potomac  Teleph,  Co.  v,  B,  d  0.  Telegraph  Co.,  2  Am.  Electl.  Caa.  416,  66  Ifd. 
399;  Commercial  Union  Teleph,  Co,  v.  New  England  Teleph.  d  Teleg.  Co^  2 
Am.  Electl.  Gas.  426,  61  Vt.  241,  17  Atl.  1071. 

Both  telegraph  and  telephone  companies  are  engaged  in  businesa  oonnected 
with  the  public  interest,  and  hence  the  State  is  authorized  in  a  large  measnrt 
to  dictate  the  manner  and  terms  of  transacting  such  business.  While  it  may 
be  true  that  telegraph  and  telephone  companies  do  not  occupy  the  exact  legal 
status  of  common  carriers  of  passengers  and  freight,  yet  they  bear  a  strong 
analogy  to  these.  Thus  the  rule  which  applies  to  common  carriers  that,  al- 
though they  may  not  be  insurers,  yet  they  are  bound  to  serve  the  public  with 
impartiality  and  diligence  in  the  discharge  of  their  duties,  applies  equally 
to  telegraph  and  telephone  companies.  All  such  companies  are  quasi  public 
servants  and  the  law  makes  it  their  duty  to  serve  the  public  impartially  and 
in  good  faith.  Central  Union  Telephone  Co,  v,  Siooveland,  6  Am.  Electl. 
Gas.  679,  14  Ind.  App.  341,  42  N.  E.  1035.  In  the  case  of  Hockett  v.  State,  2 
Am.  Electl.  Gas.  1,  105  Ind.  250,  5  N.  E.  178,  the  court  said:  "  The  t^ephone 
is  one  of  the  remarkable  productions  of  the  present  century,  and  although  its 
discovery  is  of  recent  date,  it  has  been  in  use  long  enough  to  have  attained 
well  defined  relations  to  the  general  public.  It  has  become  as  much  a  matter 
of  public  convenience  and  of  public  necessity  as  were  the  stage  coach  ind 
sailing  vessel  a  hundred  years  ago,  or  as  the  steamboat,  the  railroad  and  the 
telegraph  have  become  in  later  years.  It  has  already  become  an  important  in- 
strument of  commerce.  No  other  known  device  can  supply  the  extraordinary 
facilities  which  it  affords.  It  may,  therefore,  be  regarded,  when  relatively 
considered,  as  an  indispensable  instrument  in  commerce.  The  relations  which 
it  has  assumed  toward  the  public  make  it  a  common  carrier  of  news,  a  common 
carrier  in  the  sense  in  which  the  telegraph  is  a  common  carrier,  and  impose 
upon  it  certain  well  defined  obligations  of  a  public  character.  All  the  in- 
struments and  appliances  used  by  the  telephone  company  in  the  transaction 
of  its  business  are  consequently,  in  legal  contemplation,  devoted  to  a  public 


use." 


2.   Duties  as  oommon  carrier. 

(a)  In  general. — The  telephone  being  an  important  and  indispensable  in- 
strument of  commerce,  and  thus  companies  operating  telephone  systems  being 
subjected  to  the  duties  and  obligations  of  common  carriers,  such  companies 
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are  required,  under  the  law,  to  perfonn  impartially  the  functions  which  they 
have  aesumed.  The  law  requires  them  to  serve  all  alike  upon  compliance 
with  euieh  reasonahle  rules  and  regulations  as  are  made  by  tfiem  for  the  trans- 
action of  their  business.  Chesapeake  d  Potomac  Telephone  Co.  v,  B,  d  0. 
Telegraph  Co.,  2  Am.  Electl.  Cas.  416,  66  Md.  399,  7  Atl.  809.  Telephone 
companies  have  assumed  the  character,  functions  and  duties  of  common  car- 
riers, and  thus  made  th^nselves  subject  to  the  same  principles  and  rules  of 
law  applicable  to  all  other  common  carriers,  the  chief  one  of  which  is  that 
they  must  serve  the  public  impartially.  State  em  rel.  Postal  Telegraph  Cable 
Co.  V.  Delatoare  d  A.  Telegraph  d  Telephone  Co.,  47  Fed.  633,  aff'd  4  Am. 
Electl.  Cas.  679,  50  Fed.  677.  In  this  case  the  court  held  that  a  local  tele- 
I^one  company  could  not  bind  itself  to  discriminate  in  favor  of  the  one 
telegraph  company  and  against  another,  refusing  to  furnish  to  the  latter 
telephone  instruments,  and  service  to  be  used  in  receiving  and  transmitting 
telegrams.  The  same  question  arose  in  the  case  of  State  v.  Bell  Telephone 
Co.,  2  Am.  Elect!.  Cas.  404,  23  Fed.  539,  in  which  the  court  said:  "The 
moment  it  (a  telephone  company)  establishes  a  telephonic  system,  it  is  bound 
to  deal  equally  with  all  citizens  in  their  department  of  business,  and  the 
moment  it  opened  its  telephonic  system  to  one  telegraph  company,  that  mo- 
ment it  put  itself  in  a  position  where  it  was  bound  to  open  its  system  to  any 
other  telegraph  company  tendering  equal  pay  for  equal  service." 

(6)  Unlawful  discriminations. — ^The  question  of  unlawful  discrimination 
as  between  telephone  patrons  is  usually  controlled  by  statute.  Such  a  statute 
prohibiting  discrimination  by  telephone  companies  applies  not  only  to  dis- 
crimination between  applicants  for  telephonic  service,  but  also  between  patroni 
having  instruments,  so  that  a  company  refusing  to  connect  two  subscribers 
became  liable  for  the  statutory  penalty.  Central  Union  Telephone  Co.  v. 
Fehring,  6  Am.  Electl.  Cas.  694,  146  Ind.  189,  45  X.  E.  64.  A  telephone 
company  cannot  evade  a  statute  requiring  it  to  furnish  connections  and  facil- 
ities to  all  applicants  within  its  territorial  limits,  without  discrimination, 
and  a  fixed  maximum  rate,  by  adopting  the  "  public  stations "  instead  of 
the  "rental"  system.  Central  Union  Telephone  Co.  v.  State,  3  Am.  Electl. 
Cas.  529,  123  Ind.  113,  24  N.  E.  215.  In  the  case  of  In  re  Baldunnsville 
Telephone  Co.,  24  Misc.  221,  53  N.  Y.  Supp.  574,  it  was  held  that  a  reasonable 
construction  of  the  New  York  State  Transportation  Corporations  Law  doea 
not  require  a  telephone  company  to  furnish  to  another  company  connection 
with  its  system,  to  be  used  by  the  latter  as  part  of  its  own  system,  upon 
payment  of  the  ordinary  subscribers'  tariff. 

Where  a  statute  imposes  upon  a  telephone  company  the  duty  to  serve  the 
public  impartially  and  without  discrimination,  and  a  telephone  compafiiy 
accepts  a  license  from  another  company  to  use  its  patented  instruments  and 
devices  subject  to  certain  conditions  and  limitations,  it  has  been  held  that 
the  duty  imposed  by  the  statute  will  be  subjected  to  the  restrictions  contained 
in  the  contract  for  the  use  of  the  instruments.  The  court  stated  the  rule  to 
be  that  not  even  the  Legislature  could  directly  interfere  with  contract  rights 
by  compelling  the  licensee  company  to  do  that  which  its  contract  prohibits. 
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though  it  might  deny  the  use  of  highways  to  companies  in  any  way  prohibited 
by  contract  or  otherwise  f rom^  serving  all  comers  impartially. 

Independent  of  the  statute,  however,  the  duty  is  imposed  by  law  upon  tSLt- 
phone  companies  to  supply  all  those  who  are  in  similar  circumstanoea,  the 
same  facilities,  under  reasonable  limitations,  for  the  use  of  its  telephonic 
system,  without  discrimination.  It  cannot  impose  the  condition  that  the 
patron  agree  to  use  its  telephone  system  exclusively,  particularly  when  sneh 
stipulation  is  not  required  of  others  in  the  same  business  and  neighborhood. 
State  ex  rel.  Gtoynne  v.  Citizens*  Telephone  Co.,  7  Am.  Electl.  Cas.  838,  61  8. 
C.  83,  30  S.  £.  257.  A  telephone  company  as  a  public  service  corporation 
is  charged  with  certain  public  duties,  among  which  are  to  furnish  for  a  reason- 
able compensation  to  any  citizen  a  telephone  and  telephonic  service,  and  to 
charge  each  patron  for  the  service  rendered  the  same  price  which  it  charges 
every  other  patron  for  the  same  scvice  under  substantially  the  same  or  similar 
conditions.  NehrcLska  Telephone  Co.  v.  State,  7  Am.  Electl.  Cas.  860,  55  Neb. 
627,  76  N.  W.  171;  see,  also,  in  this  connection  State  v.  Nehraskd  Telephone 
Co.,  1  Am.  Electl.  Cas.  700,  17  Neb.  126,  22  N.  W.  237;  People  ex  rel  PobUU 
Telegraph  Cable  Co.  v.  Hudson  River  Telephone  Co.,  2  Am.  Electl.  Cas.  3W, 
19  Abb.  N.  C.  (N.  Y.)  466;  Central  Union  Teleph.  Co.  v.  Bradbury,  2  Am. 
Electl.  Cas.  14,  106  Ind.  1,  5  N.  E.  721;  Central  Union  Teleph.  Co.  v. 
State,  2  Am.  Electl.  Cas.  27,  118  Ind.  194,  19  N.  E.  604. 

(o.)  Discrimination  against  telegraph  companies. — ^A  contract  between  one 
telephone  company  and  another  company  for  the  rental  of  telephonic  in- 
struments and  appliances,  which  forbids  the  use  of  the  instruments  thereby 
leased  to  be  given  to  certain  telegraph  companies,  is  void  as  in  derogation 
of  public  policy  and  of  a  statute  which  forbids  such  discrimination.  State 
ex  rel.  American  Union  Teleg.  Co.  v.  Bell  Telephone  Co.,  1  Am.  Electl.  Caa. 
299,  36  Ohio  St.  299;  State  ex  rel.  Amcr.  Union  Teleg.  Co.  v.  Bell  Teleph.  Co., 

1  Am.  Electl.  Cas.  304,  note;  State  ex  rel.  B.  d  0.  Tele.  Co.  v.  Bell  Teleph.  Co., 

2  Am.  Electl.  Cas.  404,  23  Fed.  539;  Bell  Teleph.  Co.  v.  CommontDealth,  2 
Am.  Electl.  Cas.  407,  17  Wkly.  Notes  Cas.  (Pa.)  505;  Atlantic,  Chesapeake 
d  P.  Teleph.  Co.  v.  B.  d  0.  Teleg.  Co.,  2  Am.  Electl.  Cas.  416,  66  Md.  399,  7 
Atl.  809 ;  Commercial  Union  Teleg.  Co.  v.  N.  E.  Teleph.  d  Telegraph  Co.,  2  Am. 
Electl.  Cas.  426,  61  Vt  241,  17  Atl.  1071;  State  ex  rel.  Postal  Telegraph  Cable 
Co.  V.  Delaware  d  A.  Teleg.  d  Teleph.  Co.,  3  Am.  Electl.  Cas.  533,  47  Fed.  633, 
aff'd  4  Am.  Electl.  Cas.  679,  60  Fed.  677;  see  contra,  Amer.  Rapid  Teleg.  Co. 
V.  Connecticut  Teleph.  Co.,  1  Am.  Electl.  Cas.  390,  59  Conn.  352. 

3.  Rules  and  regnlatloiuu — ^Telephone  companies  have  the  right  to  make 
reasonable  regulations  controlling  the  transaction  of  their  business.  Such 
regulations  must  be  reasonable  and  cannot  have  the  effect  of  relieving  a  com- 
pany of  the  duties  and  obligations  which  it  owes  its  patrons  by  means  of  its 
public  character.  Central  Union  Teleph.  Co.  v.  Swoveland,  6  Am.  Electl.  Caa. 
679,  14  Ind.  App.  341,  42  N.  E.  1036.  In  the  case  of  People  ex  rel.  Postal  Teleg. 
Cable  Co.  V.  Hudson  River  Teleph.  Co.,  2  Ajn.  Electl.  Cas.  394,  19  Abb.  N.  C. 
(N.  Y.)  466,  a  regulation  of  a  telephone  company  forbidding  the  use  of  its 
instrument  for  messages  in  respect  to  which  toll  is  to  be  paid  to  any  other 
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party  than  the  telephone  company,  was  held  reasonable  at  common  law,  and 
not  forbidden  by  the  New  York  statute;  a  regulation  forbidding  the  use  of 
telephones  to  call  messengers,  except  those  in  the  employ  of  the  telephone 
company,  was  held  unreasonable  and  void.  In  the  case  of  Louisville  Transfer 
Co.  V,  Amer,  Dieiriot  Telephone  Co.,  1  Am.  Electl.  Gas.  305,  note,  24  Albany 
Law  J.  283,  both  parties  were  engaged  in  the  carriage  and  coupe  service,  and 
the  defendant  insisted  upon  the  right  to  a  monopoly  in  the  use  of  its  own 
telephone  methods  of  communicating  and  receiving  orders  for  coupes.  The 
court  held  otherwise,  and  granted  an  injunction  restraining  the  defendant 
from  removing  the  telephone,  and  from  refusing  to  transact  the  plaintiff's 
business. 

A  condition  in  the  contract  of  a  telephone  company  with  its  patrons  for- 
bidding the  use  of  profane  and  indecent  language  over  the  telephone,  is 
reasonable,  and  properly  enforced  by  refusing  further  service  in  case  of  re- 
fusal of  the  patron  to  observe  it.  Pttgh  v.  City  d  Suburban  TelepK  A«an., 
1  Am.  Electl.  Cas.  471,  9  Cinn.  Law  Bui.  104. 

4.  Duty  to  notify  party  wltli  whom  interriew  is  soi&sl^t« — ^It  is  a 
part  of  the  duty  of  a  telephone  company  in  relation  to  its  toll  service  business 
to  notify  the  party  with  whom  a  telephone  interview  is  sought,  provided  he  be 
within  a  reasonable  distance,  that  he  is  wanted  at  the  instrument  at  the 
terminal  station,  and  to  do  so  within  a  reasonable  time.  A  regulation, 
publicly  displayed  at  the  station  of  a  telephone  company,  that  it  will  not 
undertake  to  deliver  messages  and  that  any  person  who  assists  in  conver- 
sation does  so  as  the  agent  of  the  patron,  and  not  of  the  company,  does  not 
excuse  the  company's  failure  to  give  such  notification.  Central  Union  TelepK 
Co.  V.  Swoveland,  6  Am.  Electl.  Cas.  679,  14  Ind.  App.  341,  42  N.  £.  1036. 

5.  BemoTal  of  telephone  for  unpaid  rental;  nieasnre  of  dan&acos. 
— ^A  telephone  company  having  contracted  to  furnish  the  proprietor  of  a 
general  messenger  business  with  the  use  of  a  telephone  for  a  fixed  time  at  a 
fixed  rate,  has  no  right  to  refuse  connection  for  the  purpose  of  notifying  per- 
sons wanted  at  another  telephone  exchange,  or  to  remove  its  instrument 
because  of  refusal  to  pay  on  account  of  such  refusal  to  connect,  and  for 
such  removal  is  liable  in  damages.  In  such  a  case  prospective  profits  are  a 
proper  element  in  measuring  damages;  and  a  verdict  based  on  reasonable 
increase  of  business  will  not  be  disturbed  as  excessive.  Otoenaboro  Harrison 
Teleph,  Co,  v.  Wisdom,  23  Ky.  Law  Rep.  97,  62  S.  W.  529,  7  Am.  Electl.  Cas. 
855.  In  the  case  of  Malochee  v.  Great  Southern  Teleph,  d  Teleg,  Co.,  49  La. 
Ann.  1690,  22  So.  922,  it  was  held  that  a  subscriber  for  telephone  service 
who,  in  default  of  payment  stipulated  for  the  service,  is  notified  by  the  tele- 
phone company  that  the  telephonic  instriunents  will  be  removed  from  his 
premises  unless  he  pays  the  amount  due,  and  replies  that  the  company  can  do 
as  it  pleases,  has  no  claim  for  damages  because  the  instruments  are  there- 
after removed  by  the  company,  the  written  notice  of  the  removal  specified  in 
the  contract,  being  wholly  unnecessary  and  deemed  waived. 

6.  Rights  of  snbsoribers  npon  transfer. —  Li  the  case  of  Mohan  v. 
Michigan  Teleph,  Co,,  8  Am.  Electl.  Cas.  38,  93  N.  W.  630,  the  franchise  of  a 
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telephone  company  had  been  transferred  under  an  ordinance  authorizing  todi 
transfer  subject  to  the  terms  and  conditions  prescribed  thereby;  it  was  held 
that  the  permitting  of  access  by  the  transferee  to  its  service  to  the  snb- 
Boribers  of  the  original  company  implied  a  construction  of  the  ordinance  to  the 
effeet  that  the  transferee  was  bound  thereby  to  furnish  service  to  the  sub- 
scribers of  the  original  company,  and  such  an  implied  oonatruction  eaanot 
afterwards  be  repudiated;  such  subscribers  may  enforce  their  rights  agaiatt 
the  purchasing  company  by  mandamus. 

7«  Iieglalatiire  majr  flz  telcpkone  rates* — ^A  telephone  company  bong 
a  commmon  carrier,  and  not  a  mere  private  business  corporation,  its  instru- 
ments and  appliances  are  in  legal  contemplation  devoted  to  a  public  use,  and 
are  thus  subject  to  legislative  regulation  and  control.  The  State  may  rtga- 
late  the  rental  price  of  telephones,  to  the  extent  of  fixing  a  miximum  pries. 
This  is  by  virtue  of  the  police  power  of  the  State,  and  is  not  affected  by  the 
fact  that  the  articles  used  and  furnished  to  patrons  by  the  telephone  com- 
pany are  patented.  Hookeit  v,  State,  2  Am.  Electl.  Gas.  1,  105  Ind.  250,  5  N. 
£.  178;  Central  Union  Telephone  Co,  v.  Bradbury ,  2  Am.  Electl.  Gas.  14,  106 
Ind.  1,  5  N.  E.  721;  Johnson  v.  State  of  Indiana,  2  Am.  Electl.  Gas.  22,  113 
Ind.  143,  15  N.  £.  215;  Central  Union  Teleph,  Co.  v.  State,  2  Am.  ElectL  Gas. 
127,  118  Ind.  194,  19  N.  £.  004.  A  statute  prescribing  a  fixed  maximum  rental 
for  telephones  cannot  be  evaded  by  charging  the  maximum  for  the  subseriben' 
use  and  an  additional  fixed  sum  for  the  use  of  an  instrument  by  "  non-sob- 
seribers."  Johnson  v.  State  of  Indiana,  2  Am.  Electl.  Gas.  22,  113  Ind.  14S, 
15  K.  E.  215. 

In  the  case  of  City  of  St.  Louis  v.  Bell  Telephone  Co.,  2  Am.  Electl.  Gas. 
44,  96  Mo.  623,  10  S.  W.  197,  it  was  in  effect  held  that  although  power  mif^t 
be  vested  in  the  Legislature  to  regulate  telephone  rates  and  to  authorise  dties 
to  regulate  them,  municipal  authorities,  in  the  absence  of  express  statutory 
authority,  cannot  fix  or  limit  the  rates  of  charges  of  telephone  compaaies 
doing  business  within  the  limits  of  the  city. 

The  power  to  determine  what  compensation  a  telephone  company  may  exact 
for  services  to  be  rendered  by  it  is  a  legislative  and  not  a  judicial  funetioB. 
Nebraska  Telephone  Co.  v.  State,  7  Am.  Electl.  Gas.  860,  55  Neb.  627,  76  N.  W. 
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nUnois;  Supreme  Court. 

1.  Electric  light  tbansfobmebs;  bight  of  compaivt  to  charge  thsbefob; 
unjust  discrimination. —  It  is  an  unjust  discrimination  for  an  electric 
light  company  to  refuse  to  furnish  to  a  customer  a  transformer  or  con- 
verter for  the  purpose  of  reducing  the  current  fr(mi  the  main  line  so  as 
to  permit  of  its  safe  use  for  electric  lighting  purposes  in  a  house,  without 
an  extra  charge  therefor,  where  it  appears  that  such  company  has  fur- 
nished such  instruments  to  other  customers  without  extra  pay;  such 
refusal  is  not  justified  upon  the  groimd  that  where  no  charge  was  made 
for  such  transformers  the  electric  wiring  was  installed  by  the  electric 
light  company. 

Appeal  by  petitioner  from  a  judgment  of  the  appellate  court  re- 
versing a  judgment  awarding  a  writ  of  mandamus  against  the  de- 
fendant Decided  April  16,  1902 ;  reported  196  111.  626,  63  K  E. 
1082. 

Statement  by  Carter,  J. : 

This  was  a  petition  for  mandamus,  filed  in  the  Circuit  Court  of  De  Witt 
county,  to  compel  appellee  to  furnish  appellant  with  electricity  for  lighting 
his  house,  as  is  alleged,  upon  the  same  terms  and  conditions  that  it  required 
from  its  other  consumers.  The  petition  alleged  that  appellee  refused  to  con- 
nect its  wires  with  appellant's  house  unless  he  would  pay  for  a  transformer 
or  converter,  in  addition  to  the  usual  charge  for  electric  lighting,  which  pay- 
ment appellant  refused  to  make,  on  the  ground  that  appellee  did  not  require 
it  of  its  other  consumers,  but  furnished  them  a  transformer  without  any 
additional  charge.  A  jury  heard  the  evidence  and  found  the  facts  specially. 
On  the  findings  by  the  jury  and  on  the  propositions  of  law  afterward  sub- 
mitted and  held,  the  court  awarded  the  writ  of  mandamus.  Appellee  appealed 
to  the  appellate  court,  for  the  third  district,  which  court  reversed  the  judg- 
ment of  the  Circuit  Court,  and  the  petitioner  appealed  to  this  court.  The 
facts  as  found  by  the  jury  are,  substantially,  that  appellant  applied  to  appellee 
to  furnish  electricity  for  lighting  his  residence  upon  the  same  terms  and  con- 
ditions required  by  it  from  other  consumers,  and  that  appellee  refused  to  do 
so;  that  appellee  had  not  required  other  persons  to  pay  for  the  use  of  trans- 
formers for  dwellings,  and  that  it  was  its  general  practice  and  custom  to 
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furnish  the  use  of  them  free  of  charge  for  its  customers;  that  it  refused  tA 
furnish  the  use  of  a  transformer  to  appellant  because  it  had  not  heai  em- 
ployed to  wire  his  house,  he  having  had  such  wiring  done  by  one  not  oonneeted 
with  appellee;  that  appellee  refused  to  connect  with  appellant's  house,  on  the 
ground  that  his  residence  was  not  properly  wired,  but  the  jury  also  found 
that  such  residence  was  properly  wired;  that  appellee  had  furnished  trant- 
formers  free  of  cost  to  consumers  in  cases  where  it  had  furnished  the  wirai 
and  had  done  the  wiring  of  the  building  for  compensation,  and  that  it  eon- 
sidered  the  profit  accruing  to  it  therefrom  to  justify  it  in  furnishing  the  use 
of  transformers  without  a  specific  charge  for  them;  that  the  object  and  pur- 
pose of  a  transformer  are  to  protect  the  house  from  destruction  by  fire~eau8ed 
by  too  great  a  voltage  of  electicity,  and  the  consequent  'destmctioa  of  the 
wires  in  the  house.  A  number  of  propositions  to  be  held  as  law  were  offered 
by  appellee,  some  of  which  were  held  as  law  by  the  court  and  some  refused. 
One  refused  was,  "  Upon  the  findings  of  the  jury  the  peremptory  writ  should 
be  denied,  and  judgment  rendered  against  the  petitioner  (the  appellant)  for 
costs." 

E.  J.  Sweeney,  for  appellant. 
Warner  &  Lemon,  for  appellee. 

Opinion  by  Cabteb,  J. : 

The  trial  court  evidently  held  that  the  law  applicable  to  the 
facts  as  found  by  the  jury  justified  the  awarding  of  the  writ,  for  it 
refused  to  hold  the  proposition  of  law  submitted  on  that  questicm 
by  appellee^  while  the  appellate  court  was  of  the  contrary  opinion^ 
for  it  made  no  finding  of  facts  different  from  those  found  by  the 
jury  and  the  court  below.  The  only  question  here  is,  therefor^ 
whether  or  not,  upon  the  evidence  as  found,  the  appellee  made  an 
unjust  discrimination  against  appellant  in  charging  him  for  a 
transformer  in  addition  to  the  regular  rates  for  electric  lighting. 

There  is  no  statute  regulating  the  manner  under  which  electric 
light  companies  shall  do  business  in  this  State.  They  are  therefore 
subject  only  to  the  common  law  and  such  regulations  as  may  be  im- 
posed by  the  municipality  which  grants  them  priviliges.  At  com- 
mon law,  whether  or  not  a  difference  in  the  treatment  accorded  to 
different  patrons  amounts  to  a  discrimination  must  depend  upon 
the  surrounding  circumstances.  A  mere  difference  does  not,  of 
necessity,  constitute  unlawful  discrimination.     Appellee,   in  its 
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answer  to  appellant^s  petition,  avers  that  the  purpose  and  office  of  a 
transformer  is  chiefly  for  the  protection  of  the  house  or  building 
connected  with  the  electrical  system ;  that  it  prevents  an  excessive 
number  of  volts  of  electricity  from  passing  from  the  main  street 
wire  into  the  building  to  be  lighted;  that  the  wires  usually  used 
inside  a  building  are  much  smaller  than  the  street  wires,  and  in- 
capable of  safely  carrying  so  many  volts  of  electricity  as  pass  along 
the  street  wires ;  that  if  all  the  voltage  carried  on  the  street  wires 
were  turned  into  the  residence  the  natural  consequence  would  prob* 
ably  be  that  the  house  wires  would  melt,  and  the  heat  from  the  ex- 
cessive voltage  would  cause  a  fire ;  that  it  is  to  prevent  this  result 
that  a  transformer  is  necessary.  A  transformer  or  converter  is 
described  by  counsel  as  a  coil  of  copper  wire  contained  in  a  sheet- 
iron  box,  and  is  usually  placed  on  a  pole  outside  of  the  building. 
Its  office  is  to  reduce  the  current  from  the  main  line,  or,  rather, 
to  induce  a  lesser  current  in  the  wire  leading  to  the  house  for  house 
use.  In  this  case  the  voltage  would  have  been  reduced  from  1,000 
volts  to  50  or  100  volts.  It  appears  that  without  the  use  of  a  con- 
verter the  effect  of  turning  this  large  voltage  into  a  house  would 
be  to  bum  up  the  wires,  and  in  the  formation  of  short  circuits  there 
would  be  great  danger  of  fire,  and  that  the  object  of  the  converter 
is  the  protection  of  the  house.  It  is  a  necessary  appliance  for  the 
safe  lighting  of  houses.  The  appellee  had  been  in  the  habit  of  fur- 
nishing transformers,  as  needed,  without  any  extra  charge,  for  all 
houses  which  were  wired  for  electricity  by  it,  but  claimed  the  right 
to  charge  for  transformers  in  cases  where  it  did  not  do  the  wiring, 
as  it  made  no  profit  on  the  wiring  in  such  cases.  The  transformer 
is  just  as  much  a  necessary  appliance  in  lighting  houses  as  the  pole 
on  which  it  is  fastened,  or  the  wire  that  carries  the  electricity,  or 
the  boilers  and  dynamo  used  in  generating  it  It  is  entirely  im- 
material who  does  the  wiring  of  the  house, — the  electric  light 
company  or  some  other  party;  the  transformer  is  necessary  in 
either  case.  If  the  company  does  the  wiring,  that  is  a  business  dis- 
tinct from  that  of  furnishing  electricity  for  lighting  purposes, 
just  as  the  putting  in  of  gas  and  water  pipes  into  a  house  is  a  dis- 
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882  American  Electbical  Cases.  [vol.  8 

Snell  V.  Clinton  Elec.  L.,  H.  &  P.  Co. 

tinct  business  from  furnishing  the  gas  or  water  to  flow  throng 
thenL 

The  jury  found  that  the  appellee  had  not  demanded  extra  pay 
for  the  use  of  a  transformer  from  any  one  else,  and  that  it  was  its 
general  practice  and  custom  to  furnish  them  free  to  its  consumem 
AppeUee,  being  organized  to  do  a  business  affected  with  a  public 
interest,  must  treat  all  customers  fairly  and  without  unjust  dis- 
crimination. While  it  is  not  bound,  in  the  absence  of  statutoiy 
enactments,  to  treat  all  its  patrons  with  absolute  equality,  still  it  is 
bound  to  furnish  light  at  a  reasonable  rate  to  every  customer,  and 
without  unjust  discrimination.  In  29  Am.  &  Eng.  Enc  Law,  19, 
it  is  said : 

"  The  acceptance  by  a  water  company  of  its  franchise  carries  with  it  tht 
duty  of  supplying  all  persons  along  the  line  of  its  mains,  without  discrimina* 
lion,  with  the  commodity  which  it  was  organized  to  furnish.  All  persons  an 
entitled  to  have  the  same  service  on  equal  terms  and  at  uniform  rates." 

In  commenting  on  this,  the  Supreme  Court  of  North  Carolina, 
in  Oriffin  v.  Water  Co.,  30  S.  E.  319,  41  L.  E.  A.  240,  says: 

**  If  this  were  not  so,  and  if  corporations  existing  by  the  grant  of  publle 
franchises  and  supplying  the  great  conveniences  and  necessities  of  modem  city 
life,  as  water,  gas,  electric  light,  street  cars,  and  the  like,  could  charge  anj 
rates,  however  unreasonable,  and  could  at  will  favor  certain  individuals  with 
low  rates  and  charge  others  exorbitantly  high,  or  refuse  service  altogether, 
the  business  interests  and  the  domestic  comfort  of  every  man  would  be  at 
their  mercy.  .  .  .  The  law  will  not  and  cannot  tolerate  discrimination  in 
the  charges  of  these  quasi  public  corporations.  There  must  be  equality  of 
rights  to  all  and  special  privileges  to  none." 

In  Cincinnati,  H.  &  D.  R.  Co.  v.  Village  of  Bowling  Green,  49 
K  E.  121,  41  L.  R  A.  422,  the  Supreme  Court  of  Ohio  said: 

**  The  light  and  power  company  have  acquired  in  the  village  rights  that  are 
in  the  nature  of  a  monopoly.  .  .  .  Both  reason  and  authority  deny  to  a 
corporation  clothed  with  such  rights  and  powers  and  bearing  such  relation 
to  the  public  the  power  to  arbitrarily  fix  the  price  at  which  it  will  furnish 
light  to  those  who  de&ire  to  use  it.  .  .  .  The  company  was  bound  to  serve 
all  of  its  patrons  alike.  It  could  impose  on  the  plaintifT  in  error  no  greater 
charge  than  it  exactod  of  others  who  had  used  its  lights." 
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In  Gaslight  Co.  v.  Hildebrand,  and  Electric  Co.  v.  HUdehrand, 
42  S.  W,  351,  the  Court  of  Appeals  of  Kentucky  said : 

^  Practically  they  have  a  moDopoly  of  the  business  of  manufacturing  and 
furnishing  gas  within  the  corporate  limits  of  the  city.  It  is  therefore  their 
duty  to  furnish  the  city's  inhabitants  with  gas,  and  to  do  so  upon  terms  and 
conditions  common  to  all,  and  without  discrimination.  They  cannot  fix  a 
▼ariety  of  prices  or  impose  different  terms  and  conditions,  according  to  their 
caprice  or  whim." 

It  has  been  held  at  common  law,  and,  in  the  absence  of  statutes, 
in  the  case  of  common  carriers,  that,  as  long  as  they  carry  at  a  reas- 
onable rate  for  every  shipper,  no  one  can  complain  if  they  are 
willing  to  carry  for  others  at  a  less  rate.  5  Am.  &  Eng.  Enc.  Law 
(2d  ed.)  179.  If  we  apply  this  rule  to  the  case  at  bar,  it  will  be 
noticed  that  the  appellee  has  demanded  of  appellant  more  than  it 
has  of  any  of  its  other  customers.  This  is  not  the  favor  allowed 
by  the  common  law,  as  just  cited,  but  an  unjust  discrimination. 
Appellee  has  discriminated  unjustly  against  appellant  in  any 
view  of  the  law  and  the  circumstances  that  we  can  take,  and  it 
follows  that  the  judgment  of  the  Circuit  Court  was  right 

The  judgment  of  the  appellate  court  will  be  reversed,  and  the 
judgment  of  the  Circuit  Court  affirmed.     Judgment  reversed. 
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Kansas;  Supreme  Court, 

1.  POWEB  OF  00X7BT  OF  YISITATION  OVEB  TKLBQBAPH   OOMPANIB8.--Citapter  38 

of  the  Laws  of  1898,  extending  the  power,  jurisdictian  and  eontrol  d 
the  court  of  visitation  over  the  telegraph  companies  and  telegra^  ler* 
vice  within  the  State,  is  in  part  materia  with  chapter  28  of  the  Lsvi  d 
1898,  which  created  the  court  of  visitation  and  attempted  to  extend  iti 
powers,  jurisdiction  and  control  over  the  railways  of  the  State,  and  unit 
be  construed  in  ocmnection  with  that  act,  as  though  the  two  diapten 
constituted  but  one  act.  Chapter  28  of  the  Laws  of  1898  baviqg  hm 
held  unconstitutional  as  applied  to  railways,  for  the  same  reasoning  diap* 
ter  38  is  also  unconstitutional  as  applied  to  telegraph  companies. 
2.  Con snTunoNALiTT  of  pbovision  imposing  penai.tt  fob  dklat  m  ruMt 
mmNG  TEUDGBAPHic  MK88A0SS. — Section  7  of  chapter  38  of  the  Ian 
of  1898,  provides  a  forfeiture  for  failure,  neglect  or  refusal  of  a  telegnfh 
company  to  receive,  transmit  and  deliver,  without  imnecessary  delay,  uj 
telegraphic  message  tendered  under  the  provisions  of  that  act.  It  vu 
contended  that  the  provisions  of  section  7  were  not  affected  by  the  ii- 
validity  of  the  remaining  portions  of  the  act;  but  it  was  held  that  nsei 
the  penalty  was  for  unnecessary  delay  in  transmitting  messages  pre* 
sented  after  payment  or  tender  of  the  charges  fixed  in  the  act,  the  intot 
of  the  Legislature  was  that  the  whole  subject  of  telegraphic  service,  ii- 
eluding  the  rates  to  be  charged,  should  be  under  the  direct  control  of 
the  court  of  visitation  created  by  the  act,  and  that,  therefore,  the  peniltj 
imposed  by  this  section  for  a  noncompliance  with  the  rulings  of  a  bod/ 
having  no  legal  existence,  is  inoperative. 

Error  by  defendant  from  judgment  for  plaintiff.    Decided  June 
6, 1903 ;  reported  72  Pac.  850. 

Rossington,  Smith  £  Eisted  and  Geo.  H.  Fearons,  for  plaintiff 
in  error. 

Austin  &  Eungate,  E.  D.  McKeever,  and  A.  C.  Markley  {SteV 
bins  <&  Evans,  of  counsel),  for  defendant  in  error. 
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I- 

Opinion  of  Pollock,  J. : 

The  Legislature  of  the  State,  convened  by  the  governor  in  extra 
session,  in  1898,  created  the  court  of  visitation,  and  by  chapter  28, 
page  76,  of  the  laws  of  that  session,  attempted  to  confer  upon  that 
body  the  exercise  of  administrative,  legislative  and  judicial  powers 
and  jurisdiction  over  the  railways  of  the  State.  By  chapter  38, 
page  117,  of  the  laws  of  that  session,  the  same  power  and  juris- 
diction conferred  upon  the  court  of  visitation  over  railways  was 
extended  over  the  telegraphs  of  the  State.  Section  1  of  that  act 
reads  as  follows : 

"That  from  and  after  the  taking  effect  of  this  act  the  court  of  visitation 
shall  have  the  same  power,  jurisdiction  and  control  over  all  questions  con- 
cerning the  regulation  of  the  telegraph  service  in  this  State,  the  reasonable- 
ness of  charges  herein  fixed,  or  to  be  fixed,  by  any  order  of  said  court,  and 
in  all  matters  concerning  the  regulation,  management  or  control  of  telegraph 
companies,  as  is  conferred  upon  said  court  of  visitation  in  reference  to  rail- 
roads or  railway  corporations  in  this  State." 

Section  2  of  the  act  (page  118)  fixes  the  rates  to  be  charged  for 
the  transmission  and  delivery  of  messages,  as  follows : 

''That  no  person,  company  or  corporation  owning  or  operating  any  tele- 
graph line  in  this  State  shall  demand,  charge  or  receive,  directly  or  indirectly, 
a  rate  in  excess  of  fifteen  cents  for  the  first  ten  words  (exclusive  of  address 
and  one  signature),  and  one  cent  for  each  additional  word,  for  transmitting 
any  message  between  points  within  this  State.  And  no  such  person,  com- 
pany or  corporation  shall  demand,  charge  or  receive,  for  any  distance  between 
points  within  this  State,  more  than  one-third  of  one  cent  for  each  word  for 
messages  of  over  ten  words  received  between  the  hours  of  6  o'clock  a.  m. 
and  6  o'clock  p.  m.,  and  one-sixth  of  one  cent  per  word  for  messages  received 
between  the  hours  of  6  o'clock  p.  m.  and  6  o'clock  a.  m.  to  be  transmitted  at 
special  reports  for  newspapers." 

Section  7  (page  119)  makes  provision  for  a  forfeiture  and  its  col- 
lection for  the  failure,  neglect,  or  refusal  to  receive,  transmit,  or 
deliver,  without  unnecessary  delay,  any  messages  under  the  terms 
of  the  act,  as  follows : 

"Any  person,  company  or  corporation  engaged  in  the  business  of  receiving 
and  transmitting  telegraphic  messages  within  the  State  refusing,  failing  or 
neglecting  to  receive  (either  from  the  person  sending  the  same  or  any  con- 
necting line),  transmit  and  deliver,  without  unnecessary  delay,  any  messaga 
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offered  for  transmission,  after  the  legal  charges  under  this  act  for  traiiBmiitiQB 
have  heen  paid  or  tendered,  or  refusing,  failing  or  neglecting  to  transmit  ud 
deliver,  without  imnecessary  delay,  any  message  received  for  transmisdoa 
and  delivery,  either  from  the  person  sending  the  same  or  any  conncting  lini^ 
shall  forfeit  and  be  liable  to  the  person  sending  or  trying  to  send  such  messagi 
and  to  the  person  to  whom  the  same  was  sent  or  directed,  in  the  sum  of  om 
hundred  dollars  each,  as  damages,  to  be  recovered  in  a  civil  action  by  eodi 
of  said  parties  in  any  court  of  competent  jurisdiction,  together  with  a  retsoih 
able  attorney's  fee  in  each  court  into  which  said  action  may  be  taken,  bj 
appeal  or  otherwise.  This  section  shall  not  in  any  manner  affect  the  rij^ti 
of  such  persons  to  recover  actual  damages  for  failure  to  send  or  deliver  sudi 
message,  in  addition  to  the  forfeiture  herein  provided  for." 

Section  8  of  the  act  (page  120)  makes  the  violation  of  any  of 
the  provisions  of  the  act  criminal,  as  follows : 

"Any  person,  company  or  corporation,  or  any  agent,  servant  or  employee 
of  any  person,  company  or  corporation,  violating  any  of  the  provisions  of  this 
act,  shall  be  deemed  guilty  of  a  misdemeanor,  and  upon  conviction  shall  be 
punished  by  a  fine  of  not  less  than  fifty  dollars  nor  more  than  five  hunditd 
dollars,  and  imprisonment  in  the  county  jail  not  less  than  thirty  days  nor 

more  than  one  year." 

. 

This  action  was  brought  by  Edwin  A.  Austin  against  the 
Western  Union  Telegraph  Company  to  recover  the  statutory  pen- 
alty or  forefeiture  of  $100  and  attorney's  fees  provided  for  by  the 
terms  of  section  7  of  the  act  for  failure  of  the  company  to  deliver, 
without  unnecessary  delay,  a  message  sent  by  him  to  one  Markley 
from  Topeka  to  Lyndon,  Kan.,  on  the  8th  day  of  November.  1899. 
At  the  trial  there  was  judgment  for  plaintiff  for  the  statutory  fo^ 
feiture  of  $100  and  attorney's  fees  as  provided  in  the  act  The 
telegraph  company  brings  error. 

The  question  presented  for  our  consideration  and  determination 
is  the  validity  of  that  section  of  the  act  making  provision  for  a 
forfeiture  and  its  collection.  This  court,  in  the  case  of  The  State 
V.  Johnson,  61  Kan.  803,  60  Pac.  1068,  49  L.  K.  A.  662,  held 
chapter  28,  page  76,  Laws  1898,  unconstitutional  and  void,  for 
the  reason  it  constituted  an  attempt  on  the  part  of  the  Legislature 
to  confer  upon  one  body  the  power  and  jurisdiction  to  exercise  ad- 
ministrative, legislative  and  judicial  functions,  in  violation  of  the 
fundamental  principles  of  our  government.     Upon  the  authority 
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of  that  case,  and  by  the  same  process  of  reasoning  there  employed, 
it  must  be  held  chapter  38,  page  117,  Laws  1898,  is  unconstitu- 
tional and  void  in  so  far  as  it  attempts  to  confer  like  jurisdiction 
and  power  over  the  telegraphs  of  the  State.  Thus  far,  all  agree. 
It  is,  however,  contended  that  section  7  of  that  act  may  stand  alone, 
as  a  separate  and  independent  enactment,  unaffected  by  the  de- 
clared Tmconstitutionality  of  chapter  28,  which  created  the  court 
of  visitation  and  defined  its  powers  and  jurisdiction  in  relation  to 
railways,  and  the  conceded  invalidity  of  chapter  38,  in  so  far  as 
the  like  jurisdiction  and  power  of  that  court  was  attempted  to  be 
extended  over  tlie  telegraph  lines  and  telegraphic  service  of  the 
State. 

In  considering  the  merits  of  this  contention,  and  the  ability  of 
section  7  to  stand  alone  as  an  independent  enactment,  in  what  light 
must  it  be  viewed  ?  What  well  recognized  and  established  princi- 
ples of  the  law  must  be  applied  ?  This  court,  in  Be  Hall,  Peti- 
tioner, 38  Kan.  670,  17  Pac.  649,  held: 

"Laws  enacted  by  the  same  Legislature  about  the  same  time  and  concern- 
ing the  same  subject-matter,  being  in  pari  materia,  are  to  be  taken  and  con- 
sidered together  in  order  to  determine  the  legislative  purpose  and  arrive  at 
the  true  result." 

Prior  to  1898  there  existed  in  this  State  a  board  of  railroad  com- 
missioners. By  chapter  29,  page  91,  Laws  1898,  the  act  creating 
that  board,  and  all  acts  in  relation  thereto,  were  expressly  repealed, 
and  the  court  of  visitation,  a  new  creation,  formerly  unknown  to 
the  State,  was  created,  and  its  power  and  jurisdiction  over  the 
railways  of  the  State  was  therein  defined.  Chapter  38,  passed  at 
the  same  extra  session  of  the  Legislature,  and  about  the  same  time, 
extended  like  power,  jurisdiction  and  control  of  that  body  over 
the  telegraphs  of  the  State,  and  by  chapter  19,  page  57,  Laws 
1898,  like  power,  jurisdiction  and  control  as  was  given  the  court 
of  visitation  over  railways  and  telegraphs  was  extended  over  the 
express  companies  of  the  State,  all  evincing  one  general  scheme 
of  legislation,  of  which  the  new  court  of  visitation,  with  compli- 
cated, strange  and  varied  powers,  was  the  central  and  paramount 
idea.      Hence  we  arrive  at  the  conclusion  that  the  provisions  of 
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chapter  38  must  be  viewed  in  the  same  light^  and  construed  in  the 
same  manner  and  with  like  results,  as  though  that  chapter  formed 
a  part  of  the  parent  act- — chapter  28.  Thus  considered  as  one 
law,  parts  of  which  have  been  stricken  down  by  the  mandate  of 
this  court,  how  are  the  remaining  provisions  to  be  construed,  and 
what  presumptions  in  regard  to  the  validity  of  the  remaining  pro- 
visions are  to  be  indulged  ?  In  a  note  to  Cooley's  ConstitutioEal 
Limitations  (5th  ed.),  213,  it  is  said:  "  It  must  be  obvious,  in 
any  case  where  part  of  an  act  is  set  aside  as  unconstitutional,  that 
it  is  unsafe  to  indulge  in  the  same  extreme  presumptions  in  support 
of  the  remainder  that  are  allowable  in  support  of  a  complete  act 
when  some  cause  of  invalidity  is  suggested  to  the  whole  of  it  In 
the  latter  case,  we  know  the  Legislature  designed  the  whole  act 
to  have  effect,  and  we  should  sustain  it  if  possible ;  in  the  former, 
we  do  not  know  that  the  Legislature  would  have  been  willing  that 
a  part  of  the  act  should  be  sustained  if  the  remainder  were  held 
void,  and  there  is  generally  a  presumption  more  or  less  strong  to 
the  contrary.  While,  therefore,  in  the  one  case  the  act  should  be 
sustained  unless  the  invalidity  is  clear,  in  the  other  the  whole 
should  fall  unless  it  is  manifest  the  portion  not  opposed  to  the  con- 
stitution can  stand  by  itself,  and  that  in  the  legislative  intent  it 
was  not  to  be  controlled  or  modified  in  its  construction  and  effect 
by  the  part  which  was  void.'' 

The  same  rule  is  stated  by  Bartholomew,  C.  J.,  in  delivering 
the  opinion  in  Martin  v.  Tyler  (N.  D.),  60  N.  W.  392,  25  L.  R  A. 
838,  as  follows: 

"  It  is  our  duty  to  sustain  statutes  in  their  entirety  when  possible,  and  to 
that  end  we  must  indulge  all  reasonable  presumptions  in  favor  of  their  odd- 
stitutionality.  But,  when  a  statute  has  been  once  emasculated,  these  pre- 
sumptions no  longer  obtain  in  support  of  the  remainder.  It  should  then  be 
manifestly  clear  that  the  remaining  portion  can  stand  by  itself,  and  that  the 
Legislature  did  not  intend  that  such  portion  should  be  controlled  and  modi- 
fied in  its  construction  and  effect  by  the  rejected  part." 

See,  also.  State  v.  Stewart,  71  N.  W.  998 ;  Skagit  County  v. 
Stiles,  10  Wash.  388,  39  Pac.  116. 
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Therefore  the  general  rule,  that  every  reasonable  presumption 
is  to  be  indulged  in  favor  of  the  constitutionality  of  an  entire  act, 
or  a  portion  of  an  entire  act,  no  part  of  which  has  been  held  void, 
does  not  here  obtain,  but  it  must  be  clear  from  a  consideration  of 
the  entire  act  that  the  remaining  provisions,  one  of  which  is  now 
challenged,  are  not  dependent  upon  those  portions  of  the  act  here- 
tofore declared  void,  but  may  stand  as  a  valid,  separate  and  inde- 
pendent enactment.  This  court,  in  Central  Branch  U.  P.  R,  Co. 
17.  A.  T.  &  S.  F.  R.  Co.,  28  Kan.  453,  held :  "  While  it  is  un- 
doubtedly true  that  a  statute  may  be  constitutional  in  one  part, 
and  unconstitutional  in  another,  yet  this  rule  obtains  only  where 
the  two  parts  are  separate  and  independent;  and  where  they  are 
80  related  that  the  latter  is  a  condition  of,  a  compensation  for,  or 
an  inducement  to,  the  former,  or  where  it  is  obvious  that  the  Legis- 
lature, having  respect  to  opposing  rights  and  interests,  would  not 
have  enacted  one  but  for  the  other,  then  the  unconstitutionality  of 
the  latter  avoids  the  entire  statute.^' 

In  the  opinion,  delivered  by  Mr.  Justice  Bseweb,  it  is  said : 

*'And  now  we  remark,  in  the  first  place,  that  while  it  is  undoubtedly  true 
that  a  statute  may  be  constitutional  in  part  and  unconstitutional  in  part, 
yet  as  a  general  proposition  it  has  its  limitations.  The  mere  fact  that  the 
one  part,  standing  alone,  would  be  within  the  scope  of  the  legislative  power, 
does  not  prove  that  it  can  be  upheld  when  coupled  with  other  matter.  If 
auch  other  matter  conflicts  with  the  constitution,  and  must  fall,  then  the 
constitutionality  of  the  first  depends  upon  the  extent  and  closeness  of  its  con- 
nection with  the  second.  If  the  first  be  conditioned  upon  the  second,  or  if  it 
is  apparent  that  the  Legislature  would  not  have  enacted  the  first  but  for  the 
second,  that  the  latter  was,  as  it  were,  an  inducement  to  the  former,  and  that 
only  by  virtue  of  a  concurrence  of  the  two  would  it  be  presumed  that  in  the 
judgment  of  the  lawmaking  power  the  respective  rights  of  antagonistic  par- 
ties would  be  preserved,  then  with  the  fall  of  the  second  falls  also  the  first. 
It  is  not  enough  to  say  that  the  Legislature  might  have  legally  enacted  the 
first  alone.  When  it  has  coupled  the  two  together,  the  failure  of  the  latter 
invalidates  the  former,  and  this  for  the  reason  that  because  of  the  mutuality 
of  the  two,  the  relation  inter  seae,  the  dependence  of  the  one  upon  the  other, 
the  correspondence  of  blessing  and  burden,  it  must  be  presumed  that  the  one 
was  an  inducement  to  or  a  condition  of  the  other ;  that  the  Legislature  would 
not  have  enacted  one  but  for  the  other." 
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In  support  of  the  argument  made^  there  was  cited  and  quoted 
from,  with  approval,  Cooley  on  Constitutional  Limitations  (5th 
ed.),  179 ;  the  argument  of  C.  J.  Shaw  in  Warren  v.  Mayor,  etc., 
2  Gray,  84 ;  Slauson  v.  City  of  Racine,  13  Wis.  398 ;  Meshmeier 
V.  State,  11  Ind.  482 ;  Lathrop  v.  Mills,  19  CaL  629.  Viewed  in 
the  light  of  this  authority  and  the  many  others  elucidating  the 
general  rule  here  enunciated,  can  it  be  held  the  provisions  of  the 
act  now  under  consideration,  providing  for  a  forfeiture,  may  stand 
as  a  valid,  separate  and  independent  enactment  ?  We  think  not 
Neither  do  we  think,  as  contended  by  counsel  for  defendant  in 
error,  that  the  parts  of  the  law  heretofore  held  unconstitutional 
and  void  may  not  be  looked  to  in  determining  the  validity  of  the 
remaining  portions  of  the  law.  In  Commonwealth  v.  Potts,  79 
Pa.  164,  it  is  held:  "  Although  the  proviso  was  not  effectual  be- 
cause of  its  unconstitutionality,  it  could  not  be  stricken  out  in  b- 
terpreting  the  section.'' 

Coming  now  to  the  relation  and  dependence  of  that  provision 
of  the  act  here  assailed,  an  examination  of  the  act  shows  that  sec- 
tion 2  of  chapter  38  fixes  a  rate  at  which  messages  shall  be  trans- 
mitted and  delivered  within  the  State,  but  section  1  declares  such 
rate  to  have  been  established  temporarily,  subject  to  regulation  and 
change  by  the  court  of  visitation,  and  not  as  a  permanent  fixing  of 
rates  by  the  Legislature.  This  is  shown  by  section  1  of  the  act 
above  quoted,  wherein  it  is  provided  that  the  court  of  visitation 
shall  have  the  same  power,  jurisdiction  and  control  over  the  rea- 
sonableness of  rates  fixed  in  the  act,  or  thereafter  to  be  fixed  by 
the  court,  as  was  conferred  upon  the  court  to  fix  rates  for  the  rail- 
way companies  of  the  State,  for  when  reference  is  made  to  that 
act  it  is  found  the  power  of  the  court  to  fix  rates  for  services  per- 
formed by  railroad  companies  is  left  entirely  to  the  judgment  of 
the  court.  By  an  examination  of  the  language  employed  in  sec- 
tion 7  it  will  be  seen  that  section  does  not  provide  a  penalty  or 
forfeiture  for  failure,  refusal  or  neglect  of  the  defendant  company 
to  receive,  transmit  and  deliver,  without  unnecessary  delay,  mes- 
sages over  its  lines,  under  contract  with  the  sender  generally,  but 
for  failure,  neglect,  or  refusal  to  receive,  transmit  and  deliver. 
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'without  unnecessary  delay,  all  messages  presented,  after  payment 
or  tender  of  the  charges  fixed  in  the  act.  Manifestly,  therefore, 
it  was  the  intent  of  the  Legislature  that  the  whole  subject  of  tele- 
graphic service,  including  the  rates  to  be  charged,  for  services  per- 
formed within  the  State,  should  be  under  the  direct  control  of  the 
court  so  created,  and  subject  to  change  at  liberty  by  ruling  of 
that  court.  To  enforce  compliance  with  the  rulings  of  that  court, 
section  7  was  enacted.  The  validity  of  the  act  creating  the  court 
and  extending  its  powers  over  the  railroads  of  the  State  has  been 
denied.  Thus,  the  general  scheme  of  legislation  of  which  that 
court  was  the  central  figure  having  failed,  it  must  be  held  the  sec- 
tion now  under  consideration,  providing  a  penalty  or  forfeiture 
for  noncompliance  with  the  rulings  of  a  body  created  by  act  of  the 
Legislature,  but  void  for  want  of  legal  existence,  is  inoperative 
and  void. 

Other  questions  are  discussed  by  counsel.  The  decision  made 
renders  the  consideration  of  such  questions  unnecessary. 

It  follows  the  judgment  must  be  reversed,  with  directions  to 
proceed  further  in  accordance  with  this  opinion.  All  the  justices 
concurring. 

Transmission  and  Delivery  of  Telegraphic  Messages. 

(This  note  contains  citations  of  decisions  rendered  since  the  publication  of 
volume  7  of  the  American  Electrical  Cases. ) 

1.  Failure  to  deliver  caused  by  disturbed  conditions  of  lines. 

2.  Prima  facie  negligence. 

3.  Failure  to  forward  message. 

4.  Delivery  of  messages. 

a.  What  constitutes  deliyery. 

b.  Delivery  at  hotel. 

c.  Message  sent  in  care  of  another  person. 

d.  Reasonable  diligence  to  secure  delivery. 

e.  Insufficiency  of  address. 

f.  Delivery  beyond  free  delivery  limits. 

g.  Special  contract  for  delivery. 
6.  Delay  in  delivery  of  message. 

a.  Contributory  negligence  of  sender  or  addressee. 

b.  Recovery  for  mental  anguish. 
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I.  In  general. 
II.  Degree  of  relationship. 

III.  SuflSciency  of  pleading. 

IV.  South  Carolina  statute;  intentional  wrong. 

V.  Negligence  of  telegraph  company  as  proximate  cause. 
VI.  Wilful  disregard  of  duty. 
VII.  What  law  governs. 
VIII.  Excessive  damages. 

c.  Recovery  for  mental  anguish  not  allowed. 

d.  Message  to  physician  requiring  services. 

e.  Non-delivery  of  social  messages. 

f.  Commercial  messages. 

I.  General  rule. 
II.  Liability  for  damages. 

III.  Damages  too  remote  and  uncertain. 

IV.  Damages  occasioned  by  loss  of  position. 

V.  Message  in  respect  to  illegal  transaction. 

g.  Notice  by  telegram  of  sanction  by  a  court  of  a  writ  of  certiorari. 

6.  Error  in  transmission. 

a.  As  to  social  message. 

b.  In  transmission  of  commercial  message. 

c.  Cipher  messages. 

d.  Message  from  without  State. 

7.  Liability  for  forged  or  fraudulent  messages. 

8.  Contract  between  sender  and  telegraph  company. 

9.  Office  hours  on  Sunday. 

10.  Reasonableness  of  rule  not  to  deliver  messages  at  night. 

11.  Notice  of  claim  for  damages. 

ft 

1.   Failure  to  dellirer  caused  hj  disturbed  conditioiu  of  Uacs. — 

It  is  a  fairly  well-settled  rule  that  if  a  telegraph  company  discovers  after  ac- 
cepting a  message  for  transmission,  that  by  reason  of  the  disturbed  con- 
ditions of  its  own  lines  it  cannot  perform  its  contract,  the  law  imposes  the 
duty  to  notify  the  sender.  This  duty  is  not  absolute,  but  arises  only  when 
ordinary  prudence  in  the  protection  of  the  interests  of  the  party  coneenied 
requires  it.  Where  a  telegraph  company  receives  a  message  to  be  transmitted 
over  its  own  line  and  over  a  connecting  line,  and  learns  on  tendering  the 
message  to  the  second  party  that  such  company's  lines  are  not  in  order,  so 
that  the  message  cannot  be  promptly  delivered,  it  is  the  duty  of  the  company 
receiving  the  message  to  notify  the  sender  of  such  fact.  West.  Un,  TeL  Co, 
V.  Sorshy,  29  Tex.  Civ.  App.  345,  69  S.  W.  122. 

The  contract  by  a  telegraph  company  exempting  such  company  from  lia- 
bility for  delay  in  the  transmission  and  delivery  of  messages  caused  by  unavoid- 
able interruptions,  does  not  relieve  the  company  from  liability  for  delays 
which  were  occasioned  by  causes  existing  and  known  to  the  agent  of  the 
company  at  the  time  the  message  was  received,  but  not  imparted  to  the 
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sender.  A  telegraph  company  may  properly  refuse  to  receive  a  message  be- 
cause of  its  lines  being  down,  but  if  such  message  is  received  without  inform- 
ing the  sender  of  such  fact,  the  company  will  be  held  liable  for  its  failure  to 
deliver  the  message  within  a  reasonable  time.  West,  Un,  Tel,  Co,  v,  Bvrg^ 
Forbes  Co.,  29  Tex.  Civ.  App.  526,  69  S.  W.  181. 

2*  Prima  fade  eTldenoe. — Where,  in  an  action  against  a  telegraph  com- 
pany for  a  failure  to  deliver  a  message,  it  is  shown  that  the  company  received 
the  message  with  charges  prepaid,  a  prima  faoie  case  is  made  out,  and  it  is 
then  incumbent  upon  the  defendant  to  show  why  the  message  was  not  de- 
livered. The  fact  that  the  addressee  of  a  telegram  lives  several  miles  from 
the  point  to  which  the  message  is  directed,  does  not  excuse  the  company  from 
making  prompt  and  diligent  inquiry  to  see  if  he  is  not  within  its  delivery 
district,  when  the  message  arrives.  Rosser  v.  West,  Un,  Tel,  Co.,  130  N.  C. 
251,  41  S.  £.  378. 

While  the  fact  that  the  message  which  had  been  received  had  not  been  de- 
livered was  prima  facie  evidence  of  negligence,  the  presumption  is  not  con- 
clusive, and  the  jury,  considering  the  evidence  in  the  light  most  favorable  to 
the  defendant,  might  find  that  it  had  not  been  negligent,  and  it  is  therefore 
proper  to  submit  the  issue  to  them.  Hunter  v.  West,  Un.  Tel.  Co.,  130  N.  0. 
602,  41  S.  £.  796. 

Where  a  telegram  remained  in  the  hands  of  a  telegraph  company  for  four- 
teen hours  without  delivery,  and  there  was  no  evidence  of  an  attempt  to  de- 
liver such  telegram,  it  is  sufficient  to  show  reckless  disregard  of  the  rights  of 
the  plaintiff.    Young  v.  West,  Un,  Tel,  Co,,  65  S.  C.  93,  43  S.  E.  448. 

The  failure  to  deliver  a  message  for  twenty-four  houri  subsequent  to  its 
transmission  is  prima  faoie  negligence  which,  if  unexcused,  rendtt's  the  com- 
pany liable.  West,  Un,  Tel,  Co,  v,  BoucheU,  28  Tex.  Civ.  App.  23,  67  S.  W. 
159. 

A  delay  of  twenty-seven  hours  by  a  telegraph  company  in  transmitting  a 
message  to  a  place  twenty-two  miles  distant,  not  shown  by  it  to  be  due  to  an 
act  of  God,  the  fault  of  the  sender  or  other  matters  beyond  its  control,  is 
unreasonable,  and  the  jury  was  properly  instructed  that  upon  such  facts  the 
company  is  liable  for  damages.  West,  Un,  Tel.  Co,  v.  Parsons,  24  Ky.  Law 
Bep.  2008,  72  S.  W.  800. 

3.  Failure  to  forward  message* — ^Where  a  message  is  received  for  trans- 
mission at  the  regular  rate  the  company  is  not  liable  for  a  failure  to  repeat 
or  forward  such  message  from  the  office  to  which  it  was  transmitted  to  another 
place,  where  the  sendee  then  was.  An  agreement  made  with  the  operator 
receiving  the  message  to  repeat  or  forward  it  if  the  sendee  could  not  be  found 
at  the  place  addressed  was  without  consideration  and  imposed  no  contractual 
obligation  upon  the  telegraph  company.  Abbott  v.  West.  Un.  Tel.  Co,,  86 
Minn.  44,  90  N.  W.  1. 

4.  Delivery  of  messages. 

a.  What  constitutes  delivery, — ^Where  the  messenger  of  a  telegraph  com- 
pany, in  telephoning  a  message  to  the  addressee  acted  as  the  latter's  agents 
the  company  was  not  liable,  though  the  message  was  not  telephoned  cor- 
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rectly.  A  telegraph  company  does  not,  by  merely  accepting  a  message  for 
transmission,  impliedly  agree  to  deliver  it  to  the  addressee  in  person,  bat 
only  to  make  such  a  delivery  as  will  be  good  in  law.  A  delivery  of  a  tele- 
gram which  is  good  in  law  as  between  the  company  and  the  addressee  is  good 
as  between  the  company  and  the  sender,  yorman  v.  West  Un,  TeL  Co^  31 
Wash.  677,  72  Pac.  474. 

h.  Delivery  at  hotel, — ^Where  the  addressee  of  a  telegram  directed  the  deik 
of  a  hotel  at  which  he  boarded  to  forward  messages  brought  there  to  him, 
he  thereby  constituted  the  clerk  his  agent  for  the  receipt  of  messages.  Where 
a  clerk  receives  a  message  to  such  addressee  for  the  purpose  of  forwarding  it, 
and  indorses  upon  it  the  address  to  which  it  was  to  be  forwarded,  and  de- 
livered it  to  the  messenger  boy  with  verbal  orders  to  forward  as  directed,  it  ii 
a  sufficient  delivery  of  the  message  to  the  derk  by  the  telegraph  company. 
West,  Un.  Tel.  Co.  v.  Barefoot  (Tex.  Sup.  Ct.),  76  S.  W.  914,  rev'g  74  8.  W. 
560. 

In  the  absence  of  knowledge  by  an  agent  of  a  telegraph  company  that  a 
person  to  whom  a  message  was  directed  had  deputised  the  proprietor  of  a 
hotel  at  which  he  was  stopping  as  his  agent  lor  the  purpose  of  receiving  tele- 
grams, it  is  not  negligent  for  the  telegraph  company  or  its  agent  to  fail  to 
deliver  such  a  message  to  the  proprietor  of  such  hotel.  West,  Un.  TeL  Co. 
V.  Redinger  (Tex.  Civ.  App.),  66  S.  W.  485. 

It  is  negligence  for  a  telegraph  company  to  deliver  a  message  at  the  hotel 
where  the  addressee  resides,  where  the  message  is  directed  to  him  in  ears 
of  a  business  firm.  Barefoot  v.  West.  Un.  Tel.  Co.,  28  Tex.  Civ.  App.  457, 
67  S.  W.  912. 

0.  Message  sent  in  care  of  ancther  person. — ^The  sender  of  a  telegram  who 
sends  the  same  addressed  to  the  addressee  in  the  care  of  his  employer,  is 
himself  responsible  for  the  refusal  of  the  employer  to  receive  the  telegram, 
and  liability  therefor  cannot  be  imputed  to  the  telegraph  company.  Where  a 
person  to  whom  such  a  telegram  is  addressed  refuses  to  receive  the  same,  the 
telegraph  company  must  use  every  reasonable  effort  to  find  and  dliver  the 
message  to  the  addressee,  and  on  failure  to  do  so  to  ask  for  a  better  address. 
Hinson  v.  Postal  Telegraph  Cable  Co.,  132  N.  C.  460,  43  S.  E.  945. 

d.  Reasonable  diligence  to  secure  delivery. — ^The  contract  of  a  telegraph 
company  to  deliver  a  message,  stipulating  for  a  special  charge  for  a  delivery 
outside  of  the  free  delivery  limits,  requires  the  company  to  use  ordinary  dili- 
gence in  making  the  delivery,  whether  inside  or  outside  of  the  limits  prescribed. 
Ordinary  diligence  does  not  consist  of  the  agent's  mailing  a  postal  card  to 
the  addressee  stating  that  he  had  a  message,  where  it  appeared  that  such 
addressee  lived  seven  miles  from  the  office,  but  that  one  of  his  neighbors,  well 
known  in  the  community,  offered  to  take  it  to  him  free  of  charge.  West, 
Un.  Tel.  Co.  v.  Swearingen  (Tex.  Civ.  App.),  65  S.  W.  1080. 

A  telegraph  company  should  use  such  care  and  diligence  in  traiismitting 
and  delivering  telegrams  as  an  ordinarily  prudent  person  would  use  under 
similar  circumstances.  West.  Un.  Tel.  Co.  v.  Bums  (Tex.  Civ.  App.),  70 
S.  \V.  784. 


Transmission  and  Delivery  of  Messages.  895 


Western  Union  Telegraph  Co.  v.  Austin. 


Reasonable  diligence  does  not  require  the  company  to  deliver  a  message 
to  the  addressee  at  a  certain  town  several  miles  from  the  place  where  the 
office  at  which  the  message  was  received  was  located.  West,  Un,  Tel,  Co.  v. 
Bicearingen,  96  Tex.  420,  67  S.  W.  767,  rev*g  65  S.  W.  108. 

On  the  question  of  whether  or  not  the  whereabouts  of  an  addressee  of  a 
telegram  could  be  ascertained  by  the  exercise  of  reasonable  diligence,  the 
testimony  of  persons  residing  within  the  limits  of  the  village  where  such 
addressee  resided  that  they  knew  her,  and  that  she  was  well  known  in  the 
village,  was  admissible;  but  testimony  of  persons  residing  in  such  village  that 
they  did  not  know  her  is  not  admissible.  West.  Un.  Tel.  Co.  v.  Jamea,  (Tex. 
Civ.  App.),  73  S.  W.  79. 

Where,  on  receipt  of  a  telegraph  message  at  its  destination,  without  street 
address  or  number  of  the  addressee,  it  was  at  once  delivered  to  a  messenger 
who  spent  all  the  afternoon  of  the  day  in  searching  for  information  as  to 
the  addressee,  without  success,  whereupon  he  returned  the  message  to  the 
office,  and  a  service  message  was  sent  to  the  original  station  for  a  more 
specific  address,  and  on  receipt  of  another  telegram  the  message  was  de- 
livered, the  telegraph  company  was  not  guilty  of  gross  negligence  in  delivering 
the  message.  West.  Un.  Tel.  Co.  v.  Cross'  Admr.  (Ky.  Ct.  App.),  74  S.  W. 
1099. 

€.  Insufficiency  of  address. — The  plaintiff  failed  to  receive  a  telegram  sent 
to  him  in  a  town  where  he  was  working.  He  was  described  in  the  telegram  as 
'*  traveling  picture  man."  The  messenger  carried  the  telegram  to  all  the 
hotels  in  the  town  and  to  a  boarding  house.  The  plaintiff  did  not  stop  in  a 
hotel  or  boarding  house,  but  camped  in  a  wagon  yard.  The  messenger  also 
went  to  a  picture  store  and  to  the  office  of  another  telegraph  company.  A 
stranger  was  pointed  out  to  him  as  a  picture  man  but  the  latter  disclaimed 
being  the  plaintiff.  The  plaintiff  had  been  in  a  drug  store  in  the  town  the 
morning  the  telegram  was  received,  where  he  was  introduced  to  several  per- 
sons. No  one  in  the  town  knew  him  before.  It  was  held  that  the  company 
was  not  guilty  of  negligence.  West.  Un.  Tel.  Co.  v.  Cox.  (Tex.  Civ.  App.), 
74  8.  W.  922. 

f.  Delivery  beyond  free  delivery  limits. — In  the  absence  of  evidence  that 
the  sender  of  a  telegram  had  knowledge  that  the  addressee  resided  beyond  the 
free  delivery  limits  of  the  office  to  which  the  telegram  was  sent,  and  it  not 
appearing  that  the  telegraph  company  demanded  of  her  the  payment  of  any 
extra  charge  for  delivery  beyond  such  limits,  the  failure  of  the  telegraph 
company  to  deliver  a  message  is  not  excused.  Bright  v.  West.  Un.  Tel.  Co., 
132  N.  C.  317,  43  S.  E.  841. 

It  is  negligence  for  a  telegraph  company  upon  the  receipt  of  a  message 
directed  to  an  addressee  living  beyond  the  free  delivery  limits  not  to  wire  the 
sender  demanding  payment  of  extra  charges  for  such  service.  It  is  not 
sufficient  for  the  company  to  wire  the  sender  that  the  party  is  not  known, 
where  the  addressee's  address  was  known,  merely  because  he  resided  beyond 
the  free  delivery  limits,  and  extra  delivery  charges  were  not  paid  by  the 
sender.    Bryan  v.  West.  Un.  Tel.  Co.,  133  N.  C.  603,  46  8.  E.  938. 
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A  message  was  received  on  Sunday  morning  at  about  nine  o'clock.  By  the 
rules  of  the  company  the  office  hours  on  that  day  closed  at  ten  o'clock.  The 
addressee  resided  beyond  the  free  delivery  limits.  It  was  the  custom  of  the 
company  to  deliver  messages  beyond  such  limits  without  first  demanding 
additional  cost  and  expense  for  the  delivery.  The  delivery  boy  went  into  the 
business  part  of  the  town  and  inquired  for  the  addressee,  but  failed  to  find 
him,  and  then  telephoned  to  his  residence.  The  message  was  not  in  fact  de- 
livered to  the  addressee  until  the  next  day.  It  was  held  that  the  telegraph 
company  was  negligent.  West.  XJn,  Tel,  Co,  v.  Pierce,  (Tex.  Civ.  App.),  70  S. 
W.  360. 

A  telegraph  company  may  be  held  liable  for  failure  to  ddiver  a  telq^ram, 
although  the  addressee  lives  beyond  the  free  delivery  limits,  where  it  appean 
that  the  company  undertook  to  transmit  and  deliver  the  message  without 
extra  compensation,  and  where  it  also  appeared  that  the  addressee  might 
have  been  found  within  such  free  delivery  limits  by  the  use  of  reasonable 
diligence,  although  his  place  of  residence  may  have  been  just  byond  sodi 
limits.    West,  XJn,  Tel,  Co,  v,  Davis,  (Tex.  Civ.  App.),  71  S.  W.  313. 

g.  Special  contract  for  delivery. — Where  a  telegraph  company  undertakes 
for  a  special  consideration  to  deliver  a  message  four  miles  from  the  oSoe 
of  the  company,  it  is  bound  by  its  undertaking  although  it  may  have  bees 
required  to  pay  much  more  than  the  consideration  received  to  employ  a 
runner  to  make  the  special  delivery.  The  making  of  such  a  special  oontraet 
is  within  the  scope  of  authority  of  the  agent  of  a  telegraph  company.  West, 
Vn.  Tel,  Co,  v,  Matthews,  24  Ky.  Law  Rep.  3,  67  S.  W.  849. 

Where  the  sender  of  a  telegram  offered  to  pay  the  charges  both  for  trans- 
mission and  delivery,  but  the  agent  did  not  accept  the  money  for  delivery, 
because  he  did  not  knew  the  amount  to  be  charged  therefor,  it  is  proper  to 
instruct  the  jury  that  imless  the  message  was  accepted  under  an  agreement 
"that  the  charges  of  delivery  should  be  collected  at  the  place  of  delivery," 
the  plaintiff  could  not  recover.  Roche  v.  West,  XJn,  Tel,  Co,,  24  Ky.  Law 
Rep.  846,  70  S.  W.  39. 

A  message  informing  the  addressee  of  the  dangerous  illness  of  his  son,  sent 
under  a  special  contract  for  its  delivery  at  a  distance  of  several  miles  from 
the  company's  office,  must  be  delivered  by  the  company  in  the  exercise  of 
such  a  degree  of  diligence  as  is  commensurate  with  the  importance  of  the 
message;  the  failure  to  make  any  effort  to  deliver  the  message  is  not  excused 
by  the  fact  that  the  addressee  was  absent  from  his  home  a  good  part  of  the 
day.     West.  XJn,  Tel,  Co,  v.  Hendricks,  29  Tex.  Civ.  App.  413,  68  S.  W.  720. 

Where  an  agent  with  authority  contracts  with  the  sender  of  a  telegram  to 
immediately  deliver  a  particularly  urgent  telegram,  receiving  an  additional 
fee  therefor,  the  company  cannot  be  heard  to  say  in  answer  to  an  action  for 
damages  caused  by  a  delay  in  the  delivery  of  such  message,  that  its  businesi 
was  so  conducted  at  the  office  to  which  such  message  was  sent,  that  it  was 
impracticable  for  it  to  comply  with  its  contract.  West,  XJn,  Tel.  Co,  v,  Cavin, 
30  Tex.  Civ.  App.  152,  70  S.  W.  229. 
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Where  a  special  contract  was  made  by  the  sender  of  a  telegram  for  its 
immediate  delivery,  and  after  the  close  of  the  office  hours  at  the  place  of 
delivery,  and  an  extra  compensation  was  paid  therefor,  the  company  was 
held  liable  for  its  failure  to  deliver  the  telegram  to  the  addressee,  who  re- 
sided within  a  few  blocks  of  the  company's  office,  notwithstanding  it  was 
received  outside  of  office  hours.  West,  Un.  Tel,  Co,  v.  Perry,  30  Tex.  Civ. 
App.  243,  70  S.  W.  439. 

5.   Delay  in  delivery  of  telegrani. 

a.  Contributory  negligence  of  sender  or  addressee. — ^Where  a  message  an- 
nouncing the  serious  illness  of  the  addressee's  sister  could  have  been  delivered 
within  fifteen  minutes  after  its  receipt,  but  was  not  delivered  for  three 
hours,  before  which  time  the  last  train  left  for  the  place  where  the  sister 
resided,  and  where  it  appears  that  the  addressee  was  physically  unable  to 
walk  to  where  his  sister  lived,  and  could  not  obtain  a  team  to  drive  there 
that  night,  a  charge  to  the  jury  that  there  was  no  evidence  of  contributory 
negligence  on  the  part  of  the  plaintiff  was  proper.  Meadows  v.  West,  Un. 
Tel,  Co.,  132  N.  C.  40,  43  S.  E.  612. 

Where,  in  an  action  for  damages  for  failure  to  deliver  a  telegram,  the  de- 
fendant contended  that  the  plaintiff  was  guilty  of  contributory  negligence, 
in  not  making  further  efforts  to  communicate  with  the  addressee,  evidence 
that  the  defendant's  agent  stated  to  the  plaintiff  that  the  telegram  had  been 
ddlivered  was  admissible  to  rebut  the  defense  of  contributory  negligence. 
Where  the  sender  of  the  telegram  relies  upon  the  representation  made  by  an 
agent  of  the  company  that  the  message  had  been  delivered,  his  failure  to  make 
farther  efforts  to  communicate  with  the  addressee  deos  not  constitute  con- 
tributory negligence  as  a  matter  of  law.  West,  Un,  Tel,  Co,  v.  Barefoot 
(Tex.  Civ.  App.),  74  S.  W.  660. 

The  question  as  to  the  negligence  of  the  person  to  whom  the  message  is 
addressed  in  making  due  effort  to  arrive  at  the  bedside  of  a  dying  relative, 
is  for  the  jury.  West,  Un,  Tel  Co.  v.  Sorshy,  20  Tex.  Civ.  App.  346,  69  S. 
W.  122. 

A  telegraph  company  is  not  authorized  to  depend  solely  on  the  address  of 
a  message  for  information  as  to  the  person  to  whom  it  is  to  be  delivered, 
where,  in  the  exercise  of  the  care  required  by  law,  it  could  acquire  more  defi- 
nite information.  The  sender  of  a  telegram  is  not  guilty  of  negligence  con- 
tributing to  the  non-delivery  of  the  telegram,  by  failing  to  furnish  a  definite 
address,  where  the  address  furnished  was  the  fullest  he  could  obtain  by  the 
exercise  of  reasonable  care.  West.  Un.  Tel.  Co,  v,  Botoen,  (Tex.  Civ.  App.), 
76  S.  W.  613. 

Where  delay  has  occurred  in  the  delivery  of  a  message  announcing  the  fatal 
sickness  of  a  person,  and  the  recipient  fails  to  arrive  at  the  bedside  of  the 
person  who  was  sick  prior  to  his  unconsciousness  or  death,  and  an  action  is 
brought  to  recover  for  the  mental  distress  occasioned  to  the  recipient  of  such 
message,  no  recovery  can  be  had  where  it  appears  that  the  recipient  of  the 
message  did  not  herself  use  due  diligence  in  attempting  to  reach  the  bedside 
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of  the  person,  who  was  sick.     West.  Un,  TeL  Co.  v.  Matthetos,  24  Ky.  Law 
Rep.  3,  67  S.  W.  849. 

h.  Recovery  for  menial  anf^uish,  (I.)  In  GcNSRiLL. — In  LouisiaDa  a  ia> 
covery  may  be  had  against  a  telegraph  company  for  failure  to  dsUrer  a 
message  to  a  mother  announcing  the  mortal  illness  and  approaching  deaU 
of  a  son,  based  upon  the  mental  anguish  occasioned  by  the  failure  to  ddinf 
such  message.  Oraham  v.  West,  Un,  Tel.  Co.,  109  La.  1099,  34  So.  91.  Tbt 
court  in  this  case  said:  "Mental  pain  and  suffering  as  to  their  mintTti 
are  certainly  as  actual,  clear  and  positive  as  are  intellectual  oi- 
Joyment  and  gratification,  and  the  former  are  as  susceptible  d  being  as- 
certained and  gauged  as  are  the  latter.  If  a  contracting  party,  by  reason  ol  a 
breach  of  contract,  can  be  made  l^;ally  responsible  for  damages  on  bis  part 
for  the  **  mortification,"  or  the  loss  of  anticipated  pleasure  and  enjoyment 
which  his  default  has  occasioned  the  other  contracting  party,  or  if  a  man  whs 
has  used  harrowing  and  insulting  language  to  another,  short  of  defamatkNib 
can  be  held  legally  to  respond  in  money  for  the  humiliation  which  he  hat 
caused  the  latter  to  suffer,  no  good  reason  can  be  assigned  why  mental  pais 
and  suffering  could  not  and  should  not  furnish  equally  the  basis  for  a  Judg- 
ment for  damages.  The  existence  of  physical  pain  as  the  result  of  a  bodilj 
wound  is  a  fact  which  every  one  knows  and  recognises ;  but  the  extent  of  ths 
pain  no  one  but  the  sufferer  himself  can  appreciate.  The  existence  of  mestsl 
suffering  by  a  parent  for  the  loss  of  a  child  is  a  fact  so  universal  and  gWBftl 
that  it  also  may  be  fairly  assumed  and  recognized  as  existing  in  any  givn 
case,  in  the  absence  of  facts  and  circumstances  tending  to  disprove  the  same. 
The  question  of  the  distress  and  sorrow  may  not  be  susceptible  of  direct  or 
exact  measurement,  but  enough  certainty  and  knowledge  of  the  situation  etn 
be  established  through  the  introduction  of  testimony  to  furnish  the  basis 
for  a  verdict  or  a  judgment.'' 

Where  a  telegraph  company  negligently  failed  to  transmit  a  tel^^ram  call- 
ing a  mother  to  a  daughter's  deathbed  until  after  the  only  train  had  left  on 
which  the  mother  could  have  reached  the  daughter  before  her  death,  the 
mental  anguish  of  the  mother  resulting  therefrom  was  proximately  caused 
by  the  negligence  of  the  company.  The  liability  of  the  company  is  not 
lessened  by  an  agreement  of  the  sender  that  such  telegram  might  be  sent  the 
next  morning,  where  such  agreement  was  induced  by  the  clerk's  statement 
that  it  was  impossible  to  send  such  message  that  evening.  Weet.  Un,  TeL  Co, 
V.  Seffel    (Tex.  Civ.  App.),  71  S.  W.  616. 

Where  a  telegram  is  sent  announcing  the  illness  of  the  addressee's  son, 
which  could  liave  been  delivered  in  time  for  him  to  reach  his  scm^s  bedside 
on  the  same  day  by  taking  a  train  soon  after  the  receipt  of  the  telegram  at 
the  office  of  the  company,  but  because  of  the  delay  in  the  delivery  of  the 
telegram  was  unable  to  take  a  train  so  as  to  arrive  there  before  the  next  day, 
the  addressee  of  the  telegram  is  entitled  to  damages  for  mental  anguish  oc- 
casioned by  the  delay  in  the  delivery  of  such  telegram.  West.  Un.  Tel,  Co. 
V.  Bolew  { Tex.  Civ.  App. ) ,  74  8.  W.  799. 
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A  message  received  by  a  telegraph  company  in  the  evening,  un4er  a  con- 
tract for  prompt  delivery  to  the  addressee,  was  transmitted  the  following 
morning,  but  not  delivered  until  five  o'clock  in  the  evening,  though  proper 
diligence  would  have  secured  prompt  delivery.  The  message  apprised  the 
plaintiff  of  the  serious  illness  of  her  mother,  and  the  delay  prevented  her 
from  reaching  her  mother's  bedside  before  her  death.  The  company  was  held 
guilty  of  negligence  which  was  the  proximate  cause  of  the  plaintiff's  mental 
anguish,  for  which  a  recovery  of  damages  could  be  had.  West,  Un.  Tel.  Co. 
V,  Shaw,  (Tex.  Civ.  App.),  77  S.  W.  433. 

Where  the  plaintiff,  in  response  to  a  telegram  annoimcing  his  brother's 
death,  delivered  to  the  telegraph  company  a  message  asking  what  disposition 
should  be  made  of  the  body,  and  the  message  was  not  sent,  the  plaintiff  could 
not  recover  for  mental  anguish,  as  the  company  was  not  liable  for  a  failure  to 
•end  a  message  intended  to  relieve  mental  anguish  then  existing  in  the  mind 
of  the  sender.     Sparkman  v.  West.  Un.  Tel.  Co,,  130  N.  C.  447,  41  S.  E.  881. 

A  statute  providing  that  the  telegraph  company  shall  be  liable  in  damages 
to  the  parties  by  an  unreasonable  delay  in  the  delivery  of  a  message  author- 
izes an  action  in  behalf  of  the  sender  of  a  message  for  mental  anguish  suffered 
hy  failure  to  deliver  promptly  a  message  from  without  the  State  to  a  place 
within  the  State.  The  liability  of  the  company  under  such  a  statute  is  based 
upon  the  breach  of  a  public  duty  and  not  of  a  private  contract.  CHray  v.  We9t, 
Un.  Tel,  Co.,  108  Tenn.  39,  64  S.  W.  1063,  construing  Shannon's  Code,  sees. 
1837,  1838. 

Where  the  evidence  shows  that  the  agent  of  a  telegraph  company  to  whom 
a  message  was  given  for  transmission  was  informed  that  the  purpose  of  the 
message  was  to  have  the  person  to  whom  it  was  addressed  prepare  a  grave 
for  the  body  of  his  deceased  child,  and  to  have  his  relatives  meet  him,  recovery 
could  be  had  for  the  mental  distress  suffered  by  the  sender  of  the  message 
because  of  a  failure  to  deliver  such  message,  and  the  consequent  necessity  of 
the  plaintiff's  waiting  with  his  child's  body  in  the  freight  warehouse  until 
proper  arrangements  could  be  made  for  the  interment.  A  verdict  of  $750 
was  held  not  excessive  under  such  circumstances.  West.  Un.  Tel.  Co,  v, 
Qriffin,  27  Tex.  Civ.  App.  306,  65  S.  W.  661. 

Exemplary  damages  are  recoverable  against  a  telegraph  company  by  the 
sender  of  a  death  message,  if,  through  the  gross  negligence  of  the  agents  of 
the  company,  such  telegram  is  not  delivered.  West.  Un.  Tel.  Co.  v.  Lawaon, 
66  Kan.  660,  72  Pac.  283. 

There  can  be  no  recovery  for  mental  suffering  resulting  from  the  failure 
of  a  telegraph  company  to  deliver  a  message  transmitting  money  to  the 
addressee.  The  court,  in  considering  this  question,  said :  "  This  court  is 
committed  to  the  doctrine  that  a  telegraph  company  is  answerable  in  dam- 
ages for  mental  suffering  caused  by  its  failure  to  deliver  a  social  message, 
by  reason  of  which  the  sender  or  person  addressed  is  prevented  from  attend- 
ing  at  the  bedside,  at  the  death,  or  at  the  funeral,  of  a  near  relative.  We 
have  not  applied  the  doctrine,  however,  further  than  to  the  class  of  cases 
referred  to,  and  then  the  liability  has  been  restricted  to  those  of  the  first 
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degree  of  relationship."  Other  cases  cited  holding  that  the  rule  as  to  dam- 
ages for  mental  anguish  occasioned  by  a  failure  to  deliver  or  a  delay  in  ths 
delivery  of  a  telegram  does  not  apply  to  mental  suffering  caused  by  the  neg- 
ligence in  the  delivery  of  a  tel^pram  transmitting  money  are:  DeVoegler  v. 
West,  XJn,  Tel.  Co.,  10  Tex.  Civ.  App.  229,  30  S.  W.  1107;  Rickeita  v.  Wett. 
Un.  Tel.  Co.,  10  Tex.  Civ.  App.  226,  30  S.  W.  1105. 

The  solder  of  a  telegram  cannot  recover  for  mental  anguisb  caused  by  failun 
to  deliver  a  telegram  inquiring  as  to  the  physical  condition  of  his  child  whs 
had  been  sick,  but  was  convalescent.  We8t,  Un,  Tel.  Co.  v.  (yOattagkmn, 
(Tex.  Civ.  App.),  74  S.  W.  798. 

There  can  be  no  recovery  for  mental  anguish  caused  by  the  failure  of  a 
telegraph  company  to  deliver  a  telegram  sent  to  a  clergyman  requesting  him 
to  attend  a  fimeral,  although  it  appeared  that  such  clergyman  was  a  friend 
of  the  family,  which  was  known  to  the  telegraph  company,  and  throu^  the 
negligence  of  the  company  it  was  necessary  to  secure  another  dergyman. 
West.  Un.  Tel.  Co.  v.  Arnold^,  96  Tex.  493,  73  S.  W.  1043. 

In  an  action  to  recover  for  mental  anguish  occasioned  by  a  delay  in  ths 
delivery  of  a  telegram,  whereby  the  plaintiff  failed  to  reach  the  bedside  of 
his  mother  before  her  death,  evidence  that  before  the  mother  died  she  msdB 
inquiries  and  requests  with  reference  to  the  plaintiff,  and  kept  calling  for 
him,  was  inadmissible.  West.  Un.  Tel.  Co.  v.  Waller,  96  Tex.  589,  74  S.  W. 
761. 

(II.)  Degbee  of  Relationship. — In  cases  where  the  damages  are  claimed 
for  mental  pain  suffered  by  the  sender  of  the  message  on  account  of  the 
absence  of  the  addressee  resulting  from  the  negligence  of  the  telegraph  com- 
pany, a  close  and  affectionate  relation  must  exist  between  the  sender,  the 
addressee,  and  the  person  concerning  whom  the  message  is  sent.  The  doctrine 
of  recoverable  damages  on  account  of  mental  pain  and  suffering  should  not 
be  extended  to  cases  wherein  there  does  not  exist  that  close  degree  of  relation- 
ship, such  as  parent  and  child,  husband  and  wife,  brother  and  sister,  from 
which  natural  love  and  affection  is  presumed.  So  where  a  message  is  delayed 
in  delivery  announcing  to  the  addressee,  who  is  a  brother-in-law  of  the  sender, 
that  the  sender's  daughter  is  dying,  the  sender  cannot  recover  for  mental 
anguish  occasioned  by  the  absence  of  his  brother-in-law  from  the  bedside  of 
his  child  caused  by  such  delay.  West.  Un.  Tel.  Co.  v.  Ayers.  (Ala.),  31 
So.  78. 

The  degree  of  relationship  between  a  wife  and  her  husband's  uncle,  where 
it  appears  that  the  uncle  had  stood  in  the  place  of  a  parent  to  both  the 
husband  and  wife,  is  not  so  remote  as  to  preclude  the  recovery  of  damageB 
for  mental  anguish,  caused  by  the  failure  of  a  telegraph  company  to  deliver 
to  the  uncle  a  telegram  sent  by  her  announcing  her  husband's  death.  Bright 
V.  West.  Un.  Tel.  Co.,  132  N.  C.  317,  43  S.  E.  841. 

A  telegram  as  follows :  "  Will  Phillips'  wife  at  point  of  death,"  and  signed 
**  Will  Phillips,"  was  held  sufficient  to  charge  the  telegraph  company  with 
notice  of  its  importance  and  the  necessity  for  immediate  delivery,  though  it 
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did  not  indicate  the  relationship  between  the  parties.     Meadows  v.  West,  TJn, 
Tel.  Co.,  132  N.  C.  40,  43  S.  E.  512. 

(III.)  Sufficiency  of  Pleading. — ^A  declaration  alleged  that  had  a  mes- 
Bage  directed  to  the  plaintiff,  anouncing  the  fatal  sickness  of  a  sister,  been 
transmitted  and  delivered  in  a  reasonable  time,  the  plaintiff  would  have  had 
ample  time  to  have  reached  his  sister's  home,  and  attended  her  funeral  services; 
that  he  never  knew  of  the  dying  condition  of  his  sister  until  the  evening  of 
the  second  day  after  the  delivery  of  the  telegram  for  transmission,  when  he 
learned  that  she  was  dead  and  buried,  and  that  by  the  willful  negligence  and 
failure  of  the  defendant's  servants  to  transmit  and  deliver  such  message,  the 
plaintiff  was  subject  to  great  mental  pain  and  anguish,  in  consequence  of  his 
being  deprived  of  the  privilege  of  attending  the  burial  and  funeral  of  his 
dead  sister,  sufficiently  states  a  cause  of  action.  Hartzog  v.  West.  Un,  Tel, 
Co.    (Miss.),  34  So.  361. 

(IV.)  South  Cabolina  Statute;  Intentional  Wrong. — ^The  South  Caro- 
lina act  of  1901  (page  748),  provides  that  telegraph  companies  shall  be  liable 
in  damages  for  mental  anguish  or  suffering  even  in  the  absence  of  bodily 
injury  for  negligence  in  receiving,  transmitting,  or  delivering  messages,  and 
further  provides  that  nothing  in  the  act  shall  abridge  existing  rights  or 
remedies,  but  shall  be  in  addition  thereto.  Under  such  statute  a  telegraph 
company  may  be  made  liable  for  physical  injuries  directly  and  proximately 
caused  by  its  negligence,  and  damages  may  be  recovered  from  it  for  intentional 
wrongs  in  failing  to  transmit  or  deliver  messages.  These  rights  exist  inde- 
pendent of  the  statute  and  are  not  affected  thereby.  Marsh  v.  West.  Un,  Tel, 
Co.  (S.  C),  43  S.  E.  953.  Where  a  messenger  boy  intentionally  fails  to  de- 
liver a  telegram  the  addressee  is  entitled  to  punitive  damages.  Butler  v. 
West.  Un.  Tel.  Co.,  65  S.  C.  510,  44  S.  E.  91. 

Such  statute  is  not  in  violation  of  the  14th  amendment  of  the  United 
States  Constitution  as  class  legislation;  nor  is  such  act  violative  of  article  1, 
section  5  of  the  State  Constitution,  in  that  it  deprives  telegraph  companies 
of  the  full  protection  of  the  law.  Simmons  v.  West.  Un.  Tel.  Co.,  63  S.  C. 
425,  41  S.  E.  521. 

(V.)  Negligence  of  Telegraph  Company  as  Proximate  Cause. — A  mes- 
sage announcing  to  the  addressee  the  death  of  his  mother  was  delayed  in  de- 
livery 80  that  at  the  time  of  its  delivery  the  only  train  which  he  could  have 
taken  to  reach  his  mother's  residence  and  attend  the  funeral  was  scheduled  to 
leave  at  once.  He  telephoned  to  the  railroad  station,  and  being  erroneously 
informed  that  the  train  was  on  time,  made  no  effort  to  take  it.  It  appeared, 
however,  that  the  train  was  late  and  that  if  he  had  been  correctly  informed, 
he  could  easily  have  taken  it.  In  an  action  brought  against  the  telegraph 
company  for  negligence  in  delaying  a  delivery  of  the  message  it  was  held 
that  the  jury  should  have  been  instructed  that  if  the  plaintiff  was  misin- 
formed as  to  the  time  when  the  train  left,  that  the  defendant's  negligence, 
if  any,  was  not  the  proximate  cause  of  the  plaintiff's  injury,  and  no  damage 
could   be  assessed   for  mental   anguish   caused   by   the   plaintiff's   failure   to 
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attend  his  mother's  funeral.  Higdon  v.  West.  Un.  Tel.  Co.,  132  N.  0.  726, 
44  S.  E.  558. 

A  message  announcing  to  the  sendee  the  injury  of  his  wife  in  a  storm  and 
stating  that  his  wife  was  hurt,  but  not  dangerously  hurt,  which  was  intended 
to  relieve  him  of  his  anxiety  upon  learning  of  the  storm  and  loss  of  life 
occasioned  by  the  storm,  was  delayed  in  its  delivery  by  the  negligence  of  £fie 
defendant  telegraph  company.  It  appeared  that  the  plaintiff  had  no  knowl- 
edge of  the  nature  of  the  storm  until  many  hours  after  the  delivery  of  the 
message.  If  the  message  had  been  promptly  delivered  he  could  have  reaehed 
the  bedside  of  his  wife  fourteen  hours  prior  to  the  time  when  he  did.  It  was 
held  that  the  negligence  of  the  telegraph  company  was  not  the  proximate 
cause  of  the  plaintiff's  mental  anguish  from  the  time  the  message  was  received 
by  him  until  he  reached  the  bedside  of  his  wife,  and  that  there  could  not, 
therefore,  be  a  recovery  against  the  company.  Qaddia  v.  West,  Un,  Tel,  Co, 
(Tex.  Civ.  App.),  77  S.  W.  37. 

A  telegram  was  received  by  the  plaintiff  announcing  the  dangerous  illneis 
of  her  brother.  Subsequently  another  message  was  sent  announcing  her 
brother's  death,  and  that  he  had  died  of  a  contagious  disease,  and  directing 
her  not  to  come.  Owing  to  a  delay  in  the  delivery  of  the  second  message  she, 
with  her  young  baby,  proceeded  by  train  to  her  brother's  home.  When  she 
had  reached  her  destination  she  was  informed  of  the  nature  of  her  brother's 
disease  and  was  compelled  to  wait  outside  in  the  cold  and  rain  for  a  carriage 
to  take  her  and  her  baby  to  the  station.  She  sought  to  recover  damages  for 
the  mental  anguish  due  to  the  worry  over  the  exposure  of  her  child.  The 
court  held  that  the  damages  caused  by  her  waiting  and  the  consequent  ex- 
posure, and  the  fear  of  the  effect  upon  the  health  of  her  child,  were  too  re- 
mote.   West.  Un.  Tel.  Co.  v.  Murray,  29  Tex.  Civ.  App.  207,  68  S.  W.  549. 

(VI.)  WxLLTUL  DiSBEOABD  OF  DuTY. — Where'  a  telegram  announcing  the 
death  of  the  addressee's  husband  was  not  delivered,  and  an  action  was  brought 
to  recover  for  mental  anguish  occasioned  by  the  company's  negligence,  evidence 
showing  that  the  addressee's  sons  called  at  the  telegraph  office  on  the  day  it 
was  sent,  and  on  the  succeeding  day,  and  were  informed  that  there  was  no 
telegram,  and  that  no  attempt  was  made  to  find  the  addressee  after  it  was 
discovered  that  she  lived  six  or  seven  miles  in  the  country,  is  sufficient  to 
sustain  a  finding  that  the  company  had  willfully  disregarded  the  rights  of 
the  addressee,  and  warranted  exemplary  damages.  West.  Un.  Tel.  Co,  v,  Wat' 
son    (Miss.),  33  So.  76. 

Where,  owing  to  the  negligence  of  a  telegraph  company,  a  telegram  sent 
by  the  father  of  a  four  year  old  boy  to  the  grandmother  of  the  child  was  not 
delivered,  and  she  failed  to  reach  the  sender's  home  before  the  child's  death, 
the  parties  were  so  related  that,  in  an  action  by  the  sender  damages  for  men- 
tal anguish  might  be  recovered.  West,  Un.  Tel.  Co.  v.  Crocker^  135  Ala.  492, 
33  So.  45. 

(VII.)  What  Law  Governs. —  Where  a  message  was  sent  from  Arkansas 
to  a  person  sojourning  in  Texas,  and  such  person  suffered  mental  anguish 
because  of  the  failure  to  deliver  such  message,  he  can  recover  damages  there- 
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for  in  Texas,  although  mental  anguish  is  not  recognized  as  an  element  of 
damages  in  Arkansas.  West,  Un,  Tel.  Co.  v.  Blake,  29  Tex.  Ciy.  App.  224,  68 
S.  W.  626. 

The  law  of  Texas  governs  the  case  where  the  message  was  tendered  in  In- 
dian Territory  for  transmission  to  Texas.  West.  Un.  Tel.  Co.  v.  Cooper,  29 
Tex.  Civ.  App.  591,  69  S.  W.  427  ;West.  Un.  Tel.  Co.  v.  Waller,  96  Tex.  689, 
74  S.  W.  751. 

A  telegraph  company  in  Texas  is  liable  for  damages  for  mental  suffering 
resulting  from  its  negligence  in  failing  to  deliver  promptly  a  message  sent 
from  there  to  a  non-resident  plaintiff,  although  the  jurisdiction  in  which  the 
plaintiff  resides  does  not  authorize  recovery  in  such  cases.  West.  Un.  Tel.  Co, 
V.  Anderson   (Tex.  Civ.  App.),  78  S.  W.  84. 

(VIII.)  Excessive  Damages. — ^A  verdict  of  $1,500  is  excessive  where  by 
delay  in  the  delivery  of  the  message  the  plaintiff  was  prevented  from  being 
with  her  father  during  the  last  hours  of  his  life,  during  all  of  whidh  period  he 
was  unconscious,  and  the  message  arrived  in  time  to  allow  her  to  be  present  at 
the  funeral;  such  verdict  should  be  reduced  to  $500.  West.  Un.  Tel.  Co. 
V.  BoucheU,  28  Tex.  Civ.  App.  23,  67  6.  W.  159. 

c.  Recovery  for  mental  anguish  not  allowed. — ^An  action  cannot  be  main- 
tained at  common  law  to  recover  for  unreasonable  delay  in  the  delivery  of  a 
death  telegram  where  the  only  damages  alleged  or  proved  was  mental  suf- 
fering not  accompanied  by  any  pecuniary  loss  or  physical  injury.  West.  Un. 
Tei.  Co.  V.  Sklar,  126  Fed.  295  (Circuit  Court  of  Appeals,  Sixth  Circuit).  The 
«onrt  in  its  opinion  emphatically  declares  against  the  doctrine  as  laid  down 
in  the  cases  decided  under  the  statutes  in  Texas  and  Tennessee,  and  holda 
that  there  can  be  no  recovery  of  damages  for  mental  anguish  occasioned  by 
the  negligence  of  a  telegraph  company  in  the  transmission  or  delivery  of 
telegrams.    We  quote  the  following  from  the  opinion  in  this  case: 

"  The  very  great  weight  of  opinion  is  against  the  view  of  this  question 
entertained  by  the  Tennessee  court,  and  we  feel  ourselves  constrained  to 
hold  that  damages  for  mental  suffering  or  injury  to  the  feelings  are  not  re- 
coverable in  either  an  independent  action  nor  as  additional  damages  when 
the  plaintiff  has  averred  and  shown  some  pecuniary  damages.  Damages  for 
mental  pain,  grief,  disappointment,  etc.,  are  recoverable  at  common  law 
only  when  the  inseparable  accompaniment  and  result  of  some  bodily  pain. 
The  question  has  been  so  frequently  discussed  in  so  many  courts  that  we  do 
not  feel  justified  in  repeating  the  reasoning  upon  which  this  conclusion  rests. 
Whenever  the  question  has  been  decided  in  any  Federal  court,  the  doctrine 
of  the  Texas  and  Tennessee  cases  has  been  repudiated  as  not  sustained  by  the 
principles  of  the  common  law.  Cha^e  v.  W.  U.  Tel.  Co.  (C.  C),  44  Fed.  654, 
10  L.  R.  A.  464;  Crav?80n  v.  W.  U.  Tel.  Co.  (C.  C),  47  Fed.  544;  Wilcox  v. 
R.  d  D.  Rd.  Co.,  52  Fed.  264;  3  C.  C.  A.  73,  17  L.  R,  A.  804;  Tyler  v.  W.  U. 
Tel  Co.  (C.  C),  54  Fed.  634;  Kester  v.  W.  U.  Tel.  Co.  (C.  C.)  ,55  Fed.  603; 
W.  U.  Tel.  Co.  V.  Wood,  57  Fed.  471,  6  C.  C.  A.  432,  21  L.  R.  A.  706;  Gahan 
V.  W.  U.  Tel.  Co.  (C.  C),  59  Fed.  433;  Chicago,  etc.,  Ry.  Co.  v.  Caulfield, 
63  Fed.  396,  11  C.  C.  A.  552.     In  addition  to  these  cases  from  the  Federal 
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courts  we  cite  but  a  few  of  the  leading  decisions  from  English  and  State 
Supreme  Courts.  W,  U.  Tel.  Co,  v,  Roberts,  68  Miss.  748,  9  South.  823.  13 
L.  R.  A.  869,  24  Am.  St.  Rep.  300;  Chapman  v.  W,  U,  Tel,  Co.,  88  Ga.  763, 
16  S.  E.  901,  17  L.  R.  A.  430,  30  Am.  St.  Rep.  183;  Morton  v.  W.  U.  TH.  Co., 
63  Ohio  St.  431,  41  N.  E.  689,  32  L.  R.  A.  736,  63  Am.  St.  Rep.  648;  W.  U, 
Tel.  Co.  V.  Ferguson,  167  Ind.  64,  60  N.  E.  674,  1080,  64  L.  R.  A.  846;  Coimdl 
17.  W.  U.  Tel.  Co.,  116  Mo.  34,  22  S.  W.  345,  20  L.  R.  A.  172,  38  Am.  St.  Bep. 
676;  Mitchell  v.  Rochester,  etc.,  Co.,  151  N.  Y.  107,  45  N.  E.  354,  34  L.  R.  A 
781,  66  Am.  St.  Rep.  604;  West  v.  W.  U.  Tel.  Co.,  39  Kan.  93,  17  Pac  807,  7 
Am.  St.  Rep.  630;  Lynch  v.  Knight,  9  House  of  Lords  Cases,  577;  BaOwa^ 
Com'rs  V.  CotUtas,  L.  R.,  13  App.  Cases,  222." 

Under  the  Virginia  statute  it  has  also  been  held  in  the  United  States 
Circuit  Court  for  the  Eastern  District  of  Virginia,  in  the  case  of  Aleanmder 
V.  West.  Un.  Tel.  Co.,  126  Fed.  446,  that  an  action  cannot  be  maintained 
against  a  telegraph  company  for  the  recovery  of  damages  consisting  of  men- 
tal anguish  alone,  caused  by  delay  in  delivering  a  death  message,  either  under 
the  Virginia  statute  (Acts,  1899-1900,  p.  724),  providing  for  the  recovery 
of  damages  for  delay  in  the  delivery  of  a  telegraph  message,  or  independent 
of  such  act.    See,  also,  Connelly  v.  West.  Un.  Tel.  Co.,  100  Va.  51,  40  S.  E.  618 

Damages  for  mental  anguish  occasioned  by  a  defendant  tdegraph  company's 
delay  in  delivering  a  message  cannot  be  recovered  in  an  action  in  tort  unkM 
there  are  other  damages  resulting  from  the  negligence.  Weft.  Un.  Tel.  Co. 
V.  Brooker    (Ala.),  36  So.  468. 

In  Indiana  the  rule  is  declared  that  where,  through  delay  in  delivering  a 
telegram,  the  addressee  was  deprived  of  the  opportunity  of  attending  the 
funeral  of  a  near  relative,  and  suffered  neither  pecuniary  nor  bodily  injury, 
he  could  not  recover  for  the  mental  anguish  occasioned  by  the  telegraph 
company's  negligence.  West.  Un.  Tel.  Co.  v.  Adams,  28  Ind.  App.  420,  63 
N.  E.  126,  citing  West.  Un.  Tel.  Co.  v.  Ferguson,  157  Ind.  64,  60  N.  E.  675. 

d.  Message  to  physician  requiring  services. — A  telegram  delivered  to  a 
telegraph  company  for  transmission  to  a  physician  in  the  following  language: 
"  Come  to  L.  C.  Church's  at  once,"  is  sufficient  to  charge  the  company  with 
knowledge  that  the  telegram  was  urgent,  and  required  reasonable  promptness 
in  its  delivery,  where  it  appeared  that  the  professional  character  of  the 
addressee  was  well  known  to  the  agents  of  the  company  at  both  the  sending 
and  receiving  offices.  Damages  may  be  recovered  against  the  telegraph 
company  for  failure  to  deliver  such  a  message  for  the  increased  physictl 
and  mental  suffering  of  the  patient  caused  by  the  non-attendance  of  the 
physician.     West,  Un.  Tel.  Co.  v.  Church  (Neb.),  90  N.  W.  878. 

A  father  can  recover  damages  for  increased  mental  anguish  incurred  from 
witnessing  the  suffering  of  his  sick  child,  when  such  increased  suffering  was 
occasioned  by  the  negligent  failure  of  the  telegraph  company  to  promptly 
deliver  a  message  addressed  by  the  parent  to  a  physician  directing  him  to 
come  to  the  sick  child  at  once.  West.  Un.  Tel.  Co.  v.  Cavin^  30  Tex.  Civ. 
App.  162,  70  S.  W.  229. 
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o.  Non^delivery  of  social  messages. —  Neither  substantial  nor  punitive  dam- 
ages will  be  allowed  for  the  non-delivery  of  social  telegrams.  Wesi,  Un,  Tek 
Co.  V.  Cross'  Adm'r    (Ky.  Ct.  App.),  76  S.  W.  162. 

f.  Commercial  messages,  (I.)  General  Rule. — ^A  telegraph  company  re- 
ceiving for  transmission  over  its  lines  a  message  agrees  to  transmit  and  de- 
liver the  same  to  the  sendee  with  reasonable  promptness,  and  is  liable  for 
such  proximate  damages  as  may  occur  from  its  failure  to  do  so.  It  is  not, 
however,  liable  for  damages  that  are  not  traceable  to  and  resultant  from  an 
unreasonable  delay  in  the  transmission  and  delivery  of  such  message,  and 
which  would  have  resulted  had  no  such  delay  occurred.  West,  Un,  Tel,  Co, 
V,  Simpson,  64  Kan.  309,  67  Pac.  839. 

(U.)  Tjabtt.tty  for  Damages. — ^A  statute  providing  that  a  telegraph  com- 
pany shall  be  liable  for  all  damages  occasioned  by  the  negligence  of  their 
operators  in  receiving,  copying  and  transmitting  or  delivering  messages,  does 
not  render  telegraph  companies  liable  for  damages  other  than  the  proximate 
result  of  its  negligence.  So  where  an  acceptance  of  an  offer  for  the  sale  of 
tobacco  was  wired  on  condition  that  the  sendee  pay  for  sampling  and  asking 
an  answer;  and  where  the  sendee  answered  by  refusing  to  pay  for  sampling, 
and  the  latter  message  was  not  promptly  delivered,  by  reason  of  which  no 
contract  was  made  and  the  tobacco  was  sold  to  others,  it  was  held  that 
since  the  telegram  which  was  delayed  constituted  a  purported  termina- 
tion of  the  negotiations  then  pending,  the  plaintiff's  loss  by  reason  of  a 
contract  which  he  might  subsequently  have  made  was  not  the  proximate 
result  of  the  delay  and  could  not  be  recovered.  Fisher  v.  West,  Un,  Tel,  Co,, 
(Wis.),  96  N.  W.  546. 

The  plaintiff  and  another  had  negotiated  by  correspondence  for  the  purchase 
of  a  number  of  head  of  cattle.  The  plaintiff  offered  a  certain  price  for  the 
cattle.  Subsequently  the  offer  was  accepted  by  telegram.  The  contents  of 
the  tel^pram  indicated  that  time  was  an  essential  element  in  the  contract. 
The  defendant  telegraph  company  neglected  to  transmit  and  deliver  the  tele- 
gram because  of  which  the  cattle  were  sold  to  another  person  and  the  plaint- 
iff sought  to  recover  for  damages  occasioned  to  him  by  his  failure  thereby 
to  consummate  the  sale.  It  was  held  that  the  defendant  telegraph  company 
was  liable.     West,  Un.  Tel.  Co.  v.  Snow    (Tex.  Civ.  App.),  72  S.  W.  260. 

Where  the  negligent  delay  of  a  telegraph  company  in  the  delivery  of  a 
message  delivered  to  it  for  transmission  by  the  plaintiff,  results  in  the  loss 
to  the  plaintiff  of  a  sale  of  a  quantity  of  com  at  a  price  above  the  market 
value  of  the  corn  at  the  time  and  place  it  would  have  been  delivered,  had 
such  sale  been  made,  the  measure  of  damages  is  the  difference  in  value  be- 
tween the  price  the  plaintiff  would  have  received  for  the  com  had  the  sale 
been  made,  and  the  market  value  of  the  com  at  such  time  and  place  of  de- 
livery, unaffected  by  the  price  at  which  the  plaintiff  may  have  disposed  of 
the  com  after  that  time.  West.  Un.  Tel.  Co.  v.  Nye  d  Schneider  QnUn  Co,, 
(Neb.),  97  N.  W.  305. 

Where  a  telegraph  company  accepts  a  message  relating  to  the  sale  of  a 
valuable  horse,  for  which  an  offer  has  beoi  made,  and  fails  to  deliver  a  written 
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copy  of  the  message  to  the  person  for  whom  it  was  intended,  although  hit 
residence  is  within  the  delivery  circle  of  the  defendant,  bnt  on  the  contraiy 
sends  the  message  by  telephone  to  the  wife  of  a  rival  horse  dealer,  who  leaves 
it  exposed  in  the  public  office  of  a  hotel  where  horse  dealers  congregate,  and 
it  is  alleged  that  from  the  publicity  thus  given  the  sale  is  defeated,  with  lorn 
to  the  sender,  the  question  of  negligence  and  consequent  injury  are  for  the 
jury.  Bamea  v.  West,  Un,  Tel  Co.,  120  Fed.  550  (Circuit  Gourt,  Qeorgia 
Southern  District). 

An  agreement  was  made  between  the  plaintiff  and  a  distiller  whereby  the 
distiller  was  to  receive  money  from  the  plaintiff  to  purchase  stamps  to  be 
affixed  to  packages  containing  certain  spirits.  It  was  agreed  that  the  dis- 
tiller should  return  the  money  when  the  liquor  was  sold.  The  plaintiff,  in 
pursuance  of  such  an  agreement,  gave  his  check  for  the  amount  to  a  third 
person  for  him  to  purchase  the  stamps.  Before  such  person  arrived  at  hit 
destination  the  plaintiff  telegraphed  the  president  of  the  bank  on  which  tbs 
check  was  drawn  to  tell  the  third  person  not  to  purchase  the  stamps 
as  facts  had  transpired  which  rendered  the  spirits  liable  to  seizure;  but  the 
telegram  did  not  reach  the  third  person  in  time  to  prevent  purchase  of  the 
stamps.  It  was  held  that  there  was  a  completed  loan  and  not  merely  an 
agreement  therefor  between  the  plaintiff  and  the  distiller,  and  that,  there* 
fore,  the  telegraph  company  was  not  liable  for  negligence  in  failing  to 
deliver  the  message.  Halmone  v.  West.  Un,  Tel.  Co.,  133  N.  C.  541,  46  8. 
£.  896. 

The  plaintiff  delivered  to  the  defendant  telegraph  company  a  message  ti 
the  following  language: 

"  Rush.  Ogden,  Utah,  September  24,  1900. 

R.  S.  Brooks,  Green  River,  Wyo. 

Searcy  arrives  Green  River  3  a.  m.;  did  not  get  anything  Idaho. 

B.  B.  Brooks." 
On  the  day  before  the  following  message  was  also  sent: 
R.  S.  Brooks,  Green  River,  Wyo. 

Searcy  there  Monday  noon  or  Tuesday  morning  sure.    Get  letters.    H. 
Engenoen  wants  buy.    Meet  you.    Price  11. 

B.  B.  Brooks." 


(( 


Neither  of  these  messages  were  transmitted,  because  of  which  the  addressee 
failed  to  meet  the  person  mentioned  therein  to  whom  a  large  number  of  horses 
were  to  be  sold  at  an  agreed  price.  In  an  action  for  damages  caused  by  the 
failure  to  transmit  such  messages  it  was  held  that  the  messages  were  suf- 
ficient to  put  the  telegraph  company  on  inquiry  as  to  their  importance,  and 
hence  authorized  a  recovery.  The  measure  of  damages  was  the  difference 
between  the  amount  which  he  would  have  received  for  the  property  if  the 
messages  had  been  delivered,  and  the  amount  which  he  did  receive  on  dis- 
posing of  such  property  after  using  due  diligence  to  obtain  the  highest  price 
which  could  be  had  under  the  circumstances;  it  is  not  sufficient  to  base  the 
damages  upon  the  difference  between  the  price  which  would  have  been  re- 
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ceived  and  the  price  which  was  actually  received,  unless  it  is  shown  by  evi- 
dence that  the  price  at  which  the  property  was  sold  was  the  highest  price 
that  could  have  been  received  under  the  circumstances  by  the  use  of  reasonable 
diligence.  The  stipulation  printed  on  the  back  of  a  blank  used  by  a  tele- 
graph company  in  receiving  a  message,  that  the  company  should  be  liable  only 
for  a  certain  sum  as  damages  caused  by  a  failure  to  deliver  an  unrepeated 
Aessage,  could  not  limit  the  company's  liability  for  damages  caused  by  its 
Diligent  failure  to  transmit  the  message.  Brooks  i?.  West,  Un.  Tel.  Co,, 
(Utah),  72  Pac.  499. 

A  telegraphic  message  purporting  on  its  face  a  proposal  to  sell  lumber  is 
sufficient  of  itself  to  charge  the  telegraph  company  with  notice  of  its  im- 
portance so  as  to  call  for  prompt  transmission  and  delivery.  In  answer  to  a 
telegram  to  a  lumber  company  asking  whether  it  could  furnish  certain  lumber 
and  at  what  price,  a  reply  telegram  that  it  could  furnish  it  at  a  certain  price 
was  delivered  to  a  telegraph  company  for  transmission,  but  was  either  never 
sent,  or  never  delivered.  In  an  action  for  damages  by  the  lumber  company 
against  the  telegraph  company,  the  measure  of  damages  is  not  the  difference 
between  the  cost  of  the  lumber  delivered  at  the  point  of  delivery  and  the 
fixed  price,  but  the  difference  between  such  price  and  the  market  value  of  the 
lumber  at  the  time  when  delivery  would  have  been  made  if  the  contract  had 
been  consummated.  Beatty  Lumber  Co,  v.  West,  Un,  Tel,  Co,,  52  W.  Va.  410, 
44  S.  £.  309. 

(III.)  Damages  too  Remote  and  Uncebtain. — ^Where,  by  the  delay  in  the 
delivery  of  a  telegram,  the  addresse  failed  of  an  opportimity  to  bid  for  a 
railroad  contract,  which  he  might  have  made  or  might  not  have  made,  and 
the  profits  on  which  contract,  if  made,  would  have  been  subject  to  several 
contingencies,  no  recovery  of  damages  can  be  had  because  they  do  not  arise 
necessarily  from  the  delay  in  the  delivery  of  the  telegram,  and  because  they 
are  uncertain  and  too  remote.  Johnson  v.  West,  Un.  Tel.  Co.,  79  Miss.  68, 
29  So.  787. 

Recovery  cannot  be  had  of  damages  accruing  for  failure  to  deliver  a  mes- 
aage  requesting  the  addressee  to  come  to  a  certain  place  and  make  a  bid  for 
the  construction  of  a  number  of  houses,  since  there  was  nothing  to  indicate 
that  the  parties  could  have  come  to  terms  and  the  amount  of  the  damages 
was  entirely  contingent  upon  the  acceptance  of  the  plaintiff's  bid.  Harmon 
V,  West,  Un.  Tel.  Co.,  66  S.  C.  490,  43  S.  E.  959. 

(IV.)  Damages  Occasioned  bt  Loss  of  Position. — Where  a  telegraph 
company  was  negligent  in  transmitting  and  delivering  a  telegram  and  the 
sender  of  such  telegram  thereby  failed  to  secure  a  position  as  a  teacher,  it 
was  held  that  the  company  was  liable  for  damages  occasioned  by  the  loss 
of  the  position;  it  was,  however,  too  remote  to  allow  as  an  element  in  the 
determination  of  damages  the  worry  caused  to  the  sender  by  the  loss  of  such 
position.     West.  Un,  Tel.  Co,  v.  Partlow   (Tex.  Civ.  App.),  71  S.  W.  584. 

(Y.)  Message  in  Respect  to  Illegal  Transaction. — Where,  in  an  action 
for  failure  to  deliver  a  telegram  as  sent,  directing  the  purchase  of  cotton, 
the  company  defends  on  the  ground  that  the  dispatch  related  to  an  illegal 
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dealing  in  futures,  the  burden  is  on  the  defendant  to  show  that  the  cotton 
could  not  and  would  not  have  been  delivered.     West,  Un,  Tel,  Co.  v,  EiU, 
(Tex.  Civ.  App.),  65  S.  W.  1123. 

g.  Notice  by  telegram  of  sanction  of  the  court  of  a  writ  or  certiorari. — 
Where  the  attorney  at  law  for  the  plaintiff  in  certiorari  proceedings  con- 
tracts with  a  telegraph  company  for  the  sending  of  a  message  giving  notice  of 
the  sanction  of  the  writ,  and  of  the  time  and  place  of  hearing,  directed  to  the 
defendant,  and  the  company  fails  to  deliver  such  message  within  the  time 
agreed  upon,  and  in  consequence  the  certiorari  is  dismissed  for  want  of  such 
notice,  and  where  the  attorney,  after  having  paid  his  client  the  amount  in- 
volved in  the  certiorari  proceeding,  sues  the  company  for  the  non-delivery 
of  the  message,  such  attorney  occupies  the  position  of  the  plaintiff,  and  it  ii 
incumbent  upon  him  to  show  that  he  would  have  succeeded  in  the  certiorari 
proceeding  and  was  damaged  by  its  dismissal.  Where  the  evidence  failed 
to  show  that  the  attorney  could  have  so  succeeded  but  that  he  paid  his  cUent 
under  what  he  thought  was  a  moral  obligation,  the  finding  of  the  juiy 
in  his  favor  was  contrary  to  law  and  should  be  set  aside.  West.  Un.  Tel.  Co. 
V.  Bailey,  116  Ga.  725,  42  S.  E.  89. 

6.  Error  in  transmissioji. 

a.  As  to  social  message. — ^A  message  was  delivered  to  a  telegraph  company 
directed  to  the  plaintiff,  requesting  \im  to  come  home  as  **  Ira  "  was  side, 
but  in  transmission  the  name  was  changed  to  "  Car."  On  receipt  of  the 
message  the  plaintiff  requested  the  receiving  operator  to  wire  the  office  re- 
ceiving the  telegram  and  ask  if  the  message  was  corrct,  and  was  shortly 
afterwards  informed  that  such  office  said  the  message  was  correct.  The 
plaintiff  had  a  child  named  Ira  and  a  nephew  named  Carl  living  next  door, 
and  thinking  that  it  was  the  nephew  who  was  sick,  the  plaintiff  did  not 
return  home  until  after  receiving  a  message  the  next  day  that  his  child  was 
dead.  It  was  held  that  the  defendant  was  liable  for  its  negligence,  and  that 
the  plaintiff  was  not  precluded  from  recovery  because  of  his  contributory 
negligence.     Efird  v.  West.  Un.  Tel.  Co.,  132  N.  C.  267,  43  S.  E.  825. 

6.  In  transmission  of  commercial  message. — A  telegraph  company  which 
receives  a  message  for  transmission  agrees  to  transmit  it  accurately  and  is 
answerable  for  any  damage  produced  by  its  delay  or  mistake,  if  the  loss  was 
one  which  was  either  expressly  contracted  against,  or  was  within  the  expec- 
tation of  the  sender  and  the  telegraph  company,  as  likely  to  result  if  delay  or 
mistake  occurred.  (Citing  Aheles  v.  Telegraph  Co.,  37  Mo.  App.  554; 
Milson  V.  Telegraph  Co.,  72  Mo.  App.  111).  The  doctrine  is  that  the  tele- 
gram, which  on  its  face  relates  to  a  business  transaction,  apprises  the  tele- 
graph company  of  the  importance  of  conveying  it  accurately,  and  that  dam- 
age is  likely  to  ensue  from  a  failure  to  do  so.  (Citing  Lee  v.  Telegraph  Co,^ 
51  Md.  App.  375;  Bierhaus  v.  Telegraph  Co.,  8  Ind.  App.  246,  34  N.  E.  581; 
Parks  V.  Telegraph  Co.,  13  Cal.  422,  73  Am.  Dec.  589.)  But  conceding  such 
propositions  of  law,  it  is  notwithstanding  true  that  no  person  can  be  mulcted 
in  more  than  nominal  damages  for  a  breach  of  contract  unless  the  breach 
caused  substantial   damage.     These  principles  were  applied   in   the   case  of 
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Strahorru-HuttovrEvana  Commisaion  Co,  v.  W,  U,  Tel,  Co,  (Mo.  App.),  74 
S.  W.  876.  In  this  case  the  facts  were  as  follows:  A  certain  person  had 
executed  a  deed  of  trust  in  the  nature  of  a  chattel  mortgage  on  his  cattle 
to  the  plaintiff,  which  prohibited  him  from  making  any  sales  of  such  cattle 
except  through  the  plaintiff;  such  person  was  permitted,  however,  to  sell 
certain  cattle  to  other  persons  and  accoimt  for  the  proceeds;  on  a  subsequent 
shipment  having  been  made  by  such  person  to  others,  the  plaintiff  telegraphed 
him  to  ship  no  more  cattle  covered  by  their  mortgage  except  to  them,  and 
directed  him  to  instruct  the  consignees  of  the  cattle  last  shipped  to  pay  "  net 
proceeds"  to  the  plaintiff.  As  delivered  the  message  substituted  the  word 
''no"  for  the  word  "net"  so  that  the  sense  of  the  dispatch  was  that  the 
New  Orleans  firm  should  pay  ''no  proceeds"  on  the  cattle  instead  of  ''net 
proceeds"  to  the  plaintiff.  As  a  result  of  such  mistake  it  was  alleged  the 
plaintiff  suffered  loss  through  the  addressee's  taking  and  appropriating  to 
his  own  use  the  proceeds  of  the  sale  of  the  cattle.  It  was  held  that  the  tele- 
gram as  transmitted  and  delivered  to  the  addressee  did  not  warrant  him  in 
believing  that  the  sender  intended  that  he  should  appropriate  such  proceeds 
to  his  own  use,  and  that  therefore  the  error  was  not  the  proximate  cause  of 
the  plaintiff's  loss. 

Where  one  requests  another  to  make  an  offer  for  the  sale  of  an  article  and 
the  offer  is  made  by  telegraph  and  the  tel^^am  as  delivered  to  the  addressee 
is  materially  different  from  the  telegram  delivered  for  transmission,  the 
sender  is  bound  by  the  terms  of  the  proposal  as  contained  in  the  telegram 
delivered  to  the  addressee,  and  may  recover  from  the  telegraph  company  any 
damages  which  he  has  sustained  in  fulfilling  a  contract  resulting  from  an 
acceptance  of  such  proposal.  Western  Union  Tel.  Co.  v.  Flinty  River  Lumber 
Co,,  114  Ga.  676,  40  S.  E.  816. 

The  sender  of  a  telegraphic  message  delivered  to  the  telegraph  company  a 
message  agreeing  to  furnish  oranges  at  $2.60  a  box;  the  message  as  trans- 
mitted read,  $1.60  a  box;  the  sendee  of  the  message,  with  full  knowledge  of 
the  fact  that  the  message  must  have  been  erroneously  transmitted,  accepted 
the  offer  at  the  price  stated;  the  sender  of  the  telegram,  disregarding  the 
apparent  error,  saw  fit  to  treat  the  price  stated  in  the  telegram  as  correct, 
and  shipped  the  oranges  at  such  price  and  sued  the  telegraph  company  for 
the  difference  between  such  price  and  the  price  stated  in  the  telegram  as 
delivered  by  him  to  the  telegraph  company.  It  was  held  that  the  telegraph 
company  was  not  liable  since,  from  the  facts,  it  appeared  that  the  contract 
itself  was  not  valid.  (Germain  Fruit  Co,  v.  Western  Union  Tel  Co,,  137  Cal. 
698,  70  Pac.  658. 

An  allegation  that  the  defendant  telegraph  company  had  received  a  second 
message,  and  with  knowledge  of  the  facts,  agreed  to  transmit  it  for  the 
purpose  of  revoking  or  modifying  an  earlier  message  received  by  it  for  im- 
mediate transmission,  and  had  willfully,  carelessly  and  negligently  neglected 
to  send  the  first  message  at  once,  and  delivered  the  last  message  first,  whereby 
the  first  revoked  the  last,  in  violation  of  the  defendant's  undertaking,  suffi- 
ciently alleges  negligence  on  the  part  of  the  defendant.     Where  the  object 
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of  the  second  message  is  explained  to  the  telegraph  company  receiying  it  for 
transmission,  and  the  company  contracts  that  such  message  shall  be  so  trans- 
mitted and  delivered  as  to  accomplish  the  desired  result,  the  sender  is  not, 
by  his  failure  to  make  the  messages  show  on  their  face  which  is  later,  guilty 
of  such  negligence  as  to  bar  recovery  for  damages  sustained  by  the  de- 
fendant's neglect.    Eocker  v.  Western  Union  Tel.  Co.  (Fla.),  34  So.  901. 

c.  Cipher  messages. —  A  telegraph  company  receiving  a  message  which  is 
partly  in  cipher,  having  knowledge  that  similar  messages  received  at  other 
times  were  usually  "  rush  "  messages,  the  company  was  sufficiently  apprised 
of  the  importance  of  the  message,  notwithstanding  the  fact  that  it  was  partly 
in  cipher,  and  was  responsible  for  the  actual  damages  caused  by  the  faihm 
to  promptly  transmit  the  message.  Western  Un.  Tel.  Co.  v.  Birge  Forh« 
Co.,  20  Tex.  Civ.  App.  526,  69  S.  W.  181. 

Where  an  error  is  made  in  the  transmission  of  a  message  from  the  State 
of  Massachusetts  to  a  place  in  the  State  of  Mississippi  the  statutes  of  ths 
State  of  Massachusetts  control  as  to  the  liability  of  the  company  for  dam- 
ages arising  from  such  error.  Un^er  the  Massachusetts  statute  it  has  been 
held  that  a  regulation  requiring  the  payment  of  an  additional  rate  to  insure 
accuracy  in  transmission  is  reasonable.  Where  a  message  in  cipher  was  trani- 
mitted  and  no  additional  rate  was  paid  to  insure  accuracy,  the  rule  ecm- 
troUing  such  cases  in  Massachusetts  will  be  spplied  in  an  action  brought  in 
Mississippi  to  secure  damages  for  the  erroneous  transmission  of  such  mes- 
sage.   Shaw  V.  Postal  Telegraph-Cable  Co.,  70  Miss.  670,  31  So.  222. 

d.  Message  from  without  the  State. — ^The  plaintiff,  engaged  in  businesi 
within  the  State,  received  a  telegram  from  his  agent  without  the  State,  sub- 
mitting an  offer  for  cotton,  which  was  negligently  transmitted  so  that  the 
offer  as  received  was  greater  than  that  as  sent.  The  plaintiff  accepted  the 
offer  and  shipped  the  cotton.  It  was  held  that  the  telegraph  company  was 
liable  for  the  damages  in  the  same  manner  and  to  the  same  extent  as  though 
the  tort  were  committed  within  the  State.  Postal  Telegraph-Cable  Co.  v.  WeUs 
(Miss.),  36  So.  190. 

7.  Inability  for  forg;ed  or  fraudulent  messages. — ^A  telegraph  com- 
pany is  liable  to  a  bank  for  the  loss  occasioned  by  payment  of  money  without 
negligence  on  a  message  purporting  to  have  been  sent  by  another  bank,  but 
which  was  in  fact  concocted  and  forged  by  an  operator  employed  by  the  tele- 
graph company  whose  duty  it  was  to  send  messages,  and  who  sent  such 
message  in  the  usual  manner  over  the  company's  lines,  and  through  its  regular 
agents.  In  such  case  the  act  of  the  operator  in  sending  the  false  message, 
although  criminal,  and  unauthorized  by  the  company,  was  with\n  the 
apparent  scope  of  his  employment,  and  if  the  message  had  been  genuine 
would  have  been  within  his  actual  authority,  and  it  was  only  by  reason  of 
such  authority  that  he  was  enabled  to  consummate  the  fraud.  His  act  was 
also  a  violation  of  the  duty  which  the  company  owed  to  the  public  and  third 
persons  to  transmit  only  genuine  messages.  Pacific  Postal  Tel.  Co.  v.  Bank 
of  Palo  Alto,  100  Fed.  360    (Circuit  Court  of  Appeal,  Ninth  Circuit). 
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An  operator  in  the  employ  of  a  telegraph  company  informed  a  pereon  as  to 
the  "  call  **  of  another  place  and  also  informed  him  as  to  the  signature  which 
he  used  to  messages  transmitted  by  him.  Such  person,  when  thus  informed, 
fraudulently  tapped  the  wires  of  the  telegraph  company  and  messages  were 
thus  sent  by  him  to  a  confederate  in  the  other  place  and  through  such  mes- 
sages a  bank  in  the  latter  place  cashed  a  draft,  and  was  thus  defrauded  of 
the  amount  thereof.  In  an  action  brought  by  the  bank  against  the  telegraph 
eompany  it  was  held  that  the  evidence  was  sufficient  to  justify  a  finding  that 
the  telegraph  company  was  guilty  of  negligence,  and  was  therefore  liable  to 
the  bank  for  the  amount  of  the  draft.  Weatern  Union  Tel,  Co,  v,  UwMe  Jfai. 
Bank    (Tex.  Civ.  App.),  72  S.  W.  232;  aflTd.  77  8.  W.  603. 

Where  the  agent  of  a  telegraph  company  willfully  sent  a  false  and  forged 
dispatch  to  an  unmarried  man  purporting  to  be  signed  by  an  unmarried 
woman  with  whom  he  had  a  casual  acquaintance,  requesting  him  to  meet 
her  at  a  certain  town,  and  afterwards  exhibited  the  telegram,  and  boasted 
of  having  sent  it,  the  act  was  within  the  scope  of  the  agent's  employment, 
so  that  the  telegraph  company  was  liable  for  damages  arising  from  the 
mental  suffering  caused  by  injury  to  the  woman's  reputation.  Magouirk  v. 
Western  Union  Tel.  Co,,  79  Miss.  632,  31  So.  206. 

8.  Oontraot  between  aeader  and  telegraph  oompany. — ^The  addressee 
of  a  telegraph  message  is  bound  by  the  reasonable  terms  of  the  contract  made 
between  the  company  and  the  sender  of  the  message.  Where  a  message  is 
delivered  to  a  company  for  transmission  on  the  blank  form  of  another  com- 
pany, the  blank  containing  printed  instructions  that  the  message  shall  be 
sent  subject  to  the  terms  and  conditions  printed  on  the  back  thereof,  the 
reasonable  conditions  therein  set  out  are  binding,  notwithstanding  they  are 
in  the  form  of  a  contract  with  a  company  other  than  the  one  to  which  the 
message  is  delivered.  The  delivery  and  acceptance  of  such  a  message  is, 
in  effect,  an  adoption  by  the  parties  of  the  blank  contract  made  in  the  name 
of  the  other  company.  Western  Union  Tel,  Co.  v,  Waaelhaum,  113  Gki.  1017, 
30  S.  E.  443. 

0.  Offloe  honrs  on  Sunday^ — Where  it  appeared  that  the  office  hours 
of  a  telegraph  office  on  Sunday  were  from  eight  to  ten  in  the  morning  and 
four  to  six  in  the  afternoon,  and  a  message  was  received  to  be  delivered  to  the 
person  to  whom  it  was  directed  residing  less  than  half  a  mile  from  the  office, 
during  the  closed  hours  of  the  office,  the  failure  of  the  agent  to  deliver  the 
message  until  twenty  minutes  after  the  hour  of  opening,  was  not  negligence 
for  which  the  addressee  of  the  message  could  recover,  although  if  the  message 
had  been  immediately  delivered  after  the  opening  of  the  office  he  would  have 
been  enabled  to  take  a  train  as  directed  by  the  message.  Western  Union  Tel. 
Co,  V.  McConnico,  27  Tex.  Civ.  App.  610,  66  S.  W.  592. 

lO.  Reaaonableness  of  rule  not  to  deliver  moaaases  at  nisbt. —  A 
telegraph  company  has  the  right  to  establish  reasonable  hour  during  which  its 
office  shall  be  kept  open  for  the  transmission  and  delivery  of  messages.  Where 
it  is  shown  that  a  place  where  the  office  of  a  telegraph  oompany  is  located 
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is  not  large  enough  to  justify  the  employment  of  a  special  messenger,  to 
deliver  telegrams  received  after  seven  in  the  evening,  a  rule  not  to  deliver 
messages  so  received  until  the  next  morning  is  not  unreascmable.  Doric  v. 
Western  Union  TeU  Co.,  Ky.  Lak  Rep.,  66  S.  W.  17. 

11.  Notioe  of  olaim  for  damaKea. — ^The  requirement  in  a  contract  for 
the  transmission  and  delivery  of  a  telegraphic  message  that  ninety  days' 
notioe  of  a  claim  for  damages  caused  by  the  negligence  of  the  company  shall 
he  filed  with  the  company,  does  not  preclude  the  recovery  of  damages  where 
the  action  therefor  is  brought  within  ninety  days  after  the  cause  of  actkn 
accrued.    PhilUpa  v.  Western  Union  Tel.  Co,,  05  Tex.  638,  60  S.  W.  63. 
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Massachusetts;  Supreme  Judicial  Court, 

.  BiTBNiNO  OUT  OF  A  FUSE;  NEGUOENCE. — ^A  fuse  as  UBcd  in  the  machinery 
connected  with  an  electric  car  is  a  safety  device  to  prevent  injury  to 
the  electric  mechanism  arising  from  variation  in  the  electric  current. 
The  fuse  is  expected  to  burn  out  when,  for  any  cause,  the  electric  cur- 
rent exceeds  the  carrying  capacity  of  the  mechanism.  When,  therefore, 
a  fuse  bums  out  it  is  not  prima  fa>cie  evidence  of  negligence. 

i.  Location  of  fuse-box. — ^While  the  mere  burning  out  of  a  fuse  properly 
located  and  in  proper  condition  does  not  import  negligence,  yet  if  the 
fuse  be  so  located  as,  by  its  burning  out,  to  injure  a  passenger,  such 
a  location  may  be  inconsistent  with  the  degree  of  care  which  a  common 
carrier  owes  to  its  passengers,  and,  therefore,  upon  this  question  the 
plaintiff  had  a  right  to  go  to  the  jury. 

3.  Doctrine  of  bes  ipsa  loquiteb. — Where  the  evidence  warrants  a  conclu- 
sion that  the  intensity  and  duration  of  the  flame  caused  by  the  explosion 
was  greatly  in  excess  of  what  would  have  been  the  result  if  the  fuse  had 
be«i  in  proper  condition,  and  that  its  imperfect  condition  might  hava 
been  discovered  by  the  use  of  reasonable  care,  the  defendant  is  not  en- 
titled to  a  ruling  to  the  effect  that  the  doctrine  of  res  ipsa  loquitur  does 
not  apply.  It  was  proper  to  instruct  the  jury  that  the  matter  was 
before  them  to  decide  how  far  negligence  could  be  inferred  from  the  acci- 
dent itself. 

L  Pbesumption  as  to  cause. — If  the  cause  of  the  accident  does  not  clearly 
appear  from  the  evidence,  or  if  there  is  a  dispute  as  to  what  it  is,  the 
plaintiff  may  argue  upon  the  whole  evidence,  and  the  jury  may  rely  upon 
presumptions,  unless  they  are  satisfied  that  the  cause  has  been  shown 
to  be  inconsistent  with  it. 

Exceptions  by  defendant  from  judgment  for  plaintiff.    Decided 
September  3, 1903 ;  reported  1  St  Ry.  331,  68  N.  E.  10. 

Geo.  R,  Swasey  and  Thos.  U,  Buttimer,  for  plaintiff. 

Henry  F.  Hurlhurt  and  Damon  E.  Hall,  for  defendant 

Opinion  by  Hammond,  J. : 

The  first  ground  of  defense  is  that  there  w^e  no  evidence  of  neg- 
ligence of  the  defendant.     It  is  conceded  that  the  fuse  burned  out, 
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but  the  defendant  contends  that  the  burning  out  of  a  fuse  is  not 
negligence  per  se,  nor  does  it  import  negligence.  The  box  oontain- 
ing  the  fuse  was  fastened  to  the  sill  of  the  open  car,  at  a  place 
directly  underneath  the  portion  of  the  seat  upon  which  Mrs.  Caa- 
sady  was  sitting.  A  fuse  consists  of  a  piece  of  metallic  alloy,  simi- 
lar in  nature  to  soft  solder,  one  or  more  inches  in  length,  connected 
at  each  end  with  a  small  circular  piece  of  copper.  These  pieces  of 
copper  are  called  the  "terminals,"  and  they  are  so  cut  that  they  can 
easily  be  slipped  under  the  thumb  screws  and  clamped  in  place. 
The  fuse  and  thumb-screws  are  held  in  what  is  called  the  "fuae- 
box."  A  wire  leading  from  one  thumb  screw  up  throu^  the  roof 
of  the  car  to  the  trolley  wire  conducts  the  electricity  from  the  trol- 
ley wire  to  the  box.  From  the  other  thumb  screw  there  is  a  wire 
leading  to  the  motors.  When  the  two  screws  are  connected  by  the 
fuse  there  is  a  direct  path  for  the  electricity  from  the  trolley  wire  to 
the  motors.  The  purpose  in  using  the  fuse  is  to  protect  the  wiring 
and  the  motors  from  an  excessive  current  of  electricity.  It  is  con- 
structed to  withstand  something  less  than  the  maximum  current 
which  the  wires  and  motors  are  capable  of  carrying.  When  the 
current  of  electricity  exceeds  the  maximum  strength  of  the  fuse,  the 
metallic  alloy  melts  with  more  or  less  of  a  report  and  flame,  and,  the 
electrical  path  between  the  trolley  wire  and  motors  being  thereby 
broken,  the  wire  and  motor  are  saved  from  possible  harm.  As  the 
safety-valve  in  a  locomotive  engine  allows  the  escape  of  steam  when 
the  pressure  is  too  strong  for  safety  or  for  the  ordinary  operation  of 
the  engine,  so  in  electric  cars  the  fuse  is  used  to  prevent  the  electri- 
cal mechanism  from  injury  which  might  otherwise  arise  from  the 
variations  in  the  electrical  current,  which  are  practically  unavoid- 
able in  the  operation  of  the  trolley  cars. 

A  fuse  of  the  character  above  described  is  in  general  use  upon 
cars  run  by  electrical  power.  It  is  a  safety  device,  and  the  evidence 
in  this  case  shows  that,  in  view  of  the  rapid  action  of  electricity, 
the  practical  diflSculty  of  controlling  it  at  all  times,  the  inability 
of  the  motorman  to  ascertain  the  amount  of  power  upon  the  wiree 
or  on  the  motors,  the  variable  weight  of  the  load  to  be  carried,  the 
reasonably  necessary  conditions  of  the  traffic  as  to  weight  of  ma- 
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chinery  and  cost  of  transportation,  it  is  a  proper  device.  It  is  in- 
tended to  prevent  harm  to  the  machinery  which  otherwise  might 
result  from  the  practically  unavoidable  fluctuations  of  the  power. 
The  fuse  is  expected  to  burn  out  when,  for  any  cause,  the  electrical 
current  exceeds  its  carrying  capacity ;  and  the  evidence  of  the  ex- 
perts in  this  case  shows  that  in  the  ordinary  operation  of  cars  prop- 
erly wired  and  equipped  such  an  event  is  liable  often  to  happen 
without  negligence  upon  the  part  of  any  one.  When,  therefore,  a 
fuse  bums  out,  it  cannot  be  said  that  the  connection  between  the 
occurrence  and  negligence  is  such  as,  in  the  absence  of  other  evi- 
dence, to  justify  the  conclusion  that  the  result  was  due  to  negli- 
gence. As  well  might  it  be  said  that  the  escape  of  steam  from  the 
safety-valve  of  a  locomotive  engine  momentarily  stopping  at  a  sta- 
tion is  evidence  of  negligence.  The  ordinary  burning  out  of  a  fuse, 
therefore,  is  not  prima  facie  evidence  of  negligence ;  and,  if  there 
had  been  nothing  else  in  this  case,  the  defendant  would  have  been 
entitled  to  a  verdict. 

But  the  jury  may  properly  have  found  that  there  was  something 
else  in  this  case.  The  expert  evidence  on  both  sides  showed  that 
the  report,  flash,  and  vapor-like  puff  attendant  upon  the  bumiiig 
out  of  a  fuse  like  this  when  in  proper  condition  are  instantaneous 
and  harmless,  and  no  physical  injury,  either  by  burning  or  by  an 
electrical  shock,  could  be  expected  to  resixlt  therefrom.  The  evi- 
dence for  the  plaintiff  tended,  however,  to  show  something  more 
than  a  mere  instantaneous,  harmless  flash.  Upon  this  Mrs.  Cassidy 
testified  as  follows :  "I  was  sitting  on  the  car,  and  all  at  once  a  large 
flame  of  fire,  or  a  blaze,  came  all  over  me,  and  I  sprang  off  my  seat, 
and  started  to  go  out  of  the  car  on  the  other  side  of  the  car,  and  a 
lady  prevented  me,  and  pushed  me  back,  and  that's  the  last  I  re- 
member until  about  three  weeks  afterward,  when  I  found  myself 
in  bed."  Her  daughter,  who  was  seated  a  few  seats  in  the  rear  of 
the  one  upon  which  her  mother  sat,  testified  that  she  "saw  a  flash  of 
fire  come  into  the  car  right  over  her  mother,  on  the  left-hand  side ; 
and  she  sprang  away  from  it.  .  .  .  The  flame  seemed  to  come  up 
and  over  her — to  come  from  under  the  seat  The  duration  of  the 
flame  was  a  few  seconds."    She  could  not  tell  how  long  it  lasted,  but 
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ing  of  this  fuse  was  attended  mth  unusual  results,  which  would  not 
have  occurred  if  the  fuse  had  been  in  proper  condition ;  and  that 
the  most  reasonable  conclusion  was  that>  if  proper  care  had  been 
exercised,  there  would  have  been  no  such  flame.  We  cannot  say 
that  such  a  conclusion  was  not  warranted  by  the  evidence. 

Moreover,  there  is  another  feature  in  this  case  of  some  import^ 
ance.  This  was  an  open  car,,  and  this  fuse-box  was  placed  directly 
under  a  seat  intended  for  passengers,  so  that  if,  for  any  reason, 
there  should  be  a  harmful  flame  resulting  from  the  burning  out  of 
a  fuse,  it  might  be  reasonably  apprehended  that  it  would  reach  and 
injure  a  passenger.  While,  therefore,  the  mere  burning  out  of  a 
fuse  properly  located  and  in  proper  condition  does  not  of  itself  im- 
port negligence  on  the  part  of  the  defendant,  still,  if  the  fuse  be  so 
located  as,  by  its  burning  out,  to  injure  a  passenger,  such  a  location 
may  be  inconsistent  with  the  degree  of  care  which  a  common  carrier 
owes  to  its  passengers.  It  would  be  something  like  arranging  the 
safety-valve  of  a  locomotive  engine  so  that  the  escaping  steam  mi^t 
reach  a  passenger  in  his  seat.  Upon  the  whole,  we  think  that  tiie 
plaintiff  had  a  right  to  go  to  the  jury  on  the  question  of  the  n^i- 
gence  of  the  defendant. 

It  is  very  strongly  urged  by  the  defendant  that  in  a  case  like  this 
the  doctrine  of  res  ipsa  loquitur  does  not  apply,  and  in  its  sixteenth 
request  it  asked  for  an  instruction  to  that  effect.  The  court  in- 
structed the  jury  that  the  mere  fact  that  the  accident  occurred  is  not 
in  and  of  itself,  as  matter  of  law,  prima  fade  evidence  of  negli- 
gence, and  continued  as  follows :  ''That  is,  you  cannot  assume,  just 
because  an  explosion  may  have  occurred,  in  connection  with  the 
testimony  in  this  case  and  the  procedure  in  this  case,  that  that  is  of 
itself  negligence  as  matter  of  law.  I  cannot  instruct  you,  as  mat- 
ter of  law,  that  you  are  to  find  that  prima  fade  evidence  of  negli- 
gence. But  it  is  some  evidence  of  negligence.  It  is  for  you  to  con- 
sider that  as  evidence  tending  to  show  negligence,  but  it  is  a  ques- 
tion of  fact  for  you  to  decide  how  far  that  shows  negligence."  There 
was  no  error  in  refusing  to  give  the  ruling  requested.  There  was 
evidence,  as  above  stated,  which  would  warrant  the  conclusion  that 
the  intensity  and  duration  of  the  flame  produced  by  this  explosion 
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on  the  running-board  on  the  right-hand  side  of  the  car,  at  about  the 
fifth  seat  from  the  front,  collecting  fares ;  heard  a  slight  noise ;  did 
not  turn  around  instantly,  but  soon  turned,  and  saw  no  flame,  but 
only  "a  slight  vapor/'  One  McPhee  testified  that  he  was  about 
400  or  500  feet  behind  the  car  at  the  time  the  fuse  burned  out. 
The  first  thing  which  attracted  his  attention  was  the  stopping  of  the 
car,  and  he  saw  no  flash  or  flame.  So  much  as  to  the  testimony  of 
the  witnesses  as  to  what  they  saw  at  the  time. 

There  was  evidence  also  tending  to  show  that  the  flame  existed 
long  enough  to  bum.  The  jury  may  have  believed  that  holes  were 
made  by  the  flame  in  the  veil  worn  by  Mrs.  Cassady  at  the  time  of 
the  accident.  The  daughter  testified  that  she  went  to  her  mother 
while  in  the  car  immediately  after  the  accident,  and  that  she  then 
noticed  that  little  red  blotches  were  breaking  out  all  over  her 
mother's  face ;  that,  while  bathing  her  mother's  face  a  few  hours 
afterward  at  home,  she  noticed  a  ''fine  red  mark  about 
an  inch  or  an  inch  and  a  half  long,"  near  her  mother's 
left  eye,  and  that  her  eyebrows  appeared  as  if  they  had 
been  "  scorched  or  burned  off,"  and  that  there  was  a 
very  slight  appearance  of  scorching  of  hair  elsewhere  near  the 
face.  Margaret  Pierce,  called  by  the  plaintiff,  testified  to  the  ex- 
istence of  "red  marks  or  spots"  on  the  left  side  of  the  eye,  and  just 
above  the  eye,  and  to  the  scorched  appearance  of  the  eyebrows  and 
hair.  The  evidence  as  to  these  spots  and  marks  was  confirmed  by 
several  other  witnesses.  The  plaintiff  contended  that  these  holes 
in  the  veil,  these  spots  and  marks  upon  the  face,  and  this  scorching 
of  the  eyebrows  and  hair  were  caused  by  the  fiama  It  is  true  that 
the  expert  testimony  for  the  defense  tended  to  show  that  there 
could  have  been  no  such  fiame,  and  hence  that  there  could  have  been 
no  such  burning ;  but  an  irreconcilable  conflict  between  what  eye- 
witnesses say  they  saw  and  what  expert  witnesses  say  could  not  have 
happened  is  not  unusual  in  the  trial  of  causes,  and  within  reason- 
able limits  the  jury  may  decide  upon  which  they  will  rely.  The 
jury,  upon  the  evidence,  may  have  found  that  the  flame  in  this  case 
was  not  the  instantaneous  and  harmless  flame  which  results  from 
the  burning  out  of  a  fuse  when  in  proper  condition ;  that  the  bum- 
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ing  of  this  fuse  was  attended  mth  unusual  results,  which  would  not 
have  occurred  if  the  fuse  had  been  in  proper  condition ;  and  that 
the  most  reasonable  conclusion  was  that,  if  proper  care  had  been 
exercised,  there  would  have  been  no  such  flame.  We  cannot  say 
that  such  a  conclusion  was  not  warranted  by  the  eridenoe. 

Moreover,  there  is  another  feature  in  this  case  of  some  importr 
ance.  This  was  an  open  car,,  and  this  fuse-box  was  placed  directly 
under  a  seat  intended  for  passengers,  so  that  if,  for  any  reason, 
there  should  be  a  harmful  flame  resulting  from  the  burning  out  of 
a  fuse,  it  might  be  reasonably  apprehended  that  it  would  reach  and 
injure  a  passenger.  While,  therefore,  the  mere  burning  out  of  a 
fuse  properly  located  and  in  proper  condition  does  not  of  itself  im- 
port negligence  on  the  part  of  the  defendant,  still,  if  the  fuse  be  so 
located  as,  by  its  burning  out,  to  injure  a  passenger,  such  a  location 
may  be  inconsistent  with  the  degree  of  care  which  a  common  carrier 
owes  to  its  passengers.  It  would  be  something  like  arranging  Ae 
safety-valve  of  a  locomotive  engine  so  that  the  escaping  steam  mi^t 
reach  a  passenger  in  his  seat.  Upon  the  whole,  we  think  that  tiie 
plaintiff  had  a  right  to  go  to  the  jury  on  the  question  of  the  n^li- 
gence  of  the  defendant. 

It  is  very  strongly  urged  by  the  defendant  that  in  a  case  like  this 
the  doctrine  of  res  ipsa  loquitur  does  not  apply,  and  in  its  sixteenth 
request  it  asked  for  an  instruction  to  that  effect.  The  court  in- 
structed the  jury  that  the  mere  fact  that  the  accident  occurred  is  not 
in  and  of  itself,  as  matter  of  law,  prima  facie  evidence  of  negli- 
gence, and  continued  as  follows :  ''That  is,  you  cannot  assume,  just 
because  an  explosion  may  have  occurred,  in  connection  with  the 
testimony  in  this  case  and  the  procedure  in  this  case,  that  that  is  of 
itself  negligence  as  matter  of  law.  I  cannot  instruct  you,  as  mat- 
ter of  law,  that  you  are  to  find  that  prima  facie  evidence  of  negli- 
gence. But  it  is  some  evidence  of  negligence.  It  is  for  you  to  con- 
sider that  as  evidence  tending  to  show  negligence,  but  it  is  a  ques- 
tion of  fact  for  you  to  decide  how  far  that  shows  negligence."  There 
was  no  error  in  refusing  to  give  the  ruling  requested.  There  was 
evidence,  as  above  stated,  which  would  warrant  the  conclusion  that 
the  intensity  and  duration  of  the  flame  produced  by  this  explosion 
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was  greatly  in  excess  of  what  could  have  been  the  result  if  the  fuse 
had  been  in  proper  condition,  and  that  this  imperfect  condition  of 
the  fuse  could  have  been  discovered  by  the  use  of  reasonable  care. 
Such  being  the  case,  the  defendant  was  not  entitled  to  the  ruling 
requested.  And  the  jury  were  properly  instructed  that  the  matter 
Was  before  them  to  decide  how  far  negligence  could  be  inferred 
from  the  accident  itself.  If  the  defendant  desired  to  call  the  at- 
tention of  the  court  to  the  precise  phase  of  the  testimony  where  the 
principle  would  not  apply,  it  should  have  done  so  more  distinctly. 

The  defendant  also  contends  that,  even  if  originally  the  doc- 
trine would  have  been  applicable,  the  plaintiff  had  lost  or  waived 
her  rights  under  that  doctrine,  because,  instead  of  resting  her  case 
solely  upon  it,  she  undertook  to  go  further,  and  show  particularly 
the  cause  of  the  accident.  This  position  is  not  tenable.  It  is  true 
that,  where  the  evidence  shows  the  precise  cause  of  the  accident,  as 
inWinship  v.  New  York,  New  Haven  &  Hartford  B.  Co.,  170 Mass. 
464,  and  BucJcland  v.  New  York,  New  Haven  &  H,  B.  Co.,  181 
Mass.  3,  and  similar  cases,  there  is,  of  course,  no  room  for  the  ap- 
plication of  the  doctrine  of  presumption.  The  real  cause  being 
shown,  there  is  no  occasion  to  inquire  as  to  what  the  presumption 
would  have  been  as  to  it  if  it  had  not  been  shown.  But  if,  at  the 
close  of  the  evidence,  the  cause  does  not  clearly  appear,  or  if  there 
is  a  dispute  as  to  what  it  is,  then  it  is  open  to  the  plaintiff  to  argue 
upon  the  whole  evidence,  and  the  jury  are  justified  in  relying  upon 
presumptions,  unless  they  are  satisfied  that  the  cause  has  been 
shown  to  be  inconsistent  with  it.  An  unsuccessful  attempt  to  prove 
by  direct  evidence  the  precise  cause  does  not  estop  the  plaintiff  from 
relying  upon  the  presumptions  applicable  to  it. 

The  defendant  strenuously  contends  that  there  was  no  evidence 
of  physical  injury,  either  by  the  flame  or  by  electricity,  and  that 
the  sufferings  of  the  plaintiff  were  due  simply  to  fright.  It  would 
not  be  profitable  to  recite  further  in  detail  the  evidence  bearing 
upon  this  question.  The  charge  to  the  jury  was  sufficiently  full 
and  clear  upon  this  point,  and,  while  a  decision  for  the  defendant 
might  reasonably  have  been  expected,  still  we  cannot  say  that  the 
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jury  could  not  find  upon  the  evidence  that  the  plaintiff  was  physi- 
cally injured  by  the  flame  or  electricity,  or  both  combined. 

It  was  within  the  discretion  of  the  court  to  allow  the  question  to 
be  put  to  Morse,  the  expert,  concerning  the  possibility  of  an  electric 
shock. 

No  error  appears  in  the  manner  in  which  the  court  dealt  with  the 
requests  of  the  defendant. 

Exceptions  overruled. 


Scannevin  &  Potter  v.  Consolidated  Minsbal  Water  Co. 

Rhode  Island;  Bupreme  Court. 

1.   EUBCTBIC    WIBES,    BTO.,    FOB    LIGHTINO    BESIDENCE    0ON8TITUTB    FIXTX7BI8; 

MECHANICS'  LIENS. — ^Electric  wires,  conduits,  switches,  etc.,  in  a  honae 
to  be  used  for  lighting  the  same,  are  annexed  to  the  structure,  become 
a  part  of  it,  and  are  thereafter  fixtures.  A  contractor  furnishing  labor 
and  material  for  the  installation  of  electric  light  wires,  conduits,  etc, 
in  a  house  is  entitled  to  a  lien  therefor  under  chapter  206  of  General 
Laws  1896. 

Petition  by  plaintiff  against  defendant  for  merchanics'  lien. 
Decided  July  8, 1903 ;  reported  56  Atl.  754. 

C.  M.  Lee,  for  petitioner. 

Barney  &  Lee  and  Yan  Slyck  &  Mumford,  for  respondent. 

Per  Cueiam: 

The  question  raised  by  this  case  is  whether  a  contractor  who 
furnishes  labor  and  materials  in  installing  electric  wires,  conduits, 
switches,  etc.,  in  a  house,  to  be  used  for  lighting  the  same,  is  en- 
titled to  a  lien  therefor  under  chapter  206  of  the  Gteneral  Laws 
of  1896.  We  have  no  hesitation  in  answering  the  question  in  the 
affirmative.      The  materials  in  question  are  annexed  to  the  struc- 
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ture,  become  a  part  of  it,  and  are  intended  to  remain  there  until 
they  wear  ont  The  raw  materials  of  which  the  lighting  installa- 
tion is  composed  lose  their  character  as  yards  of  wire  and  indi- 
vidual articles  of  commerce,  and  become  members  of  an  organized 
system,  with  parts  and  proportions  adapted  to  their"^lace  and  ser- 
vice in  the  building,  and  by  being  adapted  to  this  special  use  they 
lose  their  value  for  any  other.  It  has  been  so  held  in  Mulholland 
V.  T.  H.  Elec.  Co.,  66  Miss.  339,  6  South.  211.  Under  the  statutes 
in  Kansas,  Missouri,  New  Jersey  and  Oregon  a  system  of  electric 
poles  and  wires  extending  from  a  central  station  through  the 
streets  has  been  held  subject  to  a  mechanics'  lien  as  fixtures  or 
appurtenances  of  the  station.  Sovihem  Electric  Supply  Co. 
V.  Rollo  Elec.  Light  &  Power  Co.,  75  Mo.  App.  622 ;  Badger  Lum- 
ber Co.  V.  Marion  Water  Supply,  48  Kan.  182,  29  Pac.  476,  16 
L.  R.  A.  652,  30  Am.  St.  Rep.  301 ;  Hughes  v.  Lamhertville  Elec. 
Light,  Heat  &  Power  Co.,  6  Am.  Electl.  Gas.  626,  63  N.  J.  Eq. 
436,  32  Atl.  69;  Forbes  v.  Willamette  Falls  Elec.  Co.,  8  Am- 
Electl.  Gas.  527,  19  Or.  61,  23  Pac.  670,  20  Am.  St  Rep.  798. 
We  might  hesitate  to  adopt  these  decisions  under  our  statute,  but 
the  interior  installation,  with  which  we  are  concerned,  is  a  fixture, 
and  part  of  the  freehold,  in  the  strictest  sense. 


Missouri  Edison  Electbic  Go.  v.  Wbbeh. 

Missouri;  St,  Louis  Court  of  Appeals. 

1.  TiTLB  TO  CONDUITS,  wiBES  AND  MANHOLES. — Where  a  municipality  has  dele- 
gated to  an  electric  company  the  right  to  use  its  streets  for  the  con- 
struction and  use  of  conduits  and  manholes,  constructed  from  the  sur- 
face of  the  street  to  the  conduit  beneath,  the  title  to  such  manholes  is 
in  the  electric  company.  Such  conduits,  the  wires  therein,  and  the  man- 
holes constructed  for  the  purpose  of  reaching  such  conduits  and  wires, 
remain  the  property  of  the  company  putting  them  in,  subject  to  the 
easement  of  the  public  in  the  use  of  the  street  as  a  thoroughfare. 


924  Amebic  AW  ELECTEiCAii  Cases.  [vol.  8 


Missouri  Edison  Electric  Go.  y.  Wd)er. 


2.  LiABUJTT  FOB  INJUBT  TO  iCANHOLB. — ^If  the  municipality  lawfully  permits 

private  property  to  be  placed  and  kept  in  a  street  or  highway,  and  this 
property  is  damaged  by  the  carelessness  of  another,  the  owner  of  such 
property  may  recover  compensation  for  the  injury  so  done.  If,  there- 
fore, a  manhole  was  put  down  in  the  street  by  an  electric  company  a 
right  of  action  exists  in  favor  of  the  company,  if  such  manhole  is 
tortiously  broken. 

3.  LiABiLiTT  FOB  INJX7BY  TO  MANHOLES. — ^Mauholes  should  be  so  constructed 

as  to  bear  any  load  which  experience  shows  is  likely  to  pass  over  them  in 
the  ordinary  transactions  of  the  commimity,  but  not  necessarily  any  load 
which  may  be  hauled,  or  that  other  parts  of  the  street  will  bear,  for  it 
is  impossible  to  thus  construct  them.  A  person  desiring  to  convey  a 
load  of  extraordinary  and  dangerous  weight  along  the  streets  should 
take  care  to  avoid  the  weak  parts  of  the  streets,  or  to  use  such  parts 
with  precautions  to  prevent  injury.  In  the  case  at  bar  it  appeared  that 
there  was  ample  room  to  pass  along  the  street  without  passing  over  the 
covers  of  the  manholes.  No  precautions  whatever  were  taken  to  prevent 
the  load,  which  was  of  excessive  weighty  from  injuring  these  covers. 
Prior  to  the  injury  of  the  one  for  which  suit  is  brought,  seven  or  eight 
had  been  previously  crushed  by  the  same  load.  It  was  held  that  in  view 
of  these  facts  the  plaintiff  made  out  a  prima  fiicie  case. 

Appeal  by  plaintiff  from  judgment  for  defendants.     Decided 
November  3 ;  1903 ;  reported  102  Mo.  App.  96,  76  S.  W.  736. 

Gilliam  &  Smith,  for  appellants. 

Morton  Jourdan,  for  respondents. 

Opinion  by  Goode^  J. : 

This  appeal  is  from  an  order  refusing  to  set  aside  an  involun- 
tary nonsuit  in  an  action  for  damages  for  injuries  caused  to  a 
manhole  by  negligently  and  recklessly  driving  a  wagon  containing 
a  great  and  uncommon  load  across  it.  The  plaintiffs  are  all  elec- 
trie  lighting  companies,  organized  under  the  laws  of  the  State  of 
Missouri,  and  joint  owners  of  the  manhole.  Said  corporations 
had  constructed  conduits  under  the  surface  of  the  streets,  in  which 
their  wires  were  stretched,  and  manholes  that  afforded  access  to 
the  conduits  for  the  purpose  of  making  repairs.  The  ordinances  of 
the  city  require  wires  and  cables  used  in  transmitting  electricity  to 
be  placed  underground,  and  authorized  the  board  of  public  im- 


Miscellaneous.  926 


Missouri  Edison  Electric  Co.  v.  Weber. 


provements  of  the  city  to  grant  permission  to  companies  wishing 
to  use  wires  for  the  transmission  of  electricity  to  construct  oon- 
duitSy  ducts,  manholes,  and  other  appurtenances  in  the  streets  on 
such  terms  as,  in  the  opinion  of  said  board,  will  best  subserve  lie 
public  welfare.  All  those  structures  are  required  to  be  made  in 
accordance  with  specifications  prescribed  in  the  city  ordinances; 
and  to  secure  compliance,  as  well  as  to  save  the  city  harmless  from 
damages  which  may  arise  from  such  uses  of  the  streets,  the  city 
must  be  indemnified  by  a  large  bond,  and  also  given  the  right  to 
supervise  the  construction  of  the  conduits  and  manholes,  and,  from 
time  to  time,  to  order  changes  in  their  material  or  their  location 
in  the  streets ;  all  to  be  made  at  the  expense  of  the  owners.  Mun. 
Code,  article  6. 

Plaintiffs  had  obtained  permission  to  build  their  conduits  and 
necessary  manholes  under  the  streets  of  St.  Louis,  among  others 
under  Fourth  street.  The  particular  manhole  with  which  we  are 
concerned  is  on  the  west  side  of  that  street,  5  feet  and  2  inches 
east  of  its  west  curb,  10  feet  and  6  inches  west  of  the  west  rails 
of  the  street  railway  thereon,  44  feet  west  of  the  east  curb,  and  49 
feet  south  of  St  Charles  street  It  was  6  1-2  feet  deep,  6  feet 
square,  consisting  of  four  brick  walls,  with  an  iron  roof  over  them, 
and  a  cast-iron  plate  30  inches  square  and  1 1-2  inches  thick  on 
top  of  the  roof,  under  which  were  iron  ribs  1 1-2  inches  deep. 
This  plate  rested  on  a  socket,  and  the  brick  walls  supporting  it 
were  13  inches  thick.  Two  6-inch  beams  ran  from  one  of  those 
walls  to  the  other,  a  distance  of  5  feet,  and  on  those  beams  the 
manhole  cover  rested.  The  manhole  in  all  its  parts  was  shown  to 
have  been  constructed  in  accordance  with  the  ordinances. 

There  was  evidence  to  show  that  it  would  support,  without 
breaking,  a  load  of  26,000  pounds,  though  just  what  weight  would 
break  it  depended  upon  whether  the  load  was  hauled  quietly  or 
with  jolts.  There  was  also  evidence  to  prove  that  the  usual  load 
of  a  two-horse  wagon  in  the  city  was  about  5,000  pounds,  of  a 
four-horse  wagon  about  20,000  pounds,  and  that  occasionally  a 
six-horse  load  was  drawn  through  the  streets,  but  the  weight  of 
such  a  load  was  not  shown. 
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The  cover  of  this  manhole  was  broken  by  the  defendants  driving 
a  wagon  over  it  which  weighed  about  13,000  pounds,  loaded  with 
a  solid  granite  column  weighing  50,000  pounds ;  the  total  wei^t 
being  from  63,000  to  64,000  pounds.  The  same  wagon  broke 
aeven  or  eight  other  manhole  covers  on  the  same  trip  before  it 
reached  this  one.  !(To  precautions  were  taken  by  the  defendants 
to  protect  them  from  breaking,  and  their  contentions  are  that  man- 
hole covers  in  a  street  ought  to  be  as  strong  as  the  rest  of  the  sur- 
face of  the  street,  and  that  if  this  one  broke  under  a  load  wiiich 
could  be  driven  over  the  street  without  detriment  to  the  granite 
blocks  with  which  it  was  paved  plaintiffs  must  bear  the  loss.  On 
the  other  hand,  it  is  contended  by  the  plaintiffs  that  if  they  con- 
structed their  manhole  and  its  parts  in  conformity  to  the  specifi- 
cations of  the  ordinances,  and  strong  enough  to  bear  the  heaviest 
loads  which  are  accustomed  to  pass  along  the  street,  they  complied 
with  their  legal  duty ;  and  if  their  property  was  damaged  by  a  load 
so  extraordinarily  heavy  that  it  could  not  have  been  anticipated 
as  likely  to  pass  over  the  manhole,  and  which  was  hauled  over  it 
without  precautions,  when  the  defendants  knew  it  was  likely  to 
break  the  cover,  they  are  entitled  to  recover  their  loss.  Defendants 
further  insist  that  plaintiffs  were  mere  licensees  in  the  use  of  the 
street,  had  no  property  in  or  ownership  of  it,  and  hence  cannot 
recover  for  any  damage  done  to  the  manhole,  as  it  composed  part 
of  the  street. 

1.  The  title  of  the  injured  property  was  clearly  in  plaintiffs, 
whose  conduit  was  legally  laid  under  the  street,  and  their  manhole 
legally  constructed  from  the  top  to  the  conduit  beneath.  The 
municipality  of  St.  Louis  has  power,  legislatively  delegated,  to 
grant  a  person  or  company  the  right  to  use  its  streets  in  that  man- 
ner, as  tending  to  promote  the  public  comfort  and  convenience,  the 
use  being  thereby  distinguished  from  a  purely  private  occupation 
of  a  highway.  This  proposition  was  decided  in  State  ex  rel.  Sub- 
way Co.  V.  St.  Louis,  145  Mo.  551,  46  S.  W.  981,  42  L.  A.  E.  113— 
a  case  in  which  the  city  of  St.  Louis  had  originally  granted  to  the 
National  Subway  Company  a  right  to  construct  conduits  for  electric 
wires  under  the  streets  of  the  city,  with  the  necessary  manholes,  and 
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afterwards  had  refused  to  consider  specifications  for  manholes 
submitted  by  the  subway  company  on  the  ground  that  the  original 
franchise  was  void.  The  Supreme  Court,  in  an  elaborate  opinion, 
held  that  it  was  incumbent  on  the  city  to  allow  the  construction 
of  manholes  to  reach  the  conduits  which  had  been  laid  and  occu- 
pied by  electric  wires.  He  opinion,  after  reviewing  certain 
authorities,  says :  "  It  must  follow  from  what  has  been  said  that 
the  city  of  St.  Louis,  having  control,  as  it  does,  over  its  streets, 
might,  for  the  purpose  of  meeting  the  necessities  of  electric  com- 
panies set  apart  for  them  a  part  of  its  streets,  on  such  terms  and 
conditions  as  it  might  reasonably  impose,  without  in  any  way 
misappropriating  the  streets  or  any  part  of  them."  And  this  doc- 
trine is  in  harmony  with  the  current  of  decisions.  JuUa  Building 
Asa'n  V.  Telephone  Co.,  1  Am.  Electl.  Gas.  801,  88  Mo.  268,  67 
Am.  Rep.  398 ;  8t  Lovis  v.  Telegraph  Co.,  4  Am.  ElectL  Gas.  116, 
149  U.  S.  467, 18  Sup.  a.  990,  87  L.  Ed.  810 ;  Id.  148  U.  S.  102, 
4  Am.  ElectL  Gas.  102, 18  Sup.  Gt.  486,  37  L.  Ed.  380. 

2.  Gonduits,  wires,  and  manholes  placed  under  and  in  the 
streets  of  a  city,  pursuant  to  permission,  do  not  become  the  city's 
property,  but  remain  the  property  of  the  companies  which  put 
them  in,  subject,  of  course,  to  the  easement  of  the  public  in  the  use 
of  the  street  as  a  thoroughfare,  and  to  the  city's  regulation  and 
control,  which  may  not  be  surrendered.  It  would  be  as  reasonable 
to  say  that  the  rails  and  wires  of  an  electric  railway  company, 
when  laid  on  and  over  the  surface  of  a  street  by  municipal  author- 
ity, belong  to  the  municipality,  and  cease  to  belong  to  the  railway 
company.  The  manhole  in. all  its  parts  belonged  to  the  plaintiffs. 
Plaintiffs  paid  the  cost  of  building  it,  are  obliged  to  keep  it  in 
repair,  and  are  plainly  recognized  and  designated  in  the  ordinances 
as  its  owner.  One  section  of  the  ordinance  under  which  it  was 
built  says  that  all  conduits,  manholes,  and  other  appurtenances 
shall  be  maintained  by  the  owner  thereof  to  the  satisfaction  of  the 
board  of  public  improvements,  and  that,  failing  their  proper  main- 
tenance by  the  respective  owners,  the  board  may  order  the  neces- 
sary work  done,  and  require  the  owners  to  pay  for  it,  under  penalty 
of  a  suit  on  the  bond  given  to  the  city.     While  the  wisdom  of 
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allowing  private  corporations  or  individuals  to  occupy  city  streets 
with  their  property  may  be  a  matter  of  serious  public  concern,  if 
they  are  allowed  to  do  so  their  property  in  the  streets  is  entitled 
to  the  same  protection,  neither  more  nor  less,  that  it  would  enjoy 
if  the  city  itself  owned  it ;  and,  indeed,  the  city  does  ovni  numerous 
manholes  similarly  located. 

8.  That  municipalities  have  a  right  of  action  for  injuria  to 
municipal  property,  such  as  bridges  and  highways,  is  beyond  dis- 
pute, cases  of  that  kind  having  been  often  successfully  litigated 
by  cities,  counties^  and  townships.  Bidelman  v.  State  of  New 
TorJe,  110  N.  Y.  232,  18  K  E.  115,  1  L.  R  A.  258;  Lawrence 
County  V.  Railroad,  81  Ky.  225 ;  Pierrepont  v.  Lovelass,  4  Hun, 
696 ;  Louisville,  etc..  By.  v.  Whitley  Co.,  95  Ky.  215,  24  S.  W. 
604,  44  Am.  St.  Eep.  220 ;  Commonwealth  v.  Alien,  148  Pa,  358, 
23  Atl.  1115,  16  lu  R.  A.  148,  33  Am.  St  Rep.  830;  Troy  v. 
Railroad,  23  N.  H.  83,  55  Am.  Dec.  177 ;  HooJcsett  v.  Amoskeag 
Mfg.  Co.,  44  N.  H.  105.  In  the  Bidelman  Case  certain  bridges 
and  culverts  of  the  town,  of  Gaines  were  daniaged  l>7  a  break  in 
the  Erie  Canal,  caused  by  the  negligence  of  the  agents  and  offioers 
of  the  State,  and  it  was  held  that,  as  the  town  was  liable  for  the 
maintenance  and  repairs  of  its  highways,  it  had  an  interest  in 
the  preservation  of  its  bridges  and  culverts,  which  gave  it  a  right 
of  action  and  remedy  over  against  any  person  who  intentionally 
made  repairs  or  rebuilding  necessary.  In  Troy  v.  Railroad  Co., 
23  N.  H.  83,  the  action  was  for  demolishing  and  destroying  a 
bridge  on  a  highway  which  belonged  to  the  town.  It  was  held 
that,  as  the  town  had  to  maintain  its  roads  and  bridges,  it  had 
such  an  interest  or  property  in  them  that  any  person,  even  the 
owner  of  the  ground  to  which  the  highway  pertained  as  an  ease- 
ment, who  destroyed  or  injured  the  highway,  was  liable  to  the 
town  for  the  consequent  damages.  Hooksett  v.  Amoskeag  Mfg.  Co., 
44  N.  H.  105,  is  to  the  same  effect.  A  standard  author  thus  states 
the  rule :  "  Where  the  duty  of  constructing  and  maintaining  hi^- 
ways  is  enjoined  upon  road  districts  or  townships,  then,  as  we 
suppose,  they  must  prosecute  the  action  necessary  to  prevent  an 
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injury  or  destruction  of  the  easement  vested  in  the  public;  but 
where  the  statute  makes  no  provision  upon  the  subject,  and  counties 
have  a  general  charge  of  county  affairs  and  property,  the  action 
may  be  prosecuted  by  the  county  within  whose  territory  the  road 
is  situated.''  Elliott,  Roads  &  Streets  (2d  Ed.),  section  442.  We 
know  no  rule  which  denies  a  municipality  the  same  right  to  sue 
for  damages  to  its  property,  an  individual  has,  or  as  much  right  to 
sue  for  damages  to  highway  property  due  to  a  tort  as  for  damages 
to  any  other  property.  Undoubtedly  a  city  has  the  right,  as  the 
above  authorities  show,  to  recover  compensation  for  injury  done 
to  its  highways  by  carelessness  or  wantonness;  and  on  the  same 
principle,  if  it  lawfully  permits  private  property  to  be  placed  and 
kept  on  a  highway,  and  this  property  is  damaged  while  there  by 
carelessness,  the  owner  has  like  redress.  We  therefore  find  no 
difficulty  in  holding  that,  as  plaintiffs'  manhole  was  put  down  by 
authority,  an  action  arose  in  their  favor  if  it  was  tortiously  broken. 
4.  The  next  inquiry  is,  did  the  defendants  conmiit  a  tort  t  And 
this  question  goes  to  the  respective  duties  incumbent  on  the  par- 
ties— the  duties  of  the  plaintiffs  in  constructing  the  manhole  with 
respect  to  its  weight-bearing  strength,  and  of  the  defendants  in 
hauling  an  exceptional  load  over  it  after  being  warned  of  the  dan- 
ger of  breaking  the  cover  by  their  experience  with  other  manhole 
covers.  The  plaintiffs'  manhole  was  constructed  according  to 
municipal  regulations,  and,  like  others  in  the  city  of  St  Louis,  is 
not  disputed.  But  this  fact  alone  is  not  conclusive  as  to  its  merit. 
The  true  test  of  the  sufficiency  of  the  cover  was  its  fitness  to  bear 
the  strains  that  would  naturally  fall  on  it  according  to  the  course 
of  transportation,  and  whether  it  measured  up  to  that  standard 
was  a  question  of  fact  to  be  found,  for  the  evidence  is  susceptible 
of  different  inferences.  Defendants'  position  that  the  law  required 
the  cover  to  be,  in  any  event,  as  solid  as  the  granite  street,  we  re- 
gard, from  several  points  of  view,  as  untenable.  To  so  hold  would 
impose  on  the  plaintiffs  a  heavier  obligation  in  constructing  its 
manholes  than  rests  on  the  city  itself  in  constructing  manholes  and 
streets.    The  street  in  the  vicinity  of  this  manhole  was  paved  with 
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the  hardest  and  strongest  substance  with  which  streets  are  ever 
paved ;  but  some  weaker  pavement  might  bear  any  load  to  be  reason- 
ably anticipated.  And  paving  it  in  that  manner  was  from  choice, 
in  the  exercise  of  a  municipal  discretion  as  to  street  paving.  The 
pavement  might  have  been  wood,  brick,  or  asphalt,  which  many 
streets  have.  All  roads  and  streets  need  not  be  of  equal  solidity, 
nor  need  one  be  of  the  same  construction  throughout  its  course — 
cannot  be,  in  fact;  for  in  some  parts  a  natural  rock  foundation 
capable  of  resisting  any  weight  may  underlie  the  top,  while  soil 
or  sand  underlies  other  parts,  and  bridges  and  culverts,  necessarily 
of  less  strength  than  rock  or  firm  earth,  are  required  in  places. 
The  law  is  that  a  highway,  whether  country  road  or  cily  street, 
should  be  of  a  strength  proportioned  to  the  use  that  will  be  made 
of  it,  and  strong  enough  for  the  safe  passage  of  not  only  average 
loads,  but  such  heavy  loads  as  are  likely  to  pass  over  it  in  the  ordi- 
nary course  of  travel  and  transportation,  considering  its  locality. 
Oregory  v.  Inhabitants  of  Adams,  14  Gray,  242 ;  Fulton  Ironworks 
V.  Kimball  Tp.,  62  Mich.  146,  17  N.  W.  733;  Wilson  v.  Town  of 
Oranhy,  4:7  Conn.  69,  56  Am.  Eep.  51 ;  SincUinger  v.  Kansas  City, 
126  Mo.  316,  28  S.  W.  857,  26  L.  R  A.  723.  But  this  is  far  from 
saying  that  the  highway  must  be  everywhere  strong  enough  to  sup- 
port any  load  a  person  may  have  occasion  to  haul.  All  decisions 
dealing  with  the  subject  tend  to  the  conclusion  that  a  thoroughfare 
may  be  taxed  by  a  weight  great  and  exceptional,  which  it  cannot 
be  expected  to  bear,  need  not  have  been  prepared  to  bear,  and  to 
which  it  ought  not  to  be  subjected.  The  proposition  has  been  dis- 
cussed mostly  in  actions  for  injuries  to  persons  and  property  caused 
by  the  collapse  of  a  bridge,  where  the  defense  was  an  excessive 
strain  put  on  the  bridge ;  but  those  cases  bring  into  clear  view  the 
principle  involved,  which  is  that  the  law  requires  highways  to  be 
constructed  for  safe  uses  in  customary  modes,  such  as  are  required 
for  the  reasonable  convenience  of  the  community's  ordinary  affairSi 
and  not  for  extraordinary  uses,  either  in  the  weights  transported 
or  strains  otherwise  imposed.  Yordy  v.  Marshall  County,  80  Iowa, 
405,  45  X.  W.  1042;  Clapp  v.  Tovmi  (Sup.),  3  N.  Y.  Supp.  516; 
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McCormick  v.  Washington  Tp.,  112  Pa.  185,  4  Atl.  164;  CovUer 
V.  Pine  Tp.,  164  Pa.  543,  30Atl.  490 ;  Larue  v.  Railroad,  170  Pa. 
249,  32  Atl.  977 ;  Commissioners  v.  CUpps,  131  Ind.  56,  29  N.  E. 
1066,  16  L.  R.  A.  228.  The  further  rule  is  also  deducible  from 
the  decisions,  that  a  person  using  a  road  or  street  is  bound  to  use  it 
in  a  reasonably  careful  manner,  and  that  he  violates  this  duty  if  he 
subjects  if  to  extraordinary  strains  and  burdens  without  corre- 
sponding care  to  prevent  harm. 

Cases  in  which  the  public  sought  compensation  for  injuries  to 
hi^ways  by  tortious  use  are  infrequent;  but,  on  principle,  the 
right  to  compensation  is  obvious.  A  man  may  start  over  a  granite 
roadbed  with  an  inordinate  load,  which  will,  however,  make  no 
impression  on  the  granite  blocks.  He  may  come  to  a  bridge  or 
other  structure  that  the  load  will  crush.  Shall  he  then  proceed, 
regardless  of  ruin  to  the  structure,  if  he  can  prevent  injury  by  a 
slight  detour  or  other  easy  preventive  measure  ?  Surely  the  law 
does  not  permit  such  conduct.  Occasionally  the  maximum  load  is 
fixed  by  statute.  When  it  is  not,  the  jury  must  determine  what 
it  ought  to  be  by  their  knowledge,  gathered  from  experience  and 
observation. 

Precedents  are  not  altogether  wanting.  An  ancient  one  exists 
wherein  a  prosecution  for  hauling  an  excessive  load  on  the  high- 
road from  Oxford  to  London  was  successfully  maintained  in  the 
Court  of  King's  Bench,  and  wherein  it  was  said,  too,  that  any 
citizen  specially  damaged  by  the  wrong  might  maintain  his  private 
action.  Rex  v.  Edgerly,  3  Salk.  183 ;  J.  March's  Rep.  135.  In 
Commonwealth  v.  Allen,  148  Pa.  358,  23  Atl.  1115,  16  L.  R  A. 
148,  33  Am,  St.  Rep.  830,  the  case  was  an  indictment  for  main- 
taining  a  nuisance.  The  nuisance  charged  was  that  defendants 
ran  over  a  public  road  an  engine  propelled  by  steam,  commonly 
known  as  a  traction  engine,  which  obstructed  and  injured  the  road, 
and  a  conviction  was  sustained.  The  court  said,  regarding  the 
offense,  that  highways  and  bridges  are  constructed  for  ordinary 
use  in  an  ordinary  manner,  and  not  for  an  unusual  or  extraordi- 
nary use,  either  by  crossing  at  great  speed,  or  by  the  passing  of  a 
very  large  and  unusual  weight. 
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6.  The  proposition  that  a  private  owner  of  property  lawfully  in 
the  highway,  such  as  a  street  railway,  or  under  it,  such  as  gas 
pipes,  has  a  remedy  for  careless  or  willful  injury  to  it,  has  received 
judicial  attention  and  approval.  An  act  of  that  sort  directly  in- 
fringes the  precept  that  one  ought  to  use  his  own  possessions  so 
as  to  do  no  needless  harm  to  others — a  precept  of  obvious  justice, 
and  so  widely  applicable  to  practical  aflEairs  that  most  of  the  rules 
of  tort  law,  designed  to  regulate  conduct  in  different  situations  and 
circumstances,  have  been  developed  from  it  And  the  maxim  itself 
is,  in  the  absence  of  satisfactory  precedents,  a  trustworthy  criterion 
of  the  lawfulness  of  an  act.  In  Normantoum  Oas  Co.  v.  Pope,  49 
L.  T.  N.  S.  798,  the  gas  company  had  been  given  permission  to 
lay  pipes  and  mains  imder  the  surface  of  the  road.  Defendants 
were  incorporated  for  working  beds  of  coal  in  Normantown  and 
other  places.  They  had  mined  under  a  highway,  in  consequence 
of  which  the  road  subsided  over  a  considerable  portion  of  its  length, 
causing  the  mains  and  gas  pipes  to  be  broken  in  several  places, 
for  which  damages  were  prayed,  and  an  injunction  against  the 
continuance  of  the  wrongful  acts.  It  was  held  that,  as  the  gas 
company  was  given  the  right  by  the  Legislature  to  lay  its  pipes 
and  mains,  it  acquired  also  the  support  of  the  adjacent  land  as 
against  the  landowner.  Damages  were  awarded.  In  Railroad  Co, 
V,  Morris,  8  Phila.  304,  a  street  railway  company  was  notified 
that  the  defendants  proposed  to  occupy  the  streets  on  which  the 
railway  was  for  a  couple  of  hours  in  hauling  some  heavy  boilers. 
The  railway  company  filed  a  bill  to  restrain  the  moving  of  the 
boilers,  alleging  that  it  would  stop  their  cars,  and  also  greatly  in- 
convenience the  public,  and  that  the  passage  of  the  boilers  would 
injure  the  highway,  and  cause  damage  to  the  railway  company, 
since  it  was  required  to  keep  the  highway  in  repair;  also  would 
damage  the  sewer  under  the  street.  The  injunction  was  refused, 
because  the  court  thought  the  stoppage  of  travel  would  be  very 
brief,  and  that  the  boilers  could  be  moved  without  damage  to  the 
street;  but  the  proposition  was  recognized  that,  if  moving  the 
boilers  would  result  in  damage  to  the  street,  relief  might  be 
granted.    In  Oasli/jht  &  Coke  Co.  v.  Vestry  of  St.  Mary  Abbotts, 
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Kensington,  15  Q.  B.  Div.  5,  plaintiffs  had  laid  some  pipes  under 
the  surface  of  certain  streets,  as  their  franchise  entitled  them  to 
do.  The  title  to  the  street  was  in  the  vestry,  which  was  charged 
with  keeping  it  in  repair.  Heavy  steam  rollers  were  employed  to 
make  repairs,  thereby  injuring  the  plaintiff's  pipes,  which  were 
sufficiently  below  the  surface  of  the  street  not  to  be  injured  by 
ordinary  modes  of  repair.  On  these  facts  an  action  for  damages 
and  an  injunction  was  brought  by  the  plaintiff.  Defendants  suc- 
ceeded below,  and  an  appeal  was  taken.  The  court  held  plaintiff 
was  entitled  to  relief,  both  for  the  damages  and  against  similar 
injuries  in  the  future.  The  respective  rights  of  the  parties  were 
dealt  with,  as  follows :  "  It  is  obvious  from  the  foregoing  state- 
ment that  the  rights  of  the  plaintiff  and  of  the  defendants  are  to  a 
certain  extent  conflicting.  On  the  one  hand,  it  is  plain  that  the 
plaintiff's  right  to  lay  its  pipes  and  have  them  uninjured  is  sub- 
ordinate to  the  right  of  the  public  to  use  the  streets  and  to  have 
them  kept  in  repair;  on  the  other  hand,  it  is  equally  plain  that 
the  duty  of  the  defendants  to  the  public  and  their  right  against  the 
plaintiff  is  to  repair  the  streets  and  keep  them  fit  for  traffic.  Now, 
there  is  no  dispute  that  the  defendants  can  perform  their  duty 
without  using  steam  rollers  of  such  a  weight  as  to  injure  the  plain- 
tiff's pipes;  but  they  say  it  is  their  duty  and  right  to  repair  the 
roads  in  the  most  economical  and  best  way,  and  to  avail  them- 
selves of  all  improvements,  regardless  of  the  effect  on  the  plaintiff's 
pipes.  FiELD^  J.,  has  held  that  this  contention  cannot  be  sup- 
ported, and  we  are  of  opinion  that  his  decision  is  correct.  .  .  . 
In  this  case  there  is  no  statute,  and  it  is  not  necessary  to  say  more. 
But  the  conclusion  thus  arrived  at  on  general  principles  only  is,  in 
our  opinion,  very  much  strengthened  by  those  statutory  enactments, 
which  empower  the  defendants  to  require  the  position  of  the  plain- 
tiff's pipes  to  be  altered  for  the  public  benefit,  but  which  also 
compel  tlie  defendants  to  pay  the  expenses  of  such  alterations.  We 
refer  particularly  to  10  &  11  Vict.  c.  34,"  etc. 

6.  The  result  of  all  the  adjudications  which  directly  or  remotely 
bear  on  this  case,  so  far  as  we  have  found,  is  that  persons  are  not 
privileged  to  haul  loads  that  are  extraordinarily  heavy  over  roads 
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or  streets  without  regard  to  the  detriment  to  the  street  itself  oi 
structures  lawfully  constructed  in  it,  but  can  only  make  soA  us 
of  the  street  as  is  reasonable,  all  the  circumstances  considered,  ant 
considering  especially  the  loads  that  should  have  been  anticipated 
in  view  of  the  travel  and  transportation  in  the  particular  locality 
The  conclusion  is  to  be  deduced,  too,  that  not  any  load  or  pressni 
which  the  street  as  a  whole  will  bear  may  always  be  lawfully  tram 
ported  over  it,  but  that  some  reference  must  be  had  to  propert 
in  and  under  it,  such  as  gas  pipes,  conduits,  culverts,  and  the  lib 
The  rule  is  wise,  for  the  needs  of  modern  life  are  thou^t  to  mak 
it  necessary  and  beneficial  to  use  city  streets  for  other  purpose 
than  travel  and  transportation.  The  comfort  and  convenience  c 
the  community  demand  sewerage,  gas,  electricity,  water,  and  rapi 
transit,  which  necessities  can  be,  as  is  supposed,  best  distribute 
by  allowing  suitable  appliances  to  be  put  on,  over,  and  under  tl 
streets.  There  must,  of  course,  be  access  to  the  underground  pip 
and  conduits  for  repairs.  Such  access  is  afforded  by  manhole 
which  are  as  necessary,  perhaps,  as  the  pipes  themselves,  and  mm 
be  considered  and  regarded  in  the  use  of  the  streets.  They  shod 
be  constructed  so  as  to  bear  any  load  which  experience  shows 
likely  to  pass  over  them  in  the  ordinary  transactions  of  the  cos 
munity,  but  not  necessarily  to  any  load  which  may  be  hauleJ  < 
that  other  parts  of  the  street  will  bear,  for  it  is  impossible  lo  th; 
construct  them.  Tunnels  are  made  in  streets  for  cables  to  run  i 
and  those  tunnels  are  of  less  supporting  strength  than  iLe  sc-l 
surface  of  the  street.  There  is  testimony  in  this  recor^i  ihi:  ckz 
conduits  are  sometimes  injured  by  excessive  loads  rsaseiiLr  ?? 
tliem«  and  that  the  granite  paving  above  them  is  thereby  derreaa 
Whoro  those  necessary  constructions  exist,  a  pers-r-n  who  desires 
convoy  a  load  of  extraordinary  and  dangerous  wei^:  iSr-re  tit 
ouglit  to  take  care  either  to  avoid  the  weak  parts  of  lit  ?r^:  r 
Ujse  th^vso  parts  with  precautions  to  prevent  injury. 

The  testimony  before  us  tends  to  prove  a  disr^gari  :f  j"*' — 
inierost  and  rights  which  was  culpable;  for  if  the  ^I«c-■ii2"■3  v-i 
not  appri^  of  the  danger  of  breaking  manhole  covers  zj  "iis  i 
one  or  two  they  broke  they  certainly  were  apprise^!  ':^.c«  ^ 
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broke  this  one^  as  they  had  previously  crushed  seven  or  eight.  In 
fact,  on  their  contention,  they  might  crush  every  manhole,  private 
or  municipal,  in  the  city  mth  impunity.  It  appears  there  was 
ample  room  to  pass  by  instead  of  over  the  covers,  and  there  was 
evidence  tending  to  prove  that  when  loads  of  excessive  weight  are 
drawn  along  the  street  the  surface  of  it  can  be  protected  by  laying 
boards  or  metal  plates  for  the  wheels  of  the  wagon  to  roll  over. 

We  do  not  decide  that  this  manhole  was  properly  made;  for 
there  was  some  testimony  that  the  weight  under  which  it  broke  was 
less  than  it  should  have  been.  Neither  do  we  determine  that  as  a 
matter  of  law  the  weight  which  the  defendants  hauled  over  it  was 
80  exceptionally  great  as  to  be  excessive,  or  that  the  defendants 
were  guilty  of  negligence  in  any  way.  Our  decision  is  that  there 
was  evidence  bearing  on  those  questions,  to  be  weighed ;  in  other 
words,  that  plaintiffs  made  a  prima  facie  case.  We  think,  there- 
fore, the  Circuit  Court  erred  in  sustaining  a  demurrer  to  the  evi- 
dence and  in  refusing  to  set  aside  the  involuntary  nonsuit. 

The  judgment  is  reversed,  and  the  cause  remanded. 

Bland,  P.  J.,  and  Reybtjen,  J.,  concur. 


Bastin  Telephone  Co.  v.  Sichhond  Telephone  Co. 

Kentucky;  Court  of  Appeals, 

1.  CONTBACT  BETWEEN  TELEPHONE  COMPANIES  FOB  CONSTBITCTION  OF  TELE- 
PHONE LINE. — ^A  parole  contract,  entered  into  between  two  telephone  com- 
panies, was  to  the  effect  that  one  of  them  should  build  a  telephone  line 
from  a  certain  town  and  the  other  from  another  town  to  a  point  half 
way  between  the  two  towns,  and  there  connect,  and  that  each  should  have 
the  use  and  benefit  of  the  other's  line  and  connection  free  of  charge  for 
a  period  of  twenty  years.  The  poles  were  to  be  erected  by  both  parties, 
and  connection  was  to  be  made  within  a  year  from  the  date  of  the  con- 
tract. It  was  held  that  such  contract  was  void,  since  it  was  not  in 
writing,  and  could  not  be  performed  within  one  year  from  the  making 
thereof.  The  portion  of  the  agreement  relating  to  the  terms  upon  which 
each  was  to  use  the  other's  lines,  and  the  length  of  time  for  which  such 
use  was  to  exist,  constituted  as  large  a  part  of,  and  as  important  an 
element  in,  the  contract  as  the  provision  for  the  construction  of  the  lines. 
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Appeal  by  plaintiff  from  judgment  sustaining  defendant's  de- 
murrer.   Decided  December  16,  1903 ;  reported  77  S.  W.  702. 

/.  Tevis  Cobb,  J.  E.  Robinson,  and  Lewis  L.  WaOcer,  for  ap- 
pellant. 

Smith  &  Bvsh,  for  appellees. 

Opinion  by  Nunn,  J. : 

Appellant  sued  appellees,  the  Richmond  and  Cumberland  Tele- 
phone Companies,  for  $2,000  damages,  for  the  violation  of  a  parol 
contract  to  the  effect  that  each  party  should  build  a  telephone  line, 
one  from  Richmond,  Ky.,  the  other  from  Lancaster,  Ky.,  to  a 
point  halfway  between  the  two  towns,  and  there  connect,  and  that 
each  should  then  have  the  use  and  benefit  of  the  other's  lines  and 
connection  free  of  charge  for  a  period  of  20  years.  The  poles 
were  to  be  erected  by  both  parties,  and  connection  made,  within  a 
year  from  the  date  of  the  contract.  They  were  actually  erected 
by  appellant  within  the  time  stipulated  in  the  contract,  and  appel- 
lee Richmond  Telephone  Company  had  partly  erected  its  part  of 
the  line,  when,  as  alleged,  the  appellee  Cumberland  Telephone 
Company  obtained  a  majority  of  the  stock  in  the  Richmond  Com- 
pany, and  took  the  control  and  complete  management  thereof, 
stopped  the  erection  of  this  line,  and  refused  to  carry  out  the  con- 
tract, and  had  abandoned  the  same.  The  lower  court  sustained  a 
demurrer  to  the  petition,  evidently  on  the  ground  that  an  actio: 
on  such  a  contract  was  inhibited  by  the  statute. 

The  appellant  contends  that  because  the  contract  stipulated  that 
the  poles  were  to  be  erected  on  the  line  between  the  two  towns, 
and  the  connection  made,  within  the  12  months,  and  that  it  was 
within  the  power  of  the  parties  to  the  contract  to  complete  same 
within  the  time  named,  therefore  the  contract  was  valid  and  bind- 
ing. So  much  of  section  470,  Ky.  St.,  as  is  applicable  to  the 
question  presented,  reads  as  follows: 

"  No  action  shall  be  brought  to  charge  any  person    .     .     .    upon  any  agree- 
ment which  is  not  to  be  performed  within  one  year  from  the  making  thereof. 
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unless  the  promise,  contract,  agreement,  representation,  assurance  or  rati- 
fication, or  some  memorandum  or  note  thereof,  be  in  writing,  and  signed  by 
the  party  to  be  charged  therewith.    .     . 


tt 


The  statute  refers  to  such  contracts  as  cannot  be  performed  by 
either  party  within  a  year,  and  although  it  may  contain  various 
stipulations,  some  of  which  may  be  performed  within  a  year,  yet 
if  any  part  of  it  cannot  be  so  performed  it  is  clearly  within  the 
statute. 

In  the  case  of  Halloway  v.  Hampton,  4  B.  Mon.  415,  the  plain- 
tiff had  agreed  to  sell  and  deliver  to  defendant  his  crop  of  hemp 
then  on  hand,  as  soon  as  prepared  for  manufacture,  to  be  delivered 
at  a  certain  place  and  at  a  certain  price,  and  in  like  manner  to 
deliver  his  crop  of  the  two  succeeding  years.  The  suit  was  brought 
for  the  refusal  of  the  defendant  to  receive  and  pay  for,  at  the  con- 
tract price,  the  next  succeeding  crop  after  the  date  of  the  contract. 
Defendant  contended  that  the  contract  was  not  to  be  performed 
within  a  year,  and,  being  verbal,  was  within  the  statute.  The 
court,  in  discussing  that  case,  said : 

"The  question  has  presented  itself  whether,  as  the  crop  of  the  first  year 
succeeding  the  date  of  the  agreement  might  have  been  delivered  within  a  year 
from  that  time,  this  action  might  not  be  maintained  upon  the  stipulations 
relating  to  that  crop;  but  upon  consideration  of  the  subject  we  are  satisfied 
that  the  agreement,  though  it  consists  of  various  mutual  stipulations  which 
may  be  performed  or  violated  at  different  periods,  must,  in  view  of  the  statute, 
be  regarded  as  one  entire  contract,  as  indeed  it  is  in  fact,  and  that,  although 
some  of  its  stipulations  might  be  performed  within  the  year,  yet  as  the  agree- 
ment—that is,  the  entire  agreement,  for  there  is  but  one — is  obviously  not 
to  be  performed  within  the  year,  and  cannot  be,  no  action  can  be  maintained 
for  the  breach  of  those  stipulations  which  might  and  should  have  been  per- 
formed within  that  time.  The  statute  embraces  all  agreements  which  are 
to  be  fully  performed  within  the  year." 

The  agreement  in  that  case  to  deliver  the  second  and  third  crops 
of  hemp  was  as  much  a  part  of  the  contract  as  the  stipulation  to 
deliver  the  first.  So,  here,  the  agreement  for  the  use  of  the  two 
telephone  lines,  the  terms  upon  which  each  was  to  use  the  other's 
lines,  and  the  length  of  time  for  which  such  use  was  to  exist,  con- 
stitute just  as  much  a  part  and  as  important  an  element  in  the 
contract  as  the  provision  for  the  construction  of  the  lines.     The 


938  Ambbioan  Eleotbioai.  Cases.  [vol.  8 

Western  Union  Telegraph  Co.  v.  PennfljIvmiiiA  Go. 

completion  of  the  lines  and  connection  of  the  wires  would  not 
and  could  not  complete  this  contract  It  would  be  but  the  begin- 
ning of  the  expected  beneficial  part  of  the  same.  An  executed 
contract  is  defined  as  '^  one  in  which  the  object  of  the  contract  is 
performed."  The  violation  of  this  verbal  contract  by  appellees, 
and  the  statutory  prohibition  in  the  way  of  the  enforcement  of  it, 
will  work  injury  to  appellant,  but  it  results  from  the  neglect  of 
appellant  in  not  having  this  contract,  or  some  memorandum  there- 
of, reduced  to  writing  and  signed  by  the  parties. 
For  these  reasons,  the  judgment  is  affirmed. 


Western  Union  Telegeaph  Co.  v.  Pennsylvania  C!o. 

United  States  Oirouit  Court,  Western  Division,  Pennsylvania. 

1.  CONTBAOT  BETWEEN  RAILBOAD  COMPAirT  AND  TELEGRAPH  GOICPANT. — ^A  Con- 
tract entered  into  by  a  railway  company  and  a  telegraph  company,  exe- 
cutory in  its  character,  for  the  purpose  of  establishing  a  relationship 
between  the  parties  covering  telegraph  appliances  and  facilities  there- 
after to  be  constructed,  providing  for  their  repair  and  extension,  and 
regulating  their  use  in  the  transmission  of  railroad  business  for  the 
benefit  of  the  railroad,  and  of  commercial  business  for  the  benefit  of 
the  telegraph  company,  containing  no  words  conveying  to  the  telegraph 
company  any  title  to  the  real  property,  does  not  operate  as  a  grant  of 
any  interest  in  real  property  to  the  telegraph  company.  The  contract 
creates  a  joint  enterprise  and  ownership  and  is  terminable  at  the  option 
of  either  party  on  reasonable  notice. 

Demurrer  to  bill  in  equity.    Decided  October  6,  1903 ;  reported 
in  125  Fed.  67. 

Bush  Taggart  and  A.  M.  NeepeVy  for  complainant 

Dalzell,  Scott  &  Oordon,  for  defendant. 
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Opinion  by  Buffington,  District  Judge: 

This  is  a  demurrer  to  a  bill  in  equity  filed  by  the  Western  Union 
Telegraph  Company  against  the  Pennsylvania  Company,  lessee 
of  the  Cleveland  &  Pittsburg  Railroad  Company.  The  bill  is 
based  upon  an  agreement  entered  into  in  October,  1856,  between 
the  Western  Union  Telegraph  Company  and  the  Cleveland  & 
Pittsburg  Bailroad  Company ;  and  the  rights  of  the  complainant 
herein  considered  arise  under  that  contract,  and  an  alleged  sub- 
sequent parol  modification  thereof.  On  June  2,  1902,  the  Penn- 
sylvania Company,  the  successor  of  the  Cleveland  &  Pittsburg 
Bailroad  Company,  notified  the  telegraph  company  it  would  ter- 
minate such  contract  in  one  year  thereafter,  whereupon  the  latter 
filed  this  bill  to  compel  specific  performance,  and  to  enjoin  respond- 
ent from  terminating  the  contract.  The  respondent  has  demurred, 
and  the  questions  involved  in  such  demurrer  which  are  herein 
considered  are,  first,  whether  this  agreement  conveyed  to  com- 
plainant an  easement  or  grant  of  real  estate  in  perpetuity ;  and, 
secondly,  whether  the  contract  is  terminable  by  the  railroad  on 
reasonable  notice.  In  view  of  the  case  of  The  Western  Union 
Telegraph  Company  v.  The  Pennsylvania  Railroad  Company 
(C.  C),  120  Fed.  362,  and  the  affirmance  thereof  by  the  United 
States  Circuit  Court  of  Appeals  (123  Fed.  33),  it  is  not  necessary 
to  here  consider  any  right  claimed  by  the  bill  to  vest  in  the  com- 
plainant by  virtue  of  the  act  of  Congress  of  July  24,  1866  (14 
Stat.  221,  ch.  230).  The  case  turns  on  the  agreement  of  1856, 
and  the  meaning  and  construction  of  such  contract  are  referable  to 
its  date  of  execution.  If  the  writing  then  vested  no  interest  in 
realty,  the  actions  of  the  parties  since  have  not  enlarged  its  scope, 
for  both  have  acted  and  are  now  acting  under  it,  and  their  existing 
rights  and  status  are  derived  therefrom.  The  property  here  in- 
volved is  situate  in  Ohio  and  Pennsylvania,  and  in  these  States 
a  grant  of  realty,  by  their  statutes  of  fraud,  must  be  in  writing. 
The  common-law  requirement  in  a  conveyance  of  real  estate  is 
that  it  shall  contain  apt  words  of  conveyance,  or  manifest  a  clear 
intent  by  other  terms.  Examination  shows  that  this  writing  con- 
tains no  apt  words  of  conveyance,  nor  evidences  an  intent  to  con- 
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vey.  Its  form  is  not  that  of  a  conveyance.  It  styles  itself  not 
by  the  title  given  to  a  conveyance,  viz.,  "  lease,"  "  indenture,"  or 
"  deed,"  but  by  that  of  "  agreement "  or  "  contract;  "  and,  while 
it  is  a  mere  formal  matter,  it  will  be  noted  t^e  grantor  of  the 
alleged  realty  is  made  the  party  of  the  second  part,  and  ike 
grantee,  of  the  first  part.  Moreover,  if  this  paper  is  to  be  regarded 
as  a  conveyance,  and  its  effect  is  to  create  a  perpetual  servitude 
and  easement  on  the  property  of  the  railroad,  and  to  bind  the  tele- 
graph company,  in  perpetuity,  to  operating  and  exercising  such 
easement,  then  these  broad  powers  and  obligations  are  irrevocably 
granted  and  assumed  in  perpetuity  by  these  respective  corpora- 
tions, without  recital  of  any  statutory  authority  thereto  enabling 
them,  or,  if  such  powers  are  presumed,  no  corporate  action  author- 
izing their  exercise  by  the  executive  officers  is  recited.  The  paper 
simply  shows  exercise  of  power  by  the  executive  officers,  without 
reciting  enabling  statutory  authority  or  corporate  action.  Pre- 
sumably, this  agreement  was  made  between  parties  familiar  with 
the  forms  and  requirements  of  conveyance  and  due  corporate 
action.  It  was  between  companies  engaged  in  large  affairs.  They 
knew  what  each  meant  to  grant  and  acquire.  The  omission,  then, 
from  this  contract  of  all  form,  words,  and  terms  incident  to  a  con- 
veyance of  realty,  and  of  reference  to  authority  to  exercise  the 
broad  powers  now  imputed  to  this  writing,  is  most  significant.  If 
the  parties  intended  to  convey  and  grant,  presumably  they  knew 
how  to  express  such  interest  in  fitting  terms.  But  if  the  instru- 
ment was  capable  of  such  construction  as  to  make  it  a  conveyance, 
it  must  be  conceded  it  would  be  a  strained  one,  and  therefore  one 
to  be  resorted  to  only  in  case  it  is  not  susceptible  of  a  single,  natu- 
ral construction.  But  this  we  think  it  is.  The  paper  was  execu- 
tory. No  present  consideration  passed.  The  purpose  was  to 
establish  a  relationship  between  the  parties  covering  telegraph 
appliances  and  facilities  thereafter  to  be  constructed,  to  provide 
for  their  repair  and  extension,  and  to  regulate  their  use  in  the 
transmission  of  railroad  business  for  the  benefit  of  the  railroad, 
and  of  commercial  business  for  the  benefit  of  the  telegraph  com- 
pany.    Such  agreements  have  been  held  to  create  joint  enterprises 
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and  ownerships.  St.  Paid,  etc,  Co.  v.  Western  Union  Telegraph 
Company,  118  Fed.  511,  65  C.  C.  A.  263;  Western  Union  Tele- 
graph Company  v.  Burlington,  etc.,  R.  Co.  (C.  C),  1  Am.  Electl. 
Cas.  402,  11  Fed.  1 ;  Atlantic  &  Pacific  Tel.  Co.  v.  Union  Pacific 
Railroad  Co.  (C.  C),  1  McCrary,  541,  1  Fed.  745.  By  it  the 
railroad  was  to  secure  telegraphic  services  in  conducting  its  busi- 
ness, and  the  telegraph  company  was  to  have  the  use  of  railroad 
property,  and  the  facilities  to  carry  on  a  general  commercial  tele- 
graphic business.  In  the  original  installation  the  railroad  was 
to  furnish  in  place  poles  and  cross-arms;  the  telegraph  company 
to  furnish  wire,  insulators,  instruments,  and  patents,  and  string 
one  wire.  For  stringing  this  wire  the  railroad  was  to  pay  $30  per 
mile.  Certainly,  by  this  original  installation  of  poles,  cross- 
arms,  and  wires  thus  made  or  paid  for  by  the  railroad  company, 
and  located  on  its  own  ground,  it  cannot  be  said  that  the  telegraph 
company  acquired  any  title  to  the  land  to  which  these  fixtures  were 
attached.  For  aught  that  appears  in  the  contract,  the  telegraph 
company  had  no  express  right  of  entry  to  these  poles  or  wires.  The 
duty  of  keeping  the  line  in  order  rested  upon  the  railroad,  and 
under  the  parol  modification  the  telegraph  company  simply  fur- 
nished material,  while  the  railroad  did  the  work.  Under  a  work- 
ing contract  for  such  a  joint  undertaking,  it  is  clear  that  no  ease- 
ment or  grant  of  any  interest  in  realty  was  contemplated  or  re- 
quired. It  is  true,  the  telegraph  company  had  the  right  to  string 
another  wire  for  its  own  use;  but  this,  it  will  be  observed,  was 
on  the  poles  of  the  railroad,  and  such  right,  when  exercised,  was 
not  incident  to  ownership  created  or  vested,  but  because  the  con- 
tract expressly  allowed  it.  Indeed,  the  express  grant  of  such  right 
by  section  5  implies  that,  in  the  scrivener's  view,  such  grant  was 
essential  to  the  exercise  of  that  which  would  have  been  an  incident 
of  ownership,  if  the  telegraph  company,  by  the  agreement  as  a 
whole,  was  vested  with  a  line  easement.  The  eighth  clause  pro- 
vides that  the  railroad  company  was  not  to  allow  any  other  tele- 
graph line  or  individual  to  build  or  operate  a  line  of  telegraph  on 
or  along  the  said  railroad,  or  any  part  thereof.  Such  a  provision 
was  held,  in  the  case  of  The  Pacific  Company  v.  Western  Union 
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Telegraph  Company  (C.  C-),  4  Am.  ElectL  Cas.  232,  50  Fed.  494, 
inoompatible  with  the  contention  that  the  contract  conveyed  a 
right  to  the  real  estate,  because  it  amounts  to  an  assertion  by  the 
railroad  company  of  a  right  to  control  the  future  use  of  the  ground. 
That  the  material  furnished  by  the  telegraph  company  went  into 
the  construction  of  lines  does  not  of  itself  make  them  or  it  realty. 
Much  less  does  it  draw  to  such  personalty  ownership  of  the  par- 
ticular groimd  on  which  they  are  placed.  It  must  be  borne  in 
mind  that  they  are  so  placed  under  the  contract,  and  if  the  con- 
tention of  the  parties,  evidenced  by  that  contract,  was  that  they 
were  not  to  be  considered  realty,  they  will  be  treated  as  personalty. 
Whether  fixtures  such  as  poles^  wires,  and  rails  lose  their  charac- 
ter as  personalty  depends  in  a  great  measure  up<m.  whetlier  the 
one  who  placed  them  on  another's  ground  intended  such  a  result 
8L  Paul,  etc.,  Co.  v.  Western  Union  Telegraph  Company,  118 
Fed.  613,  55  C.  C.  A.  263 ;  Wiggins  Ferry  Co.  v.  Ohio,  etc.,  B. 
Co.,  142  U.  S.  409,  12  Sup.  Ct  188,  35  L.  Ed.  1055;  Van  Ness  v. 
Pacard,  2  Pet.  137,  7  L.  Ed.  374;  Wagner  v.  Cleveland,  etc.,  B. 
Co.,  22  Ohio  St.  563,  10  Am.  Eep.  770;  Northern  Central  R.  Co. 
V.  Canton  Co.,  30  Md.  347 ;  Toledo  R.  Co.  v.  Dunlap,  47  Mich. 
456,  11  N.  W.  271 ;  Oregon  Co.  v.  Hosier,  14  Ore.  522,  13  Pac 
300,  68  Am.  Kep.  321 ;  Western  Union  Co.  v.  Burlington  (C.  C), 
1  Am.  Elect!.  Cas.  402,  11  Fed.  1 ;  Tifft  v.  Horton,  53  K  Y.  380, 
13  Am.  Rep.  637.  To  these  may  be  added  Apsden  v.  Austin,  5 
A.  &  Ellis  (N.  S.),  671,  where  the  court  said: 

"  It  is  possible  that  each  party  to  the  present  instrument  maj  have  con- 
tracted on  the  supposition  that  the  business  would  be  carried  on,  and  the 
service  in  fact  continued,  during  the  three  years,  and  yet,  neither  party 
might  have  been  willing  to  bind  himself  to  that  effect;  and  it  is  one  thing 
for  the  court  to  effectuate  the  intention  of  the  parties  to  the  extent  to  which 
they  may  have  even  imperfectly  expressed  themselves,  and  another  to  add 
to  the  instruments  all  such  covenants  as  upon  a  full  consideration  the  court 
may  deem  fitting  for  completing  the  intention  of  the  parties,  but  which  they 
either  purposely  or  unintentionally  have  omitted.  The  former  is  but  the 
application  of  a  rule  of  construction  to  that  which  is  written.  The  latter 
adds  to  the  obligations  by  which  the  parties  have  bound  themselves,  and  is, 
of  course,  quite  unauthorized,  as  well  as  liable  to  great  practical  injustice 
in  the  application." 
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The  agreement  then  being  one  for  the  furtherance  of  a  joint 
enterprise,  and  not  for  the  grant  of  an  interest  or  easement  in 
realty,  we  are  of  opinion  it  was  terminable  at  the  option  of  either 
party  on  reasonable  notice.  No  time  was  specified  for  its  contin- 
uance, but  clearly,  under  the  terms  of  this  contract,  its  subject- 
matter,  and  the  objects  in  view,  the  failure  to  specify  any  time 
could  not  imply  that  this  agreement  was  for  all  time.  As  is  the 
case  in  many  joint  enterprises  without  time  limit,  the  parties 
probably  assumed  the  success  of  the  enterprise  and  benefits  accru- 
ing therefrom  to  the  parties  afforded  a  guaranty  of  indefinite  con- 
tinuance. The  outcome  justified  such  belief,  for  this  contract, 
without  provision  for  continuance,  has,  through  the  advantages 
accruing  to  both  parties,  worked  its  own  extension  for  nearly  50 
years.  The  view  that  the  contract,  being  without  limit,  was  term- 
inable, is  in  accord  with  the  authorities.  Echols  v.  New  Orleans 
R.  Co,,  52  Miss.  610,  was  a  contract  for  cord  wood  to  be  furnished 
without  limit  of  time,  save  that  it  was  to  ^^  continue  as  long  as 
satisfaction  be  given  by  the  contractors."  It  was  held  terminable 
on  reasonable  notice,  although  there  was  no  default  of  the  con- 
tractors, the  court  saying: 

"  Perpetual  contracts  of  this  character  will  not  be  tolerated  by  the  law,  or, 
rather,  will  not  be  enforced  as  imposing  an  eternal  and  never-ending  burden. 
An  agreement  to  furnish  a  support  or  service  or  a  particular  commodity  at  a 
specified  price,  or  to  do  a  certain  thing  without  specification  as  to  time,  will 
be  construed  either  as  terminable  at  pleasure,  or  as  implying  that  the  thing 
to  be  done  shall  be  implied  within  a  reasonable  time,  and  the  obligations 
shall  cease  with  the  same  limitation.  Any  other  theory  than  this  would 
subject  incautious  persons — a  class,  it  may  be  remarked,  which  includes  the 
majority  of  mankind — into  lifelong  servitudes,  and  greatly  fetter  and  em- 
barrass the  commerce  of  the  world.  Indeed,  it  may  be  said  that  any  other 
theory  is  a  moral  and  practical  impossibility,  and,  if  indulged  in  by  the  courts, 
could  not  be  enforced  in  the  ordinary  concerns  of  life.' 


» 


In  Jones  v.  Newport  News  Co.,  65  Fed.  736,  13  C.  C.  A.  95,  a 
coal  tipple  and  trestle  were  constructed  by  a  warehouseman  under 
an  agreement  with  the  railroad  that  it  would  construct  a  switch 
thereon  and  deliver  coal  to  him.  There  was  no  agreement  as  to 
time.  It  was  held  the  railroad  company  could  terminate  the  switch 
right,  the  court  saying: 
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"  It  is  not  alleged  that  either  the  defendant  or  his  predecessor  agreed  to 
keep  the  switch  in  the  main  line  for  any  definite  time,  or  that  either  ex- 
pressly agreed  to  keep  it  there  forever.  The  plaintiff  contends  that,  nothing 
haying  been  said  as  to  time,  the  implication  is  that  the  switch  was  to  bt 
maintained  at  all  times;  i.  e,,  forever.  Such  a  construction  is  quite  at 
variance  with  the  views  of  the  Supreme  Court,  as  expressed  in  Texas  d  P. 
Railroad  Co,  v.  City  of  Marahall,  136  U.  S.  393  ( 10  Sup.  Ct.  846,  34  L.  Ed. 
385)." 

In  the  case  of  The  B.  &  0.  R.  B.  Co.  v.  The  Ohio  Company,  re- 
ferred to  in  the  case  of  The  Chattanooga  Co.  v.  Cincinnati  Co. 
(O.  C),  44  Fed.  456,  it  was  held  that  though  there  was  a  grant 
by  the  Ohio  &  Miss.  Ey.  Co.  that  the  B.  &  O.  R  R.  Co.  "  shall  have 
the  exclusive  right  to  forward  express  matter  over  the  said  rail- 
road of  the  party  of  the  second  part/'  and  the  latter  company  had 
established  and  opened  offices  all  along  the  line  of  the  railroad 
of  the  Ohio  &  Mississippi  Company,  and  had  acted  under  a  con- 
tract for  some  years,  it  was  nevertheless  terminable  by  the  Ohio  & 
Mississippi  Company.  Coffin  v.  Landis,  46  Pa.  432,  was  an  agree- 
ment without  specification  of  time  continuance.  This  the  court 
refused  to  regard  as  perpetual,  saying: 

"  It  is  evident,  then,  that  were  we  so  to  construe  the  agreement  as  to  hold 
obligatory  upon  the  one  party  to  employ,  and  upon  the  other  party  to  serve, 
during  any  period,  we  should  be  in  danger  of  imposing  liabilities  which  both 
parties  purposely  avoided  assuming.  And  if  it  be  admitted  that  neither  of 
the  parties  contemplated  a  severance  of  the  relation  formed  by  the  contract^ 
at  the  will  of  the  other  party,  it  does  not  follow  that  we  are  at  liberty  to 
treat  the  agreement  as  containing  a  covenant  against  it.  That  would  be  to 
make  an  expectation  of  results  equivalent  to  a  binding  engagement  that  they 
should  follow." 

Without  discussing  at  length  cases  cited  by  counsel  for  the  tele- 
graph company,  of  which  the  Mississippi  Logging  Co.  v.  Bobson, 
69  Fed.  775,  16  C.  C.  A.  400;  Great  Northern  By.  Co.  v.  Man- 
chester, S.  £  L.  By.  Co.,  5  De  Gex  &  S.  Ch.  Rep.  138,  and  Llanelly 
By.  Co.  V.  London  &  Northwestern  By.  Co.,  7  H.  L.  550,  are  ex- 
amples, it  will  be  observed  that  present  and  valuable  considerations 
in  each  case,  on  the  execution  of  the  several  agreements,  passed 
to  the  party  that  afterwards  sought  to  terminate.     Moreover,  in 
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considering  the  English  cases,  regard  must  be  had  to  the  statutory 
right  of  the  railroad,  by  appropriate  proceedings,  to  compel  a  run- 
ning arrangement  of  the  general  nature  provided  by  the  agree- 
ment Holding  the  agreement  nonterminable  was  therefore,  in 
effect,  but  giving  the  railroad  what  it  could  secure  by  statutory 
proceedings. 

After  full  consideration,  we  are  of  opinion  the  present  agree- 
ment conveyed  no  interest  or  easement  in  realty,  and  that  it  was 
terminable  on  reasonable  notice,  for  which  latter  conclusion  we 
find  support  in  Texas,  etc..  By.  Co.  v.  City  of  Marshall,  136  U.  S. 
407,  10  Sup.  Ct  846,  34  L.  Ed.  386.  We  are  also  of  opinion  the 
relation  between  the  parties  was  one  of  joint  ownership  and  inter- 
est in  the  personalty  subject  to  this  particular  agreement,  but  the 
extent  of  that  ownership  or  interest  is  not  here  involved  or  deter- 
mined. 

Our  view  of  both  the  two  questions  noted  in  the  early  part  of 
this  opinion  being  with  the  respondent,  a  decree  sustaining  the 
demurrer  to  that  extent  may  be  drawn. 


Coatraots  batipreea  railroad  aad  telesr*pl&  oompanies;  grmmt  of 
Aoat  in  rislit  of  way;  effect  of  mers^r  of  telegraph  oompanies. — 

In  the  case  of  8t.  Paul,  Minneapolis  d  Manitoba  Ry,  Co,  v.  Western  Union 
Tel.  Co.,  118  Fed.  497  (Circuit  Court  of  Appeals,  8th  Circuit),  the  following 
facts  appear:  A  railroad  company  entered  into  a  contract  with  certain  per- 
sons by  which  the  latter  agreed  to  construct,  maintain  and  operate  a  tele- 
graph line  along  the  right  of  way  of  the  railroad  company  upon  certain  terms 
and  conditions  relating  to  the  cost  of  construction  and  maintenance,  its  re- 
newal, and  its  operation  for  the  benefit  of  both  parties.  The  contract  con- 
tained no  limitation  as  to  time,  and  provided  that  as  the  railroad  was  extended 
along  its  right  of  way,  the  other  parties  should  continue  the  line  of  tele- 
graph along  the  line  of  railroad  upon  the  same  terms  and  con- 
ditions. It  contained  a  further  provision  that  the  railroad  company, 
**  does  hereby  grant  to  the  said  parties  of  the  first  part,  for  the 
uses  and  purposes  of  this  contract  and  to  keep  off  competing  lines,  the  ex- 
clusive right  of  way  for  the  lines  of  telegraph  along  and  upon  the  lands  of 
the  party  of  the  second  part,  as  far  as  can  be  legally  done;  and  it  is  hereby 
mutually  agreed  that  this  contract  shall  be  binding  upon  the  successors, 
representatives,  and  assigns  of  both  parties  hereto/'  It  was  held  that  such 
contract  was  not  a  present  grant  of  an  estate  or  interest  in  the  railroad 
right  of  way  to  be  held  and  enjoyed  by  the  grantees  for  all  time,  independ- 
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ently  of  the  proyisions  of  the  agreement,  but  that  the  grant  was  only  intended 
to  continue  so  long  as  the  contract  should  continue  in  force,  and  that  it  wai 
within  the  power  of  the  parties  or  their  sueoessors  to  terminate  the  same 
by  subsequent  parol,  agreements.  Such  contract  eould  in  no  event  be  cob- 
strued  as  granting  a  right  in  the  nature  of  an  easement  in  any  right  of  way 
which  had  not  at  the  time  been  acquired  or  located  by  the  railroad  company. 
Such  contract  may  be  superseded  by  a  new  contract  between  the  railrotd 
eompany  and  a  telegraph  company  succeeding  to  the  interest  of  the  persons 
named  in  the  original  contract. 

It  further  appeared  that  the  company  succeeding  to  the  rights  of  muk 
persons  subsequently  transferred  all  their  lights  and  interests  under  the 
contract  to  the  Western  Union  Telegraph  Company.  Negotiations  were  then 
entered  into  between  the  railroad  company  and  the  Western  Union  Tde- 
graph  Company  whereby  such  parties  agreed  jointly  to  construct  telegraph 
lines  along  the  railroad  right  of  way,  for  the  construction  of  which  they  both 
contributed.  It  was  held  that  under  such  contract  the  parties  were  equal 
joint  owners  of  the  lines  constructed;  and  that  on  the  termination  of  the 
contract  the  telegraph  lines  did  not  become  the  property  of  the  railroad 
company  because  attached  to  its  right  of  way,  nor,  on  the  other  hand,  did 
the  telegraph  company  have  a  perpetual  easement  in  such  right  of  way  en- 
titling it  to  maintain  its  lines  thereon  without  compensation. 
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Statute  authorizing  construction  and  use  of  electrical  conduits  con- 
strued so  as  to  exclude  persons  who  had  not  secured  franchise  for 
use  of  streets. 
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Owners  of  such  conduits  have  no  title  in  the  streets;  such  con- 
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New  England  Teleph.  k  Teleg.  Co.  v.  Boston  Term.  Co 
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Co 945 

For  electric  light.    See  Electbio  Light. 

CROSS-ABMS. 
Defective,  injury  to  employees. 

See  EicPLOTEBB. 

DEFECTIVE  INSULATION. 
See  Electric  Ligut;  Employees;  Wibes. 

DEFECTIVE  POLES  AND  CROSS-ARMS. 
Oauaing  injuries  to  linemen 

See  Employees. 

ELECTRICAL  APPLIANCES. 
See  Electric  Light;  Employees;  Highways;  Poles;  Wibbs. 

ELECTRICITY. 
Duty  to  prevent  aooidente, — Those  who  manufacture  or  use  electricity 
for  private  advantage  must  do  so  at  their  peril.  The  only  way  to 
prevent  accidents  where  a  deadly  current  is  used  is  to  have  perfect 
protection  at  those  points  where  people  are  liable  to  come  in  contact 
with  it. 

Lexington  Railway  Co.  v.  Fains,  Adm*r 499 

Perfect  insulation  required  at  places  of  probable  contact, — See  note  to 

Lexington  Railway  Co.  v.  Fains,  Adm*r 605 

Defective  insulation. 

See  Wires;  Employees. 

ELECTRIC  LIGHT. 
See  Arutting  Owners;  Employees;  Highways;  Poles;  Wires. 
Franchise  for  electric  street  railway  coupled  with  lighting  privilege. — 
A  franchise  for  the  use  of  streets  for  an  electric  railway  and  also 
granting  a  privilege  to  erect  poles  and  wires  for  electric  lighting 
purposes  cannot  be  disconnected  so  as  to  pertnit  an  assignment  of 
the  privilege  of  erecting  electric  light  wires  and  poles  to  one  not 
owning  or  operating  the  electric  railway. 

Carthage  v.  Carthage  Light  Co 143 
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Contracts  icith  municipaUtiea,  Ten  years  not  on  unreasonable  length 
of  time  for  the  running  of  a  contract. 

Denver,  City  of,  v.  Hubbard 291 

A  contract  for  such  a  time  does  not  create  or  tend  to  create  a 
monopoly.  Idem. 

The  execution  of  such  a  contract  is  not  a  surrender  of  the  legislatiye 

powers  of  the  city  council.  Idem. 

An  offer  by  another  company  to  furnish  light  for  a  less  sum  than 

that  stupulated  does  not  affect  its  validity.  Idem. 

Action  on  lighting  contract, — ^An  ordinance  granting  an  electric 
light  franchise  providing  for  furnishing  electric  lights  to  the  city 
for  a  stipulated  price,  is  a  contract  binding  upon  company  and  city. 
The  failure  of  the  company  to  place  wires  underground  and  paint 
its  poles  does  not  affect  an  action  on  such  contract. 

Kaukauna  Elect.  Light  Co.  v.  City  of  Kaukauna 348 

The  failure  of  the  company  to  indemnify  the  city  from  damages  is  no 
defense  to  such  an  action. 

But  the  failure  to  furnish  additional  lights  as  required  by  the  ordi- 
nance, if  the  city  has  not  voluntarily  received  any  of  the  benefits 
therefrom  precludes  recovery.  Idem. 

Municipality  may  erect  and  operate  lighting  system,  and  a  proposi- 
tion need  not  be  submitted  to  a  popular  vote  before  a  debt  can  be 
incurred  under  N.  C.  Const.,  Art.  7,  §  7. 

Fawcett  v.  Town  of  Mt.  Airy 841 

Potoer  to  light  streets  and  public  buildings  is  one  of  implication, 
where  it  is  not  specially  conferred ;  and  the  power  to  light  includes 
the  power  to  build  and  operate  a  lighting  system.  Idem. 

Submission  of  contract  to  vote  of  electors  is  required  under  a  statute 
requiring  the  board  of  aldermen  to  provide  for  an  election  to  vote 
upon  the  question  as  to  whether  a  contract  for  furnishing  lights 
to  the  city  should  bo  executed.  Without  such  submission  the  con- 
tract is  invalid. 

Wadsworth  v.  City  of  Concord 816 

A  contract  is  unreasonable  and  invalid  which  runs  for  30  years  and 
calls  for  the  payment  of  an  amount  from  30  to  50  per  cent,  in  ex- 
cess of  that  paid  for  similar  services  in  other  places. 

Le  Fever  v.  Northwestern  Heat,  Light  &  Power  Co 830 

Contract  from  year  to  year;  renewal,  see 

Howell  Elect.  L.  &  P.  Co.  v.  Village  of  Howell 868 

Power  of  mimicipal  board  to  contract  for  light,  see 

Reid   V.   Trowbridge 868 

Municipal  contract  for  street  lighting  under  New  Jersey  statute,  see 

Piatt  y.  City  of  Englewood 864 
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ELECTRIC  LIGHT   {Continued). 
Contaot  with  jmUey  wire. — ^An  electric  light  company  is  liable  for  in- 
jury caused  by  contact  with  a  pulley  wire  used  in  lowering  or  hoist- 
i|ig  an  arc  lamp  which  had  become  charged  by  contact  with  the  feed 
wire  of  an  electric  lamp. 

Lexington  Railway  Co.  v.  Fains,  Admr 480 

Death  caused  by  shook  while  standing  near  an  electric  light  pole. — 
The  question  as  to  whether  or  not  an  electric  light  company  is 
negligent  ija.  its  failure  to  inspect  its  lamps  and  discover  a  defect 
Clausing  death  by  electric  shock  to  a  person  standing  near  an  elec- 
tric light  pole  is  within  the  proper  province  of  a  jwcj. 

Lutof  V.  United  Electric  Light  Co 606 

Qross  negligence  of  an  electric  light  company, — ^The  failure  of  the 
company's  employees  in  charge  of  its  power  house  to  turn  off  the 
electric  current  upon  being  informed  that  an  electric  light  pole 
near  which  the  accident  occurred,  was  on  fire,  and  the  failure  by  an 
inspector  of  the  company  to  inspect  such  pole  and  lamps  within  a 
reasonable  time  after  being  informed  of  its  condition  was  sufficient 
to  justify  a  finding  that  the  company  was  grossly  negligent.  IdflM. 

Contact  with  live  guy  wire;  contributory  negligence. — Voluntary  con- 
tact with  a  guy  wire  of  an  electric  light  post,  with  the  knowledge 
that  such  wire  was  charged  with  electricity,  whereby  death  was 
caused,  does  not  oonclusively  establish  contributory  negligence, 
where  it  appears  that  the  current  had  been  running  over  such  wire 
lor  several  days  with  notice  to  the  defendant  and  that  such  wire 
had  been  handled  by  various  parties  during  that  time. 

South  Omaha  Water  Works  Co.  v.  Voseck 612 

Oi*y  wire  charged  unth  electricity. — A  defendant  electric  light  com- 
pany is  required  to  exercise  all  reasonable  precaution  against  pass- 
ing a  dangerous  current,  etc.,  through  a  guy  wire  attached  to  a  pole 
on  a  vacant  unenclosed  lot  in  a  densely  peopled  part  of  a  city. 

New  Omaha  Thomson-Houston  Electric  Light  Co.  v.  John- 
son   617 

Obligation  of  electric  light  company  to  protect  its  patrons. — ^The  pat- 
rons of  an  electric  light  company  may  presume  that  they  will  not 
be  injured  in  attempting  to  use  that  which  the  company  sells  and 
that  it  will  do  all  that  human  care,  vigilance  and  foresight  can 
reasonably  do  consistent  with  the  practical  operation  of  its  plant  to 
protect  those  who  use  its  electric  light. 

Denver  Consolidated  Electric  Company  v.  Lawrence 617 

Specific  act  or  omission  causing  accident. — ^The  plaintiff  is  not  re- 
quired to  point  out  the  specific  act  or  omission  of  the  electric  light 
company  which  caused  the  accident  where  it  appears  that  he  re- 
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ceived  a  shock  of  electricity  while  engaged  in  turning  on  a  light 
and  that  the  electric  wires  were  overcharged  and  the  appliances 
were  defective.  Idem. 

Eridence  considered  and  held  sufficient  to  sustain  verdict.  Idem. 

Duty  of  inspection. — Reasonable  prudence  and  caution  required  of 
electric  light  companies  selling  electricity  for  lighting  purposes  to 
maintain  a  system  of  frequent  inspection.  Idem. 

ELECTRIC  LIGHT  COMPANY. 
See   Employees;    Eminent   Domain;    Franchisk;    High- 
ways; MuNiciPAijTiEs ;  Poles;  Streets;  Wires. 
Bond  to  secure  completion  of  works  may  be  exacted  of  a  corporation 
to  which  an  electric  light  franchise  is  granted.     Sum  specified  may 
be  considered  as  liquidated  damages. 

City  of  Salem  v.  Anson 44 

Bleotric  conduits. — Statute  authorizing  use  of  electric  conduits  does 
not  confer  an  absolute  franchise  in  the  street. 

Boston  Electric  Light  Co.  v.  Boston  Terminal  Co 60 

Municipality  may  compete  by  erecting  and  operating  its  own  system 
after  granting  a  franchise  to  an  electric  company. 

City  of  Joplin  v.  Southwestern  Missouri  Light  Co 00 

A  gas  company  having  an  exclusive  right  to  the  use  of  city  streets  for 
furnishing  gas  to  a  city  which  is  also  granted  an  electric  lighting 
franchise,  cannot  assert  its  exclusive  privilege  to  the  detriment  of 
an  electric  light  company  which  has  subsequently  acquired  a  fraa- 
chise  from  the  city. 

People's  Elect.  light  &  P.  Co.  t.  Capital  Gas  &  Elect.  L.  Co.  71 

Mortgage  of  franchise. — ^An  electric  light  and  power  company  having 
franchise  from  a  city  for  the  use  of  its  streets  may  mortgage  its 
property  and  franchise  without  the  consent  of  the  Legislature. 

American  Loan  &  Trust  Co.  v.  Gkneral  Electric  Co 117 

Designation  of  number  and  location  of  lamps  need  not  be  by  ordi- 
nance. 

Baxter  Springs  v.  Baxter  Springs  Light  and  P.  Co 126 

€feneral  statute  authorizing  a  fra/nohise  for  light  and  water  is  not 
sufficient  to  authorize  a  franchise  to  an  electric  light  company. 
The  court  took  judicial  notice  of  the  fact  that  when  the  statute  was 
passed  the  Legislature  did  not  contemplate  the  possibility  of  the 
use  of  electricity  for  the  lighting  of  public  streets. 

Carthage   v.  Carthage   light   Co 143 
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Repeal  of  ordinance  granting  franchise  not  authorized  where  company 
has  complied  with  its  terms. 

Phillipsburg  Elect.  L.  H.  &  P.  Co.  y.  PhiUipsburg 149 

U96  of  Streets  under  New  Jersey  statute,  in  boroughs,  see 

Point  Pleasant  Elect.  L.  &  P.  Co.  y.  Borough  of  Bay  Head         230 

Until  the  borough  council  passes  an  ordinance  regulating  the  use  of 
the  borough  streets,  or  prescribing  the  manner  in  which  electric 
light  companies  shall  exercise  their  street  priyileges^  an  electric 
light  company  which  has  obtained  the  consent  of  the  owners  of  the 
soil  may  string  its  wires  in  the  public  streets  of  the  borough.  Idem. 

Officers  of  borough  restrained  from  interference. — ^The  borough  and 
its  officers,  who  claim  the  right  to  cut  such  wires  because  strung  in 
the  borough  streets  without  the  previous  action  of  the  borough 
council,  will  be  restrained  by  preliminary  injunction  from  such 
cutting.  The  injury  to  the  complainant  company  is  continuous, 
and  threatened  to  be  repeated,  and  is  not  one  for  which  adequate 
damages  can  be  recovered  at  law.  Idem. 

Use  of  streets  by  electric  light  company  where  fee  is  in  city, — ^Where 
the  fee  to  public  streets  is  in  a  municipality,  it  may  authoriiee 
private  corporations  or  individuals  to  erect  electric  light  polee  on 
its  streets  and  stretch  wires  thereon,  for  the  purpose  of  furnishing 
light  for  the  use  of  the  municipality  and  its  citizens,  provided  they 
do  not  materially  obstruct  the  use  of  the  streets  for  public  travel. 

McWethy  v.  Aurora  Elect.  Light  &  P.  Co 220 

Abutting  owners  not  entitled  to  compensation. 

Gulf  Coast  Ice  Mfg.  Co.  v.  Bowers 220 

Ejectment  by  abutting  owners. — A  person  occupying  part  of  a  street 
with  poles  and  appliances  for  lighting  the  street,  in  pursuance  of 
a  contract  made  with  the  municipal  authorities  under  New  Jersey 
Act  May  22,  1894  (P.  L.  p.  477),  has  such  rightful,  exclusive  pos- 
session of  the  part  so  occupied  as  will  support  a  plea  of  not  guilty  in 
an  action  of  ejectment  brought  by  the  owner  of  the  soil.  But  the 
right  of  such  a  person  to  use  the  street  in  the  immediate  vicinity 
of  his  poles  and  appliances  for  the  purpose  of  maintaining  them 
is  not  capable  of  supporting  such  a  plea. 

French  v.  Robb 238 

Effect  of  furnishing  light  to  private  persons. — If  a  person  who  has 
rightfully  placed  poles  and  wires  in  a  street  for  the  purpose  of 
lighting  the  street  uses  them  wrongfully  for  private  lighting,  he 
does  not  thereby  lose  his  right  to  maintain  them  as  against  the 
owner  of  the  soil.  •  Idem. 
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Use  by  private  lighting  company  ia  a  diverHon. — ^The  placing  by  a  pri- 
Tate  lighting  company  of  poles  at  the  curb  in  a  street,  and  the 
stringing  thereon  of  electric  light  cable  lines  and  wires  for  the  pur- 
pose of  furnishing  light  and  energy  to  private  takers,  is  a  diversion 
of  the  street  from  the  purposes  to  which  it  was  dedicated,  and  is  a 
taking  of  the  property  of  the  abutting  owner,  within  the  meaning  of 
section  19  of  the  bill  of  rights.  And  such  placing  of  poles,  lines, 
and  wires  is  none  the  less  an  unauthorized  taking,  even  though  it  be 
consented  to  by  the  city  authorities. 

Callen  v.  Columbus  Edison  Elect.  Co 243 

Injunction  restraining  use. — ^And  where  it  appears  that  the  acts  of 
the  lighting  company  in  so  placing  its  poles,  lines,  and  wires  were 
done  without  the  knowledge  or  consent  of  the  lot  owner,  and  that 
their  maintenance  will  work  injury  to  his  property,  appreciable  in 
character  and  amount,  such  owner  has  a  right  to  an  injunction 
against  such  maintenance,  and  an  order  for  removal.  Idem* 

Rights  of  abutting  owners  to  compensation  for  use  of  streets  by  elec- 
tric light  companies,  see  note  to 

Callen  v.  Columbus  Edison  Elect.  L.  Co 261 

Electric  light  transformers;  right  of  company  to  charge  therefor;  un- , 

fust  discrimination. — It  is  an  unjust  discrimination  for  an  electric 
light  company  to  refuse  to  furnish  to  a  customer  a  transformer  or 
converter  for  the  purpose  of  reducing  the  current  from  the  main  line 
so  as  to  permit  of  its  safe  use  for  electric  lighting  purposes  in  a 
house,  without  an  extra  charge  therefor,  where  it  appears  that  such 
company  has  furnished  such  instruments  to  other  customers  with- 
out extra  pay. 

Snell  V.  ainton  Elect.  Light,  H.  &  P.  Co 879 

EMINENT  DOMAIN. 
Public  use, — ^The  erection  and  maintenance  of  a  dam  to  obtain  water 
to  procure  power  to  generate  electricity  for  the  operation  of  a  rail- 
road does  not  constitute  a  public  use. 

Avery  v.  Vermont  Electric  Co 171 

BaUroad  right  of  way, — ^A  telegraph  company  seeking  to  acquire  for 
its  use  a  portion  of  a  railroad  right  of  way  must  show  that  the  ease- 
ment sought  to  be  appropriated  will  not  in  material  degpree  interfere 
with  the  practical  uses  to  which  the  railroad  company  is  authorized 
to  put  such  right  of  way. 

Cleveland,  C,  C.  &  St.  L.  Ry.  Co.  v.  Ohio  Postal  Teleg.  Cable 
Co 162 
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The  measure  of  damagea  is  the  amount  of  decrease  in  the  valnA  of  the 
use  of  the  right  of  way  for  railroad  purposes  which  will  result  from 
the  easement  appropriated  by  the  telegraph  company.  IdcnL 

Domestic  telegraph  company  organized  as  an  auxiliary  of  a  corpora- 
tion of  another  state  may  acquire  railroad  right  of  way  by  con- 
demnation. 

Oregon  Short  Line  R.  Co.  y.  Postal  Teleg.  Cable  Co 267 

Power  may  be  exercised  under  general  Ut/u?  (Idaho  Rev.  Stats. 
S  5210),  provided  it  does  not  interfere  with  the  use  to  which  the 
right  of  way  was  originally  dedicated,  and  the  use  by  the  telegraph 
company  is  a  more  necessary  use.  Idem. 

Power  of  telegraph  company  under  Post  Roads  Act, — Law  of  Indiana 
authorizes  condemnation  by  telegraph  company  of  railroad  right 
of  way. 

Postal  Teleg.  Cable  Co.  v.  Chicago,  I.  &  L.  Ry.  Co 279 

Constitutionality  of  South  Carolina  statute  authorizing  condemna- 
tion of  railroad  right  of  way  by  telephone  company,  see 

South  Carolina  &  Georgia  R.  Co.  v.  American  Teleph.  & 
Teleg.  Co 280 

Rights  of  telegraph  company  under  Colorado  statute,  see 

Union  Pac.  R.  Co.  v.  Colorado  Postal  Teleg.  Co 27& 

Georgia  statute  conferring  power  of  condemnation  authorizes  acquisi- 
tion of  railroad  right  of  way  by  telegraph  company. 

Savannah,  Florida  &  W.  Ry.  Co.  v.  Postal  Teleg.  Co 278 

Condemnation  of  railroad  right  of  way  independent  of  statute;  selec- 
tion of  location;  appraisal  of  damages,  see 

Postal  Teleg.  Cable  Co.  v.  Oregon  State  Line  R.  Co 281 

Arkansas  statute,  right  under,  and  constitutionality,  see 

St.  Louis  Sl  San  Francisco  R.  Co.  v.  Southwestern  Teleph. 
&  Teleg.  Co 282 

Montana  statute  authorizing  condemnation,  see 

Postal  Teleg.  Cable  Co.  v.  Oregon  Short  Line  R.  Co 282 

EMPLOYEES. 

Injury  to  lineman  by  contact  with  live  wire;  knowledge  of  vice-prtnei- 
pal  that  wires  were  charged. — A  lineman  was  injured  while  work- 
ing on  one  of  the  poles  of  an  electric  light  company  by  coming  in 
contact  with  a  charged  wire.  He  had  no  knowledge  that  the  wire 
was  charged  with  electricity,  but  this  fact  was  known  to  the  repre- 
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sentatiyes  of  the  electric  light  company.  The  wires  upon  the  pole 
were  improperly  placed.  It  was  held  that  the  defendants  were 
guilty  of  negligence. 

General  Electric  Co.  v.  Murray 708 

Allegation  a*  to  defendant's  knowledge  of  negligent  construction. — 
An  allegation  that  the  construction  of  the  wires  causing  the  injury 
was  defective,  and  that  the  plaintiff  had  no  knowledge  of  the  same 
prior  to  the  time  he  was  injured  and  that  the  defendants  negli- 
gently and  carelessly  operated  said  electric  wire,  and  permitted  said 
deadly  current  of  electricity  to  be  transmitted  over  and  through  said 
electric  wire,  as  aforesaid,  without  warning  to  the  plaintiff,  is  suf- 
ficient. Idem. 

Fallow  servants;  street  car  conductor  injured  by  negligence  of  car 
inspector. — ^A  conductor  of  a  street  car  and  a  car  inspector  em- 
ployed by  a  street  railway  company  to  inspect  the  electrical  ap- 
paratus of  its  street  cars  are  fellow  servants;  the  company  is  not 
liable  for  the  death  of  a  conductor  caused  by  the  negligence  of  the 
inspector. 

Sugard  v.  Union  Traction  Co 687 

Injury  to  lineman  by  falling  from  telegraph  pole;  evidence  as  to  use 
of  safety  strap. — ^Where  in  an  action  brought  by  a  lineman  for  in- 
injuries  received  by  falling  from  a  telegraph  pole  because  of  aa 
electric  shock  received  by  contact  with  a  charged  wire,  the  manager 
in  charge  of  the  work  had  testified  that  the  accident  would  not  have 
occurred  if  the  plaintiff  had  made  sure  the  current  was  off  before 
beginning  his  work,  or  if  he  had  used  a  safety  strap  to  prevent 
falling,  it  was  held  proper  to  admit  testimony  as  to  the  manager's 
statement  that  the  plaintiff  was  not  to  blame  for  the  accident. 
The  question  of  contributory  negligence  of  the  plaintiff  in  failing 
to  attach  himself  to  the  pole  by  means  of  a  safety  strap  is  for  the 
jury  to  decide  in  the  light  of  all  the  conditions  disclosed  by  the 
evidence. 

Black  V.  Rocky  Mountain  Bell  Telephone  Co 724 

Foreman  as  vice-principai. — A  foreman  in  charge  of  and  engaged  in, 
the  work  in  which  the  lineman  was  engaged  when  injured  might 
properly  be  assumed  to  be  a  vice-principal,  and  not  a  fellow  servant.      Idem. 

Superior  servant  rule. — The  superior  servant  rule  as  a  limitation 
upon  a  master's  exemption  from  liability  to  the  servant  for  the 
negligence  of  a  fellow  servant  does  not  obtain  in  New  Jersey. 

Miller  v.  New  York  &  New  Jersey  Telephone  Co 742 
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Foreman  as  vice-principaL — ^A  defendant  telegraph  company  employed 
a  general  superintendent  to  take  charge  of  the  erection  of  telegraph 
wires,  and  such  superintendent  designated  a  foranan  to  direct  the 
men  under  him  in  the  performance  of  their  work.  The  evidence 
was  considered  and  held  sufficient  to  show  that  a  person  designated 
as  foreman  was  acting  in  such  capacity  when  the  lineinan  was  in- 
jured. The  fact  that  such  foreman  received  no  greater  wages  than 
the  other  linemen  was  inmiaterial  as  bearing  upon  the  question  as 
to  whether  the  foreman  was  a  vice-principaL 

Frits  V.  Western  Union  Telegraph  Co 7)0 

Injury  to  employee  of  dty;  UahiUty  of  oity, — ^A  city  is  liable  for  the 
negligence  of  its  superintendent  employed  to  direct  the  operation 
of  a  fire  alarm  system  causing  injury  to  a  person  employed  by  him. 

Wagner  v.  City  of  Portland JTl 


Injury  caused  by  negUgenoe  of  fellow  servant, — ^Where  the  injury 
caused  by  the  negligence  of  fellow  servants  he  cannot  recover,  unless 
it  be  shown  that  the  city  was  negligent  in  failing  to  adopt  such 
precautionary  measures  as  would  have  prevented  the  injury.  Idem. 

Adoption  of  rules, — ^A  city  is  not  liable  for  a  failure  to  adopt  rules 
for  the  guidance  of  employees  engaged  in  cutting  electric  wires  be- 
longing to  a  fire  alarm  system.  Idem. 

Use  of  rubber  gloves  and  boards  to  stand  upon. — ^An  employee  will  be 
deemed  to  have  assumed  the  risk  of  his  employment  where  he  is 
working  in  connection  with  electric  wires  for  two  and  a  half  months 
without  the  protection  of  rubber  gloves  and  wooden  boards  to  stand 
upon.  Idem. 

Knowledge  of  danger. — ^An  employee  cannot  be  said  to  be  without 
knowledge  of  the  danger  of  his  employment  where  he  has  been 
warned  from  time  to  time  of  the  danger  of  being  killed  while  per- 
forming his  duties  in  proximity  to  electric  light  wires,  and  to  have 
heard  his  fellow  servants  say  that  they  had  received  shocks  while 
in  the  same  employment,  and  who  had  witnessed  the  effect  of  elec- 
tricity on  a  horse  communicated  by  a  sagging  wire.  Idem. 

Expert  testimony  as  to  stringing  tcires. — Expert  testimony  is  ad- 
missible for  the  purpose  of  showing  the  number  of  linemen  which 
should  be  employed  in  stringing  telegraph  wires  over  feed  wires 
of  electric  light  companies,  und  us  to  where  such  linemen  should  be 
stationed. 

Fritz  V.  Western  Union  Telegraph  Co 730 

Admissibility  of  evidence  as  to  methods. — ^Evidence  is  admissible  to 
show  ordinary  and  usual  methods  existing  among  telegraph  and 
telephone  companies  in  regard  to  providing  insulators,  and  as  to 
the  number  of  wires  that  should  be  strung  at  any  one  time.  Idas. 
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Electric  light  poles;  defective  rods, — ^An  electric  light  company  held 
liable  for  injuries  to  employee  caused  by  defective  iron  tubes  sup- 
porting electric  lamp. 

Dupree  v.  Tamborilla 779 

Failure  to  inspect, — ^Electric  light  trimmer  not  liable  for  failure  to 
discover  defects  in  rods,  it  not  being  made  his  duty  to  inspect, 
and  not  being  furnished  with  tools  for  the  purpose.  Idon. 

Failure  to  inspect  pole  before  climbing,  contributory  negligence  when 
it  appears  that  defect  could  have  been  ascertained  by  digging  a  few 
inches  below  the  ground. 

Sias  V.  Consolidated  Lighting  Co 787 

Pole  faJUng  hy  cutting  guy  wire;  failure  to  inspect, — ^Lineman  as- 
sumes risk  of  pole  falling  after  cutting  guy  wire;  failure  to  make 
test  before  climbing  pole  is  contributory  negligence. 

Tanner  v.  New  York,  N.  H.  &  H.  R.  Co 7«2 

Poles  falling;  failure  to  furnish  proper  tools. — A  telephone  company 
is  liable  for  injuries  caused  by  a  falling  telephone  pole  when  proper 
pikes  and  tools  are  not  furnished. 

Orr  V.  Southern  Bell  Teleph.  &  Teleg.  Co 777 

Use  of  tools  and  appliances,  see  note,  p.  779. 

Defective  cross-arms;  liability  of  company. — ^When  the  defect  in  a 
cross-arm  is  invisible  because  of  paint,  and  could  not  have  been  dis- 
covered by  reasonable  diligence  on  the  part  of  the  defendant  com- 
pany, it  is  not  liable. 

Maryland  Telephone  &  Tel^.  Co.  v.  doman s 706 

Injury  to  lineman  by  break;  assumption  of  risk, — A  lineman  who 
climbs  upon  the  cross-arm  of  a  telephone  pole  for  the  purpose  of  re- 
pairing the  wires  attached  thereto,  whose  duty  it  is  in  the  course 
of  his  employment  to  inspect  the  sufficiency  of  the  cross-arm  to 
bear  his  weight,  and  who  makes  no  such  inspection,  assumes  the 
risk  of  his  employment  and  cannot  recover  for  injuries  received  in 
falling  from  the  pole  because  of  the  breaking  of  the  cross-arm. 

Roberts  v.  Missouri  &  Kansas  Teleph.  Co 707 

Assumption  of  risk,  see  note  p.  776. 

Injury  caused  by  defective  insulation  of  electric  light  wire. — An  em- 
ployee in  a  mill  was  injured  by  an  electrical  shock  received  from 
placing  his  hand  upon  the  frame  of  a  machine  at  which  he  was  work- 
ing; the  alleged  neglect  of  the  defendant  consisted  in  a  failure  to  in- 
spect the  electric  light  wires.  It  was  held  that  the  defendant  was 
not  n^ligent  in  failing  to  make  such  inspection  since  the  lighting 
tywIUm,  had  only  been  installed  for  a  few  months,  and  there  was 
Bothing  to  show  that  the  insulation  upon  the  wire  from  which  the 
'I'^elrifiittf  came  womd  not  have  remained  intact  for  many  years. 

i«W  ▼.  Qrieb  Bubber  Go 009 
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Negligenoe  inferred  from  defective  ineulation. — ^In  an  action  bronglti 
by  a  lineman  of  an  electrio  light  company  for  injuries  cauaed  bj 
contact  with  live  wires,  it  was  held  that  it  was  not  erroneous  to 
instruct  the  jury  that  failure  to  make  reasonable  effort  to  proride 
a  safe  working  place  for  the  employee,  and  consequent  negligence^ 
might  be  inferred  from  the  mere  fact  that  the  wires  were  not  in- 
sulated, if  the  jury  found  that  reasonable  care  would  have  re- 
quired their  insulation. 

IfeW  Omaha  Hiomson-Houston  Electric  Company  y.  Rom- 
bold ti 

Due  care  of  lineman, — ^Whether  or  not  due  care  on  the  lineman's  pari 
required  that  he  see  and  avoid  contact  with  the  uninsulated  wires 
was  properly  left  to  the  jury.  Uol 

Duty  to  inspect  eame;  aeaumption  of  rieh, — ^The  question  as  t6 
whether  or  not  the  lineman  had  assumed  the  risk  from  lack  of 
insulation  is  for  the  jury  where  it  appears  that  no  inspectors 
were  employed  and  that  the  lineman  was  instructed  to  repair  or 
report  defects  of  insulation  observed  by  him.  Um. 

Lineman  injured  by  defective  wire;  duty  of  foreman  to  instruct  as 
to  danger. — Defendant  is  liable  for  an  injury  caused  to  one  of  its 
linemen  by  contact  with  live  wire  where  it  appeared  that  its  fore- 
man had  received  information  as  to  the  defective  condition  of  the 
wire,  and  had  not  instructed  the  lineman  as  to  the  specific  danger. 

Shanks  v.  Citizens  General  Electric  Co 640 

Duty  to  instruct. — As  to  master's  duty  to  instruct  unskilled  and  in- 
experienced servants  employed  about  electrical  machinery,  see 

Strattner  v.  Wilmington   City  Electric  Co 631 

Injury  to  unskilled  employee  hy  contact  u?ith  live  wire;  duty  to  in- 
struct.— ^An  unskilled  laborer  employed  by  an  electric  company  in 
digging  holes  for  electric  light  poles,  if  directed  to  perform  serv- 
ices about  electric  wires,  should  be  instructed  as  to  the  danger  of 
the  work,  and  in  the  absence  of  such  instruction  the  company  is 
liable  for  an  injury  caused  by  electrical  shock. 

Tedford  v.  Los  Angeles  Electric  Co 62 

Injury  to  employees  of  electric  company, — As  to  the  assumption  of 
risk  by  employees  of  electric  companies  and  the  duties  and  lia- 
bilities of  such  companies  in  respect  to  their  employees,  see  note  to 

Shanks  v.  Citizens  General  Electric  Co 6* 

Duty  to  protect ;  notice  of  defect. — ^An  employee  has  a  right  to  assume 
that  his  employer  has  taken  due  precaution  to  insure  his  safety, 
and  that  the  tools,  appliances  and  material  furnished  by  the  em- 
ployer are  reasonably  safe.     But  it  is  otherwise  where  the  employee 
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has  notice  of  the  defective  condition  of  such  tools,  appliances  and 
material,  or  of  facts  sufficient  to  put  a  man  of  ordinary  prudence 
on  inquiry. 

New  Omaha  Thomson-Houston  Electric  Co.  y.  Dent 048 

Where  contributory  negligence  is  relied  upon  as  a  defence,  the  burden 
of  proof  is  upon  the  defendant,  unless  such  negligence  is  disclosed 
by  petition  or  by  the  plaintiff's  evidence.  Where  the  evidence  is 
such  that  reasonable  minds  might  honestly  differ  as  to  the  infer- 
ence to  be  drawn  in  respect  to  the  question  of  negligence  or  con- 
tributory negligence,  a  finding  either  way  can  be  said  to  be  insuf- 
ficiently stipported  by  evidence. 

New  Omaha  Thomson-Houston  Electric  Light  Go.  v.  Dent. .  048 

Injury  to  employee  of  contractor  hy  contact  with  wire, — ^The  plain- 
tiff was  employed  by  a  contractor  who  had  entered  into  a  contract 
to  paint  the  supporting  poles  of  the  defendant's  trolley  system. 
While  engaged  in  sandpapering  one  of  such  poles  he  came  in  con- 
tact with  an  electric  feed  wire  and  was  severely  injured.  It  was 
held  that  the  measure  of  the  defendant's  obligation  was  to  use 
reasonable  care  under  such  circ^.mstances  to  protect  the  workman 
against  injury. 

Kenneally  v.  Westchester  Elect.  Ry.  Co 827 

Vegligenoc;  evidence, — ^The  trial  court  held  that,  under  the  complaint, 
the  negligence  of  the  defendant  must  be  based  upon  the  defective 
construction  of  the  feed  wire  in  the  first  instance;  and  under  this 
ruling  the  plaintiff  was  required  to  establish  that  the  alleged  de- 
fective insulation  of  the  wire  existed  at  the  time  it  was  placed 
upon  the  pole  as  a  part  of  the  original  construction.  The  jury 
passed  upon  this  question  and  decided  that  it  was  originally  de- 
fective. It  was  held  that  the  evidence  was  sufficient  to  justify 
this  finding.  Idem. 

Linemen  trimming  arc  lamp, — Where  it  appears  from  the  evidence 
that  an  experienced  lineman  in  attempting  to  start  an  arc  light  in 
the  night  time  met  his  death  by  making  a  short  circuit  by  contact 
with  an  uninsulated  wire  and  the  lamp  carbon,  which  could  have 
been  avoided  by  use  of  a  short  wooden  stick,  the  necessary  inference 
is  that  the  lineman  was  contributory  negligent. 

Bowers  v.  Bristol  Gas  &  Elect.  Co 748 

Lineman  struck  hy  tie  wire;  incompetency  of  fellow  servant, — ^De- 
fendant telegraph  company  not  liable  for  injury  to  lineman  caused 
by  tie  wire  breaking  from  insulator,  in  the  absence  of  proof  that 
the  fellow  servant,  whose  negligence  caused  the  break,  was  incom- 
petent to  the  knowledge  of  the  defendant. 

Brady  v.  Western  Union  Teleg.  Co 7W 
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Injury  ococLsioned  by  a  defective  cut-off  how. — Where  the  injury  com- 
plained of  was  alleged  to  have  been  caused  by  a  defect  in  a  cut-off 
contrivance,  it  was  held  error  to  exclude  evidence  tending  to  show 
that  the  condition  of  the  cut-off  box  was  such  as  to  indicate  to  the 
foreman  in  charge  of  the  work  that  the  current  of  electricity  was 
cut  off. 

Dallas  Electric  Go.  v.  Mitchell 992 

Liability  of  receiver  of  corporation  ae  employer. — ^Although  ordinarily 
where  a  receiver  is  in  charge  of  the  property  of  a  corporation  the 
corporation  is  not  liable  for  injuries  resulting  from  the  negligent 
operation  of  such  property  by  the  receiver,  yet  if  the  corporation 
remains  in  joint  control  and  management  of  its  property  with  the 
consent  of  the  receiver,  the  liability  of  the  corporation  continues.        Idon. 

Bafety  belt;  failure  to  use  contributory  negligenoe. — ^The  plaintiff 
knew  that  linemen  ordinarily  wore  safety  belts  furnished  by  them- 
selves, when  working  upon  telephone  poles,  so  as  to  prevent  a 
fall  if  the  cross-arm  broke.  His  failure  to  equip  himself  with 
such  device  was  contributory  negligenoe. 

Roberts  v.  Missouri  &  Kansas  Teleph.  Go 787 

Rubber  gloves. — ^Failure  to  use  rubber  gloves  when  provided  is  con- 
tributory negligence. 

Hart  V.  Allegheny  Go.  light  Go 832 

Magneto  bell  and  teat  eet. — ^Where  a  lineman  was  furnished  with  a 
magneto  bell  and  test  set  to  ascertain  presence  of  electric  current  in 
a  wire,  which  he  failed  to  apply  before  the  accident  causing  his 
death,  it  was  held  for  the  jury  to  determine  whether  such  in- 
struments were  designed  to  test  insulators  and  defects  therein. 

Jackson  &  Suburban  St.  R.  Go.  v.  Simmons 834 

Employee  of  one  company  injured  by  contact  with  wiree  belonging 
to  a^nother  company, — ^It  is  the  duty  of  an  electric  company  to  so 
operate  its  plant  as  to  prevent  an  injury  to  those  who,  while  en- 
gaged in  a  lawful  occupation  about  such  wires,  come  in  contact 
with  them.  So  where  a  lineman  was  killed  while  employed  in 
transferring  wires  belonging  to  the  company  by  which  he  was 
employed  by  contact  with  a  defectively  insulated  wire  of  another 
company,  such  other  company  is  liable. 

Standard  Light  &  Power  Co.  v.  Munsey 714 

Agreement  between  electric  companies  as  to  use  of  poles. — ^Where 
two  companies  enter  into  an  agreement  for  the  joint  use  of  poles, 
it  is  the  duty  of  one  company  to  use  ordinary  care  to  prevent  the 
employees  of  another  company  from  being  injured  by  a  defectively 
insulated  wire.  Idon. 
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Failure  to  use  contrivance  for  shutting  off  current  is  not  such  con- 
tributory negligence  upon  the  part  of  the  employee  as  will  reliere 
the  defendant  from  liability  for  a  failure  to  properly  insulate  its 
wires,  unless  it  can  be  shown  that  the  employee  knew  of  the  failure 
to  cut  off  current.  Idem. 

Contact  with  wires  of  another  company. — ^Finding  of  jury  as  to  negli- 
gence of  electric  light  company  in  permitting  its  wires  to  become 
defectively  insulated,  causing  death  of  lineman  employed  by  tele- 
phone company,  sustained. 

Economy  Light  &  Power  Co.  y.  Sheridan 706 

Hypothetical  question  as  to  defective  insulation.  Idem. 

Defective  insulation  of  electric  light  wire,  causing  injury  to  telephone 
lineman,  see 

Knowlton  v.  Des  Moines  Edison  Elect.  Light  Go 800 

City  ordinance  requiring  use  of  "  waterproof  "  insulation;  instmotlQii 
as  to  use  of  substitute  not  being  as  effectual  to  prevent  passage  of 
current  sustained.  Idem. 

(See  also  note  on  p.  810.) 

Contributory  negligence, — If  lineman  believed  that  the  defendant  had 
properly  performed  its  duty  as  to  covering  its  wires  with  "  water- 
proof insulation,  which  might  have  prevented  the  injury,  he  cannot 
be  charged  with  contributory  negligence  for  omitting  precautions 
which  he  might  have  taken  to  avoid  the  danger,  and  for  permitting 
the  wire  which  he  was  handling  to  come  in  contact  with  the  de- 
fendant's electric  wire.  Idem. 

Current  in  electric  light  wire  in  day  time, — If  the  lineman  was  justi- 
fied in  believing  that  no  current  would  pass  through  the  defend- 
ant's electric  light  wire  while  he  was  at  work  about  it,  then 
he  was  not  required  in  the  exercise  of  reasonable  care  to  take 
precautions  against  such  current.  Idem. 

Joint  liability  of  telephone  company  for  permitting  its  wires  to  come 
in  contact  with  an  electric  light  wire,  of  city  and  its  contractor 
for  erecting  defectively  insulated  electric  light  wire,  see 

Cumberland  Teleph.  &  Teleg.  Co.  v.  Ware's,  Adm'x. 811 

Instruction  to  jury. — Telephone  company  cannot  complain  of  instruc- 
tion not  properly  defining  degree  of  care  to  be  used  by  city  and  its 
contractor  in  maintaining  its  wires.  Idem. 

Instruction  as  to  notice  of  danger  on  the  part  of  the  telephone  com- 
pany not  objectionable  as  tending  to  relieve  city  and  its  contractor 
of  liability.  Idem. 

VOL.  vm — 61 
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Contact  of  derrick  cables  toith  electric  wire. — liability  of  contrac- 
tors for  death  of  employee  by  electric  shock  received  by  cables  of 
derrick  coming  in  contact  with  electric  wire. 

Klages  V.  Gillette-Herzog  Mfg.  CJo 819 

Bleotrio  light  inspector  injured  by  contact  with  wires  of  electric 
light  and  telephone  companies  cannot  recover  where  it  appeared 
that  he  was  an  experienced  man,  that  it  wa«  his  duty  tp  adjust 
difficulties  interfering  with  lights  and  that  he  had  been  provided 
with  rubber  gloves,  but  had  neglected  to  use  them. 

Hart  V.  Allegheny  Go.  Light  Co 812 

Presumption  as  to  proper  insulation. — ^Instruction  to  jury  erroneous, 
which  states  that  lineman  of  telephone  company,  who  was  killed 
by  contact  with  electric  wires  of  street  railway  company,  had  a 
right  to  presume  that  they  were  properly  and  safely  insulated  un- 
less the  ;waat  of  in^i^at^on  or  defective  insulation  was  plainly  ap- 
parent to  him  in  the  exercise  of  ordinary  and  reasonable  care. 

Jackson  &  Suburban  St.  R.  Co.  v.  Simmons 834 

Lineman  in  cental  with  uninsulated  wire;  evidence, — ^Telephone  line- 
man shocked  to  death  by  contact  with  uninsulated  wire  of  another 
company,  while  aiding  in  the  erection  of  a  telephone  pole  on  cor- 
rugated iron  awning;  evidence  to  show  that  awning  had  been  fre- 
quently used  by  persons  going  thereon  to  repair  the  same  held 
admissible,  since  it  tends  to  show  negligence  in  failing  to  provide 
proper  insulation  at  a  place  where  others  may  go,  either  for  work, 
business  or  pleasure. 

Rucker  v.  Sherman  Oil  &  Cotton  Co 841 

Injury  to  employee  of  another  company  by  feed  wire  of  electric 
railway  company,  see  note  to 

Kenneally  v.  Westchester  Electric  Ry.  Co 830 

EVIDENCE. 
See  Employees;  Poles;  Wibes. 

Hypothetical  question  as  to  defective  insulation,  see 

Economy  Light  &  Power  Co.  v.  Sheridan 795 

FRANCHISE. 

Ordinance  granting  franchise.— rWhen  a  city  charter  prescribes  that 
franchises  can  be  granted  by  ordinance,  it  is  not  competent 
to  make  such  a  grant  by  resolution,  nor  can  an  ordinance  for  such  a 
purpose  be  amended  by  resolution. 

Morristown,  City  of,  v.  East  Tennessee  Telephone  Co 3 
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OrcKnanoe  granting  franc^e  and  accepted  by  the  company  constitutes 
a  contract  binding  upon  the  municipUity  and  the  company. 

Baxter  Springs  v.  Baxter  Springs  Light  &  Power  Co 126 

Company  not  in  existence. — It  is  not  material  that  at  the  time  the 
ordinance  granting  the  franchise  was  presented  the  company  was 
not  fully  organized,  if  the  organization  was  complete  and  the 
company  could  transact  business  when  the  ordinance  was  passed 
and  accepted. 

Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co 81 

Franchise  to  company  not  yet  organized. — An  abutting  owner  cannot 
raise  the  question  that  at  the  time  the  franchise  was  granted  the 
company  was  not  yet  organized.  Such  an  ordinance  may  be  prema- 
ture and  irregular,  but  the  defect  may  be  waived  by  the  acceptance 
of  the  franchise  by  the  company. 

McWethy  v.  Aurora  Elect.  Light  &  P.  Co 220 

Acceptance. — Franchise  to  a  telephone  company  for  the  use  of  a  street 
is  not  effectual  until  accepted. 

Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co 81 

Acceptance  implied  by  entry  upon  and  use  of  streets  by  telegraph 
company. 

Postal  Teleg.  Co.  v.  City  of  Newjport  ^ 

Proof  of  acceptance  by  receipt  signed  by  city  clerk  that  a  written 
acceptance  of  the  terms  of  the  ordinance  granting  the  franchise 
had  been  filed  with  him. 

Baxter  Springs  v.  Baxter  Springs  Light  &  P.  Co 126 

Revocation  after  grant  is  accepted. — ^A  franchise  granted  to  a  tele- 
phone company,  by  municipal  ordinance,  amended  by  resolution 
and  accepted  as  amended,  is  irrevocable  unless  power  to  revoke 
or  alter  is  reserved. 

Morristown,  City  of,  v.  East  Tennessee  Telephone  Co 3 

(See  note  on  p.  11.) 

Not  revokahle, — A  telephone  company  having  a  franchise  for  the 
erection  and  operation  of  its  poles  and  wires  and  having  established 
its  plant  in  reliance  thereon  has  a  vested  right  which  cannot  be 
revoked  by  the  city,  except  within  the  exercise  of  its  police  power. 

Duluth  V.  Duluth  Teleph.  Co 188 

^ontra^ual  obligations  between  municipality  and  company  created 
by  grant. 

Mahan  v.  Michigan  Teleph.  Co 38 
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Transferee  is  bound  by  terms  and  conditions  of  original  grant. 

Mahan  y.  Michigan  Teleph.  Go 38 

A89igndbiliiy. — See  note  to 

Mahan  v.  Michigan  Telephone  Co.  4S 


Esoolusive  franchisee  not  permissible,  see  note  to 

People's  Elect.  L.  &  P.  Co.  y.  Capital  Oas  &  Elect  L.  Co 80 

Emolusive  franchise  not  to  be  granted  to  telephone  company  by  Indian 
Nation. 

Muskogee  Nat.  Teleph.  Co.  v.  Hall 04 

Similar  franchise  to  subsequent  grantee. — ^A  franchise  for  the  use  of 
streets  to  one  telephone  company  docs  not  preclude  a  grant  of  a 
similar  franchise  to  another  company. 

Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co 81 

Bights  of  prior  grantee  of  franchise  to  use  streets  for  telephone  pur- 
poses are  superior  to  those  of  a  subsequent  grantee  of  a  similar 
franchise. 

Northwestern  Teleph.  Exch.  Co.  v.  Twin  City  Teleph.  Co..  103 

Unnecessary  interference  with  the  rights  of  the  former  company  l^ 
a  subsequent  company  may  be  restrained.  Idem. 

But  the  prior  occupant  must  exercise  its-  privilege  so  as  to  give  room 

to  another  company  coming  in  under  a  franchise  lawfully  granted. 

Louisville  Home  Teleph.  Co.  v.  Cimiberland  Teleph.  &  Teleg. 

Co 108 

Bights  under  subsequent  franchise. — ^A  telephone  company  subse- 
quently granted  a  franchise  may  erect  its  wires  above  those  of  a 
prior  company.  Mere  inconvenience  because  of  such  an  arrange- 
ment will  not  afford  ground  of  complaint. 

Louisville  Home  Teleph.  Co.  v.  Cumberland  Teleph.  &  Teleg. 

Co 108 

A  statute,  providing  for  the  sale  of  franchises  upon  its  adoption  by 
the  vote  of  a  municipality,  does  not  affect  the  rights  of  a  telephone 
company  under  a  franchise  granted  prior  to  the  enactment  of  such 
statute. 

State  ex  rel.  Wisconsin  Teleph.  Co.  v.  City  of  Sheboygan..  165 

Proof  of  possession  of  franchise,  when  sufficient. 

Bronson   v.   Albion   Telephone   Co 177 

Bight  to  mortgage  franchise  without  consent  of  legislature. 

American  Loan  &  Trust  Co.  v.  General  Electric  Co 117 
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For  exienaion  of  telephone  lines;  ordinaiice  requiring  commissioner 
of  public  works  to  designate  location  of  poles  must  be  complied 
with. 

St.  Paul,  City  of,  v.  Freedy  20 

Eleotrio  oonduita. — ^A  statute  authorizing  an  electric  light  company 
to  use  certain  electric  conduits  does  not  confer  an  absolute  fran- 
chise in  the  street. 

Boston  Electric  Light  Co.  v.  Boston  Terminal  Co 50 

Statute  as  to  use  of  electrical  conduits  construed  so  as  to  require  an 
applicant  for  the  use  thereof  to  first  procure  a  franchise  for  the 
use  of  the  streets. 

Purnell  y.  McLane,  Mayor  of  Baltimore  55 

Electric  light  company  not  entitled  to  franchise  under  Mo.  statute 
of  1803,  authorizing  franchise  for  light  and  water. 

Carthage  v.  Carthage  Light  Co 143 

Repeal  of  ordinaiice  granting  franchise  to  electric  light  company, — 
A  common  council  cannot  repeal  an  ordinance  granting  permission 
to  an  electric  light  company  to  place  its  poles  and  stretch  its  wires 
on  all  the  streets  and  alleys  of  the  town  when  the  company  has 
conformed  to  the  conditions  of  the  ordinance  so  far  as  required, 
and  has  expended  money  in  placing  the  poles  and  wires  on  certain 
of  the  streets,  notwithstanding  the  common  council  may  have  been 
misled  in  passing  the  ordinance. 

Phillipsburg  Elect.  L.,  H.  &  P.  Co.  v.  Phillipsburg 140 

That  the  officers,  managers,  and  stockholders  of  the  company  are 
different  individuals  from  those  who  were  stockholders  when  the 
permission  was  granted,  gives  no  groimd  for  the  repeal  of  the 
ordinance.  Idem. 

If  the  corporation  is  violating  its  charter  or  the  laws  of  the  State,  it 
is  liable  to  a  proceeding  to  forfeit  its  charter,  but  the  ordinance  of 
the  common  council,  granting  permission  to  erect  poles  and  wires, 
cannot  for  that  reason  be  repealed.  Idem. 

Electric  Ught. — Bond  may  be  exacted  to  secure  completion  of  works. 
Sum  specified  may  be  considered  as  liquidated  damages. 

City  of  Salem  v.  Anson    44 

Electric  lighting  franchise  granted  by  a  municipality  is  not  exclusive 
and  does  not  preclude  the  municipality  from  erecting  and  operating 
a  lighting  system  of  its  own. 

City  of  Joplin  v.  Southwestern  Missouri  Light  Co 66 
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A  g<u  company,  having  an  exclusive  rigbt  to  the  use  of  city  streets 
for  furnishing  gas  to  a  city,  which  is  granted  an  eletric  lighting 
franchise  cannot  assert  its  exclusive  privilege  to  the  detriment  of 
an  electric  light  coinpany  which  has  acquired  a  franchise  from  the 
dty. 

People's  Elect.  Light  &  P.  Go.  v.  Capital  Gas  &  Elect.  light 
Co 71 

Po8t  roads  act  (Act  bf  Cong.  1866,  ch.  230,  14  Stat.  221)  does  not 
dispense  with  necessity  of  grant  of  franchise  of  municipality  to 
use  streets  for  telegraph  lines. 

Postal  Teleg.  Cable  Co.  v.  City  of  Newport 25 

HIGHWAYS. 
If^jury  to  traveler  hy  wire  dislodged  hy  falling  tree. — ^Where  it  ap- 
peared that  the  defendant  was  negligent  in  stringing  its  wires 
around  a  curve  in  a  highway  and  in  using  improper  brackets  to 
support  such  wires  the  defendant  is  liable  for  injuries  caused  to 
a  traveler  by  the  falling  of  such  wires,  although  the  wires  might 
have  been  dislodged  by  a  falling  tree. 

Ela  V.  Portland  Telegraph  &  Cable  Co 423 

See  Wires. 

Telegraph  and  telephone  lines,  erection  and  maintenance  in  streets 
and  highways  constitute  an  additional  servitude  for  which  com- 
pensation should  be  made. 

Bronson  v.  Albion  Telephone  Co 

Donovan  v.  Allert  et  al 

Contra, 

Kirby  v.  Citizen's  Telephone  Co 

Maxwell  v.  District  and  Printing  Teleg.  Co 

Trees. — ^Telephone  company  liable  to  an  abutting  owner  for  injuries 
to  trees  caused  by  the  erection  of  poles  and  wires. 

Bronson  v.  Albion  Telephone  Co 

Where  abutting  owner  owns  fee  to  center  of  highway,  trees  in  the 
highway  belong  to  such  owner,  subject  only  to  public  easement. 

Western  Union  Teleg.  Co.  v.  Krueger 

Light,  air  and  access,  right  of  abutting  owners  to  compensate  for 
obstruction,  see  note  to 

Maxwell  v.  District  &  Printing  Teleg.  Co 

Trees  on  lands  adjoining  highways,  rights  of  telephone  companies 
to  trim,  see 

Southwestern  Telegraph  &  Telephone  Co.  v.  Branhan 

See  Abuttiiyo  Owners;  Emineivt  Domain;  Municipaijties; 
Poles;   Streets;   Trees;   Wires. 
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Overbuilding  toires, — ^An  injunction  will  not  be  issued  to  restrain  a 
subsequent  grantee  of  a  franchise  to  use  streets  for  purposes  of  a 
telephone  from  overbuilding  the  wires  of  a  prior  grantee. 

Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co 81 

Unnecessary  interference  with  the  use  of  a  telephone  company's  fran- 
chise in  the  streets  by  a  subsequent  occupant  may  be  restrained. 
Northwestern  Teleph.  Exch.  Co.  v.  Twin  City  Teleph.  Co 103 

Abutting  owner  will  be  left  to  his  remedy  at  law  and  will  not  be 
entitled  to  an  injunction  where  a  telephone  company  occupies  a 
street  or  highway  to  his  injury. 

Bronson  v.  Albion  Telephone  Co 177 

Injunction  is  proper  remedy  to  prevent  use  of  street  until  constitu- 
tional provision  as  to  compensation  has  been  complied  with. 

Donovan  v.  Allert  et  al 183 

Equity  unll  not  interfere  by  injunction. — ^Where  the  question  involved 
is  the  legality  of  an  ordinance  granting  a  franchise  for  the  use 
of  the  streets,  equity  will  not  interfere  in  behalf  of  an  abutting 
owner  to  enjoin  proceeding  imder  the  ordinance  until  such  question 
is  determined,  but  will  remit  him  to  his  remedy  at  law. 

McWethy  v.  Aurora  Elect.  Light  &  P.  Co 220 

See  Highways;  Streets. 

LICENSE  FEES. 
See  Taxation. 

LIGHTNING. 

Injury  caused  by  lightning  entering  a  building  over  telephone  icires, — 
It  was  held  negligent  for  the  telephone  company  to  permit  its  wires 
to  remain  in  the  building  after  the  instnmient  had  been  removed, 
thus  permitting  lightning  to  enter  the  building  to  the  peril  of  per- 
sons and  property  therein. 

Southern  Bell  Telephone  &  Telegraph  Co.  v.  McT^e 691 

Injury  occasioned  by  lightning  entering  house  over  electric  light 
wire, — ^An  electric  light  mpany  is  not  liable  for  a  failure  to  in- 
sulate its  wires  against  electricity  having  its  origin  in  the  clouds 
or  atmosphere.  Its  duty  does  not  extend  so  far  as  to  require  the 
insulation  of  its  wires  in  a  manner  to  protect  against  injuries  in 
consequence  of  a  lightning  stroke. 

Phoenix  Light  &  Power  Co.  v.  Bennett 597 
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Am  to  UahUity  of  a  telephone  oompwiy  for  fire  caused  by  lightning 
entering  a  buflding  because  of  defective  wiring,  and  for  death  oc- 
casioned by  lightning  conveyed  into  a  building  over  a  telephone 
wire,  see  note  to 

Cumberland  Telegraph  &  Telephone  Co.  y.  Martin's  Adm'r. .  000 

Death  hy  lightning  passing  over  telephone  toire. — ^A  telephone  com- 
pany is  not  liable  for  the  death  of  plaintiff's  intestate  caused  by 
lightning  striking  one  of  the  defendant's  telephone  poles,  and  being 
conducted  by  a  wire  to  a  porch  of  a  store  building,  and  from  thenoe 
through  the  body  of  the  decedent,  where  it  appears  that  the  de- 
cedent had  no  business  upon  the  porch,  except  to  get  out  of  the  rain. 

Cumberland  Telephone  &  Telegraph  Co.  y.  Martin's  Adm'r. .  004 

Lightning  passing  over  telephone  wire  causing  death  of  intestate, — 
A  telephone  company  was  held  not  liable  for  the  death  of  the 
plaintiff's  intestate  caused  by  lightning,  where  it  appeared  that  the 
decedent  was  a  mere  licensee  and  had  no  business  in  the  place 
where  the  accident  occurred. 

Cumberland  Telephone  &  Telegraph  Co.  y.  Martin's  Adm'r. .  004 

MANHOLES. 
Liability  for  unlawful  injury,  see 

Missouri  Edison  Elect.  Co.  y.  Weber 02S 


MECHANICS'  LIENS. 
Electric  wires,  conduitSy  switches^  etc.,  in  a  house  to  be  used  for  light- 
ing the  same,  are  annexed  to  the  structure,  become  a  part  of  it,  and 
are  thereafter  fixtures.  A  contractor  furnishing  labor  and  material 
for  the  installation  of  electric  light  wires,  conduits,  etc.,  in  a  house 
is  entitled  to  a  lien  therefor  under  chapter  206  of  General  LawB 
1806. 

Scannevin  &  Potter  v.  Consolidated  Mineral  Water  Co 022 

MORTGAGE. 
Electric  light  franchise  may  be  mortgaged  by  an  electric  light  and 
power  company  without  the  consent  of  the  legislature. 

American  Loan  &  Trust  Co.  y.  General  Electric  Co 117 

See  Electeio  Light  Compaioes;  Franchise. 

MUNIdPALITIES. 
A  statute  authorizing  a  sale  of  franchises  to  telephone  companies  for 
the  use  of  streets  (Wis.  Key.  Stats.,  1898,  sees.  940c-940j),  and 
prescribing  certain  regulation  as  to  location  of  poles  and  wires 
does  not  apply  to  a  company  organized  and  haying  a  franchise 
prior  to  the  enactment  of  such  statute. 

State  ex  rel.  Wisconsin  Teleph.  Co.  y.  City  of  Sheboygan. . . .  165 
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Streets,  right  to  use, — ^Telegraph  and  telephone  companies  cannot 
lawfully  occupy  streets  without  legislative  authority  exercised 
either  directly  by  the  legislature,  or  by  a  municipality  in  pur- 
suance of  a  delegated  power. 

Morristown,  City  of,  y.  East  Tennessee  Telephone  Co 8 

Use  of  streets  by  telephone  companies;  municipal  control, — ^The  muni- 
cipality may,  within  reasonable  boimds,  designate  in  what  manner 
the  public  interests  require  public  services  to  be  rendered,  to  the 
extent  at  least  of  determining  in  what  part  of  a  street  the  facilities 
shall  be  located. 

Louisville  Home  Tdeph.  Co.  v.  Cumberland  Teleph.  &  Teleg. 

Co 108 

Control  of  streets, — ^While  public  streets  are  under  the  control  of 
local  authorities  by  virtue  of  a  delegation  of  authority  by  the  legis- 
lature, such  authority  may  be  resumed  at  any  time  by  the  legis- 
lature. 

New  England  Teleph.  &  Teleg.  Co.  v.  Boston  Term.  Co 182 

Municipal  control  of  telegraph  and  telephone  companies  using  streets 
and  highways,  see  note  to 

State  ex  rel.  Wisconsin  Teleph.  Co.  v.  City  of  Sheboygan..    150-187 

Ordinance  granting  franchise  to  electric  light  company,  when  accepted 
by  the  company,  is  a  contract  binding  both  municipality  and  com- 
pany. 

Baxter  Springs  v.  Baxter  Springs  Light  &  P.  Co 120 

Designation  of  number  and  location  of  lamps  need  not  be  by  ordinance.       Idem. 

Contractual  obligation  is  created  by  grant  of  franchise  to  telephone 
company  for  use  of  streets. 

Mahan  v.  Michigan  Teleph.  Co 88 

Placing  wires  underground,  as  to  power  of  municipality  to  require, 
see  note  to 

Pumell  v.  McLane,  Mayor  of  Baltimore 82 

Ewclusive  franchise  to  furnish  gas  does  not  include  exclusive  right 
to  furnish  electricity. 

People's  Elect.  L.  &  P.  Co.  v.  Capital  Gas  &  Elect.  L.  Co 71 

Competing  electric  light  plant, — ^A  municipal  grant  of  a  franchise  to 
an  electric  light  company  does  not  confer  (under  Missouri  L.  1891, 
p.  60)  an  exclusive  privilege,  and  the  city  is  not  precluded  from 
erecting  and  operating  a  lighting  system  of  its  own. 

City  of  Joplin  v.  Southwestern  Missouri  Light  Co 08 
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Electric  light  system  may  be  built  and  operated  by  a  mimicipalitj, 
and  the  expense  incurred  is  not  such  a  debt  as  must  be  submitted 
to  a  popular  vote  before  it  can  be  incurred  under  Art.  7,  see.  7,  of 
the  Constitution  of  North  Carolina. 

Fawcett  v.  Town  of  Mt.  Airy  341 

(See,  also,  note  on  p.  346.) 

Electric  light  franchise. — ^Bond  may  be  exacted  to  secure  completion 
of  work. 

City  of  Salem  v.  Anson 44 

Contracts  for  electric  light,  validity.    See 

Denver,  City  of,  v.  Hubbard   291 

Wadsworth  v.  City  of  Concord   816 

Le  Fever  v.  Northwestern  Heat,  Light  A  Power  Co 330 

Howell  Elect.  L.  &  P.  Co.  v.  Village  of  Howell 868 

Reid  V.  Trowbridge 368 

Piatt  V.  City  of  Englewood   364 

Mason  v.  Cranbury  Township 365 

Jones  V.  Schuylkill  Light,  H.  &  P.  Co 365 

Debt  limit, — ^A  contract  for  electric  light  for  a  term  of  years  is  not 
in  violation  of  the  constitutional  provision  as  to  the  limit  of  in- 
debtedness although  the  aggregate  sum  called  for  by  such  contract 
would  produce  such  effect. 

Denver,  City  of,  v.  Hubbard   291 

Limitations  as  to  municipal  indebtedness.     See  note  to 

Denver,  City  of,  v.  Hubbard  312 

Removal  of  poles  and  wires. — A  municipality  cannot  compel  the  re- 
moval by  a  telephone  company  of  its  poles  and  wires  from  the 
streets,  when  it  has  granted  to  such  company  a  franchise  to  use 
the  streets,  imless  within  its  police  power. 

Duluth  V.  Duluth  Teleph.  Co 136 

Proceeding  to  compel  removal  of  poles  and  wires  of  a  telephone  com- 
pany barred  by  laches  of  city  in  permitting  them  to  remain  undis- 
turbed for  a  period  of  twenty-one  years. 

City  of  Bradford  v.  N.  Y.  &  Pennsylvania  Teleph.  &  Teleg. 

Co 161 

Extension  of  telephone  lines. — An  ordinance  granting  permission  to 
extend  telephone  lines  upon  condition  that  the  commissioner  of 
public  works  designate  location  of  poles  confers  no  power  unless 
the  action  of  the  commissioner  is  obtained  as  directed. 

City  of  St.  Paul  v.  Freedy   29 
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Bleetrioal  comnUaaion, — Statute  conferring  powers  as  to  electrical 
conduits  construed. 

Pumell  y.  McLane,  Mayor  of  Baltimore 66 

ConMent  of  local  a,uthorities  for  the  erection  of  telephone  poles  and 
apparatus  in  city  streets  must  be  secured  before  use  of  streets  is 
authorized  imder  Ky.  Const.,  sec.  163. 

East  Tenn.  Teleph.  Co.  v.  Anderson  Co.  Teleph.  Co. 19 

Highway  includes  street, — A  statute  authorizing  construction  and 
nmintenance  of  telegraph  and  telephone  lines  along  public  high- 
ways held  sufficient  to  include  city  streets  (Iowa  Code,  1873,  sec. 
1324). 

Chamberlain  v.  Iowa  Telephone  Co 11 

Public  roads  do  not  include  streets  (Neb.  Comp.  L.  1901,  ch.  89a, 
see.  14). 

Nebraska  Teleph.  Co.  v.  Western  Ind.  Long  Distance  Teleph. 

Co 32 

Post  Roads  Act  (Act  of  Cong.  1866,  ch.  230,  14  Stat.  221)  does  not 
confer  upon  telegraph  company  right  to  use  streets  of  a  city  with- 
out grant  of  authority  by  municipality. 

Postal  Teleg.  Co.  v.  City  of  Newport 25 

NEGLIGENCE. 
See  Electbic  Light;  EMPLOTims;  Poles;  Stbebts;  Webbs. 

PLEADING. 
See  EicPLOTEES;   Trees;   Telephone  Companies;   Wises. 

POLES. 
JAabUity  for  injuries  caused  hy  telephone  poles  in  highway. — ^Under 
the  Massachusetts  Statute  (Rev.  Laws,  ch.  122,  sec.  15),  where  a 
person  is  injured  by  being  thrown  from  a  wagon  colliding  with  a 
telephone  pole,  the  telephone  company  is  liable  for  the  damages 
caused  by  such  injury,  although  the  pole  was  erected  and  main- 
tained by  the  company  in  accordance  with  a  license  granted  by  the 
proper  municipal  authority. 

Riley  v.  New  England  Telegraph  &  Telephone  Co 438 

Injury  to  municipal  employee  hy  a  falling  pole;  contributory  negli- 
gence.— A  telephone  company  is  liable  for  injuries  caused  to  a 
municipal  employee  engaged  in  the  work  of  paving  a  street  by  the 
falling  of  a  wire  which  the  company's  employees  were  engaged  in 
removing.  The  employee  was  not  guilty  of  contributory  negligence 
in  continuing  to  work  in  a  dangerous  position  after  he  knew  that 
the  wires  had  been  cut  and  removed  from  the  pole. 

^yes  V.  Valley  Telephone  Co 444 


972  Ambbican  Elbctmoal  Casbs.  [vol.  8 

POLES  {continued),  paw. 

Injury  to  property  hy  falling  of  telephone  pole  hy  an  unueual  etorm. — 
A  telephone  company  is  not  liable  for  damages  to  property  caused 
by  the  falling  of  a  telephone  pole  ordinarily  fit  and  sufficient  for 
the  purpose  for  which  it  was  erected,  during  a  storm  of  unprece- 
dented violence.  The  company's  failure  to  provide  poles  of  suffi- 
cient strength  to  withstand  such  a  storm  is  not  negligence. 

Southwestern  Telegraph  &  Telephone  Co.  v.  Ingrando 447 

Spikes  in  electric  light  poles.— ^An  electric  light  company  is  not  liable 
for  injuries  caused  to  a  child  attempting  to  climb  an  electric  light 
pole  erected  in  a  city  street  because  of  the  fact  that  such  pole  was 
equipped  with  spikes  from  a  point  near  the  ground  so  as  to  allow 
assent  for  the  purpose  of  placing  and  repairing  wires. 

Simonton  v.  Citizens'  Electric  light  &  Power  Co 460 

lAabiUty  for  injury  oaueed  by  vehicle  striking  telephone  pole, — ^A  tele- 
phone company  is  liable  for  an  injury  to  a  person  caused  by  a 
vehicle  striking  a  telephone  pole  negligently  located  too  near  the 
centre  of  the  highway. 

Watts  V.  So.  Bell  Telegraph  &  Telephone  Co 465 

Defective  poles;  injury  to  lineman  hy  fall;  test, — It  is  the  duty  of  a 
lineman  to  make  a  test  as  to  the  safety  of  a  pole  before  climbing 
it;  in  the  absence  of  such  test  and  upon  failure  to  use  pike  poles 
and  grab  hooks  for  holding  the  pole,  the  company  is  not  liable. 

Kellog  V.  Denver  Cons.  Tramway  Co 749 

Assumption  of  risk, — ^The  risk  of  falling  on  account  of  the  weakness 

of  old  poles  is  one  of  the  risks  assumed  by  an  electric  lineman.  Idem. 

(See,  also,  note  on  p.  763.) 

Negligent  location  of  poles  in  streets  and  highways.    See  note  to 

Riley  v.  New  England  Telegraph  &  Telephone  Co 442 

Inspection  of  poles  by  linemen  before  climbing.     See  note  to 

Kellog  V.  Denver  Cons.  Tramway  Co 753 

Failure  to  make,  contributory  negligence.     See 

Krimmel  v.  Edison  HI.  Co 766 

When  duty  rests  upon  company  to  make.     See 

Western  Union  Teleg.  Co.  v.  Tracy 791 

Defective,  causing  injury  to  employees.     See  Emplotees. 

RAILROADS. 
Erection  of  telegraph  line  along  railroad, — ^A  railroad  company  hav- 
ing a  right  to  construct  a  line  of  railroad  over  certain  land,  with 
all  the  incidents  necessary  for  its  operation  and  maintenance,  has 
the  right  to  erect  upon  such  lands  and  along  its  railroad  a  tele- 
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graph  line  without  interference  by  the  municipality  through  which 
it  runs;  and  the  purpose  which  the  railroad  company  has  in  con- 
templation in  erecting  such  telegraph  line  is  immaterial. 

Pennsylvania  R.  R.  y.  Lilly  Borough 266 

Sight  cf  way  leased  to  telegraph  oompany. — ^The  owner  of  the  fee 
of  a  right  of  way  granted  to  a  railroad  company  is  not  entitled  to 
an  accounting  of  the  rents  and  profits  received  by  such  company 
from  a  lease  of  its  right  of  way  to  a  telegraph  company,  although 
an  additional  servitude  was  created  upon  the  land  by  such  lease. 

Chicago,  Milwaukee  &  St.  Paul  Ry.  Co.  v.  Snyder 284 

Owner  of  fee  entitled  to  compensation  where  telegraph  company  ac- 
quires by  purchase  the  right  to  use  an  abandoned  right  of  way. 

PhUlips  v.  Postal  Teleg.  Cable  Co 287 

Condemnation  of  right  of  way  by  telegraph  company.     See 

Qeveland,  C,  C.  &  St.  L.  Ry.  Co.  v.  Ohio  Postal  Teleg.  Co. .  262 

RIGHT  OF  WAY. 
See  Eminent  Doicain;  Highwas^Stbeets. 

RUBBER  GLOVES. 
See  EicPLOTEES. 

SAFETY  STRAP. 
See  Employees. 

STREET  RAILWAYS. 

Burning  out  of  a  fuse;  negligence. — ^A  fuse  as  used  in  the  machinery 
connected  with  an  electric  car  is  a  safety  device  to  prevent  injury 
to  the  dectric  mechanism  arising  from  variation  in  the  electric 
current.  The  fuse  is  expected  to  bum  out  when,  for  any  cause, 
the  electric  current  exceeds  the  carrying  capacity  of  the  mech- 
anism. When,  therefore,  a  fuse  bums  out  it  is  not  prima  faoie 
evidence  of  negligence. 

Cassaday  v.  Old  Colony  St.  Ry.  Co 916 

Location  of  fuse-box. — While  the  mere  burning  out  of  a  fuse  properly 
located  and  in  proper  condition  does  not  import  negligence,  yet  if 
the  fuse  be  so  located  as,  by  its  burning  out,  to  injure  a  passenger, 
such  a  location  may  be  inconsistent  with  the  degree  of  care  which 
a  common  carrier  owes  to  its  passengers,  and,  therefore,  upon  this 
question  the  plaintiff  had  a  right  to  go  to  the  jury.  Ideni 
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Doctrine  of  res  ip$a  loquitur. — ^Where  the  evidence  warrants  a  con- 
clusion tjiat  the  intensity  and  duration  of  the  flame  caused  by  the 
explosion  was  greatly  in  excess  of  what  would  have  been  the  result 
if  the  fuse  had  been  in  proper  condition,  and  that  its  imperfect 
condition  might  have  been  discovered  by  the  use  of  reasonable  care, 
the  defendant  is  not  entitled  to  a  ruling  to  the  effect  that  the 
doctrine  of  res  ipsa  loquitur  does  not  apply.  It  was  proper  to  in- 
struct the  jury  that  the  matter  was  before  them  to  decide  how  far 
negligence  could  be  inferred  from  the  accident  itself.  Jdsn. 

Presumption  cut  to  cause. — If  the  cause  of  the  accident  does  not 
clearly  appear  from  the  evidence,  or  if  there  is  a  dispute  as  to 
what  it  is,  the  plaintiff  may  argue  upon  the  whole  evid^ice,  and 
the  jury  may  rely  upon  presumptions,  unless  they  are  satisfied  that 
the  cause  had  been  shown  to  be  inconsistent  with  it.  Idan. 

STREETS. 
Highways  include. — So  held  as  to  statute  authorizing  use  of  public    • 
highways  by  telegraph  and  telephone  lines.  (Iowa  Code,  1873,  sec. 
1324.) 

Chamberlain  v.  Iowa  Telephone  Go 11 

Public  roads  do  not  include  streets,  so  held  under  Neb.  Gomp.  L. 
1001«  eh.  89a,  sec.   14. 

Nebraska  Teleph.  Co.  v.  Western  Ind.  Long  Distance  Teleph. 
Co 32 

Post  Roads  Act  (Act  of  Cong.,  1866,  eh.  230,  14  Stat.  221)  does  not 
authorize  use  of  city  streets  without  consent  of  local  authorities. 

Postal  Teleg.  Co.  v.  City  of  Newport 25 

Constituiional  provision  (Ky.  Const.,  sec.  163)  requiring  consent 
of  local  authorities  for  use  of  streets  by  telephone  company  must 
be  complied  with. 

East.  Tenn.  Ttleph.  Co.  v.  Anderson  Co.  Teleph.  Co 19 

Injunction  will  not  issue  by  one  telephone  company  to  prevent  use  of 
streets  by  another  similar  company  where  the  former  company 
has  not  complied  with  constitutional  provision  (Ky.  Const.,  sec 
163)    as  consent  of  local  authorities. 

East  Tenn.  Teleph.  Co.  v.  Anderson  Co.  Teleph.  Co 19 

Unlawful  interference  by  one  telephone  company  having  a  franchise 
for  thfe  use  of  streets  with  the  poles  and  wires  of  another  com- 
pany occupying  the  streets  under  a  prior  franchise  will  be  re- 
strained. 

Northwestern  Telephone  Exchange  Co.  v.  Twin  City  Teleph. 

Co 101 
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Overhuilding  and  paralleling  the  wires  of  a  telephone  company  oc- 
cupying the  streets  by  a  subsequent  occupant  is  not  an  imneceB- 
sary  and  unreasonable  interference. 

Chicago  Teleph.  Co.  y.  Northwestern  Teleph.  Co 81 

Mere  inconTcnience  because  of  such  an  arrangement  will  not  afford 
ground  for  complaint. 

LouisYllle  Home  Teleph.  Co.  v.  Cumberland  Teleph.  &  Teleg. 

Co 108 

Control  of  streets  by  mimicipal  authorities. 

New  England  Teleph.  &  Teleg.  Co.  y.  Boston  Terminal  Co. .  182 

Poles  and  wires, — ^Power  of  municipality  to  compel  remoyal. 

Duluth  y.  Duluth  Teleph.  Co 13(8 

Removal  of  poles  and  toires  cannot  be  compelled  by  a  proceeding  on 
behalf  of  a  city  against  a  telephone  company  where  it  had  been 
permitted  to  maintain  such  poles  and  wires  for  a  period  of  more 
than  twenty-one  years. 

City  of  Bradford  v.  N.  Y.  &  Pennsylyania  Teleph.  &  Teleg. 
Co 161 

Right  to  use,  by  telegraph  and  telephone  companies. 

Morristown  y.  East  Tennessee  Telephone  Co 8 

Use  of  streets  and  hightoays  by  telegraph  and  telephone  companies. 
See  note  to 

State  ex  rel.  Wisconsin  Teleph.  Co.  y.  City  of  Sheboygan. .    169-167 

Use  of  by  telephone  companies,  additional  servitude  for  which  com* 
pensation  must  be  made  to  abutting  owners. 

Bronson  v.  Albion  Teleph.  Co 177 

Contra.    Kirby  y.  Cilizens'  Telephone  Co 109 

Maxwell  v.  District  and  Printing  Teleg.  Co 206 

Franchise  granted  by  city  council  to  construct  and  maintain  a  tele- 
phone system  does  not  authorize  such  use  without  compensation. 

Donovan  v.  Allert  et  al 188 

Use  by  electric  light  companies, — Where  fee  of  streets  is  in  the  city, 
an  electric  light  company  may  be  authorized  to  erect  its  poles  in 
the  streets,  proyided  they  do  not  materially  obstruct  public  trayel. 

McWethy  v.  Aurora  Elect.  Light  &  P.  Co 220 

Abutting  owners  not  entitled  to  compensation. 

Gulf  Coast  Ice  Mfg.  Co.  y.  Bowers 226 

Ejectment  cannot  be  maintained  by  abutting  owner. 

French  y.  Robb 238 
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Electric  light  companies  organized  under  the  general  corporation 
act  of  New  Jersey  have  authority  to  erect  poles  and  to  string  and 
maintain  wires  in  the  public  highways  upon  first  obtaining  the 
consent  of  the  owners  of  the  soil. 

Point  Pleasant  Elect.  L.  &  P.  Co.  v.  Borough  of  Bay  Hemd. .         2S0 

An  owner  of  a  lot  abutting  on  a  street  dedicated  to  public  use  by  an 
owner  who  subdiyides  lots  for  sale^  has  a  property  interest  in  the 
street  in  front  of  his  lot,  which  cannot  be  taken  against  his  will, 
except  upon  the  terms  provided  by  the  Constitution,  viz.,  that  a 
compensation  shall  first  be  made  in  money,  or  by  a  deposit  of 
mon^. 

Callen  y.  Columbus  Edison  Elect  L.  Co 24S 

Use  by  private  lighting  company  is  a  diversion  of  the  street  from 
the  purposes  for  which  it  was  dedicated.  Idem. 

Deatruotion  of  public  improvement, — Before  an  individual  or  com- 
pany may  invade  and  destroy,  in  whole  or  part,  for  other  public 
purposes,  a  public  improvement  placed  on  the  street  by  an  abutting 
lot  owner  in  front  of  his  property,  under  agreement  with  the 
council  of  the  city,  town,  or  village,  specific  authority  for  so  do- 
ing must  first  be  obtained  from  such  council. 

Maxwell  v.  District  and  Printing  Teleg.  Co 206 

Statute  authorisnng  removal  of  ohetructions. — ^The  borough  act  (P. 
L.  1897,  p.  206),  empowering  borough  councils  by  ordinance  to 
regulate  the  streets  of  the  borough,  to  remove  obstructions  and 
nuisances  therefrom,  and  to  prescribe  the  manner  in  which  cor- 
porations or  individuals  shall  exercise  any  privilege  granted  to 
them  in  the  use  of  the  streets,  confers  a  power  which  can  only  be 
exercised  by  the  passing  of  an  ordinance. 

Point  Pleasant  Elect.  L.  &  P.  Co.  v.  Borough  of  Bay  Head . .  230 

Consent  of  abutting  owners. — Statute  (Hurd's  HI.  Stats.,  1899,  ch. 
24,  par.  491)  requiring  consent  of  owners  of  adjoining  lands  be- 
fore grant  of  franchise  for  use  of  streets  by  electric  light  com- 
pany does  not  apply  to  company  exercising  franchise  granted 
prior  thereto. 

McWethy  v.  Aurora  Elect.  Light  &  P.  Co 220 

Conduits,  the  wires  therein  and  m^mholes  constructed  and  maintained 
in  the  streets  of  a  municipality  remain  the  property  of  the  com- 
pany putting  them  in,  subject  to  the  easement  of  the  public  in 
the  use  of  the  street  as  a  thoroughfare. 

Missouri  Edison  Elect.  Co.  v.  Weber 923 
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Li<ibility  for  injury  to  manhole, — If  the  municipality  lawfully  per- 
mits private  property  to  be  placed  and  kept  in  a  street  or  high- 
way, and  this  property  is  damaged  by  the  carelessness  of  another, 
the  owner  of  such  property  may  recover  compensation  for  the  in- 
jury so  done.  If,  therefore,  a  manhole  was  put  down  in  the  street 
by  an  electric  company  a  right  of  action  exists  in  favor  of  the 
company,  if  such  manhole  is  tortuously  broken.  Idon. 

Bights  of  telephone  and  other  electrical  companies  stringing  wires 
in  streets.     See  note  to 

Louisville  Home  Teleph.  Co.  v.  Cumberland  Teleph.  &  Teleg. 

Co 114 

Notice  of  dangerous  condition  of  electric  wires. — ^The  disturbed  con- 
dition of  a  city  telephone  and  fire  alarm  system  is  notice  to  the 
city  that  the  wires  may  be  broken  and  down,  and  imposes  upon  the 
city  officials  the  duty  of  investigating  so  as  to  ascertain  if  the 
wires  constitute  a  dangerous  obstruction. 

City  of  Emporia  v.  Bums   416 

Injury  to  pedestrian  falling  over  concealed  wire. — ^A  plaintiff  was 
injured  in  crossing  a  street  by  catching  her  foot  in  a  wire  lying 
concealed  in  the  grass,  but  attached  at  one  end  to  a  pole.  In  the 
absence  of  evidence  as  to  who  was  the  owner  of  the  wire,  or  re- 
sponsible for  its  being  in  the  place  where  the  accident  occurred,  the 
plaintiff  could  not  recover. 

Lee  V.  Maryland  Telephone  &  Telegraph  Co 419 

Injury  by  falling  trolley  wire. — Evidence  considered  and  held  suffi- 
cient to  justify  jury  in  finding  that  there  was  negligence  upon  the 
part  of  the  defendant  street  railway  company  on  the  construction 
of  the  trolley  wire  which  had  fallen  and  injured  the  plaintiff 
while  standing  in  the  street. 

Memphis  Street  Railway  Co.  v.  Cartwright 430 

LidhiUty  of  telephone  company  for  injuries  caused  by  poles. — ^Under 
the  Massachusetts  Statute  (Rev.  Laws,  ch.  122,  sec.  15),  where 
a  person  is  injured  by  being  thrown  from  a  wagon  colliding  with 
a  telephone  pole,  the  company  is  liable  for  the  damages  caused  by 
such  injury,  although  the  pole  was  erected  and  maintained  by  the 
company  in  accordance  with  a  license  granted  by  the  proper  muni- 
cipal authority. 

Riley  v.  New  England  Telegraph  &  Telephone  Co 438 

Contributory  negligence. — Such  statute  does  not  make  the  company 
an  insurer  against  injuries  to  persons  whose  own  fault  is  one  of 
the  causes  of  the  injury.  Idem. 

VOL.  vni — 62    c,. 
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Death  of  horse  oauaed  hy  contact  Moith  Uve  wire. — Where  an  dectric 
wire  had  fallen  in  the  street  by  reason  of  sleet  adhering  to  it, 
and  without  the  negligence  or  fault  of  the  defendant,  defendant 
is  not  liable  for  the  death  of  the  plaintiff's  horse  caused  by  con- 
tact with  such  wire. 

Colbum  V.  Mayor,  etc..  City  of  Wilmington  457 

Ooniaet  with  live  wire;  broken  telephone  wire  hanging  aoroes  eieo- 
trie  light  wire;  joint  liability. — ^Where  the  pole  on  which  an  elec- 
tric light  wire  is  suspended  was  shown  to  be  unfit  and  not  braced 
as  it  ought  to  have  been,  and  it  appeared  that  after  a  heavy  rain 
storm  the  electric  light  wire  had  sagged  and  come  in  conatct  with 
the  telephone  wire,  and  had  fallen  across  the  telephone  wire  to  the 
ground,  the  current  from  the  electric  light  wire  being  turned  oif 
at  some  distance  from  the  point  of  contact,  and  the  plaintiff  was 
injured  by  coming  in  contact  with  such  broken  electric  light  wire, 
it  is  sufficient  to  show  a  concurrent  neglect  upon  the  part  of  both 
the  telephone  and  electric  light  company  and  that  the  negligence 
was  joint  in  its  character. 

Economy  Light  &  Power  Co.  v.  Hiller 462 

Injury  to  horse  by  contact  with  live  wire;  evidence, — Where  it  ap- 
pears that  the  driver  of  a  horse,  upon  the  horse  suddenly  falling 
in  the  street  to  the  ground,  observes  for  the  first  time  a  wire 
hanging  close  to  the  wheel  of  his  wagon,  emitting  sparks  and 
flames  of  light  and  subsequently,  and  that  while  the  horse  was 
struggling  to  his  feet  he  was  seen  to  come  in  contact  with  the  wire, 
whereupon  he  again  fell,  it  was  held  sufficient  to  show  that  the 
horse  was  injured  by  an  electric  shock  received  from  contact  with  a 
live  wire. 

Chaperone  v.  Portland  General  Electric  Co 468 

The  doctrine  of  res  ipsa  loquitur  was  applied  and  plaintiff  was  re- 
lieved from  the  burden  of  proving  the  unsafe  and  insecure  condition 
of  the  wire.  The  question  as  to  whether  the  presumption  of  neglect 
had  been  overcome  by  the  defendant  was  held  to  be  one  of  fact 
for  the  jury.  Idem. 

Contact  loiih  live  wire  maintained  by  municipality. — ^A  municipality 
is  not  excepted  from  the  rule  as  to  the  degree  of  care  to  be  used 
in  the  operation  of  electric  wires;  so  where  a  police  call  wire 
maintained  and  operated  by  a  city  breaks  and  falls  in  the  street, 
and  a  boy  is  injured  by  coming  in  contact  therewith,  such  city  is 
liable  ji^here  it  appears  that  the  police  officials  knew  of  the  con- 
dition of  the  wire  prior  to  the  accident. 

Herron  v.  City  of  Pittsburg   482 


Index,  979 

STREETS    (continued),  page. 

Injury  to  animal  by  contact  with  live  wire;  contributory  negligenoe, 
— ^In  an  action  to  recover  for  the  death  of  a  mule  occasioned  hy 
contact  with  a  telephone  wire  suspended  in  the  street,  it  appeared 
that  the  defendant  negligently  permitted  the  wire  to  fall  across 
a  trolley  wire  and  thereby  become  charged  with  a  deadly  current 
causing  the  death  of  the  plaintiff's  mule  by  contact  therewith,  it 
was  held  that  the  negligence  of  the  defendant  was  the  approxi- 
mate cause  of  the  death,  and  that  the  driver  was  not  chargeable 
with  contributory  negligence  because  of  his  failure  to  observe  the 
presence  of  the  wire. 

Jones  V.  Finch 497 

Contact  with  Uve  wire  hanging  from  electric  light  pole, — ^An  electric 
light  company  is  liable  for  injuries  caused  by  contact  with  a  live 
wire  hanging  from  an  electric  light  pole  to  a  point  not  more  than 
a  foot  or  two  above  the  sidewalk,  where  it  appears  that  such  wire 
had  become  charged  with  a  dangerous  current  of  electricity  by 
contact  with  an  electric  light  wire  at  a  point  where  the  insulation 
was  defective. 

Wehner  v.  Lagerfelter 686 

Injuries  to  travelers  by  wires  falling  in  streets.    See  note  to 

Ela  V.  Portland  Telegraph  &  Cable  Co 427 

Injuries  to  employees. 

See  Emplotees.     See,  also,  Abuttino  Ownsrs;   Eionknt 
Domain;     Franchise;     Highways;     MuiacxpiunES; 

POI^S;    WlBES. 

TAXATION. 

An  annual  license  taw  imposed  upon  a  telegraph  company  for  the 
use  of  city  streets  is  a  compensation  for  the  servitude  imposed 
upon  the  streets  and  is  not  in  the  nature  of  a  burden  upon  inter- 
state commerce  under  the  guise  of  a  license  tax. 

Postal  Telog.  Cable  Co.  v.  City  of  Newport 26 

Validity  of  license  taao  upon  telegraph  companies, — ^A  license  fee  im- 
posed upon  a  telegraph  company  by  a  city  to  compensate  the  city 
for  the  expense  of  the  supervision  of  the  poles  and  wires  of  such 
company  is  not  in  violation  of  the  constitutional  provision  as  to 
the  regulation  of  interstate  commerce  by  Congress.  Such  a  fee 
may  be  large  enough  to  cover  reasonably  anticipated  expenses; 
the  charge  cannot  be  avoided,  unless  it  appears  that  it  was  in  ex- 
cess of  the  actual  expense  of  such  supervision. 

Atlantic  &  Pacific  Teleg.  Co.  v.  City  of  Philadelphia 360 
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Reasonahlenesa  of  license  fees  for  the  jury. — When  the  question  of 
the  reasonableness  of  an  ordinance  imposing  a  license  fee  upon  a 
telegraph  company  turns  upon  the  reasonableness  of  the  amount  of 
such  fee  it  may  rightly  be  left  for  the  determination  of  a  jury. 

Atlantic  &  Pacific  Teleg.  Co.  v.  City  of  Philadelphia 369 

Occupation  taw  upon  telegraph  company, — ^A  reasonable  occupation 
tax  may  be  imposed  by  a  village  upon  tel^raph  companies  oc- 
cupying the  streets.  Such  tax  cannot  include  interstate  business 
or  the  business  of  the  government  of  the  United  States. 

Western  Union  Teleg.  Co.  v.  Village  of  Wakefield 380 

License  fees  for  use  of  streets  and  highways  by  telegraph  and  tele" 
phone  companies.     See  note  to 

Western  Union  Teleg.  Co.  v.  Village  of  Wakefield 3S5 

Tangible  property  of  telegraph  company. — ^The  tangible  property  of 
a  telegraph  company  within  a  State  is  subject  to  State  taxation. 
In  determining  the  value  of  such  property  it  is  proper  to  com- 
pare the  length  of  the  company's  lines  within  the  State  with  that 
of  its  entire  lines,  or  to  take  the  aggregate  value  of  its  capital 
stock  and  deduct  therefrom  the  proportionate  valuation  of  its 
lines  without  the  State,  and  also  the  value  of  its  property  subject 
to  local  taxation. 

State  ex  rel.  (Gottlieb  v.  Western  Union  Teleg.  Co 390 

Franchise  of  telegraph  company. — The  franchise  of  a  telegraph  com- 
pany is  taxable  in  the  State  where  its  lines  are  located. 

State  ex  rel.  Gottlieb  v.  Western  Union  Teleg.  Co 390 

Real  estate  of  telephone  company. — A  statute  imposes  a  State  tax 
upon  the  poles,  wires,  instruments,  apparatus  and  fixtures  of  all 
kinds  of  telephone  companies,  and  it  further  provides  that  such 
companies  shall  be  taxed  only  in  the  mode  prescribed  therein, 
except  upon  real  estate  not  used  in  their  ordinary  business;  it 
precludes  local  taxation  on  the  real  estate  of  such  companies  used 
in  their  ordinary  business. 

New  England  Telephone  &  Telegraph  Co.  v.  City  of  Man- 
chester     399 

Telephone  companies,  taxation  of.    See  Taxation. 

A  city  ordinance  imposing  a  tax  on  telephone  poles  and  conduits  is 
not  unconstitutional. 

Postal  Telegraph  Cable  Co.  v.  City  of  Norfolk 401 

License  fees  on  telephone  companies. — ^A  city  having  granted  a  fran- 
chise to  a  telephone  company  for  the  use  of  its  streets  cannot 
impose  a  license  fee  upon  such  company  for  such  use. 

Sunset  Telephone  &  Tele.  Co.  v.  City  of  Medford 402 
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Franchise  tax  en  eleeiric  Ught  company, — ^An  electric  liglit  oompanj 
formed  by  the  consolidation  and  merger  of  several  corporatiQiis, 
some  of  whom  possess  and  exercise  municipal  franchises,  and 
which,  since  its  formation,  has  exercised  such  franchise,  is  subject 
to  taxation  under  section  4  of  the  Act  of  March  23rd,  1900  (New 
Jersey  Pub.  Laws,  p.  502)   for  the  taxation  of  franchises. 

Paterson  &  Passaic  Gas  &  Elec.  Light  Co.  v.  State  Board 
of  Assessors 403 

TELEGRAPH  COMPANIES. 

Right  to  U9e  afreets  must  be  by  legislative  authority. 

Morristown,  City  of,  v.  East  Tennessee  Telephone  Co 3 

Post  Roads  Act  does  not  confer  authority  to  use  city  streets  without 
municipal  franchise. 

Postal  Teleg.  Co.  v.  City  of  Newport 25 

License  taw,  nature  of. 

Postal  Teleg.  Cable  Co.  v.  City  of  Newport  25 

Statute  authorizing  use  of  public  highways  includes  city  streets. 
(Iowa  Code,  1873,  sec.  1324.) 

Chamberlain  v.  Iowa  Telephone  Co 11 

Authorizing  use  of  **  public  roads  "  does  not  include  streets  of  muni- 
cipality.     (Comp.  L.  Neb.  1901,  ch.  89a,  sec.  14.) 

Nebraska  Teleph.  Co.  v.  Western  Ind.  Long  Distance  Teleph. 

Co 32 

Poxoers  of  court  of  visitation  under  Kansas  Act  (L.  1898,  ch.  38)  over 
telegraph  companies;  constitutionality. 

Western  Union  Teleg.  Co.  v.  Austin   884 

Transmission  of  messages. — Kansas  Court  of  Visitation  Act  (L, 
1898,  ch.  38),  imposing  penalty  for  unnecessary  delay  in  trans- 
mission and  delivery  of  messages  held  unconstitutional.  Idem. 

Transmission  and  delivery  of  telegraphic  messages,  liabilities  of  tele- 
graph  companies   for  negligence,   etc.     See  note   to 

Western  Union  Teleg.  Co.  v.  Austin   891-012 

Contract  with  railroad  company  as  to  telegraph  lines  along  railroad 
right  of  way,  and  the  construction,  maintenance  and  operation  of 
such  lines  and  the  appliances  connected  therewith  does  not  operate 
as  a  grant  of  real  property. 

Western  Union  Teleg.  Co.  v.  Pennsylvania  Co 988 

As  to  effect  of  such  a  contract,  see 

St.  Paul,  Minneapolis  k  M.  Ry.  Co.  v.  Western  Union  Teleg. 
Co 045 
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Tawation  of.  See  Taxation.  See,  also,  Abutting  Owners;  Eminent 
Domain;  Employees;  Franchises;  Highways;  Municipaijties ; 
Poles;  Streets;  Wires. 


TELEPHONE  COMPANIES. 

Right  to  use  streets  must  be  by  legislatiye  authority. 

Morristown,  City  of,  y.  East  Tennessee  Telephone  Co S 

Statute  authorizing  use  of  "  public  highways  "  includes  city  streets. 
(Iowa  Code,  1873,  sec.  1324,  as  amended  by  19  Grcn.  Ass.  Laws, 
ch.  104.) 

Chamberlain  v.  Iowa  Telephone  Co 11 

Authorizing  use  of  "  public  roads  "  does  not  include  streets  of  muni- 
cipality.    (Comp.  L.  Neb.  1901,  ch.  89a,  sec.  14.) 

Nebraska  Teleph.  Co.  y.  Western  Ind.  Long  Distance  Teleph. 

Co 82 

Use  of  streets  must  be  by  consent  of  local  authorities  under  Ky. 
Const.,  sec.  163.  Injunction  will  lie  in  fayor  of  company  not 
securing  such  consent  to  restrain  erection  and  maintenance  of  lines 
in  streets  by  another  company. 

East  Tennessee  Teleph.  Co.  y.  Anderson  Co.  Teleph.  Co. . . .  19 

Bwtension  of  lines, — Ordinance  requiring  commissioner  of  public 
works  to  designate  location  of  poles  must  be  complied  with. 

St.  Paul,  City  of,  v.  Freedy   29 

Transfer  of  franchise. — Subscribers  of  original  company  entitled  to 
continued  seryice. 

Mahan  y.  Michigan  Teleph.  Co 38 

Eoohisive  franchise  not  to  be  granted  by  Indian  Nation. 

Muskogee  Nat.  Teleph.  Co.  y.  Hall 64 

Bimilar  franchises  to  two  or  more  companies  for  use  of  streets; 
rights  as  to  stringing  wires. 

Chicago  Teleph.  Co.  v.  Northwestern  Teleph.  Co 81 

Louisville  Home  Teleph.  Co.  y.  Cumberland  Teleph.  &  Teleg. 

Co 108 

Unnecessary  interference  by  one  company  with  the  rights  of  a  former 
occupant  of  streets  may  be  restrained. 

Northwestern  Teleph.  Exch.  Co.  y.  Twin  City  Teleph.  Co. . .  103 

Interference  by  one  company  with  rights  of  another.    See  note  to 

Louisville  Home  Teleph.  Co.  v.  Cumberland  Teleph.  &  Teleg. 

Co 114 
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Proceeding  to  compel  removal  of  poles  and  wires  barred  by  laches  of 
city  in  pennitting  them  to  remain  undisturbed  for  a  period  to 
twenty-one  years. 

City  of  Bradford  v.  N.  T.  &  Pennsylvania  Teleph.  &  Tel^. 
Co 151 

Deemed  telegraph  company  under  statute  authorizing  construction 
of  telegraph  lines  along  streets  and  highways.    See  note  to 

Maxwell  y.  District  and  Printing  Tel^.  Co 212 

Additional  servitude, — ^Use  of  streets  and  highways  by  telephone 
company  for  its  poles  and  wires  constitutes  an  additional  servitude. 

Bronson  v.  Albion  Telephone  Co 177 

Donovan  v.  Allert  et  al 183 

Contra.   Kirby  v.  Citizens'  Telephone  Co 199 

Maxwell  v.  District  &  Printing  Teleg.  Co 206 

Righte  and  duties  of  telephone  companies  as  common  carriers  gen- 
erally.    See  note  to 

State  ex  rel.  Payne  v.  Kimloch  Teleph.  Co 873 

Bervicea  to  he  fumiehed;  common  carriers;  rules. — ^A  telephone  com- 
pany is  a  common  carrier,  and  as  such  bound  to  furnish  services 
to  those  complying  with  reasonable  rules  of  the  company. 

State  ex  rel.  Payne  v.  Elinloch  Telephone  Co 868 

A  rule  not  brought  to  the  attention  of  applicant  for  services  is  not 
binding.  Idem. 

The  fact  that  the  company  maintains  public  toll  stations  for  use  of 
general  public  does  not  justify  refusal  to  furnish  private  service.  Idem. 

Wrongful  disconnection  of  telephone;  damfiges, — In  the  absence  of 
pecuniary  loss  for  the  wrongful  disconnection  of  a  telephone,  the 
measure  of  damages  is  the  amount  of  rental  paid  for  the  time 
during  which   the   telephone   was   disconnected. 

Cumberland  Teleph.  &  Teleg.  Co.  v.  Hendon 860 

Penalty  for  unlawful  discrimination. — Indiana  statute  (Rev.  Stats., 
sec.  5529)  as  to  unlawful  discriminations  and  partiality  toward 
applicants  for  connections  and  facilities,  construed,  and  held  that 
penalty  thereunder  cannot  be  recovered  unless  it  be  shown  that 
the  rule  complained  of  was  unreasonable  and  unfairly  applied. 

Irvin  v.  Rushville  Co-operative  Teleph.  Co 852 

Sufficiency  of  allegations  as  to  discrimination.  Idem. 

Rule  as  to  payment  for  telephone  service  providing  that  rental  shall 
be  paid  on  or  b:  fore  the  fifth  day  after  it  is  due  under  penalty  of 
discontinuance  of  service  is  not  unreasonable.  Idon. 
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The  deprivation  of  telephone  serrioe  for  failure  to  comply  with 
reasonable  rule  as  to  payment  of  rental  is  not  taking  patron's 
property  without  due  process  of  law.  Idem. 

Contract  for  use  of  telephone;  interrupted  service. — Contract  as  to 
interrupted  service  construed,  and  held  that  subscriber  could  not 
escape  liability  for  rental  for  interrupted  service  unless  notice  is 
first  given  to  company. 

AtlanU  Standard  Teleph.  Go.  v.  Porter 848 

Refusal  of  long  distance  connection,  liability  for  damages  accruing. 
See 

Haber,  Blum,  etc.,  Hat  Co.  v.  So.  Bell  Teleph.  &  Teleg.  Co. .  847 

Contract  for  construction  of  telephone  lines  between  two  telephone 
companies  held  void  because  not  in  writing  and  could  not  be  per- 
formed within  one  year  from  the  making  thereof. 

Bastin  Teleph.  Co.  v.  Richmond  Teleph.  Co 9S8 

TacDtUion  of.  See  Taxation.  See,  also,  ABumNG  Ownebs;  EiaincNT 
Domain;  Employee:  Franchises;  Highways;  Lightnino;  Muni- 
cipalities; Poles;  fifTREETs;  Wires. 

TREES. 
Injury  to  trees  in  highways  by  telegraph  and  telephone  companies. 
See  note  to 

State  ex  rel.  Wisconsin  Teleph.  Co.  v.  City  of  Sheboygan . .  185 

Trees  in  highways;  rights  of  owner  of  fee, — ^An  abutting  owner  who 
owns  the  fee  upon  which  a  highway  is  located  is  the  owner  of  the 
soil  and  the  trees  growing  thereon;  in  respect  to  such  trees  he  has 
the  rights  and  remedies  of  the  owner  of  the  freehold,  subject  only 
to  the   public  easement. 

Western  Union  Teleg.  Co.  v.  Krueger   214 

Complaint  in  action  for  injury  to  trees. — A  complaint  in  an  action 
against  a  telegraph  company  for  injury  to  trees,  alleging  that  the 
trees  were  wrongfully  cut  by  the  defendant's  servants,  without  stat- 
ing the  business  engaged  in  at  the  time  the  injury  was  done,  or 
which  does  not  allege  that  the  plaintiff  had  any  rights  in  the  high- 
way other  than  that  of  egress  and  ingress,  is  insufficient.  Idem. 

Trimming  trees  interfering  loith  telephone  u^res. — ^A  telegraph  and 
telephone  company  cannot,  by  its  agents,  enter  the  premises  along 
a  street  or  highway,  in  which  its  wires  are  strung,  without  the 
consent  of  the  owner  of  such  premises,  and  trim  off  the  branches 
of  trees  growing  on  such  premises  which  interfere  with  its  wirea. 
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In  such  a  case  the  owner  of  the  premises  is  entitled  to  damages 
for  the  injury  done. 

Southwestern  Telegraph  &  Telephone  Co.  y.  Branham 217 

TELEGRAPH  AND  TELEPHONE  COMPANIES. 

U8e  of  streets  and  highways.    See  note  to 

State  ex  rel.  Wisconsin  Teleph.  Co.  v.  City  of  Shehoygan. . .    150-167 

WIRES. 

In  streets,  notice  of  dangerous  condition, — ^The  disturbed  condition 
of  a  city  system  of  electric  wires  is  notice  to  the  city  that  such 
wires  may  be  broken  and  down,  and  imposes  upon  the  city 
officials  the  duty  of  investigation  to  ascertain  if  such  wires  con- 
stitute a  dangerous  obstruction  to  the  use  of  the  street. 

City  of  Emporia  v.  Bums 416 

Duty  as  to  oonstrtiction  of  trolley  wires. — In  view  of  the  danger  at- 
tending upon  the  breaking  and  falling  of  overhead  electrical  wires 
in  streets,  an  electrical  railway  company  should  be  held  to  the 
highest  or  utmost  degree  of  care  in  the  construction,  maintenance 
and  operation  of  its  lines. 

Memphis  Street  Railway  Co.  v.  Cartwright 480 

Injury  from  wire  in  highway  dislodged  hy  falling  tree. — Where  it 
appeared  that  the  defendant  was  negligent  in  stringing  wires  on 
the  inside  of  poles  placed  on  the  outside  of  the  curve  of  a  highway 
at  the  place  where  the  accident  occurred  and  in  using  improper 
brackets  to  support  the  wires,  it  was  held  that  the  defendant  was 
liable  although  it  was  shown  that  the  wire  causing  the  accident 
might  have  been  dislodged  by  a  tree  felled  against  it  by  the  owner 
of  abutting  lands. 

Ela  V.  Portland  Telegraph  &  Cable  Co 423 

Injuries  to  travelers  caused  by  wires  falling  in  the  streets,  or  by 
low  sagging  wires.     See  note  to 

Ela  V.  Portland  Telegraph  &  Cable  Co 427 

Liability  for  death  of  horse  caused  hy  contact  vHth  live  wire  in 
street. — Where  an  electric  wire  suspended  in  the  street  had  fallen 
by  reason  of  sleet  adhering  to  it,  without  any  negligence  or  de- 
fault of  a  defendant,  the  defendant  is  not  liable  for  the  death  of 
the  plaintiff's  horse  caused  by  coming  in  contact  therewith. 

Colbum  V.  Mayor,  etc..  City  of  Wilmington 457 

Broken  telephone  wire  coming  in  contact  with  electric  light  wire; 
injury  to  pedestrian  in  street;  joint  liability, — ^Where  the  pole  on 
which  an  electric  light  wire  is  suspended  was  shown  to  be  unfit 


984  American  Ei-BCTitiCAXr  Cases.  [vol,  8 


TELEPHONE    COMPANIES    (continued),  page. 

The  deprivation  of  telephone  service  for  failure  to  comply  with 
reasonable  rule  as  to  payment  of  rental  is  not  taking  patron's 
property  without  due  process  of  law.  Idem. 

Contract  for  use  of  telephone;  interrupted  aervioe, — Contract  as  to 
interrupted  service  construed,  and  held  that  subscriber  could  not 
escape  liability  for  rental  for  interrupted  service  unless  notice  is 
first  given  to  company. 

Atlanta  Standard  Teleph.  Go.  v.  Porter 848 

Refusal  of  long  distance  connection,  liability  for  damages  accruing. 
See 

Haber,  Blum,  etc.,  Hat  Co.  v.  So.  Bell  Teleph.  &  Teleg.  Co. .  847 

Contract  for  construction  of  telephone  lines  between  two  telephone 
companies  held  void  because  not  in  writing  and  could  not  be  per- 
formed  within  one  year  from  the  making  thereof. 

Bastin  Teleph.  Co.  v.  Richmond  Teleph.  Co 035 

Taxation  of.  See  Taxation.  See,  also,  ABumNG  Ownebs;  Eminent 
Domain;  Employee:  Franchises;  Highways;  Lightning;  Muni- 
cipalities; Poles;  /Streets;  Wires. 

TREES. 
Injury  to  trees  in  highways  by  telegraph  and  telephone  companies. 
See  note  to 

State  ex  rel.  Wisconsin  Teleph.  Co.  v.  City  of  Sheboygan . .  166 

Trees  In  highways;  rights  of  owner  of  fee, — ^An  abutting  owner  who 
owns  the  fee  upon  which  a  highway  is  located  is  the  owner  of  the 
soil  and  the  trees  growing  thereon;  in  respect  to  such  trees  he  has 
the  rights  and  remedies  of  the  owner  of  the  freehold,  subject  only 
to  the  public  easemint. 

Western  Union  Teleg.  Co.  v.  Krueger   214 

Complaint  in  action  for  injury  to  trees. — A  complaint  in  an  action 
against  a  telegraph  company  for  injury  to  trees,  alleging  that  the 
trees  were  wrongfully  cut  by  the  defendant's  servants,  without  stat- 
ing the  business  engaged  in  at  the  time  the  injury  was  done,  or 
which  does  not  allege  that  the  plaintiff  had  any  rights  in  the  high- 
way other  than  that  of  egress  and  ingress,  is  insuflSicient.  Idem. 

Trimming  trees  interfering  with  telephone  wires. — A  telegraph  and 
telephone  company  cannot,  by  its  agents,  enter  the  premises  along 
a  street  or  highway,  in  which  its  wires  are  strung,  without  the 
consent  of  the  owner  of  such  premises,  and  trim  off  the  branches 
of  trees  growing  on  such  premises  which  interfere  with  its  wires. 
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In  such  a  case  the  owner  of  the  premises  is  entitled  to  damages 
for  the  injury  done. 

Southwestern  Telegraph  &  Telephone  Co.  v.  Branham 217 

TELEGRAPH  AND  TELEPHONE  COMPANIES. 

Use  of  streets  and  highways.    See  note  to 

State  ex  rel.  Wisconsin  Teleph.  Co.  y.  City  of  Shehoygan. . .    150-167 

WIRES. 

In  streets,  notice  of  dangerous  condition, — ^The  disturbed  condition 
of  a  city  system  of  electric  wires  is  notice  to  the  city  that  such 
wires  may  be  broken  and  down,  and  imposes  upon  the  city 
officials  the  duty  of  investigation  to  ascertain  if  such  wires  con- 
stitute a  dangerous  obstruction  to  the  use  of  the  street. 

City  of  Emporia  v.  Bums 416 

Duty  as  to  construction  of  trolley  wires. — In  view  of  the  danger  at- 
tending upon  the  breaking  and  falling  of  overhead  electrical  wires 
in  streets,  an  electrical  railway  company  should  be  held  to  the 
highest  or  utmost  degree  of  care  in  the  construction,  maintenance 
and  operation  of  its  lines. 

Memphis  Street  Railway  Co.  v.  Cartwright 430 

Injury  from  wire  in  highway  dislodged  by  falling  tree. — Where  it 
appeared  that  the  defendant  was  negligent  in  stringing  wires  on 
the  inside  of  poles  placed  on  the  outside  of  the  curve  of  a  highway 
at  the  place  where  the  accident  occurred  and  in  using  improper 
brackets  to  support  the  wires,  it  was  held  that  the  defendant  was 
liable  although  it  was  shown  that  the  wire  causing  the  accident 
might  have  been  dislodged  by  a  tree  felled  against  it  by  the  owner 
of  abutting  lands. 

Ela  V.  Portland  Telegraph  &  Cable  Co 423 

Injuries  to  travelers  caused  by  wires  falling  in  the  streets,  or  by 
low  sagging  wires.     See  note  to 

Ela  V.  Portland  Telegraph  &  Cable  Co 427 

Liability  for  death  of  horse  caused  hy  contact  with  live  wire  in 
street. — Where  an  electric  wire  suspended  in  the  street  had  fallen 
by  reason  of  sleet  adhering  to  it,  without  any  negligence  or  de- 
fault of  a  defendant,  the  defendant  is  not  liable  for  the  death  of 
the  plaintiff's  horse  caused  by  coming  in  contact  therewith. 

Colbum  V.  Mayor,  etc.,  City  of  Wilmington 457 

Broken  telephone  wire  coming  in  contact  with  electric  light  wire; 
injury  to  pedestrian  in  street;  joint  liahility, — ^Where  the  pole  on 
which  an  electric  light  wire  is  suspended  was  shown  to  be  unfit 
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Contact  with  pulley  wire  used  in  hoisting  aro  lamps. — ^An  electric 
light  company  is  guilty  of  negligence  in  permitting  a  pulley  wire 
used  in  lowering  and  hoisting  an  arc  lamp  to  come  in  contact  with 
the  feed  wire  of  the  lamp  and  thereby  become  dangerously  charged 
with  electricity. 

Lexington  Railway  Co.  v.  Fain's  Adm'r 4M 

Duty  to  prevent  accidents, — ^Those  who  manufacture  or  use  electricity 
for  private  advantage  must  do  so  at  their  peril;  the  only  way  to 
prevent  accidents  where  a  deadly  current  is  used  is  to  have  per- 
fect protection  at  those  points  where  people  are  liable  to  come  in 
contact  with  it.  Idem. 

Contributory  negligence, — ^Where  a  boy  inadvertently  or  purposely 
touches  a  deadly  electric  wire  within  easy  reach  without  knowl- 
edge  of  danger  he  is  not  guilty  of  contributory  negligence.  Idem. 

Contact  with  live  guy  v>ire, — Contributory  negligence  is  not  con- 
clusively established  by  voluntary  contact  with  a  live  guy  wire 
where  it  appears  that  such  guy  wire  had  been  charged  with  elec- 
tricity for  several  days  with  notice  to  the  defendant,  and  that 
such  wire  had  been  handled  by  various  parties  during  that  time. 

South  Omaha  Water  Works  Co.  y.  Voseck   512 

Erected  along  bridges;  contact  with  live  wire, — ^The  plaintiffs  in- 
testate was  killed  by  an  electric  shock  from  an  electric  wire  at- 
tached to  a  bridge,  while  upon  a  truss  of  the  bridge  preparatory  to 
diving  therefrom  into  the  stream.  The  wires  were  uninsulated  and 
were  so  located  as  to  be  accessible  to  boys  playing  upon  the 
trusses,  which  they  had  long  been  accustomed  to  do.  The  evi- 
dence was  held  sufficient  to  show  negligence  of  the  defendant. 

Nelson  v.  Branford  Lighting  &  Water  Co 542 

Degree  of  core  required  of  company. — In  stringing  its  wires  along 
the  trusses  of  a  bridge,  an  electric  company  is  bound  to  consider 
all  the  uses  to  which  the  bridge  is  accustomed  to  h?  put.  Lender 
the  circumstances  of  the  case  the  company  was  guilty  of  negligence 
in  failing  to  properly  insulate  its  wires,  to  place  them  beyond  the 
reach  of  any  one  standing  on  any  part  of  the  bridge,  and  to  notify 
the  users  of  the  bridge  of  the  danger. 

Nelson  v.  Branford  Light  &  Water  Co 542 

Electric  wires  on  city  viaduct ;  defective  insulation, — ^An  electric  com- 
pany  erecting  its  wires  on  the  viaduct  of  a  city  street,  outside  or 
close  to  the  traveled  way,  between  which  wire  there  waa  a 
railing  over  which  small  boys  were  in  the  habit  of  climbing,  aad 
getting  close  to  the  wires,  of  which  fact  the  company  had  knowl* 
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edge.     One  of  the  boys  was  killed  by  coming  in  contact  with  an 
uninsulated  wire.    It  was  held  that  the  company  was  liable. 

Consolidated  Electric  Light  &  Power  Go.  v.  Healj 648 

Injury  to  child  by  contact  toith  electric  wire  on  roof, — ^A  child  who 
was  permitted  to  play  on  the  roof  of  a  house  in  charge  of  its 
mother  in  the  night  time  was  injured  by  contact  with  an  electric 
wire  running  along  the  roof  of  the  house.  It  was  held  that  the 
defendant  was  not  liable  since  it  could  not  be  required  to  remedy 
the  defect  in  the  wire  at  a  place  where  it  had  no  reason  to  believe 
it  would  ever  be  touched. 

Cumberland,  Mayor  of,  etc.,  v.  Lottig  562 

Injury  to  trespasser  by  contact  with  live  wire, — An  electric  light 
company  is  not  liable  for  injuries  to  a  trespasser  on  its  own  lands 
by  contact  with  a  live  wire. 

McCaughna  v.  Owosso  and  Corruna  Electric  Co 568 

Injury  to  laborer  working  on  building  by  contact  with  live  wire; 
duty  as  to  insulation. — An  electric  company  is  bound  to  know  that 
mechanics  and  laborers  will  be  required  in  the  pursuit  of  their 
respective  occupations  to  come  in  proximity  with  wires  erected  on 
signs  and  cornices  on  buildings,  and  it  is  the  duty  of  such  com- 
pany to  use  every  possible  precaution  to  insulate  its  wires  at  such 
points.  If  injury  results  to  a  person  lawfully  engaged  in  his  duties 
at  such  places  without  negligence  on  his  part  the  company  is 
liable. 

Grismann  v.  Missouri  Edison  Electric  Co 669 

Fitzgerald  v.  Edison  Electric  Illuminating  Co 684 

Injury  to  railway  employee  by  telephone  wire  suspended  across  raiU 
way  tracks. — Evidence  as  to  ownership  of  line. 

Am.  Telegraph  &  Telephone  Co.  v.  Kersh 485 

Duty  of  company  as  to  guy  wires. — ^It  is  the  duty  of  the  defendant 
electric  light  company  to  exercise  reasonable  precaution  against 
passing  a  dangerous  current  of  electricity  through  a  guy  wire  at- 
tached to  a  pole  in  a  vacant  and  unenclosed  lot  in  a  densely  peo- 
pled part  of  a  city. 

New  Omaha  Thomson-Houston  Electric  Light  Co.  v.  John- 
son   


617 


Insulation  of  wires  in  puhlic  streets;  duty  of  electric  light  company. 
— ^An  electric  light  company  maintaining  in  the  public  streets  an 
insulated  electric  light  wire  must  use  reasonable  care  to  prevent 
an  uninsulated  telegraph  wire  from  coming  in  contact  therewith 
so  as  to  wear  off  the  insulation  and  thereby  divert  the  current  into 
the  telegraph  wire  to  the  injury  of  a  person  upon  the  street. 

Hamilton  v.  Bordentown  Electric  Light  &  Motor  Co 524 
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Inaulation  of  dangerous  wire;  degree  of  oare, — ^It  ib  the  duly  of 
electric  light  companies  to  use  yexy  great  care  to  keep  insulated 
or  dangerous  wires  protected  at  places  where  people  have  a  right 
to  go  for  work,  business  or  pleasure. 

Thomas  v.  Wheeling  Electric  Light  Co 

Defective  insulation;  fnima  facie  negligence, — ^Where  an  injury  is 
occasioned  by  contact  with  a  live  electric  wire  defectively  insulated 
at  a  place  where  it  should  be  safe,  the  company  maintaining  such 
wire  is  guilty  of  prima  facie  negligence. 

Contributory  negligence  in  ix)luntary  contact  with  defective  instUated 
wire, — ^A  person  who  voluntarily  comes  in  contact  with  an  electric 
wire  at  a  place  where  it  should  be  safely  insulated  by  reason  of 
defective  insulation,  he  being  ignorant  of  the  defect,  is  not  guilty 
of  contributory  negligence.  Idem. 

Aeaumption  <ia  to  insulation, — ^In  places  where  an  electric  light  wire 
should  be  insulated  for  the  safety  of  persons,  one  may  assume  they 
are  so  insulated  if  he  did  not  know  to  the  contrary.  Idon. 

Anticipation  of  injury  from  defective  insulation, — ^An  electrical  com- 
pany must  anticipate  injury  as  liable  to  happen  to  persons  from 
contact  with  its  wires  by  reason  of  defective  insulation  at  places 
where  the  law  requires  such  insulation.  Idem. 

Contact  tDith  defectively  insulated  wire  attached  to  house. — ^It  is  pre- 
sumptive negligence  for  an  electric  company  to  permit  an  elec- 
tric wire  fastened  to  a  building  within  easy  reach  from  a  window 
to  become  defective. 

Walters  v.  Denver  Consolidated  Electric  Light  Co 555 

Duty  of  company  as  to  insulation  of  such  a  vHre. — It  is  the  duty  of 
an  electric  company  to  exercise  reasonable  care  under  all  circum- 
stances to  have  and  maintain  a  wire  at  such  a  place  in  a  reason- 
ably  safe  condition.  The  question  of  the  negligence  of  the  com- 
pany  in  permitting  the  wire  to  become  defectively  insulated  is  for 
the  jury.  Idem. 

Use  by  laborer  of  rubber  gloves  for  protection  in  handling  wires. — 
It  is  proper  to  submit  to  the  jury  the  question  as  to  whether  a 
person  engaged  as  a  sign  hanger  should  use  rubber  gloves,  boots  and 
coat  to  prevent  injury  from  contact  with  live  electric  wire,  where 
it  is  necessary  for  him  to  handle  such  wires. 

Grismann  v.  Missouri  Edison  Electric  Co 569 

Proof  of  defective  insulation. — The  fact  of  the  death  of  the  intestate 
from  contact  with  a  wire  attached  to  a  building  accessible  to  labor- 
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en  and  mechanics  in  the  course  of  their  employment  is  conclusive, 
proof  of  defective  insulation  and  of  the  negligence  of  the  defendant. 

Grismann  v.  Missouri  Edison  Electric  Co 669 

Duty  to  insulate  vAre  not  transferable, — ^The  duty  imposed  of  prop- 
erly insulating  wires  is  incidental  to  the  ownership  and  operation 
of  an  electric  plant,  and  is  nontransferable. 

Standard  Light  &.  Power  Co.  y.  Munsey 714 

Insulation;  degree  of  care  to  he  used.    See  note  to 

Thomas  v.  Wheeling  Electric  Light  Co 540 

Insulation  of  wires  attached  to  a  building  at  a  place  where  such 
wires  may  be  easily  reached.     See  note  to 

Walters  ▼.  Denver  Consolidated  Electric  Light  Co 661 

Injury  to  laborer  on  building  by  eleotrio  shock  received  from  contact 
with  live  wires.    See  note  to 

Fitzgerald  y.  Edison  Electric  Illuminating  Co 687 

Defective  insulation;  as  to  liability  of  electric  light  company  for  fire 
caused  by  defective  insulation.     See  note  to 

Miller  y.  Ouray  Electric  Light  &  Power  Co 617 

Lightning  entering  building  over  telephone  wires, — ^It  was  held  negli- 
gent  for  telephone  company  to  permit  its  wires  to  remain  in 
a  building  after  the  instrument  had  been  removed  so  that  at- 
mospheric electricity  striking  such  wires  might  be  inducted  into 
the  building  and  there  discharged  to  the  peril  of  persons  and 
property. 

Southern  Bell  Telephone  &.  Telegraph  Co.  v.  Md^e 691 

Insulation  to  prevent  injury  by  lightning, — ^An  electric  light  com- 
pany is  not  liable  for  a  failure  to  insulate  its  wires  against 
electricity  having  its  origin  in  the  clords  or  atmosphere. 

Phoenix  Light  &  Power  Co.  v.  Bennett 697 

Defective  wiring;  death  by  fire. — A  complaint  alleging  that  the  de- 
fendant company  was  charged  with  the  duty  of  so  erecting  its 
wire  as  to  enable  the  passage  of  an  electric  current  over  the 
same  with  safety  to  the  occupants  of  buildings  and  to  the  build- 
ings themselves,  and  that  such  company  was  grossly  negligent  in 
performing  such  duty,  states  facts  sufficient  to  constitute  a  cause 
of  action  against  an  electric  company  for  the  death  of  the  plain- 
tifiT's  son,  who  was  confined  in  the  county  jail,  and  was  killed  by 
the  building  catching  fire  from  an  alleged  defect  in  the  electric 
wiring  thereof. 

Miller  v.  Ouray  Electric  Light  &  Power  Co 611 
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County  oommissioners  having  charge  of  the  jail  are  not  personally 
liable  for  a  failure  to  inspect  the  electrical  wires. of  the  jail  by 
reason  of  which  the  jail  caught  fire  and  burned,  causing  the  death 
of  the  plaintiff's  intestate.  Idcnu 

Application  of  doctrine  of  res  ipsa  locquitur, — ^The  doctrine  of  ret 
ipsa  locquitur  applies  to  the  case  of  an  injury  caiised  by  contact 
with  a  live  wire  suspended  in  the  streets. 

Boyd  V.  Portland  General  Electric  Co. .;. 476 

See,  also,  note  to 

Chaperone  v.  Portland  Gtoeral  Electric  Co 481 

Bvidmoe  as  to  ownership, — ^Where  a  person  is  injiired  by  falling 
over  a  concealed  wire  while  crossing  a  street  4t  was  held  that  in 
the  absence  of  evidence  as  to  the  ownership  of  the  wire  such  per- 
son could  not  recover. 

Lee  V.  Maryland  Telephone  &  Telegraph  Co 410 

Evidence  as  to  condition  of  wire, — ^In  an  action  for  personal  injuries 
received  by  reason  of  the  negligence  of  the  telephone  company  in 
permitting  its  wires  to  be  attached  so  low  down  over  the  highway 
as  to  be  caught  by  horses'  feet  in  passing,  evidence  as  to  the  con- 
dition  of  the  wire  at  the  point  where  the  accident  occurred  six 
months   subsequeqnt  thereto,   was   held   incompetent. 

Hannum  v.  Hill 4.86 

Evidence  of  condition  after  injury, — In  an  action  for  an  injury 
caused  by  contact  with  a  defectively  insulated  wire  in  the  street, 
evidence  is  admissible  to  show  that  the  height  of  the  wire  above 
the  place  where  the  plaintiff  was  walking,  five  or  ten  minutes 
after  the  accident,  as  bearing  upon  the  question  as  to  whether  or 
not  the  wire  was  so  situated  as  to  unreasonably  and  carelessly 
expose  the  plaintiff  to  danger. 

Gloucester  Electric  Co.  v.  Kankas 493 
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